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LIST  OF  PROPRIETARY  SUBSTANCES  AND  NONFOOD  COMPOUNDS 

Listings  Effective  as  of  January  1,  1993 

INTRODUCTION 

This  publication  lists  proprietary  substances  used  in  the  preparation  of  product 
and  nonfood  compounds  used  in  the  plant  environment  which  are  authorized  by  Product 
Assessment  Division  (PAD),  Regulatory  Programs,  Food  Safety  and  Inspection  Service 
(FSIS),  for  use  in  slaughtering  and  processing  plants  operating  under  the  U.S. 
Department  of  Agriculture  poultry,  meat,  rabbit,  shell  egg  grading,  and  egg  products 
inspection  programs.  Authorized  substances  and  compounds  are  separated  into  a 
two-part  listing.  Part  I  includes  substances  used  in  the  preparation  of  meat, 
poultry,  and  rabbit  products.  Part  II  lists  nonfood  compounds  used  in  the  plant 
environment. 

The  U.S.  Department  of  Commerce,  National  Marine  Fisheries  Service,  recognizes  this 
publication  as  an  official  list  of  nonfood  compounds  accepted  for  use  in  plants 
operating  under  the  U.S.  Department  of  Commerce,  Fishery  Products  Inspection  Program. 

THIS  LIST  IS  EFFECTIVE  AS  OF  JANUARY  1,  1993 

Proprietary  substances  and  compounds  authorized  by  letters  from  the  PAD  after  issue  of 
this  publication  are  also  acceptable. 

Definitions 

1.  The  term  "substance  used  in  the  preparation  of  product"  means  any  substance  the 
intended  use  of  which  results  or  may  reasonably  be  expected  to  result,  directly  or 
indirectly,  in  its  becoming  a  component  or  otherwise  affecting  the  characteristics  of 
any  meat,  poultry,  or  rabbit  product  produced  under  FSIS  inspection. 

2.  The  term  "nonfood  compound"  means  any  agent  proposed  for  use  in  a  federally 
inspected  plant  but  not  expected  to  become  a  component  of  a  meat,  poultry,  rabbit,  or 
egg  product. 

3.  The  term  "proprietary"  refers  to  any  substance  or  compound  all  of  the  ingredients 
of  which  are  not  listed  by  common  or  chemical  name  on  the  containers  or  other  means  by 
which  the  substance  or  compound  is  identified. 

4.  The  term  "generic"  refers  to  any  substance  or  compound  which  is  not  proprietary 
as  that  word  is  defined  in  this  publication. 


Substances  and  Compounds  Which  Require  Evaluation 

Listed  Substances  and  Compounds 

Proprietary  substances  classified  in  the  categories  described  in  Part  I  and 
nonfood  compounds  classified  in  the  categories  described  in  Part  II  of  this 
publication  require  evaluation  by  PAD  prior  to  use  in  plants  operating  under  the 
USDA  poultry,  meat,  rabbit,  shell  egg  grading,  and  egg  products  inspection  programs. 
Letters  indicating  acceptability  of  the  substances  and  compounds  are  issued  to 
suppliers  by  PAD.  Copies  of  the  letters  must  be  supplied  to  Federal  inspectors  as 
proof  of  authorization  until  the  substances  and  compounds  appear  in  the  subsequent 
revision  of  this  publication.  Unless  otherwise  stated  on  pages  I-iv  and  II-viii  of 
this  publication,  once  a  substance  or  compound  appears  in  the  publication,  the 
letters  are  no  longer  valid  as  proof  of  authorization. 

Unlisted  Compounds 

Paints  and  some  other  types  of  nonfood  compounds  also  require  chemical  acceptance 
by  PAD,  but  are  not  categorized  in  this  publication.  Letters  indicating  continuing 
chemical  acceptability  are  issued  to  suppliers  by  PAD.  Copies  of  such  letters  must  be 
supplied  at  all  times  to  Federal  inspectors  as  proof  of  authorization,  since  the 
compounds  cannot  be  listed  in  this  publication.  Such  letters  remain  valid  as  proof  of 
authorization  until  revoked  by  PAD.  Ihe  final  granting  of  authorization  to  use  such 
compounds  which  do  not  come  in  direct  or  indirect  contact  with  edible  products  or 
packaging  materials  is  the  responsibility  of  the  Inspector  in  Charge  at  the 
official  plant.  Technical  assistance  will  be  provided  by  PAD  upon  request. 

Packaging  Materials  and  Other  Resinous  or  Polymeric  Materials  Which  May  Be  Evaluated 

There  is  no  requirement  for  prior  approval  by  PAD  for  packaging  materials  or  other 
resinous  or  polymeric  materials  such  as  aprons  and  gloves  used  in  processing  or 
handling  meat  and  poultry.  However,  the  Meat  and  Poultry  Inspection  Program  may 
disallow  the  use  of  such  materials  if  there  is  reason  to  doubt  their  chemical 
acceptability.  PAD  is  responsible  for  evaluating  the  chemical  acceptability  of 
packaging  materials  and  other  resinous  or  polymeric  materials  used  in  processing  meat 
and  poultry  that  are  questioned  by  the  Program. 

Procedures  for  Obtaining  Acceptance 

1.  Antifoaming  agents;  marking  agents;  rendering  agents;  refining  agents;  release 
agents;  denaturants;  food  processing  chemicals  such  as  scald  media,  tripe  processing 
agents,  and  fruit  and  vegetable  washing  agents;  and  other  proprietary  substances  used 
in  the  preparation  of  product  unless  otherwise  stated  on  pages  iv-vi  of  this 
publication. 

Send  requests  for  such  evaluation  to: 

ODmpounds  and  Packaging  Branch 

Product  Assessment  Division 

U.S.  Department  of  Agriculture,  FSIS 

Building  306,  BARC-East 

Beltsville,  MD  20705 

Telephone:  (301)  504-8566 
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Proprietary  substances  to  be  evaluated  may  be  submitted  by  letter  from  the 
manufacturers  of  such  substances.  The  letter  must  include: 

a.  The  brand  name  or  other  means  by  which  the  substance  is  identified. 

b.  The  complete  chemical  composition. 

c.  The  intended  use  of  the  substance. 

d.  One  label,  stencil  copy,  or  other  means  by  which  the  substance  is  identified 
must  accompany  the  letter.  If  the  substance  is  intended  as  a  hog  scald 
agent,  poultry  scald  agent,  or  tripe  processing  agent,  the  label  must  include 
a  qualitative  statement  of  ingredients. 

When  the  manufacturer  and  distributor  are  not  the  same,  the  distributor  must  submit 
the  following  in  addition  to  any  information  requested  from  the  manufacturer: 

a.  A  letter  from  the  distributor  relating  his  substance  to  that  of  the 
manufacturer. 

b.  One  label  or  stencil  copy  of  the  substance  as  distributed  by  him.  If  the 
substance  is  intended  as  a  hog  scald  agent,  poultry  scald  agent,  or  tripe 
processing  agent,  the  label  must  include  a  qualitative  statement  of 
ingredients. 

2.  Maintenance  and  cleaning  chemicals;  sanitizing  and  pesticide  chemicals;  shell  egg 
cleaning,  defoaming,  destaining,  and  sanitizing  compounds;  structural  or  equipment 
coatings  proposed  for  application  on  site  in  federally  inspected  plants;  and  other 
nonfood  compounds  unless  otherwise  stated  on  pages  vi  and  vii  of  this  publication. 

Send  requests  for  such  evaluation  to: 

Compounds  and  Packaging  Branch 

Product  Assessment  Division 

U.S.  Department  of  Agriculture,  FSIS 

Building  306,  BARC-East 

Beltsville,  MD  20705 

Telephone:  (301)  504-8566 

All  nonfood  compounds  to  be  evaluated  by  the  Compounds  and  Packaging  Branch  must  be 
submitted  using  the  appropriate  application  form.  A  description  of  the  forms  and 
their  use  is  provided  in  Section  4.1  of  the  "Guidelines  For  Obtaining  Authorization 
of  Compounds  To  Be  Used  in  Meat  and  Poultry  Plants."  Obtain  copies  of  the 
"Guidelines"  and  blank  forms  from  the  Compounds  and  Packaging  Branch. 

3.  Packaging  materials;  coatings  applied  to  equipment  or  structural  members  prior  to 
installation  in  the  plant;  and  all  materials  such  as  metal  alloys,  plastics,  belting, 
hose,  etc. ,  proposed  for  use  in  association  with  processing  facilities  and  equipment. 
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Send  requests  for  such  evaluation  to: 

Compounds  and  Packaging  Branch 

Product  Assessment  Division 

U.S.  Department  of  Agriculture,  FSIS 

Building  306,  BARC-East 

Beltsville,  MD  20705 

Telephone:  (301)  504-8566 

Application  forms  are  not  required  for  the  above  listed  materials.  Letters  requesting 
evaluation  of  the  materials  must  include: 

a.  The  brand  name  or  code  designation  by  which  the  material  is  identified. 

b.  A  description  of  the  intended  use  for  the  material. 

c.  The  complete  chemical  composition  of  the  material. 

4.  Substances  or  compounds  proposed  for  uses  other  than  those  previously  specified. 

The  evaluation  of  such  preparations  is  not  the  responsibility  of  PAD,  nor  can  it  be 
performed  by  that  Division. 

Generic  Substances  Which  Do  Not  Require  Evaluation 

The  generic  substances  referred  to  in  this  section  will  not  be  listed  in  this 
publication.  They  may  be  used  under  the  conditions  described  in  the  following 
paragraphs  without  being  evaluated  or  authorized  by  PAD.  All  substances  should  be 
enclosed  in  sanitary  containers  bearing  name  and  address  of  manufacturers  or  other 
qualifying  phrase  such  as  "manufactured  for,"  "packed  for,"  or  "distributed  by,"  if 
the  substance  is  marketed  by  a  firm  other  than  the  manufacturer.  All  substances 
listed  in  CFR  Title  9,  Sections  318.7(c)(4)  and  381.147  and  other  non-meat  or 
non-poultry  items  used  in  the  preparation  of  products  must  be  food  grade  types.  They 
should  be  identified  as  "Food  Grade"  or  "FCC"  (Food  Chemical  Codex)  on  their 
containers,  or  be  accompanied  by  a  supplier's  letter  of  guaranty.  The  guaranty  is 
referenced  in  Part  18.20  of  the  Meat  and  Poultry  Inspection  Manual.  All  substances 
must  be  used  in  a  manner  which,  in  the  opinion  of  the  Inspector  in  Charge,  will  not 
result  in  the  adulteration  of  food  products. 

1 .  Denaturants . 

Denaturants  formulated  and  labeled  according  to  the  following  subparagraphs  require  no 
authorization  by  PAD  prior  to  their  designated  use. 

Preparations  consisting  only  of  the  substances  listed  below  may  be  used  for  denaturing 
carcasses,  parts  thereof,  meat  and  meat  food  products  (other  than  rendered  animal  fat) 
condemned  for  pathology  and  intended  for  disposal  only  as  tankage.  The  denaturant 
must  be  deposited  in  all  portions  of  the  carcass  or  product  to  the  extent  necessary  to 
prevent  its  use  for  food  purposes.  The  container  label  must  identify 
all  ingredients  present. 
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Crude  carbolic  acid  A  formula  consisting  of: 

Cresylic  disinfectant  1  part  FD&C  Green  No.  3, 

40  parts  oil  of  citronella, 
40  parts  liquid  detergent, 
and  40  parts  water. 

Preparations  consisting  only  of  the  substances  listed  below  may  be  used  for  denaturing 
carcasses,  parts  thereof,  meat  and  meat  food  products  intended  for  disposal  for 
purposes  other  than  human  food.  Preparations  marketed  as  aqueous  solutions  may  also 
contain  chemical  preservatives  and/or  emulsifying  agents  regulated  under  the  Food 
Additive  Regulations  (CFR  Title  21,  Parts  172,  182  &  184).  The  denaturant  must  be 
deposited  in  all  portions  of  the  carcass  or  product  to  the  extent  necessary  to  prevent 
its  use  as  human  food.  The  container  label  must  identify  all  ingredients  present. 

Charcoal  (finely  powdered)        FD&C  Blue  No.  2 
FD&C  Blue  No.  1  FD&C  Green  No.  3 

Preparations  consisting  only  of  substances  listed  below  may  be  used  for  denaturing 
poultry  and  poultry  products  condemned  for  pathology  and  intended  for  disposal  only 
as  tankage.  The  denaturant  must  be  deposited  in  all  portions  of  the  carcass  or 
product  to  the  extent  necessary  to  prevent  its  use  for  food  purposes.  The  container 
label  must  identify  all  ingredients  present. 

Crude  carbolic  acid  Phenolic  disinfectants  conforming 

Fuel  oil  to  commercial  standards  CS  70-41 

Kerosene  or  CS  71-41 
Used  crankcase  oil 

Preparations  consisting  only  of  substances  listed  below  may  be  used  for  denaturing 
poultry  and  poultry  products  intended  for  disposal  for  purposes  other  than  human  food. 
Preparations  marketed  as  aqueous  solutions  may  also  contain  chemical  preservatives 
and/or  emulsifying  agents  regulated  under  the  Food  Additive  Regulations  (CFR  Title  21, 
Parts  172,  182  &  184).  The  denaturant  must  be  deposited  in  all  portions  of  the 
carcass  or  product  to  the  extent  necessary  to  prevent  its  use  as 
human  food.  The  container  label  must  identify  all  ingredients  present. 

FD&C  Blue  No.  1  FD&C  Red  No.  3 

FD&C  Blue  No.  2  FD&C  Red  No.  40 

FD&C  Green  No.  3  Ultramarine  Blue 

Denaturants  including  ingredients  other  than  those  listed  in  the  preceding 
paragraphs,  or  those  identified  only  by  proprietary  name,  must  be  submitted  to  the 
Compounds  and  Packaging  Branch  for  evaluation  according  to  the  procedures  for 
obtaining  authorization  provided  in  this  publication. 

2.  Refining  Agents. 

Refining  agents  formulated  and  labeled  according  to  the  following  subparagraphs 
require  no  authorization  by  PAD  prior  to  their  designated  use.  Preparations 
consisting  only  of  acetic  acid  or  sodium  bicarbonate  (bicarbonate  of  soda)  may  be  used 
to  separate  fatty  acids  and  glycerol  in  rendered  fats  in  amounts  sufficient  for 
purpose.  The  substances  must  be  eliminated  during  the  process  of  manufacturing.  The 
container  label  must  identify  all  ingredients  present. 


Preparations  consisting  only  of  the  substances  listed  below  may  be  used  in  refining 
animal  fats  in  amounts  sufficient  for  purpose.  The  substances  must  be  eliminated 
during  the  process  of  manufacturing.  The  container  label  must  identify  all 
ingredients  present. 

Carbon  (purified  charcoal)  Caustic  soda  (sodium  hydroxide) 

Diatomaceous  earth  Fuller's  earth 

Sodium  carbonate  Tannic  acid 

3.  Rendering  Agents. 

Preparations  consisting  only  of  tricalcium  phosphate  and/or  trisodium  phosphate  may  be 
used  to  aid  in  rendering  animal  fats  in  amounts  sufficient  for  purpose  without 
authorization  by  PAD.  The  container  label  must  identify  all  ingredients  present. 

4.  Antifoaming  Agents. 

Preparations  consisting  only  of  dimethylpolysiloxane  (methyl  polysilicone)  may  be  used 
to  retard  foaming  in  soups  and  rendered  fats  (10  ppm)  and  curing  pickle  (50  ppm) 
without  authorization  by  PAD.  The  container  label  must  identify  all  ingredients 
present. 

5.  Anticoagulants,  antioxidants,  catalysts,  coloring  agents,  curing  accelerators, 
curing  agents,  emulsifying  agents,  flavoring  agents,  phosphates,  proteolytic  enzymes, 
artificial  sweetners,  and  other  miscellaneous  substances  the  components  of  which  are 
required  to  be  disclosed  on  the  labels  of  meat  and  poultry  products  may  be  used 
without  evaluation  by  PAD.  Such  substances  do  not  require  authorization  by  PAD 
because  all  of  their  components  must  be  listed  on  the  container  label  before  the 
substance  can  enter  the  plant. 

(^canpounds  Which  Do  Not  Require  Evaluation 

The  compounds  referred  to  in  this  section  will  not  be  listed  in  this  publication. 
They  may  be  used  under  the  conditions  described  in  the  following  paragraphs  without 
being  evaluated  or  authorized  by  PAD.  Compounds  which  are  classified  as  economic 
poisons  must  be  registered  with  the  Registration  Division,  Office  of  Pesticide 
Programs,  Environmental  Protection  Agency,  Washington,  DC  20460,  and  must  be  used 
according  to  label  directions.  All  compounds  governed  by  FDA  regulations  must  be  used 
in  accordance  with  those  regulations  (21  CFR,  Parts  170-189).  All  compounds  must  be 
used  in  a  manner  which,  in  the  opinion  of  the  Inspector  in  Charge,  will  not  result  in 
direct  or  indirect  contamination  of  food  products. 

1.  Outdoor  pesticides. 

Compounds  such  as  herbicides,  bird  control  compounds,  and  other  pesticides  labeled  for 
outdoor  use  only  may  be  used  around  the  premises  of  federally  inspected  plants  without 
authorization  by  PAD,  provided  that  they  are  registered  by  the  Registration  Division, 
Office  of  Pesticide  Programs,  Environmental  Protection  Agency,  Washington,  DC  20460; 
and  they  are  used  in  accordance  with  label  directions  and  in  a  manner  which  prevents 
the  direct  or  indirect  contamination  of  food  products. 

2.  Compounds  used  in  offices  and  other  similar  nonprocessing  areas. 

Compounds  such  as  dusting  aids,  furniture  waxes  or  polishes,  wall  or  floor  finishes  or 
waxes,  rug  or  upholstery  shampoos  or  cleaners,  rug  antistatic  treatments,  window  or 
glass  cleaners,  and  other  similar  compounds  specifically  designated  by  the  Compounds 
and  Packaging  Branch  require  no  authorization  by  PAD  prior  to  use  in  such  areas.  They 
may  not  be  used  in  any  processing  area  of  a  federally  inspected  plant. 
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3.  Compounds  used  in  cafeterias  or  other  retail  food  service  areas. 

Compounds  such  as  rinse  additives  to  prevent  spotting  and  streaking  of  dishes  and 
utensils,  utensil  tarnish  removers,  some  hand  dishwashing  soaps  or  detergents,  and 
other  similar  compounds  specifically  designated  by  the  Compounds  and  Packaging  Branch 
reguire  no  authorization  by  PAD  prior  to  use  in  those  areas.  Ihey  may  not  be  used  in 
any  processing  area  of  a  federally  inspected  plant. 

4.  Compounds  used  in  heating  systems. 

Compounds  such  as  fuel  additives,  firebox  or  flue  treatments  or  cleaners,  and  other 
similar  compounds  specifically  designated  by  the  Compounds  and  Packaging  Branch 
reguire  no  authorization  by  PAD  prior  to  their  intended  use. 

5.  Compounds  used  in  the  treatment  of  certain  inedible  materials. 

Compounds  used  to  treat  inedible  materials  such  as  hides,  hair,  feathers,  or  other 
similar  materials  specified  by  the  Compounds  and  Packaging  Branch  reguire  no 
evaluation  or  authorization  by  PAD  prior  to  their  intended  use. 

6.  Compounds  used  in  holding  pens,  trucks,  transporting  cages,  etc. 

Compounds  such  as  pesticides,  disinfectants,  or  cleaners  used  in  transporting  or 
holding  facilities  for  animals  prior  to  slaughter,  or  on  animals  being  transported  or 
held  prior  to  slaughter;  chemicals  for  deodorizing  or  dissolving  animal  waste;  or 
other  similar  compounds  specifically  designated  by  the  Compounds  and  Packaging  Branch 
require  no  evaluation  or  authorization  by  PAD  prior  to  their  intended  use. 

7.  Scouring  pads,  cloths,  towels,  etc. 

Scouring  pads,  cloths,  towels,  and  similar  materials  used  for  cleaning  reguire  no 
evaluation  or  authorization  by  PAD  prior  to  use  provided  their  performance  is 
acceptable  to  the  USDA  Inspector  in  Charge  at  the  point  of  use.  Ihey  must  be  used  in 
a  manner  which,  in  the  opinion  of  the  Inspector  in  Charge,  will  not  result  in  direct 
and  indirect  contamination  of  food  products.  Cleaners  that  might  be  used  in 
association  with  such  materials  must  be  evaluated  and  authorized  before  use. 

8.  Pest  control  devices. 

Devices  such  as  sticky  boards,  fly  paper,  insect  electrocutors ,  light  traps,  bait 
boxes,  and  bait  fountains  may  be  used  on  the  premises  of  federally  inspected  plants 
without  evaluation  or  authorization  by  PAD.  Ihe  performance  of  such  devices  is 
subject  to  the  enforcement  jurisdiction  of  the  Environmental  Protection  Agency. 

Compounds  Which  Are  Not  Applicable  For  Evaluation 

None  of  the  compounds  referred  to  in  this  part  may  be  used  in  a  processing  area  of  the 
plant.  However,  they  may  be  used  under  the  conditions  described  in  the  following 
paragraphs  without  being  evaluated  or  authorized  by  PAD.  Ihey  may  be  stored  within 
the  plant  provided  that  such  storage  is  in  a  designated  nonprocessing  area  acceptable 
to  the  Inspector  in  Charge.  Any  such  compounds  which  are  classified  as  economic 
poisons  must  be  registered  with  the  Registration  Division,  Office  of  Pesticide 
Programs,  Environmental  Protection  Agency,  Washington,  DC  20460,  and  must  be  used 
according  to  label  directions.  Any  compounds  governed  by  Food  and  Drug  Administration 
regulations  must  be  used  in  accordance  with  those  regulations.  All  compounds  must  be 
used  in  a  manner  which,  in  the  opinion  of  the  Inspector  in  Charge,  will  not  result  in 
the  direct  or  indirect  contamination  of  products. 
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1.  Compounds  used  in  sewage  or  waste  water  systems  outside  of  the  plant. 

Compounds  such  as  grease  solvents  for  traps  or  lines,  sewage  odor  control  compounds  to 
maintain  biological  balance  in  sewage  lagoons  or  holding  ponds,  or  other  similar 
compounds  specifically  designated  by  the  Compounds  and  Packaging  Branch. 

2.  Compounds  used  in  cooling  towers,  evaporative  condensers,  or  secondary  cooling 
water  loops. 

compounds  such  as  corrosion  inhibitors,  algaecides,  compounds  for  cleaning  or 
maintaining  the  tower,  condenser,  or  cooling  loop,  or  other  similar  compounds 
specifically  designated  by  the  Compounds  and  Packaging  Branch.  Secondary  cooling 
water  loops  are  those  where  the  water  is  used  to  cool  gases  or  liguids  that  do  not 
contact  food  product.  An  example  of  a  secondary  cooling  loop  is  the  cooling  system 
used  to  condense  hot  ammonia  gas  in  an  ammonia  chilling  system. 

3.  Compounds  used  on  the  exterior  of  buildings  or  immediate  surrounding  areas. 

Compounds  such  as  exterior  coatings;  mortar  cleaning  or  etching  compounds;  tar, 
asphalt,  or  mortar  removers;  driveway  patching  or  finishing  compounds;  or  other 
similar  compounds  specifically  designated  by  the  Compounds  and  Packaging  Branch. 

4.  Compounds  used  for  cleaning  or  maintenance  of  the  exterior  of  vehicles.  Compounds 
such  as  car  washes  or  shampoos,  tire  cleaners,  truck  body  brighteners,  or  other 
similar  compounds  specifically  designated  by  the  Compounds  and  Packaging  Branch. 

How  To  Use  This  List 

The  sequence  of  listing  companies,  and  preparations  within  companies,  as  printed  by 
the  computer  is  as  follows: 

Preparations  or  companies  having  a  special  character  (e.g.,  #,  %,  ")  as  the  first 
character,  are  printed  before  any  preparation  or  company  having  an  alphabetic 
character  (e.g.,  a,  b,  c)  as  the  first  character.  For  instance,  in  Part  I  under  the 
heading  of  Oakite  Products,  Incorporated,  #78  is  listed  before  Fisan  Det. 

Preparations  or  companies  having  a  numeric  character  (e.g.,  1,  2,  3)  as  the  first 
character  are  printed  after  all  preparations  or  companies  having  an  alphabetic 
character  as  the  first  character.  For  instance,  in  Part  II  under  the  heading  of  Alpha 
Chemical  Services,  Inc.,  1016  is  listed  after  WS9NP  for  that  company.  As  another 
example,  the  listing  for  the  company  named  1st  Ayd  Corporation  immediately  follows  the 
listing  for  Zurn  Industries,  Inc. 

Because  of  the  sorting  sequence  utilized  by  the  computer,  series  of  preparations  which 
have  numeric  characters  may  not  be  printed  in  numeric  order  according  to  magnitude. 
The  left-most  digit  of  such  preparations  will  primarily  determine  the  sequence  in 
which  they  are  printed.  For  instance,  in  Part  II  under  the  heading  of  Alex  C. 
Fergusson  Company,  Afco  4321  is  printed  before  Afco  52. 

Please  examine  all  listings  carefully  before  concluding  that  a  preparation  or  company 
is  not  listed. 
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Part  I  -  Proprietary  Substances 
Used  in  Preparation 
of  Product 


Part  I 
List  of  Proprietary  Substances  Used  in  the  Preparation  of  Product 

Category  Code  Letters  And  Their  Meanings 

The  permissible  use  for  each  authorized  substance  is  designated  by  the  following  code 
letters,  and  conditions  for  use  are  restricted  by  the  category  in  which  it  is  placed. 

NOTE:  In  several  categories,  reference  is  made  to  the  need  for  rinsing  with  potable 
water.  PAD  accepts  water  used  in  federally  inspected  plants  as  being  potable  when 
such  certification  is  made  by  State  health  agency  authorities. 

1.  SMOKE  FLAVORING  AGENTS 

Prior-authorization  by  the  Product  Assessment  Division  is  no  longer  required  for 
natural  or  artificial  smoke  flavorings.  Natural  smoke  flavorings  (formerly  category 
code  1A)  and  artificial  smoke  flavoring  (formerly  category  code  IB)  may  be  permitted 
for  use  in  meat  and  poultry  products  without  being  listed  in  the  "List  of  Proprietary 
Substances  and  Nonfood  Compounds."  The  use  of  such  flavorings  is  still  subject  to 
labeling  requirements  and  other  restrictions  that  apply  to  the  use  of  any  flavoring. 
Inspectors  may  use  manufacturer's  letters  of  guaranty  as  an  indication  of  compliance 
with  FDA  requirements.  All  flavorings  must  be  used  in  a  manner  which,  in  the  opinion 
of  the  Inspector  in  Charge,  will  not  result  in  the  adulteration  of  food  products. 

2.  MARKING  AGENTS 
2A.  Branding  inks. 

Substances  used  to  brand  meat  and  poultry  parts  or  carcasses. 

2B.  Tattoo  inks. 

Substances  used  to  mark  live  animals  for  identification. 

2C.  Marking  crayons. 

Substances  used  to  mark  meat  and  poultry  parts  or  carcasses. 

3.  FOOD  PROCESSING  SUBSTANCES 

3A.  Poultry  scald  agents. 

Substances  used  for  this  purpose  must  be  removed  by  subsequent  cleaning  operations  and 
must  be  labeled  in  accordance  with  CFR  Title  9,  Section  381.145(h). 

3B.  Hog  scald  agents. 

Substances  used  for  this  purpose  must  be  removed  by  subsequent  cleaning  operations  and 
must  be  labeled  in  accordance  with  CFR  Title  9,  Section  318.1(d). 
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3C.  Tripe  denuding,  bleaching,  and  neutralizing  agents. 

Treatment  must  be  followed  by  thorough  rinsing  with  potable  water  to  remove  added 
substances.  Substances  must  be  labeled  in  accordance  with  CFR  Title  9,  Section 
318.1(d). 

3D.  Substances  for  washing  fruits  and  vegetables  that  are  used  as  ingredients  of 
meat,  poultry,  and  rabbit  products. 

After  using  these  substances,  the  fruits  and  vegetables  must  be  thoroughly  rinsed  with 
potable  water. 

3E.  Pref lushing  agents  for  casings. 

After  using  these  substances,  the  casings  must  be  thoroughly  rinsed  with  potable 
water. 

3F.  Refining  agents  for  rendered  fats. 

These  substances  must  be  eliminated  during  process  of  manufacture. 

3G.  Rendering  agents. 

These  substances  may  be  used  to  aid  in  rendering  animal  fats. 

3H.  Release  agents. 

These  substances  may  be  used  on  grills,  loaf  pans,  cutters,  boning  benches,  chopping 
blocks  or  other  hard  surfaces  to  help  prevent  food  from  adhering  during  processing. 

4.   DENATURANTS 

4A.  Denaturants  for  meat. 

Denaturants  for  carcasses,  parts  thereof,  meat  and  meat  food  products  (other  than 
rendered  animal  fat)  condemned  for  pathology  and  intended  for  disposal  only  as 
tankage.  The  denaturant  must  be  deposited  in  all  portions  of  the  carcass  or  product 
to  the  extent  necessary  to  prevent  its  use  for  food  purposes. 

4B.  Denaturants  for  meat. 

Denaturants  for  carcasses,  parts  thereof,  meat  and  meat  food  products  intended  for 
disposal  for  purposes  other  than  human  food.  The  denaturant  must  be  deposited  in  all 
portions  of  the  carcass  or  product  to  the  extent  necessary  to  prevent  its  use  for 
human  food. 

4C.  Denaturants  for  poultry. 

Denaturants  for  poultry  carcasses,  parts  thereof,  or  poultry  products  condemned  for 
pathology  and  intended  for  disposal  only  as  tankage.  The  denaturants  must  be 
deposited  in  all  portions  of  the  carcass  or  product  to  the  extent  necessary  to  prevent 
its  use  for  food  purposes. 
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4D.  Denaturants  for  poultry. 

Denaturants  for  poultry  carcasses,  parts  thereof,  or  poultry  products  intended  for 
disposal  for  purposes  other  than  human  food.  The  denaturant  must  be  deposited  in  all 
portions  of  the  carcass  or  products  to  the  extent  necessary  to  prevent  its  use  for 
food  purposes. 

5.   SUBSTANCES  REQUIRING  LETTER  INDICATING  AUTHORIZED  USE 

5A.  Substances  to  control  foaming  in  soups,  stews,  rendered  fats,  and  curing  pickle. 

5B.  Substances  for  cleaning  or  treating  feet  or  other  edible  parts. 

5C.  Miscellaneous. 

Substances  listed  in  this  category  are  to  be  used  in  accordance  with  the  conditions 
set  forth  in  the  letter  of  acceptance.  Copies  of  the  acceptance  letter  must  be 
supplied  to  Federal  inspectors  as  proof  of  the  acceptable  use(s)  of  the  substance. 
These  letters  remain  valid  as  long  as  the  compound  is  continuously  listed  in  this 
publication. 
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LIST  OF  AUTHORIZED  PROPRIETARY  SUBSTANCES 

(In  the  following  list,  substances  are  arranged  alphabetically 
by  trade  name  under  the  heading  of  the  firm  by  which  they  are  marketed) 


A  D  T  I  International,  Inc. 

Grade  P-2600 3B 

Grade  P-2700 3A 

Grade  P-2800 3B 

Grade  P-2900 3B 

Grade  P-3000 3C 

A.B.C.  Compounding  Company, 
Inc. 

L-210  Hog  Scald  Compound   3B 

A.C.  Towel  Supply  Co.,  The 

Sid's  Tripe  Wash  3C 

Abchem  International 

Abchem  Peel-Zit  30    3D 

Abchem  Peel-Zit  40    3D 

Abpeel  40    3D 

Hog  Scald    3B 

Abco  Products  Co.  of  Sacramento 

HogScald-10 3B 

Hog  Scald-6 3B 

T116-TripeWash    3C 

Abco,  Incorporated 

BTC-1    3C 

HTC-10   3C 

Ace  Chemical  Products,  Inc. 

Ace-M-All  Hog  Scald  &  Tripe  CI.      3B.3C 

Ace-M-AU  7460    3C 

Ace  Soap  Factory 

Feather  Off    3A 

Hog  Scald    3B 

Tripe  Wash    3C 

Acme  Chemex  Inc. 

Hog  Scald  Compound  3B 

Acme  Soap  Company 

Hog  Scalding  Compound   3B 

LHS-1    3B 

Tripe  Cleaner 3C 

Actichem  Inc. 

Acti-Scald    3B 

Acti-Scald  Liquid    3B 

Neutra  Tripe    3C 

Tripe  Cleaner 3C 

Tnpe  Cleaner  II  3C 

Tripe  Wash   3C 

Tnpe  White  Liquid  3C 

TWC  Tripe    3C 

Adco  Chemicals,  Incorporated 

HS-11  3B 


Aero  Chemical  Co. 

Hog  Scald  Compound  3B 

L-210  Hog  Scald  Compound   3B 

Agri-Chem,  Inc. 

Agri-Clean  X  3D 

Agri-Pro  Enterprises  of  Iowa,  Inc. 

Black  Hog  Tattoo  Paste  CHT-100  2B 

Agri-Services  of  Harrisonburg,  Inc. 

Blue  Denaturant 4D 

Poultry  Scald  3A 

Red  Denaturant   4D 

Aladdin  Products 

Hair  Off  the  Hog  3B.3C 

Alex  C.  Fergusson,  Inc. 

Afco  Chlorilizer 3D 

Afco  Poultry  Scald   3A 

Afco  2825  Feather  Softener  3A 

Afco  3249   3B 

Afco  3257   3C 

Afco  3259   3B 

Afco  5222   3A 

Afco  5246   3A,3B 

Afco  5340  Pelor   3D 

Afco  5344   3D 

Afco  5360   3A 

Afco  5361    3A 

Afco  5362   3A 

Afco  5363   3A 

Afco  5365   3B 

Perdue  S  #5222  Feather  Scald  3A 

Algoma  Products  Inc. 

#43  Fruit  &  Vegetable  Wash   3D 

All-Chem  Corporation 

Hog  Scald    3B 

Alliance  Group,  Inc. 

Antifoam  F.G 5C 

Allied  Universal  Corp. 

Aqua  Guard  Sodium 

Hypochlorite-12.5%  3D 

Allied-Kelite  Products  Division 

Kelite  Mech-Chem  #403  3C 

Kelite  Mech-Chem  #405  3C 

Kelite  Tnpe  Bleach  #640   3C 

Kelite  Tnpe  Bleach  #650   3C 

Kelite  Tripe  Cleaner  #100    3C 

Kelite  Tnpe  Cleaner  #615    3C 


Alltech,  Inc. 

Mold-Zap  3D 

Alpha  Chemical  Services  Inc. 

Alpha  Scald  Aid    3B 

Alterman  Brothers  Wholesale 
Grocers 

Tiffany  E  G  Tnpe  Cleaner  And  Hog 

Scald  3B.3C 

Tiffany  Foamide    3A 

Tiffany  Poultry  Scald  &  Feather  Sof- 
tener      3A 

Amarna  Co.,  Inc.,  The 

Amamakote  Release  Agent 3H 

Amerchem  Corporation 

Hog  Scald    3B 

American  Coding  And  Marking  Ink 
Company 

No.  1  Blue  Meat  Branding  Ink  2A 

No.  134B  Hog  Tattoo  Ink  Blue   2B 

No.  31  Violet  Meat  Branding  Ink    2A 

No.  401  Brown  Meat  Branding  Ink  ....  2A 

No.  403  Re4  Meat  Branding  Ink   2A 

American  Ingredients  Company 

Patcote  305    5A 

Patcote  309   3D 

Patcote  310   3D 

Patcote  323K  3D 

Patcote  376    5A 

Patcote  502K  3D 

Americana  Marketing 

Pure  and  Simple    3H 

Pure  Vegetable  Pan  Coating  3H 

Amerigo,  Inc. 

Hog  Scald  HSM    3B 

Amoco  Oil  Company 

Amoco  FG  Gear  Oil  No.  220  3H 

Amoco  FG  Gear  Oil  No.  460  3H 

Amoco  FG  Gear  Oil  68    3H 

Amoco  FG  Grease  No.  2   3H 

Amoco  FG  Hydraulic  Oil  100-EL   3H 

Amoco  FG  Hydraulic  Oil  32-EL  3H 

Amoco  FG  Hydraulic  Oil  46-EL  3H 

Amoco  FG  Hydraulic  Oil  68-EL   3H 

Amoco  Packers  Technical  Oil    3H 

Amoco  Trough  Grease  Soft   3H 

Amoco  White  Oil  No.  8-T  3H 

Amoco  White  Oil  No.  9-T  3H 

Amojell  Clear  Lubricant  3H 

Amojell  Petralatum  Amber  3H 

Amojell  Petrolatum  Snow  White  3H 

Superla  DCO  55    3H 

Superla  DCO  75   3H 
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Superla  10  NF  3H 

Superla  13  NF  3H 

Superla  18  USP 3H 

Superla  21  USP  3H 

Superla  31  USP  3H 

Superla  35  USP  3H 

Superla  5  NF  3H 

Superla  6  NF  3H 

Superla  7  NF  3H 

Superla  9  NF  3H 

Amrep,  Inc. 

Misty  EDF-3  Defoamer    5A 

Anderson  Chemical  Company 

Micro-Wet  A  3A 

Z- 1 20  Foodgrade  Defoamer   5A.5C 

Z-90  3B 

Anderson  Chemical  Company,  Inc. 

Ancotreat  1710    3A 

Antifoam  2000  3A 

Angus  Chemical  Corporation 

Defoamer  PF-50    3A 

High  Yield  Plus  1   3C 

High  Yield  Plus  2  3C 

Pic-Kwik   3A 

Aqua  Prep,  Inc. 

CWA   3A.3B.5C 

Arkansas  Lime  Company 

Batesville  Marble  Hydrated  Lime    3B 

Armor  Research  Co. 

Feather  Flicker 3A 

Arrochem,  Inc. 

Antifoam  AFF-1    5C 

Antifoam  AFF-10   3G.5C 

Antifoam  AFF-100   5C 

Ash  Grove  Cement  Company 

Kemilime  Hydrated  Lime  3C 

Snowflake  Hydrated  Lime    3C 

Veri-Fat  Quicklime  3C 

Ashland  Chemical  Company 

Sodium  Hypochlorite  Solution  10%  ....  3D 

Sodium  Hypochlorite  Solution  12.5%  3D 

Astro  Products,  Inc. 

"Oink"  Hog  Scald  Compound    3B 

Oink  Liquid  Hog  Scald  3B 

Skinny  Dip    3B 

Atlantic  Service  Company 

Hook-Eye  Tripe  Denuding  Compound 

B   3C 

AtLasta  Specialty  Ink  Company  Inc. 

Black  Hog  Tattoo  Paste  CHT-100  Black  2B 

Hog  Tattoo  Paste  2B 

Ink  Jet  Ink  for  Meat  Marking  2A 

Violet  Stamping  and  Branding  Ink 2A 


Avril,  Incorporated 

MP-101    3B 

MP-12    3C 

MP-21    3B 

MP-31    3B 

MP-31-SA  Hog  Scald  3B 

B  &  A  Distributing  Co. 

B  &  A  Tripe  Bleach  3C 

B  &  A  Tripe  Wash  3C 

B  &  B  Brand,  Inc. 

Pig  Strip  3B 

Tripe  Cleaner 3C 

B  &  B  Tritech  Inc. 

Go-Hair   3B 

T69  3C 

T99 3C 

X334    3B 

B  K-Ladenburg  Corporation 

Albaphos  AST/EM   3D 

Brifisol  NCT  120    5C 

B  L  Chemical  Corporation 

Branding  Ink  2A 

GD-108    4C 

Hog  Tattoo  Paste 2B 

No.  418  Branding  Ink  2A 

Babson  Brothers  Co./ 
Food  Industries  Group 

Babsheen   3D 

BabPres   3C 

Banner  Paint  Division  Rockford 
Coatings 

No.  2-541  Violet  2A 

Banquet  Foods  Corporation 

BFC-60  Feather  Softening  Compound      3A 

Barlyn  Chemicals 

Chicken  Scald   3A 

Barton  Solvents,  Inc. 

Barsol  White  Oil  90  USP  3H 

Baxter  Manufacturing  Company 

Compound  #22    3A 

Beatrice/Hunt-  Wesson 

Wesson  Pan  Coating  3H 

Bell  Company,  Incorporated 

No.  500  Tripe  Cleaner   3C 

No.  600  Hog  Scald  3B 

Bil  Chemical  Company 

Code  300  Vegetable  Wash  3D 


Bill  Trotter  Enterprises,  Inc. 

Close  Shave  3B 

Gain  3A 

Bio-Cide  International,  Inc. 

Oxine  3D 

Bio-Tek  Industries,  Incorporated 

Feather-Pik 3A 

TekED-117  3A.3D.3B 

Tek  103  Tripe  Cleaner   3C 

Tek  109  Hog  Scald  3B 

Tek  139  Scald  Liq.  Additive    3A.3B 

Tek  233   3B.3C 

Biochem  Systems,  Inc. 

Hog  Scald    3B 

Hog  Scald  Extra    3B 

Poultry  Scald  3A 

Topgrade  P-2800  5B.5C 

Topgrade  P-3000  3C 

Tripe  Cleaner 3C 

Biotechnics,  Incorporated 

Liquid  Hog  Scald   3B 

Tripe  Cleaner  CD   3C 

Birko  Corporation 

Acto-140   3C.5B 

Antifoam  10 5A 

Antifoam  100 5A 

Bi-Tec  1000  5B 

Bi-Tec  13  5B 

Black  Marking  Lnk  98BL   2A 

Black  Tattoo  Ink  2B 

Blue  Branding  Ink-98BQD  2A 

Blue  Marking  Ink  98B    2A 

Brown  Marking  Ink  98BR   2A 

Bubble  Brake  5A 

Chikleen  Poultry  Scald  3A 

Cir  Scald   5B 

Cirtec  18    5B 

D-Foam   3D.5A 

Denaturant  G  4A,4C,4B,4D 

Diactolate 3C.5B 

Dip-I-Late    3B 

Finish  3B 

Foam  Brake  5A 

FD&C  Blue  Concentrate  4B 

FD&C  Red  Concentrate   4D 

Genzolate  3F 

Genzolate  3   3F 

Green  Branding  Ink-98GQD 2A 

Green  Marking  Ink  98G  2A 

Hard  Scald  3B 

Liquid  Smokehouse  Cleaner  5C 

Liquik  Black   4B.4D 

Liquik  Bleach    3C.5B 

Liquik  Char  4B.4D 

Liquik  CC   5C 

Liquik  DF   5C 

Liquik  Sutek    5C 

Liquik  100  5C 

N.C.  Tripe  Wash  3C 

Nu  Scald   3A.3B 

Nu  Scald  II   3A.3B 

Orange  Marking  Ink  980    2A 

Purple  Branding  Ink  QD  2A 

Purple  Branding  Ink-98PQD 2A 

Purple  Marking  Ink  98PQD   2A 

Purple  Marking  Ink-98P  2A 

Red  Branding  Ink-98RQD    2A 

Red  Marking  Ink  98R  2A 

Red  Tattoo  Ink    2B 

Sewage-Splitr 3G 
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Super  Rock  3G 

Tripe  Wash  A-140 3C 

Tripe  Wash  C    3C 

Tripe  Wash  HV  3C 

Tripe  Wash  J  3C 

Tripe  Wash  No.  1   3C 

Tripe  Wash  2-P  3C.5B 

Tripe  Wash  3A   3C.5C 

Turkleen  3A 

Turkleen  Poultry  Scald  3A 

Yellow  Marking  Ink  98  Y  QD  2A 

Yellow  Marking  Ink  98Y  2A 

4-D  Denaturant   4A,4B,4C,4D 

Bond  Chemicals,  Incorporated 

Bondac  No.  388    3A 

Boyle-Midway 

Liquid  Food  Release  3H 

Liquid  Food  Release  Spray-On-Coating  3H 

Pam  High  Yield  Food  Release  3H 

Vegetable  Food  Release  Spray-on-Coat- 
ing  3H 

Brechet  &  Richter  Co. 

Pan  Slick  3H 

Brenco  Corporation,  The 

Brenco  No.  225  Tripe  Wash  3C 

Brenco  No.  243  Poultry  Scald   3A 

Briggs  Products 

Tripe  Geaner 3C 

Brite  Chemcial  Co. 

Bnte  Tripe  Wash  3C 

HF-201  5C 

Tripe  Bleach 3C 

Broadmoor  Products  Inc. 

Cleaner  F-V  3D 

Brouk  Company 

Grade  0443  Filteraid  3F 

Bullen  Companies,  The 

Feather  Flicker 3A 

Burmah  Technical  Services,  Inc. 

8917  3A.3B.5C 

Bush  Bros.  Inc. 

Food  Equipment  Oil   3H 

C-K  Distributing,  Inc. 

Marvel  Tripe  Cleaner   3C 

Calgon  Corporation 

Calgolac  3D 

Conditioner  206  3D 

Conditioner  412  3D 

CL-50  Corrosion  And  Deposit  Inhibitor  3D 
HW-451   3B 

Cantol  Inc. 

Tech  135   3D 


Capital  Chemical  Co.  of  Richmond, 
Inc. 

Capital  10    3B 

Capital  11    3C 

Capital  13    3B 

Tripe  Cleaner  EG    3B.3C 

Carl  Raster  Company 

Hog  Scald  Compound  3B 

Carroll  Company 

Poultry  Wetting  Agent    3A 

Cater  Chemicals  Corp. 

Hot  Scald  Liquid  3B 

Hot  Scald  Liquid  B  3B 

Hot-Scald  3B 

Meat  Marking  Ink  (Purple)  2A 

Tripe  Cleaner 3C 

Tripe  Cleaner  II  3C 

Tripe  White  3C 

Tripe  WhiteD  3C 

Tripe  White  Liquid  3C 

Central  Soya 

Actiflo  68-SB    3H 

Actiflo  68-UB   3H 

Actiflo  70-SB    3H 

Actiflo  70-UB   3H 

Centrocap  162-CSS  3H 

Centrocap  162-SS   3H 

Centrocap  162-US  3H 

Centrocap  273-SS   3H 

Centrocap  273-US  3H 

Central  CA    3H 

Central  1F-SB   3H 

Central  1F-UB  3H 

Central  IP-SB   3H 

Central  1P-UB  3H 

Central  2F-SB   3H 

Central  2F-UB  3H 

Central  3F-SB   3H 

Central  3F-UB  3H 

Central  5FT  3H 

Centrolene  A  3H 

Centrolene  S    3H 

Centrolex  C  3H 

Centrolex  D  3H 

Centrolex  F  3H 

Centrolex  G  3H 

Centrolex  P  3H 

Centrolex  R  3H 

Centromix  CPS   3H 

Centromix  E    3H 

Centrophase  C  3H 

Centrophase  HR    3H 

Centrophase  HR-2B    3H 

Centrophase  HR-2U   3H 

Centrophase  HR-3B    3H 

Centrophase  HR-3U   3H 

Centrophase  HR-4B    3H 

Centrophase  HR-44  3H 

Centrophase  NV    3H 

Centrophase  152    3H 

Centrophase  27    3H 

Centrophase  31    3H 

Centrophase  64-CX  3H 

Centrophil  M  3H 

Centrophil  W  3H 

Chaska  Chemical  Company,  Inc. 

Chlor-12  3D 

Clor  12  3D 

Seal-Dee 3A 


Scald-Rite    3A 

Super  Alkali 3D 

Tnpe  Bleach  50  3C 

Wet-O-Wash   3D 

(hem  Nut,  Inc. 

Chem  Nut  Food  Grade  Defoamer    5C 

Chetn-Lube  Corporation 

K-191  3A 

K-6  Scald  3A.3B 

Chemax 

Cal-Ox  447    3D 

F-N-V  Wash-634 3D 

GWAF-675    3D 

GWAF-678    5A 

GWPD-650   3D 

GWPD-655   3D 

Slip-727  3H 

Tripe  Bleach  622  3C 

Tripe  Wash  620  3C 

Chemco  Products  Company 

Chemco  #387  LD   3A 

Chemco  44 3D 

Chemco  Products,  Incorporated 

C-13  3D 

Chemcide  3D 

Chemical  &  Engineering  Associates/ 
A  Division  of  Pro-Chem,  Inc. 

Feather  Softener  PC-8  3A 

Chemical  Industrial  Corporation 

Powdered  Casing  Tenderizer  P35 3E 

Chemical  Sales  &  Service  Co. 

Tripe  Cleaner 3C 

Chemical  Service 

Division  of  American  Chemmate 

Corp. 

CS  Re-Move   3A 

Chemical  Systems  Technology  Inc. 

Defoam    5C 

Chemical  Systems,  Incorporated 

High  Scald  #11    3B 

Chemical- Ways  Corporation 

Pik-Slik    3A 

Scald-47  3B 

Tripe  Clean   3C 

Chemidyne  Corporation 

CD-101    3A.3B 

CD-15    3F 

CD-702    3B 

CD-710    3A.3B 

CD-711    3B 

CD-712    3B 

CD-713    3A 

CD-714    3A.3B.5C 

CD-741    3A 
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CD-742    3A 

CD-750    4A.4C 

CD-752    4B.4D 

CD-753    4A.4C 

CD-754    4D 

CD-755    4C 

CD-818    5C 

CD-819    3C 

CD-820    3C 

CD-821    3C 

CD-822    3C 

CD-823    3C 

CD-824    3C 

CD-825  Hog  Scald   3B 

CD-826  Hog  Scald   3B 

CD-827    3A.3D.3B 

CD-828    3B 

Feather  Penetrant  De-Foamer  3A 

FP-40  Feather  Penetrant  3A 

H.D.  Scald  3B 

Heavy  Duty  Scald  No.  2 3A.3B 

Hi  Scald  3B 

Hi-Yield  Tripe  Cleaner  3C 

HD  Scald  No.  1  3B.3C 

HH-32  Scald  Compound  3B 

HS-1 12  Scald  Compound  3B 

No.  1  Heavy  Duty  General  Cleaner  ....    3B 

NH-Scald  Additive   3A.3B 

RomroBHC#2  5B 

SC-30  Scald  Compound  3A.3B 

SC-50  Scald  Compound   3A.3B 

TRC-248  No.  I   3B.3C 

ChemLx,  Inc. 

Natural  Bloom  3A 

Scald-All  P   3A 

Chemland,  Inc. 

D-Tain   3D 

Dysan  3D 

Extract-2    3D 

FW-100   3D 

HC-295  Hog  Scald   3B 

Peelaid-40    3D 

Peelaid-60    3D 

Peelaid-80    3D 

Redeem    3D 

Rejax  Blue  Denaturant   4A.4C 

Rejex  Green  Denaturant   4A.4C 

Rejex  Red  Denaturant  4C 

Scaldet  Poultry  Scald    3A 

Soil  Wash    3D 

TBX-40   3B 

TBX-40  Tripe  Bleach   3C 

TCX-3  Tripe  Cleaner    3C 

V.  F.  D-Soiler  Mild  Detergent  3D 

Chempak  Industries,  Inc. 

Chempak  10%  Sodium  Hypochlorite 
Solution  3D 

Chemplex,  Inc. 

RadCap    3A 

Scald-All  P   3A 

Chemrite  Corporation 

CR-370  Advantage   3D 

CR-376  Antifoam  S    3A,3B,3C,3D 

Chemstar  Corp. 

Bloom    3A 

PSA    3A 


Chemstar  Corp. 

Feather  Off    3A 

Natasol  3A 

PSA  Concentrate  3A 

PSA-2    3A 

Scald-M  3A 

SH-50 3A 

Chemtech  Industries,  Inc. 

Denaturant  4A 

Cheney  Lime  &  Cement  Company 

Cheney's  Hydrated  Lime  3C 

Cherokee  Chemical  Co.,  Inc. 

HS.A 3B 

Hasa  387  LD  3A 

HASA  Anti  Foam-1    3A.3B.5A 

Keechem  80  R  3C 

Keechem  80  W   3C 

Peel  Add    3D 

Church  &  Dwight  Co.,  Inc. 

Arm  &  Hammer  Baking  Soda(Sodium 
Bicarb.)  3A 

Church  &  Dwight  Sodium  Bicarbonate 
USP 3A 

Con-Sal    3A.3B.3C 

Sodium  Carbonate  Monohydrate 
U.S.P 3A.3B.3C 

Chute  Chemical  Company 

Scald  Tank  Additive  3A.3B 

Cleanite  Company,  The 

No.  500  Tripe  Cleaner    3C 

No.  600  Hog  Scald  3B 

Cleary,  W.  A.  Products  Inc. 

Clear-X    3H 

Cleareze-20    3H 

Cleareze-30    3H 

Clenesco  Products  Corp. 

C  L  C 3A.3B.3C 

Clorox  Company,  The 

Clorox    3D 

Colorcon 

Black  XE  1094   2B 

No-Tox  Meat  Branding  XE-1109Violet  2A 

Opatint  G4716  Purple  2A 

Opatint  G471 7  Purple  2A 

Opatint  G8015  Black    2A 

Opatint  OD1947  Maroon    2A 

Opatint  OD4714  Purple    2A 

Opatint  OD4715  Purple    2A 

Opatint  PG4714  Violet  2A 

Opatint  PG9000  Red  Brown  2A 

Opatint  PG9001  Red  Brown  2A 

Opatint  XE-1 115  Blue    2A 

OPACODE  S-8-4116  Violet 2A 

XE  1012  Red 2A 

XE  1017  Red  2A 

XE  1074  Violet  2A 

XE  1075  Green  2A 


XE  1106  Violet  2A 

XE-1 117 2B 

Columbus  Foods  Company 

Pan  Release  B  3H 

Sun  SoybeajVLecithin  Blend 3H 

<  ..menial  Tecnica  ARALF  S.A. 

Dislat  3D 

Commercial  Chemical  Products, 
Inc. 

CCP  Tripe  Cleaner   3C 

Consolidated  Chemical  Corporation 
of  Florida 

Consol  Tripe  Cleaner   3C 

Continental  Chemical  Company 

Bleach  Bright 3C 

Tripe  Clean    3C 

Coral  International,  Inc. 

HSC  3B 

P.  W.  88 3D 

V-Clene   3D 

(rain  Chemical  Company 

Pluck-A-Chick  3A 

Creative  Products  Corporation 

C-1052  3H 

Cooking  Spray  Release  Agent   3H 

FG6-7  3H 

Griddle  Mate  R  3H 

Milwaukee's  Food  Release  3H 

No.  HB-2091  Silicone  Spray    3H 

Spray  Release  Agent  HB-2091  3H 

Creative  Products  Inc.  of  Rossville 

Food  Release  Spray 3H 

Griddle  Mate  Cooking  Spray   3H 

Release  Coating  3H 

Crompton  &  Knowles  Corporation 

C  &  K  Chroma-Kote 2A 

Crouch  Supply  Company,  Inc. 

Crouch's  Peeel-It  3D 

Kanex  3B 

Sodium  Hypochlorite  Solution    3D 

Crucible  Chemical  Company 

Foamkill  MGS  5C 

Foamkill  TMC  5C 

Foamkill  810  F  3C.5C 

Curtis  Chemicals 

Mebec  200  3D.3H 

Poultry  Scald  3A 

Vegie-Wash  2   3D 

Cutler-Magner  Company 

Rockport  Hgh  Clcum  Hydrtd  Lime  ....  3C 
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Dallas  Group  of  America,  Inc.,  The 

Magnesol  Cartridge  Grade   3G 

Magnesol  Catasorb   3G 

Magnesol  Code  XL  3G 

Magnesol  Polysorb  30/40  3G 

Magnesol  Super  Flow  3G 

Magnesol  XL  3G 

Damon  Chemical  Company,  Inc. 

Da-Bnte  Hog  Scald  3B 

DanaChem,  Inc. 

DC-740    3D 

DC-742    3D 

DC-748    3D 

Davies-Young  Company,  The 

Formula  981    3A 

Davies,  D.  W.  &  Co.,  Inc. 

"Foam  Ban  400-A"  5A.5C 

"Foam  Ban  430"   5A 

"Foam-Ban  400-B"   5A 

Foam  Ban  201  5A 

Foam  Ban  400-B  (11)  5A.5C 

Foam-Ban    5C 

Foam-Ban  400  FG 5A 

Foam-Ban  425  FG 5C 

Foam-Ban  430  FG 5C 

Foam-Ban  450  FG 5C 

Davis  Enterprises,  Inc. 

Antifoaming  Agent  3C 

Davis  Manufacturing  Co.,  Inc. 

Tripe  Clean    3C 

Daxchem 

A  Division  of  Oxford  Chemicals 

Daxchem  TL-17    3C 

HPO-17   3C 

TRC-62    3C 

Dearborn  Division/ 
W.  R.  Grace  &  Co. 

Dearborn  841  3B 

Dearborn  846  3B 

Exfoam  442  5A 

Exfoam  443  5A 

Poly-Tec  2475  3A.3B 

Delcrest  Foods 

Defoamer  3A 

Delex  Chemicals,  Inc. 

Feather-Off   3A 

Quell    5C 

Tex  Off   3B 

Wet-It  3A 

Yield  Master   3A.3B 

Delta  Foremost  Chemical 
Corporation 

Foremost  F-0249  Compound    4A.4C 

Foremost  1585  Tripe  Cleaner  3C 

Foremost  1590  Hog  Scald    3B 

Foremost  1546  Feather  Softener 3A 


Detco  Industries 

Hog  Scalding  Agent   3B 

Dewied  A.  Company 

Flushing  Solution    3E 

DeWitt  Chemical  Company 

Witt-Aid  13D61  3B.3C 

Witt-Check  Feather  Softener    3A 

X-8956  3B 

X-9356  3C 

13D61    3B.3C 

18D71    4A 

6D59    3A 

7D64    3B 

Diversey  Corp. 

Curtail  Food  Grade  Defoam- 

ing  Additive    3A,3B,5A,5C 

Dibac  3D 

Faspeel  3D 

Flag    4D 

G-1115  4A.4B 

Hazzit 3D 

Hog  Scald  Compound  3A.3B 

Hoofex  5B 

Keego  3B 

Kwikpeel   3D 

L-Toro   3C 

Liquid  Spec-Tak  #3 3D 

Liquid  TL-12  3C 

Nuflo   3C 

PD-7064-0  3C 

PD-8135-0  3D 

PD-8135-1   3D.5C 

Relion    3D 

Saf-Sol  3D 

Sanfax  TL-12 3C 

Scaldex 3A 

Seneca    3D 

Seneca  DL  3D 

SCA  Diflex  W  3D 

SCA  Diflex  W  3D 

Tendec  3A 

Toro  3C 

Tripe-Save  3C 

299  HS  3B 

Diversey  Corp./DuBois  USA  Group 

Alchlor  3D 

B-R  5727  3A 

Can  Rinse    3A.3B 

Depress  F 3A.3B.3D 

Depress-S  3A.3D.3B 

Dri-It-C    3A.3B 

DuBois  317  3D.3B 

Floculite  600  5C 

FC-9130  3C 

FC-9430  3D 

FFD-10    3B 

FFD-206    3D 

FFD-5    3D.3B 

FFD-5A   3B 

FFW-10-FT  3D 

FFW-11-FT  3D 

FMW-10-FT    3A.3B 

FPC-30-FT 3C 

FSD-42-SP 3D 

FSW-101   3C 

Kloro-Sprex  3D 

KA  3A 

Scald  Additive  3A.3B 

Super-Klor  3D 

Tnpe  Wite  3B.3C 

306  3D 


Diversified  Chemical  Technologies, 
Inc. 

Dye  Concentrate  S100    4A.4B,4C,4D 

Doner  Chemical  Corporation 

Cleaner  M-79 3D 

DWT-9036-L  5C 

Hog  Scald  4252  3B 

Dominion  Chemical  Company 

Sodium  Hypochlorite  Solution  3D 

Dow  Chemical  Company,  The 

Dow  Caustic  Soda  Beads  ....  3A.3D.3B.3C 
Dowflake  Process  Grd  77-80%  Calcm. 

Chlrd  3D 

Liquidow  Food  Grade  Calcium  Chloride  3D 

Dow  Corning  Corporation 

Antifoam  A  Compound 5C 

Antifoam  AF  Emulsion  5C 

Antifoam  C  Emulsion  3C 

AntiFoam  1520-US  3B.3A.5C 

Dow  Coming  Antifoam  1510-US  3A.3B.5C 

Dow  Coming  Fluid  200    5C 

Dow  Coming  1500/Silcone 

Antifoam  3B.5C.3A.3C 

FG-10  Antifoam  Emulsion  3C 

Release  Spray    3H 

1920  Powdered  Antifoam  5A 

Drackett  Products  Company,  The/ 
Professional  Products  Division 

Cooking  Spray  3H 

Food  Release  Spray 3H 

Good  Measuring  Cooking  Spray    3H 

Drew  Ameroid  Marine  Division/ 
Ashland  Chemical,  Inc. 

Amerfloc  275 3F 

Drummond  American  Corporation 

Foamex    5A 

Ducey  Chemical,  Inc. 

CS-10  3A.3B.5A.5C 

DuChem  Industries,  Inc. 

D-Foam  #  1  3A.3B 

Feather  Penetrator  3A 

RP  Scald  Additive 3A.3B 

DuChemCo  Products  Company 

Scald  Compound  3B 

Tnpe  Denuding  Compound  A    3C 

Tripe  Denuding  Compound  B    3C 

Tripe  Wash  10C    3C 

Tripe  Wash  5C   3C 

DuCon 

Klarify  101    5C 

DuPont  de  Nemours,  E.I.  &  Co. 

Perone  35  3C 

Perone  50  3C 
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DuVal  Chemical  Company 

Limbex  5C 

Tripe  Bleach    3C 

TR  Cleaner    3C 

DyChem  International,  Inc. 

Dispers-Lex  3D 

Eagle  Chemicals  Inc. 

Cleaner  Chlor  Plus  Three  3D 

Compound  4C  3A 

Eagle-Picher  Minerals,  Inc. 

Celatom  CO  3F.5C 

Celatom  CO-1   3F.5C 

Celatom  CO-2  3F.5C 

Celatom  FN-1    3F 

Celatom  FN-2   3F 

Celatom  FN-5    3F 

Celatom  FN-6   3F 

Celatom  FP-1     3F.5C 

Celatom  FP-2    3F 

Celatom  FP-3    3F 

Celatom  FP-4    3F.5C 

Celatom  FP-6    3F 

Celatom  FW-S  3F 

Celatom  FW-10  3F.5C 

Celatom  FW-12  3F.5C 

Celatom  FW-14  3F.5C 

Celatom  FW-18  3F.5C 

Celatom  FW-2  3F 

Celatom  FW-20  3F.5C.5C 

Celatom  FW-40  3F.5C 

Celatom  FW-50  3F.5C 

Celatom  FW-6  3F.5C 

Celatom  FW-60  3F.5C 

Celatom  FW-70  3F.5C 

Celatom  FW-80  3F.5C 

Dialose  3F 

Pre-co-FlocNB-10    3F 

Pre-Co-Floc  PB20  3F 

Pre-Co-Floc  PB33  3F 

Pre-Co-Floc  PB40  3F 

Pre-CO-FlocPBlOOM  5C 

Pre-CO-Floc  PB200M  5C 

Pre-CO-Floc  PB40M  5C 

Eastern  Technologies,  Inc. 

Formula  3022-F 3A.3B.3D 

Ecco  Chemicals,  Incorporated 

Ecco  Scald  3B 

Poultry  Scald  2   3A 

Tripe  Cleaner  1    3C 

Tripe  Cleaner  10  3C 

Tripe  Cleaner  2  3C 

Tripe  Cleaner  3  3C 

Tripe  Cleaner  5  3C 

White  Tripe  3C 

Echo  Products 

Echo  21CP 3A 

Eco  Chemical  Products,  Inc. 

Eco-Peel  3D 

Ecolab  Institutional  Division/ 

Mikro-Chlor 3D 

Econo-Chem,  Inc. 

FS  100  3A 


Liquid  Hog  Scald    3B 

Powdered  Hog  Scald 3B 

Tripe-Kleen  3C 

Economy  Compounds,  Incorporated 

Economy-55  Tripe  Clean   3C 

Electro-Magic  Equipment  Co. 

Compd.  No.  H-4  3A 

Engelhard  Corporation 

Engelhard  Grade  105    3F 

Engelhard  Grade  105SF  3F 

Engelhard  Grade  160    3F 

Engelhard  Grade  4    3F 

Enviro  Tech  Chemical  Services,  Inc. 

AF-10 3D.5A 

AF-22 5A 

Shear  10  3D 

Shear  3  3D 

Shear  7  3D 

Shear  8  3D 

Shear  9  3D 

Soiltex  2    3D 

Steam  Peel  #3   3D 

Sure  Peel  #3    3D 

Sure  Peel  1    3D 

Sure  Peel  2    3D 

Environmental  Chemical 
Corporation 

ECC  Denaturing  Compound  Green   ....    4D 

ECC  Denaturing  Compound  Red  4D 

Hot  Tank  Degreaser   3B 

Epic  Chemical  Sales  Corp. 

Epic  Feather  Softener  3A 

EP-49  3B 

EP-53  3C 

EP-54  3B 

EP-54-NJ  3B 

Epic  Industries 

Swell  Pan  Coating  Spray    3H 

Everhot  Manufacturing  Co. 

Tattoo  Ink  CHT- 100  2B 

Excel  Chemical  Company,  Inc. 

Excel  Feather  Wetter  Concentrate    3A 

Excel  Tripe  Bleach   3A 

Excel  Tripe  Wash   3C 

L-565  Feather  Wetter   3A 

Exsl  Chemical  Company 

Exslite  No  Foam  Poultry  Scald    3A 

Exslite  Tripe  55  3C 

Ultra-Peel  3D 

F  F  Industrial  Service  &  Supplies, 
Inc. 

No.  600  Hog  Scald  3B 

F  M  C  Corporation 

Disodium  Phosphate  3B 

Hydrogen  Peroxide  35%  HP 3C 

Phosphorus  Acid  3F 


Proxycarb  135  3C 

Soda  Ash  Dense  160 3A.3F.3B.3C 

Soda  Ash  Grade  100  3A.3F,3B,3C 

Soda  Ash  Grade  120  3F 

Soda  Ash  260    3F 

Sodium  Acid  Pyrophosphate 3B 

Sodium  Sesquicarbonate  3A.3F 

Sodium  Tripolyphosphate  3B 

Tetrasodium  Pyrophosphate   3B 

Trisodium  Phosphate  3B.3C 

Fairbank  Corporation,  The 

Facilite  Giant  Wash 3D 

Farewell,  W.  K.,  Company 

PTL  Vantage  Plus  3C 

Filter-Media  Co. 

Femco  Filter-Aid  Grade  C4    5C 

Femco  Filter-Aid  Grade  C5   5C 

Femco  Filter-Aid  Grade  HX  5C 

Femco  Filter-Aid  Grade  H4  5C 

Femco  Filter- Aid  Grade  H9   5C 

Five  Star  Corporation 

Star-Chlor    3D 

Flintkote  Co./U-S.  Lime  Div. 

Flintkote  Hydrated  Lime 3C 

Flo-Kern,  Incorporated 

FloKem  Veg  Peel   3D 

Hog  Scald  3147  3B 

Peel  Additive  0927   3D 

Tripe  Cleaner  0680  3C 

Formulated  Products,  Inc. 

191  Tripe  Cleaner  3C 

192  Tripe  Cleaner  3C 

315  Hog  Scalding  Compound    3B 

325  Hog  Scalding  Compound    3B 

Frederick,  J.,  Pool  Corp. 

HogTatooInk  2B 

Fremont  Industries,  Inc. 

9977FG    5A 

Frey,  L.  A.  and  Sons  Inc. 

SAG  730   5C 

Fuller,  H.  B.,  Company/ 
Monarch  Chemicals  Division 

Cal-Best  Neutral  Cleaner   3D 

Ful-Bac    3D 

Monarch  Tripe  Bleach    3C 

Monarch  Tripe  Cleaner  3C 

Monarch  Tripe  Neutralizer  3C 

Future  Compounding 

Future  Tripe  Cleaner  3C 

G  M  P  Chemicals/ 

Division  of  Gilster-Mary  Lee  Corp. 

High  Alkaline  General  Cleaner  754  ....    3B 
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Garratt-Callahan  Company 

Formula  153    3A 

Formula  58A  3A 

Gavco  Supplies 

Branding  Ink  No.  9026  2A 

Marking  Ink  2A 

General  Electric  Company 

AF70 5A.5C 

AF  9000 5A.5C 

AF72   5A.5C 

AF75    3D.5A.5C 

AF9020  Silicone  Antifoam  Emulsion       5A 
SF18-350  5C 

General  Supply  Inc. 

GSI  9000  Fruit  &  Veg.  Washing  Com- 
pound        3D 

GSI  9002  Acidic  "Orchard  Bloom"  Re- 
mover       3D 

GSI  9003  Acetic  "Orchard  Bloom"  Re- 
mover       3D 

George  A.  Hormel  &  Co. 

Gas  No.  9903-11-6   3B 

Georgia  Chemical  Company,  Inc. 

No.  600  Hog  Scald  3B 

Gilmer  Industries,  Inc. 

Gil  Caustic 3B.3C 

Gil  Dehair  3B.3C 

Gil  Feather  Off  3A 

Gil  Feather  Off-LF   3A 

Gil  Poultry  Scalder 3A 

Gil  Rapid  Scald  3B 

Gil  Tnpe-Brite  3B.3C 

Gil-Super  Chlor  3D 

Globe  Chemical  Company,  Inc. 

Globe  Scog  Remover   3B 

Globe  Tripecure 3C 

Gold  Kist,  Incorporated 

Feather  Softener    3A 

Feather  Softener  and  Defoamer   3A 

Gold  Kist  Scald  Aid   3A 

Great  Plains  Chemical  Company 

AF-725  3G 

AF-750 3G 

AF-912 3G 

AF-920  3B 

AF-9200  3B 

AF-932 3G 

Great  Salt  Lake  Mineral  & 
Chemical  Corp 

GSL  Coarse  Salt  3F 

GSL  Extra  Course  Salt  3F 

GSL  Feed  Mixing  Salt   3F 

GSL  Fine  Salt  3F 

GSL  Salt  Pellets    3F 

Grefco,  Inc. 

Dicalite  CP-100  3F 

Dicalite  CP-150  3F 


Dical 
Dical 
Dical 
Dical 
Dical 
Dical 
Dical 
Dical: 
Dical 
Dical 
Dical 
Dical 
Dical: 
Dical 
Dical 
Dical 
Dical 
Dical 
Dical 
Dical 
Dical 
Dical 
Dical 
Dical 
Dical 
Dical 
Dical 
Dical 
Dical 
Dical 
Dical 
Dical 
Dical 
Dical 
Dical 


CP-150  3F 

te  CP-5  3F 

te  LD-1006  3F 

teLD-1006 3F 

te  Special  Speedflow  3F 

te  Speedex   3F 

te  Speedflow    3F 

Speedplus  3F 

te  Superaid  3F 

te  Superaid  Special    3F 

te  UF   3F 

te  215  3F 

te  231  3F 

te  231  Special    3F 

te  2500  3F 

te  341  3F 

te  375  3F 

te  4106  3F 

te  4156  3F 

te  416  3F 

te  4186  3F 

te  4186  3F 

te  4200  3F 

te  426  3F 

te  436  3F 

te  4500  3F 

te  456  3F 

te476  3F 

te  476  SP  3F 

te  5000  3F 

te  5500  3F 

te  6000  3F 

te  689  3F 

te  7000  3F 

te  8000  3F 


Griffith  Laboratories 

Peel-Ease  3H 

GyCor  International  Limited 

Fri-Mor    3F 

McDonald's  Filtering  Product  51 14   3F 

H  P  Industrial  Sales  Co. 

HPI  Hog  Scald  Compound  3B 

Hanco  Manufacturing  Co.,  Inc. 

CB-3  Dehair    3B 

HC  Concentrated  Poultry  Scald   3A 

Hantover  Incorporated 

Denaturant  G  Meat  Identifier  4A 

Green  Branding  Ink 2A 

Meat  Branding  Ink  40334  2A 

No.  304  Pres  Teege  Purple  Branding  Ink  2A 

40328  Meat  Branding  Ink  2A 

Harborlite  Corporation 

Harborlite  1500  5C 

Harborlite  1500S  5C 

Harborlite  1800  5C 

Harborlite  1900  5C 

Harborlite  200  5C 

Harborlite  2000  5C 

Harborlite  400  5C 

Harborlite  635  5C 

Harborlite  700  5C 

Harborlite  800  5C 

Harborlite  800S  5C 

Harborlite  900  5C 

Harborlite  900S  5C 

Harcros  Chemicals  Inc. 

T-DetEpo61  3A 


T-H  Silicone  Antifoam  AF-J0FG 5C 

T-H  Silicone  Antifoam  AF-100  FG  ....  5C 
T-H  Silicone  Antifoam  AF-30  FG  ..  5A.5C 
T-H  Silicone  Antifoam  8805  FG  ....  5A.5C 
T-H  Silicone  Antifoam  8810  FG  ....  5A.5C 
T-H  Silicone  Antifoam  8820  FG   ....  5A.5C 

T-H  Silicone  Antifoam  8830  FG   5A 

Harneds,  Inc. 

Double  J  Deep  Purple  2A 

Harshaw/Filtrol 

Arylight-Absorbent  Filter  Aid    5C 

Frylight    3F 

Hase  Petroleum  Wax  Company 

HP  1131  5C 

HP  1135  5C 

HP  1335  5C 

HP  8926  5C 

Heinrich  Fischer  &  Company 

Nofoam  F&V 3D 

High  Plains  Products 

HS  10 3B 

Hill  Manufacturing  Company,  Inc. 

No.  1155  Tripe  Cleaner   3C 

No.  574  Feather  Penetrant    3A 

Hoch  Company 

Anti-Foam   3B 

AV-240  Tripe  Cleaner    3C 

First  Wash  Tripe  Cleaner  3C 

Hog-Scald  X    3B 

HS-210  3B 

HS-712 3B 

PS-380  3A 

TC-200-1   3B.3C 

Hood  Chemical  Co. 

107AF   3B 

Horning's  Safety  Products  Co. 

Liquid  Scald  Kleen  3B 

Powdered  Scald  Kleen    3B 

Tripe  Kleen   3C 

Hubert 

Hubcote  Food  Equipment  Oil  3H 

Hydrite  Chemical  Company 

F.G.10  No.  584  5C 

Release  Agent  No.  586  3H 

Release-All  WS  No.  587    3H 

Tripe  Bleach  No.  326   3C 

Tripe  Wash  No.  240  3C 

Hydron  Inc. 

Alufloc    5C 

Hydrofloc-BF 5C 

Hypure  Incorporated 

Hydrex  WT  879    3D 
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I  C  P/West  Inc. 

Cleaner  54-FP  3B 

Scald-Rite    3B 

I  G  I  Petroleum  Specialties,  Inc. 

Britol  18  USP  White  Mineral  Oil    3H 

Britol  20  USP  White  Mineral  Oil    3H 

Britol  24  USP  White  Mineral  Oil    3H 

Britol  35  USP  White  Mineral  Oil    3H 

Britol  50  USP  White  Mineral  Oil    3H 

Britol  6  USP  White  Mineral  Oil    3H 

Britol  7  USP  White  Mineral  Oil    3H 

Britol  9  USP  White  Mineral  Oil    3H 

Ideal  Stencil  Machine  &  Tape 
Company 

HT-80 2B 

HT-80A   2B 

HT-88  Hog  Tattoo 2B 

HT-90 2B 

MO  Sol  Clear   2A 

MO  40  FD&C  Red  2A 

MO  69  FD&C  Blue    2A 

MO  72  FD&C  Brown  2A 

MO  74  FD&C  Purple  2A 

MO  75  FD&C  Black    2A 

MO  79  FD&C  Green    2A 

MO  88  Yellow    2A 

Independence  Chemical  Co. 

Inaco  PL-10  3A 

Indco  LA-21    3D 

IndcoLA-211    3D 

Indco-PX  10    3B 

Industrial  Chemcial  &  Supply  Co. 

Acid  Fruit  Wash    3D 

Industrial  Chemicals,  Inc. 

Sodium  Hypochlorite  Solution   3D 

Industrial  Colloids  &  Chemicals, 
Co. 

Denaturant  314    4A 

Penetrant  and  Defoamer  3A 

S-700   3B 

Industrial  Sanitation  Consult. 
Products 

ISC-A3  3D 

ISC-A8  3D 

ISC-A9  3A.3D 

Industrial  Solvents 

IND-Sol  113    3A.3B 

Intech,  Inc. 

MD  8100  3D 

Intercontinental  Chemical  Corp. 

Con-O-  1467  Peeleze    3D 

ICC  1460  Ezzepeel  3D 

ICC  1461  Ezzepeel  3D 

ICC  1462  Ezzepeel  3D 

ICC  1463  Ezzepeel  3D 

ICC  1464  Ezeepeel  3D 

ICC  1465  Ezzepeel  3D 

ICC  1466  Ezzepeel  3D 

ICC  1468  Ezzepeel  3D 


ICC  1469  Ezzepeel  3D 

ICC  1470  3D 

ICC  1471  3D 

ICC  212  3D 

ICC  213  3D 

ICC  3207-A  3D 

ICC  3208  Hog  Scald 3B 

ICC  3711  3D 

ICC  3711  3D 

ICC  3714  3D 

ICC  3716  3D 

International  Colloids  and 
Chemical,  Inc 

Denaturant  314    4A 

International  Filler  Corporation 

BH100  Alpha-Cel  5C 

BH20  Alpha-Cel  5C 

BH200  Alpha-Cel   5C 

BH40  Alpha-Cel  5C 

BH65  Alpha-Cel   5C 

CL100  Alpha-Cel    5C 

C100  Alpha-Cel 5C 

C20  Alpha-Cel  5C 

C200  Alpha-Cel  5C 

C33  Alpha-Cel 5C 

C40  Alpha-Cel  5C 

C60  Alpha-Cel  5C 

HS100  Alpha-Cel    5C 

HS40  Alpha-Cel    5C 

HS80  Alpha-Cel    5C 

Justfiber  BVF200    5C 

PB25  Alpha-Cel    5C 

RB40  Alpha-Cel    5C 

International  Foodcraft 
Corporation 

Eez-Out  Liquid  Regular  Formuation  3H.5C 
Eez-Out  Liquid  Thin  Formulation  ..  3H.5C 
Eez-Out  Paste    3H.5C 

Interox  America 

Food  Grade  Hydrogen  Peroxide  35   ....  3C 

Food  Grade  Hydrogen  Peroxide  50  ....  3C 

Intex  Products,  Incorporated 

8095  3A 

Ivanhoe  Chemicals,  Inc. 

XFO-10S   3A.3B 

XFO-100S   3C 

XFO-20S   3A.3B 

XFO-30S   3A.3B 

Jem  Sales  Incorporated 

Inchemco  F-980  Denaturant  4B.4D 

Jett-Co  Products,  Inc. 

Scald  Compound  3B 

Tripe  Denuding  Compound  B    3C 

Tripe  Wash  10c  3C 

Tripe  Wash  5c  3C 

Jewel  Chemical  Company 

X    3B 

Johar  Enterprises,  Inc. 

Hog  Scald    3B 


Johnson,  S.  C.  &  Sons 

Choic  Cut    5C 

J-90    3H 

Jones  Chemicals,  Incorporated 

Sunny  Sol  SDS   3D 

Sunny  Sol  150  3D 

Joseph  Dixon  Crucible  Company, 
The 

Meat  Marking  Crayon  1532  2C 

K  C  I  Chemical  Company 

ClenerW  3B 

HL-21  3A.3B.3D 

Peel-eze  P    3D 

K-Klean  Chemical  Company  Inc. 

Hydrogen  Peroxide  35%  H202   3C 

Tnpe  Wash    3C 

Kahn's,  E.  Sons  Company 

Meat  Branding  Ink    2A 

Kamo  Manufacturing  Co.,  Inc. 

KTC  Tripe  Cleaner  3C 

Shapiro's  Special  Tripe  Cleaner  3C 

Kel  Chemicals,  Inc. 

Defoamer  100  A-l    3D 

Kemin  Industries,  Incorporated 

Kern  Wet  P   3A 

Pet-Ox  Liquid   5C 

Kerns,  J.  F.  Industries 

Tripe  Bleach    3C 

Tripe  800  3C 

Tripe  900  3C 

Kerr-McGee  Chemical  Corp. 

Trona  Fine  Granular  Soda  Ash 3C 

Trona  Granular  Soda  Ash  3C 

Ketchum  Manufacturing  Sales 
Limited 

B7  Black  Tatto  Ink  2B 

B7  Black  Tattoo  Ink  2B 

B7  Green  2B 

Kleen  Chemical  Company,  Inc. 

Hog  Scald    3B 

WA-55  3A 

Kleen-San  Systems 

CL  820  HY-DFP  3A 

CP  260  Preserve   3C 

Klenzade,  Div.  of  Ecolab  Inc. 

BK  Vegwash  3D 

BK  430    3D 

CFW-10  3D 

Klenz-Klor  Formula  X-3 3D 

Oxy-Pak  3C 
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Pennsan  NR  3D 

Tripe  Wash  2557  3C 

Vega-K!een   3D 

XY-12    3D 

Knapp  Manufacturing 

Knapeelaid  3D 

Knapp  Fruit  Wash  3D 

Peeling  Compound    3D 

Koch  Supplies,  Incorporated 

Brilliant  #2  Green  Dye  Koch  #01  78  17  4C 

Denaturant  314    4A 

GL  #31  Perma-Brite  Purple   2A 

GL  #33  Perma-Brite  Red   2A 

GL  #34  Perma-Brite  Green 2A 

GL  #36  Perma-Brite  Blue  2A 

GL  #40  Perma-Brite  Red   2A 

GL-63  Brown  Ink  Koch  #01  78  15  ....  2A 

GL-65  Hog  Tattoo  Paste  2B 

GL-75/25  Ink  Koch  #01  78  13  2A 

GL-80  Purple  Ink  Koch  #01  78  12    ....  2A 

Koch  Deep  Purple  2A 

Koch  Ultra  Violet  2A 

New  "Old"  Baldy  Liquid  Hog  Scald   ..  3B 

Old  Baldy  Hog  Scald   3B 

Tripurge  3C 

Kohnstamm,  H.,  and  Company  Inc. 

GK-7620    2A 

Kor-Chem,  Inc. 

Formula  364  Feather  Softner   3A 

Formula  800  Tripe  Cleaner 3C 

L  W  Chemicals,  Inc. 

LHS  309    3B 

Labbco,  Inc. 

Lass-o  10%  Sodium  Hypochlorite  Sol- 
ution      3D 

LaMar  Chemical  Service  Inc. 

Peel  Aid  3D 

LaRosa  Products,  Inc. 

TN-1 16  Tripe  Neutralizier   3C 

Lee  Mark  Company 

Code  3-90-4 2A 

Leeder  Ardrox,  Inc. 

272-V  3A 

385-V  3B 

386-V  3C 

Leland  Chemical  Division/ 
Benlo  Chemicals  Inc. 

Hog  Scald  #3  S.F.  #11  Slippery  Jim   ..  3B 

Hog  Scald  #4  Slippery  Jim  3B 

Hog  Scald  #5  Slippery  Jim  3B 

Hog  Scald  Slippery  Jim    3B 

Le-Scald  Liquid  3B.5B 

Le-Scald  3030  3B.5B 

Liquid  Hog  Scald  Slippery  Jim    3B 

Poultry  Scald  3A 

PH-8  3C 

S.F.  No.  1 1  Tripe  Cleaner    3C 

Tripe  Cleaner  No.  1005    3C 


Tnpe  Cleaner  10-10    3C 

Tripe  Cleaner  11-00    3C 

Leonard,  W.  F.  Company,  Inc. 

Branding  Ink  No.  9026  2A 

Lenco  Dead  End   4B 

Lenco  Featherless   3A 

Lenco  Hogwash  3B 

Lenco  Mach  1   2A 

Lenco  Mark  22-Branding  Ink  2A 

Lenco  Mark  25  Green  2A 

Lenco  Mark  32   2A 

Lenco  Mark  38    2A 

Lenco  Red  Alert   4D 

Lenco  Spoiled  Rotten  4A 

Lenco  Tat-II 2B 

Lubar  Chemical  Co. 

Defoamer  5A 

LubriChem,  Inc. 

Compound  4C  3A.4C 

Lyondell  Petrochemical  Company 

Arcoprime  Oil  65    3H 

Arcoprime  55  Oil    3H 

Duoprime  Oil  200  3H 

Duoprime  Oil  300  3H 

Duoprime  Oil  350  3H 

Duoprime  Oil  70  3H 

Duoprime  Oil  90  3H 

Duoprime  400   3H 

M  &  S  Chemicals,  Inc. 

No.  500  Tripe  Cleaner    3C 

Madison  Chemical  Co.,  Inc. 

Dart  950  3D 

Hog  Scald    3B 

Hog  Scald  Powder 3B 

Hog  Scald  SJ  3B 

Poultry  Scald  3A 

Tripe  Bleach    3C 

Tripe  Cleaner 3C 

Tripe  Cleaner  CD   3C 

Tripe  Cleaner  E  3C 

Madison-Bionics 

Davinate  3D 

Delate 3A 

Delate  LF 3A 

Depilate   3B 

Pelamine  Additive  3A,3D 

Tribite    3C 

Trival  3C 

Magnaflux  Surface  Conditioners, 
Inc. 

Chloroclean   3D 

Econopeel    3D 

Peel  Quick  3D 

Subdue  3D 

Subdue  B  3D 

T-White  3C 

Magrabar  Chemical  Corp. 

Antifoam  PD55E  5C 

Magrabar  Silicone  10-S    5A 

Magrabar  Silicone  30-S    5A 

PD-650  3D 

PD-653  3D 


PD-654 3D 

PD-655  3D 

Maintex,  Inc. 

F- 164  Tripe  Cleaner   3C 

F-165  Tripe  Bleach  3C 

Mallet  &  Company,  Inc. 

Vegalube  1100  3H 

Vegalube40 3H 

Manville  Products  Corporation 

Celite  Filter  Aid    3F 

Celite  501    3F 

Celite  512    3F 

Celite  535    3F 

Celite  545    3F 

Celite  560    3F 

CelkateT-21    3F 

Fibra-Cel    3F 

Filter  Cel   3F 

Hyflo  Super-Cel    3F 

Micro-Cel  A    3F 

Micro-Cel  B 3F 

Micro-Cel  C 3F 

Mcro-Cel  E  3F 

Micro-Cel  FA    3F 

Micro-Cel  T-13  3F 

Micro-Cel  T-49  3F 

Microsweet    3F 

Silasorb    3F 

Standard  Super-Cel  3F 

Mark  Manufacturing  Corporation 

FSA-606    3A 

LHS-888    3B 

PHS  444    3B 

TC-66 3C 

Martin  Marietta  Cement/ 
Southern  Division 

Magnolia  Chemical  Hydrate  Lime  3C 

Martin's  Equipment  Company,  Inc. 

Tripe  Wash    3C 

Mayo  Chemical  Company,  Inc. 

Sodium  Hypochlorite  10%   3D 

Sodium  Hypochlorite  12.5% 3D 

Sodium  Hypochlorite  5.25% 3D 

Sodium  Hypochlorite  9.2% 3D 

Megatron  Chemicals,  Inc. 

Liquid  Hog  Scald    3B 

Metro  Products  Company 

No.  500  Tripe  Cleaner    3C 

No.  600  Hog  Scald  3B 

Miami  Products  &  Chemical 
Company 

Beatrice  Chlorine  Disinfec- 
tant.Germicide    3D 

Microtech  Water  Management 
Systems,  Inc. 

Micro-108AF  3B 
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Mid  South  Equipment  Supply 
Company 

Branding  Ink  No.  100  2A 

Purple  Branding  Ink  No.  100  2A 

Mid-American  Corporation 

Reliance  Solus  Oil  200  3H 

Reliance  Solus  Oil  300  3H 

Reliance  Solus  Oil  350  3H 

Reliance  Solus  Oil  400  3H 

Reliance  Solus  Oil  70  3H 

Reliance  Solus  Oil  90  3H 

Mid-Lands  Chemical  Co.,  Inc. 

BD  10  Black  Denaturant 4B 

No.  44  Green  Denaturant   4A 

Purple  No-304  2A 

TP-21   2B 

TP-22  2A 

TW  300   3C 

Mid-State  Chemical  &  Supply  Corp. 

Raven  Brand  Non  Phos.  Hog  Scald 

Comp 3B 

Raven  Brand  Phos-Free  Tripe  Clnr   ....    3C 

Midwest  Textiles,  Inc. 

Westex  Bleach  3C 

Westex  Hog  Scald  3B 

Westex  Tripe  Wash  3C 

Mies  Products,  Inc. 

Karbonaid  XX  5C 

MiU  hem  Laboratories  Inc. 

M-4962    3D 

Miller-Aldridge  Chemicals,  Inc. 

Tripe  Wash    3C 

Minock  Manufacturing  Company 

Hog  Tattoo  Paste  2B 

MirOil 

Life  Fryer  Oil  Treatment-Cleaner 3F 

Miroil  Fry  Powder 3F 

Mississippi  Lime  Company 

Hydrated  Lime 3C 

Mitco  Inc. 

Mitfloc  5147P  5C 

Mitfloc  5150P  5C 

Mitfloc  5946L  5C 

Mogul  Division/ 

The  Dexter  Corporation 

FA-701  3D.5A.5C 

FA-702  3D.5A.5C 

FA-703  3D.5A.SC 

FA-711  3D.5A.5C 

FA-712 3D.5A.5C 

FA-721  5C 

FA-722 5C 

Mogul  FA-200  3G.5C 

Mogul  FA-201  5A 

Mogul  FA-300  5C 


Mogul  FA-301  5C 

Mogul  FA-500  5C 

Mogul  FA-501  5C 

Mogul  50169  5C 

Mogul  50299  3A.5C 

Momar,  Incorporated 

Chlor-Best  3D 

Chlor-Plus   3D 

E.M.0 3H 

Momar  Banner 4B 

Momar  Liquid  Chlorine    3D 

Poultry  Characterization  Dye   4D 

WA-22  3A 

Monsanto  Company 

Disodium  Phosphate  3B 

Santoquin  5C 

Sodium  Hexametaphosphate  3B 

Sodium  Tripolyphosphate  3B 

Tetrasodium  Pyrophosphate   3B 

Trisodium  Phosphate  3B.3C 

Morgan-Gallacher,  Inc. 

DefomerllO   5A 

ORP  Buffer  3D 

Peel  Kleen   3D 

Tripe  Cleaner  3C 

Morton  Frozen  Foods 

Taka-Therm  5C 

Mt.  Hood  Chemical  Corporation 

Acid  Fruit  Wash   3D 

Crown  Sodium  Hypochlorite    3D 

Formula  310    3D 

Hog  Scald  Additive 3B 

Liquid  Hog  Scald   3B 

Super  Tripe  Kleen  3C 

Tripe  Kleen   3C 

Nalco  Chemical  Company 

Nalco  3006  Wash  Acid 3D 

Nalco  91SD001  3A.3B.5A.5C 

Nalco  91SD002  3D 

Nalco  91SD004  3D 

Nalco  91SD005  3D 

Nalco  91SD007  3D 

National  Chemical  Labs,  of  l\\..  Inc. 

Flicker   3A 

National  Interchem  Corporation 

Hog  Scald    3B 

National  Research  &  Chemical  Co. 

Tyfoscald  3A 

Nationwide  Research  Inc. 

NR  900    3B.3F 

Navy  Brand  Manufacturing  Co. 

Hog  Scald  #7  3B 

Tripe  Cleaner 3C 

Neptune  Specialties  Co. 

Hog  Tattoo  Paste  Green   2B 

Purple  Meat  Ink 2A 


New  South  Manufacturing  Co.,  Inc. 

Concentrated  Defoamer 3A.3D.3B 

Feather  Softener  &  Defoamer 3A 

Hog  Scald    3B 

Tripe  Cleaner 3C 

New  Zealand  Embassy 

Crayon  A  Colour  Blue    2C 

Crayon  B  Colour  Violet   2C 

Meatmark  Crayon   2C 

North  American  Salt  Company 

Louisiana  Rock  Salt  Spec.  Wtr  Soft  Salt  5C 

Medium  Salt    5C 

Soft'ner  Salt  5C 

Solar  Cube  Water  Softener  Salt  5C 

Solar  Salt  Coarse  Water  Softener 5C 

Water  Conditioning  Salt  5C 

Northwest  Specialty  Fiber  Inc. 

NSF-330    3F 

Norway  Chemical,  Inc. 

Tripe  Denuding  Compound    3C 

Tripe  Denuding  Compound  10C    3C 

Nutmeg  Technologies,  Inc. 

NT-71  5A.5C 

NuChem  Corp. 

NuChemCF-187    3A 

O'Neill  Industries,  Inc. 

LP  501  3D 

Oakite  Products,  Incorporated 

#78  3D.3B 

Fisan  Det  3A.3B 

Fisan-Det  S   3A.3B 

Fisan-500  3D 

Oakite  Bactericide  3D 

Oakite  Fisan  FV  Wash   3D 

Oakite  Liquid  Bactericide  3D 

PW-178   3D 

Scald-Aid  3B.3C 

Olin  Corporation 

Disodium  Phosphate  3B 

HTH  Dry  Chlorinator  Granular   3D 

HTH  Dry  Chlorinator  Tablets 3D 

Olin  CCH  Dry  Chlorinator  Granular  ..  3D 

Poly-Tergent  P-17A    3A 

Polyphos    3B 

Pulsar  Dry  Chlorinator  Granular    3D 

Sodium  Acid  Pyrophosphate 3B 

Sodium  Hexametaphosphate  3B 

Sodium  Tripolyphosphate  3B 

Tetrasodium  Pyrophosphate   3B 

Trisodium  Phosphate 3B.3C 

Oliver  Chemical  Co.,  Inc. 

Hog  Scald  Compound  No.  1     3B 

Omaha  Compound  Company 

Defiance  No.  2  Tripe  Cleaner    3C 
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Omni-Chem  Company, 
Incorporated 

O-C  F-NuCoat  3H 

O-C  F-130  3D 

O-CF-132  3D 

O-C  F-151   3D 

O-C  F-152  3D 

O-C  F-153  3D 

O-C  F-154  3D 

O-C  F-1541  3D 

O-C  F-1542  3D 

O-C  F-310  3D 

O-C-150  3D 

OC  FVP 3D 

OC-FVW  3D 

Orenco  International 

Ann-Foam  5    5A 

Orenco  Peel  40   3D 

Oscar  Mayer  &  Company 

Filter  Aid  Dicalite  3F 

Release  Agent  3H 

Release  Agent  9-40  3H 

Overton  Chemical  Sales,  Inc. 

Overton's  Tripe  Wash  3C 

Oxford  Chemicals,  Inc. 

Liquid  D-Hair   3B 

Oxford  AD-266  3A.3B 

Oxford  AF-85   3A.3B 

Oxford  BMD  4A.4C 

Oxford  BMD  I  4A.4C 

Oxford  BMD  H  4A.4C 

Oxford  BMD  ffl    4A.4C 

Oxford  D-Hair  3B 

Oxford  Flag-It  4B.4C.4D 

Oxford  FSD  3A 

Oxford  Hoofex  I   5B 

Oxford  Hoofex  II    5B 

Oxford  Hoofex  III  5B 

Oxford  Hoofex  IV  5B 

Oxford  Hoofex  VI  5B 

Oxford  Liquid  DHair  3A 

Oxford  LS-666    3B 

Oxford  Mark-It  4A,4B,4C.4D 

Oxford  Neutra-C  3C 

Oxford  P-llll  3A.3B 

Oxford  Pro-Det   3D 

Oxford  Sanfax  Denude-XL 3C.5C 

Oxford  Sanfax  Tripe-White    3C 

Oxford  Suppress   3A.3B 

Oxford  T-124 3C 

Oxford  Tag-It    4A,4B,4C,4D 

Oxford  TL-12    3C.5B 

Oxford  TL-12  Supplement   3C 

Oxford  TL-12C  3C 

Oxford  TW-125  3C 

Oxford  TW-164 3C 

Oxford  X-Hair  3A.3B 

Oxford  Yield  Plus  3A 

Oxford  122    3B 

Oxford  299-SW  3A 

Ozark  Chemical  Company 

Featherlite    3A 

Peak  #250  Hog  Scald   3B 

Peak  #260    3D 

Peak  #265    3D 

Peak  #295    3B 

P  D  Q  Manufacturing,  Inc. 

3A-333  Feather  Softener  And  Defoamer  3A 


3A-360  Scald  Aid  3A 

3B-040  Hog  Scald 3B 

3C-340  Tripe  Cleaner  3C 

3C-345  Tripe  Bleach  3C 

5B-500  Hoof  Cleaner  5B 

PPG  Industries,  Inc. 

Caustic  Soda  Coarse  Flake  3B.3C 

Caustic  Soda  Fine  Flake  3B.3C 

Caustic  Soda  Liquid  50%  3B.3C 

Caustic  Soda  Medium  Flake  3B.3C 

Caustic  Soda  Small  Flake  3B.3C 

Granular  Soda  Ash   3C 

Light  Soda  Ash  3C 

Pels  180  3B.3C 

P  P  G/Mazer  Chemicals 

Macol  1    3A 

Macol  2   3A 

Mazol  300  K  3D 

Mazu  DF  200  SP    5C 

Mazu  DF  201    5C 

MazuDF201    3D 

Mazu  DF  201  A    3D 

Mazu  DF  201  PM  MOD  3  5C 

MazuDF201A  5C 

Mazu  DF  203-89  5C 

Mazu  DF  210  S  5A.5C 

Mazu  DF  220S    5A 

Mazu  DF  230  S  5C 

Mazu  DF  230  SX   5C 

Mazu  DF  246-193D   3D 

Mazu  DF  246-193H   3D 

Mazu  DF  246-193J  3D 

Mazu  DF  352    3D 

Mazu  201B    5C 

P  Q  Corporation,  The 

Metso  Beads  2048  3A,3D,3B,3C 

Metso  Pentabead  20    3A.3D.3B.3C 

Metso  20   3A.3D.3B.3C 

Metso  200   3A,3D,3B,3C 

Pacific  Chemical 

Div.  of  Pace  National  Corp. 

Defoamer  FG  3D 

Free-Lease  3H 

Package  Concepts  &  Materials 

Slicknet    5C 

Packers  Engineering  &  Equip.  Co., 
Inc. 

#60600  Purple  Marking  Ink  2A 

Hog  Tattoo  Paste  2B 

Packers  Hog  Tattoo  Ink    2B 

Packers  Red  Meat  Marking  Ink  60593  2A 

Powderpac  Green    4B 

Purple  Meat  Marking  Ink  "Quick  Dry- 
ing"    2A 

Tattoo  Ink  No.  82  2B 

Tru-Brand  Purple  Ink   2A 

Warco  #44  3C 

Warco  #44A    3C 

Warco  #55  3C 

Warco  General  Purpose  Cleaner 3C 

Warco  No.  99-LC  3C 

Packers'  Chemical  Company 

Bleach  101  5B 

Bleachex  101  3C 

Bluecote  4B.4D 

Charcote 4B 

Citrosol    4A 


Grade  &  Yield  Branding  Ink    2A 

Green  It  4A,4B,4C,4D 

Green  It  2    4A 

Powderpac  Blue 4B 

Powderpac  Green    4B 

Red  Bird    4D 

Tripemax  A  3B 

Tripemax  B   3B.3C 

Tripemax  C   5C 

Tripemax  D  3C 

Tnpemax  E  Bleaching  Composition    ..  3C 

Tnpemax  P-50  3C 

Tnpex  101   3C 

Palmetto  Chemical  &  Supply  Co.. 
Inc. 

Hog  Scald    3B 

Pantry  Products,  Inc./ 
Division  Food  Fair  Stores,  Inc. 

Pantry  Pride  Drain  Cleaner 3B 

Par-Way  Manufacturing  Company 

DH-10    3H 

DH-135    3H 

Vegaline  3H 

Waffle-Off  3H 

Patterson,  C.  J.  Company 

Patcote  501K  5A 

Peck's  Products  Company 

Pepco  Add  3A 

Penetone  Corporation 

Special  VW  3D 

Penreco 

Drakeol  10  3H 

Drakeol  13  3H 

Drakeol  15  3H 

Drakeol  19  3H 

Drakeol  21  3H 

Drakeol  32  3H 

Drakeol  33  3H 

Drakeol  34  3H 

Drakeol  35  3H 

Drakeol  5  3H 

Drakeol  7  3H 

Drakeol  9  3H 

Perolin  Company 

7240  3D 

Petrochemicals  Company,  Inc. 

Petro  AA   3D 

Petroll   3D 

Plex  Chemical  Corporation 

P-40  3D 

Wetting  Agent  "S"    3D 

Polymer  Systems,  Inc. 

Poly  Natural  100  5C 

Poly  Natural  200  5C 

Poultry  Tech,  Inc. 

Scald-All  P-Plus    3A 
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PoultryTech,  Inc. 

Natural  Bloom  3A 

Scald-All  P    3A 

Wet-It 3A 

Premier  Chemical  Corporation 

Fruit  And  Vegetable  Wash  3D 

Heavy  Duty  Fruit  &  Vegetable  Wash  3D 

Peelaid  40    3D 

Peelaid  50    3D 

Triplex   3C 

Triplex   3C 

Presco  Food  Products,  Inc. 

Caldina  3B 

Pritchard  Sales  Company 

L-210  Hog  Scald  Compound   3B 

Pro  Chemicals,  Inc. 

Pro  Neutralizer  No.  7   3C 

ProTripeCleanerNo.110  3C 

ProScald  3A.3B 

Tripe  Cleaner  No.  22    3C 

Procter  &  Gamble  Company,  The 

Orvus  WA  Paste  3B 

Progress  Chemical  Co.,  Inc. 

PCC  Feather  Penetrant  50 3A 

Prosclean,  Incorporated 

L.  Hog  Scald  3B 

P.  Hog  Scald  3B 

Tnpe-W-66    3C 

Puritan/Churchill  Chemical 
Company 

Foretell  #2112  4D 

Foretell  #6666  3A 

Hog  Scald  (Puritan  #3039)  3B 

Puritan  #21 12    4D 

Quaker  Chemical  Corporation 

Quaker  L- 342    3D 

Quaker  L-351    3B 

Quaker  L-352    3B 

Quaker  P-242 3C 

Qualchem  Corporation 

QC  364    3A 

R  2  Chemical  Specialties  Company 

Egg  Tegent  Plus    3D 

R.M.  Services  Co.,  Inc. 

M.  R.  L.  Tripe  Cleaner  3C 

SP-13  3C 

Tripe  35  3C 

R-Square  Chemical  &  Coating,  Inc. 

Rave-Alko   3B 

RL-210  Feather  Penetrant  3A 

RL-220  Feather-Penetrant  3A 


RL-230  N 3A 

RL-230  Scald  Vat  Media   3A 

RY-200  Tripe  Cleaner 3C 

Ranco  Chemical 

Tripe  Bleach    3C 

Tripe  Cleaner 3C 

Ravan  Products,  Incorporated 

ECS  Feather  Pentrant   3A 

ECS  Hog  Scald  Compound    3B 

Mor-Chlor  3D 

MC-525   3D 

Rave  600   5C 

Rave  610   3C 

Rave-Defoam  3G.3H.5C 

Rejex    4D 

RL-210  Feather  Penetrant  3A 

RL-220  Feather-Penetrant  3A 

RL-230  N 3A 

RL-230  Scald  Vat  Media    3A 

RY-200  Tripe  Cleaner 3C 

Red  Arrow  Products  Company  Inc. 

Feather  Off    3A 

Red  Top  Products,  Inc. 

420  3C 

421   3B 

Rely  Chemicals,  Inc. 

#40  Red  4C 

Red  Dye  4C 

Rex  Chemical  Corporation 

Citronella  Denaturant  Concentrate  ..  4A.4C 

Denaturant  Green  Dye    4B 

Rhone-Poulenc  Basic  Chemicals  Co. 

Crystamet 3A,3D,3B,3C 

Disodium  Phosphate   3B 

Drymet  3A.3D.3B.3C 

Flake  Caustic  Soda   3B.3C 

Sodium  Gluconate  3C 

Sodium  Tripolyphosphate  3B 

Tetrasodium  Pyrophosphate   3B 

Trisodium  Phosphate  3B.3C 

Victalite  35    3B 

Riceland  Foods,  Inc. 

Chef-Way  Bread  Pan  Oil  (AS-19)  3H 

Chef-Way  Brown  &  Serve  Oil  (AS-9)  3H 

Leciprime  N 3H 

Leciprime  S  3H 

Sal-Fry  Bread  Pan  Oil  (AS-16)    3H 

Rio  Chemical 

Hog  Scald    3B 

Rio  Tripe  Wash  3C 

Tripe  Bleach    3C 

Rite-Kern 

Hog  Scalding  Compound    3B 

Robinson  Chemical  Co.,  Inc. 

RC-582  Poultry  Scald  3A 


Rochester  Midland 

Mid-Defoam  1111-FG 3A,3B,5A,5C 

Sir  Fact    3A.3B.3D 

Ross  Chem,  Inc. 

Foam  Burst  12-010-12    5C 

Roxxon  Corporation,  The 

Bird  Mark    4D 

Bird  Mark  Dry  4D 

Bird  Mark  H    4D 

Blue  Mark   4C 

Blue  Mark  Dry    4B.4D 

Hogie  3A.3B 

Mark  Dry  4B.4D 

Piggie  3B.3C 

Scald-Rite    3A 

Twelve  Plus  3D 

Royal  Chemical  Corporation 

No.  600  Hog  Scald  3B 

Royal  Enterprises 

Royal  Scald  3B 

Royal  Scald  Plus  3B 

Safeway  Industries  Inc. 

Prevent  5A 

Prevent  Plus 5A 

Salamon,  L.  A.  &  Bro. 

Tonsil  AAC  3F 

Tonsil  ALS    3F 

Tonsil  IFF   3F 

Tonsil  L-80  SP    3F 

Tonsil  Optimum  EX-FF  3F 

Tonsil  Optimum-FF    3F 

Sanfax  Chemicals 

Scatter   3A.3B 

Sur-White 3C 

Yield    3C 

Sanfax  Meat  &  Poultry  Division 
Diversey  Wyandotte  Corp. 

Sanfax  Scaldex  Special  3A 

Sani-Kem  Chemical  Corp. 

Liquid  Tripe  Wash    3C 

Saniplex  Laboratories,  Inc. 

L-210  Hog  Scald  Compound    3B 

Sanolite  Corporation 

Sanolac  HS    3B 

Sanolac  TC   3C 

Saratoga  Specialties/ 
Chemicals  Division 

H.S.  100 3B 

Hog  Scald    3B 

Hydrated  Lime 3B.3C 

Liquid  Hog  Scald    3B 

Liquid  Hog  Scald  T    3B 

Liquid  Poultry  Scald  3A 

Liquid  Tripon    3C 

Liquid  Whiton-35    3C 
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Meat  Branding  Ink    2A 

Morrel!  Scald  Plus 3B 

Neutralon  3C 

Purple  Marking  Ink  2A 

Red  Branding  Ink   2A 

Saratoga  BFC    5B 

Saratoga  Denatorant    4A 

Scald  Helper   3B 

Soda  Ash  3B.3C 

Special  Scald  Aid   3C 

Special  Tripon  3C 

SS-lOOODefoamer   3A.3B.5A 

Tripon    3C 

Whiton  3C 

Savolite,  Inc. 

Defoamer  SB  5C 

Defoamer04   3A,3B,3D.5A,5C 

Plus  Detergent  3A.3B.3D 

Scientific  American  Food 
EngineeringCorp 

Celebrite  3D 

Selig  Chemical  Industries 

26-SX-86  3A.3B 

33-SX-88  Tripe  Cleaner  3C 

61-SX-86  Hog  Scald  3B 

62-SX-86  Washing  Agent  5C 

Senter  Chemical  Corporation 

Feathers  Off 3A 

Sentry  Chemical  Company 

Wett-It  Poultry  Scald    3A 

Servco 

Servco  410  3C 

Servco  411  3C 

Servco  41 1-A  3C 

Servco  41 1-B  3C 

Servco  422  3C 

Servco  426  2A 

Servco  438  3G 

Servco  445  3C 

Servco  510  3G 

Servco  701  3C 

Servco  708  3C 

Servco  710  3D 

Servco  711  3C 

Servco  720  Tripe  Bleach    3C 

Servco  725  2A 

Servco  740  4B.4D 

Servco  760  3B 

Servco  761  Hog  Scald    3B 

Tripe  Wash  L-l  3C 

Tripe  Wash  L-2  3C 

Tripe  Wash  L-3  3C 

Tripe  Wash  L-4  3C 

Tripe  Wash  L-5  3C 

Tripe  Wash  L-6  3C 

Tnpe  Wash  L-7  3C 

Tripe  Wash  L-8  3C 

Tnpe  Wash  L-9  3C 

Service  Chemical  Corporation 

Formula  1-M  3B 

Formula  306    3C 

Formula  307    3A.3D.3B 

Hog  Scald    3B 

Poultry  Scald  Wetting  Agent  #1  3A 

Poultry  Scald  Wetting  Agent  No.  1    ....  3A 

Tripe  Cleaner 3C 


Shield  Brite 

Mineral-XX  3D 

Shield-Brite  Defoamer    3D 

Silbrico  Corporation 

Perlite  Filter  Aid  3F 

Siltech  Inc. 

Siltech  E-2401  3A.3B.5A 

Siltech  E-2402  3A.3B.5A 

Siltech  E-2403  3A.3B.5A 

Siltech  E-2404  3A.3B.5A 

Siltech  2400  3A.3B.5A 

Singleton  Chemology 

Hog  Scald    3B 

Tnpe  Cleaner 3C 

Veg  Peel    3D 

Smith,  E.  W.  Chemical  Company 

Ems  Tripe  Cleaner  287  3C 

Socar  Chemical  Company,  Inc. 

Defeathering  Penetrator  100  3A 

Defeathenng  Penetrator  25  3A 

Defeathering  Penetrator  50  3A 

Defeathering  Penetrator  75  3A 

Solar  Chemicals,  Inc. 

Solar  Tripe  Cleaner  3C 

Solventol  Chemical  Products,  Inc 

Hog  Scald    3B 

Southern  Chemical  Products  Co. 

No.  500  Tripe  Cleaner    3C 

No.  600  Hog  Scald  3B 

Southern  Company,  The 

MD  8100  3D 

Specialty  Chemical  Manufacturing, 
Inc. 

DHair    3B 

Specialty  Ink  Company  Inc. 

Blue  Meat  Packers  Ink   2A 

Red  Meat  Packers  Ink  2A 

3787  Violet  2A 

Spectral  Chemical  Co.  Inc. 

Spectral  Poultry  Scald  3A 

Spray  Dynamics  Division/ 
Par-Way  Mfg.  Company 

DA-135  Spray  3H 

DH-10  Spray  3H 

F-120  Spray  3H 

Stamford  Research  Institute 

Filter  Medium   3F 


Star  Chemical  Company 

Escalder  3B 

Limb-Ex  5B 

TR-Cleaner    3C 

Star  Chemical  Company,  Inc. 

Hog  Scald    3B 

Tripe  Cleaner 3C 

Stauffer  Wacker  Silicone 
Corporation 

Emulsion  SWS-211  3C 

Stearns  Chemical  Corporation 

Hog  &  Poultry  Scalding  Compound   3A.3B 

Tripe  Cleaner  3C 

Sunbelt  Sales  Inc. 

Hog  Scald  Compound  3B 

Sunshine  Chemical  Specialties,  Inc. 

Sunshine  Poultry  Scald  3A 

Super  Chem  Corp. 

Super  TC  3C 

Surfactants,  Inc. 

Scalaide-30    3B 

Swift  Chemical  Co.,  Inc. 

MD  8100  3D 

T  L  C  Manufacturing  Inc. 

Hog  Wash   3B 

Hog  Wash  2 3B 

S-15088  Hog  Scald  3B 

S-190  3C 

S-588   3A 

Soft  Chic   3A 

Soft  Turk  3A 

Tripe  Wash    3C 

Taylor  Chemical  Co.,  Inc. 

TA-10  FG    5A 

TA-20  FG    5A 

TA-30  FG    5C 

Taylor  Laboratories,  Inc. 

Feather  Softener    3A 

Technical  Petroleum  Co. 

PG-50  SL 3H 

Technology  Chemical,  Inc. 

Peel  Off  3D 

Tech  DF-S  3D 

Tech  TW  3C 

Tenn-Luttrell  Lime  Company 

Hydrated  Lime 3B 

Texo  Corporation 

LP-270  3B 
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LP-44  3C.3B 

LP-622  3A.3B 

Texo  LP  1152   3B.3D 

Texo  LP  1153   3B.3D 

Texo  LP  695   3A.3B 

Texo  LP  952  3B 

Texo  647   3A.3B 

Wet-Tex  3A.3B 

Time  Products,  Inc. 

Armour  Standard  No.  115    3C 

Time  Saver  EGC  3C 

Time-Saver  EG  Tripe  CI  &  Hog 

Scald  3B.3C 

Time-Saver  EM  Tripe  Cleaner  3C 

Time-Saver  Foamide  3A 

Time-Saver  Fruit  Wash  Comp.  WO  ....  3D 
Time-Saver  Poultry  Scald&Feather 

Softer    3A 

TCI  Scald  Aid  3A 

Todco  Chemical  Co.,  Inc. 

Bleach-HP  3C 

Trans-Chemco,  Inc. 

Trans-10  Antifoam    3B.5A.5C 

Trans-100  Antifoam    5C 

Trans-1030  5A 

Trans-220 5A.5C 

Treat-Rite  Water  Services  Inc. 

Triangle  Brand  Anti-Foam   3A 

Tronex  Chemical  Corporation 

Foam  Control  50  3A.3B 

Troy  Chemical  Industries,  Inc. 

Troy  1 136  FP    3B 

Troy  1140FP    3B.3D 

Troy  1141  FP    3B.3D 

Troy  2006  FP    3A.3B 

Troy  2022  Anti-Foam  Emulsion    5C 

Troy  2086  FP    5C 

1136  FP  Additive    3A 

Tulco  Oils,  Inc. 

Lubsoil  White  Oil  350  F.G 3H 

LubSoil  White  Oil  200  F.G 3H 

LubSoil  White  Oil  55  F.G 3H 

LubSoil  White  Oil  70  F.G 3H 

LubSoil  White  Oil  90  F.G 3H 

Turco  Products/ 

A  Division  of  Atochem  North 

America  Inc. 

Botl-Glo  3C 

Ultra  Laboratories 

Ultra  220  3B 

Uni-Chem  Corporation 

Escaldar  3A 

Uni-Kem,  Inc. 

Uni-Kem  0927  3D 

Uni-Kem  3147  3B 


Unijax 

PS  750  Wet,  Agent  For  Poultry  Scald 
Vats  3A 


Union  Carbide  Chemicals  &Plastics 
Colnc 

Propionic  Acid 5C 

SAG  10    3C 

SAG  710/Silicone  Antifoam 

Emulsion  10%    3A,3B,5A,5C 

SAG  720   3A.3B.5A.5C 

SAG  730/Silicone  Antifoam 

Emulsion  30%    3A,3B,5A,5C 

SAG  770  Organosilicone  Emulsion    3D.5A 

SAG- 100  Silicone  3C 

SAG-30  Silicone  3C 

SAG-47  Silicone  3C 

SAG-470  Silicone  3C 

SAG-472  Silicone  3C 

United  Chemical  Corp.  of  New 
Mexico 

IC-7300  3C 

IC-7310  3C 

IC-7320  3C 

IC-7330  3C 

United  States  Movidyn  Corporation 

PA-200  3D 

Universal  Chemicals  &  Supplies, 
Inc. 

Tripe  Cleaner  3C 

Van  Waters  &  Rogers 

VW&R  Detergent  40    3A.3D 

Vantage  Chemical  Corp. 

Non-Phosphate  Hog  Scald  Compound      3B 
Tripe  Cleaner 3C 

VanChem 

Tripe  Bleach  I  3C 

Tripe  Bleach  II    3C 

Tripe  Soap  I 3C 

Tripe  Soap  II  3C 

Vertex  Chemical  Corporation 

Vertex  CSS-10 3D 

Vertex  CSS-12 3D 

Vertex  CSS-5 3D 

Victor  L.  Larimer,  PC 

Featherx  3A 

Virotech  Inc. 

MD  8100  3D 

MDL  7700  3A.3D 

Voelker  Analysis,  Incorporated 

Hog  Scald    3B 

Vulcan  Chemicals/ 

Div.  of  Vulcan  Materials  Company 

Anhyrous  Caustic  Soda  Beads  3B,3C,3D,5B 
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W  J  Chemicals,  Inc. 

PS-30-DSS  3A 

PS-30-0E  3A 

W  T  S,  Inc. 

NPG92  5C 

SDA  10   3D 

SDA  13   3D 

Wacker  Silicones  Corporation 

Antifoam  Compound  SWS-202   3D 

Antifoam  Emulsion  Q-101    3D 

Antifoam  Emulsion  Q-75   3D.5A 

Antifoam  Emulsion  Q-93   3D 

Antifoam  Emulsion  Q-94   3D 

Antifoam  Emulsion  SWS-21 1    3H.3G 

Antifoam  Emulsion  SWS-21 3    ..  3D.3H.3G 

Antifoam  Q-750    3D 

Antifoam  Substance  Q-750  3D 

Antifoam  SWS-203  3D 

Q-75  5A 

Q-750  3D.5A 

SWS-202  3D 

SWS-203  3D 

Wade  Jones  Company 

PS-30-E  3A 

WJ-3000 3A 

Walling  Water  Management 

AF-107  3B 

AF-108  3B 

AF-250 5C 

AF-350 5C 

Emulsion  AF-107    3C 

Emulsion  AF-108    3C 

Wall-Scald  3B 

Walling  77  AF 3C 

Walling  77  AF 5C 

Warsaw  Chemical  Co.,  Inc. 

Chlorine  Liquid  3D 

Wayne  Chemical,  Inc. 

WC-51   3B 

Weil  Chemical 

Hog  Skald   3B 

Wesmar  Co.,  Inc. 

Insta-Peel  3D 

Silicone  Release    3H 

Soak  3A 

Soak  L-2   3A 

West  Agro,  Inc. 

WA  Defoamer  FG 5A 

West  Chemical  Products,  Inc. 

De-Foam    3A.3D.3B 

Hog  Scald    3B 

Poultry  Scald  3A 

Special  VW  3D 

Tripe  Wash   3C 

West-Peel  3D 


Western  Chemical  &  Mfg.  Co. 

Wedco  TRP  Bleach  3C 

Wedco  TRP  Cleaner  3C 

Western  Chemical  Company 

Defoamer  3   5C 

Western  Lime  &  Cement  Co.,  The 

Western  Pure-Cal    3C 

Westvaco  Chemical  Division 

Politol-S  4B 

WeServL,  LTD 

KTC-39P  3C 

KTC-800P  3C 

Whistlclean  Division,  The 

#3257  Paunch  Perfect  3C 

Williams  Lime  Manufacturing  Co. 

Hydrated  Lime 3C 

Wilson,  H.  Manufacturing  Co.,  Inc. 

Feather  Sof    3A 

Scalder  3A 

Witco/Sonneborn  Division/ 
Witco  Corporation 

Benol  Wht  Mineral  Oil  Lt.  Mineral  Oil 
NF  3H 


Blandol  Wht  Mineral  Oil  Lt.  Mnrl.  Oil 

NF  3H 

Carnation  Wht  Mineral  Oil  Lt  Mnrl  Oil 

NF  3H 

Ervol  Wht  Mineral  Oil  Lt.  Mineral  Oil 

NF  3H 

Gloria  White  Mineral  Oil  Mineral  Oil 

USP  3H 

Kaydol  White  Mineral  Oil  Mineral  Oil 

USP  3H 

Klearol  Wht  Mineral  Oil  Lt.  Mnrl.  Oil 

NF  3H 

LP  200  White  Mineral  Oil  Mineral  Oil 

USP 3H 

Protol  White  Mineral  Oil  Mineral  Oil 

USP  3H 

Rudol  Wht  Mineral  Oil  Lt.  Mineral  Oil 

NF  3H 

380  Pan  Oil  Wht  Mineral  Oil  Mnrl  Oil 

USP  3H 

380  Plastics  OilWht  MnrlOil- 

WhtMnrlOilUSP 3H 

Z  Company 

No.  3  Green  Berry  Die  4A.4B.4C.4D 

Zee  Company,  Incorporated 

Foam  B  Gone    5C 

Z  Anti-Foam    3B 

Z  Chick  Strip  3A 

Z  First  Wash  Tripe  Cleaner   3C 

Z  Hog  Scald  X    3B 

Z  W-58    3B 

Z  WW  580 3B 

Z  210  Hog  Scald  3B 

Z  240  Tripe  Cleaner  3C 

Z-Blu   4A.4B 

Z-100  3A 


Zep  Manufacturing  Company 

Formula  1961  Cleaner 3B.3C 

X-18168  3C 

X-4970  4A 

X-7072  Hog  Wash    3B 

X-9268  3C 

Zep  FS  Formula  4169  4B 

Zep  FS  Formula  4665  3D 

Zep  FSX-6856-A  Hog  Scald  &  Tripe 

Cleaner   3B.3C 

Zep  R-l  67583    3B 

Zep  R-l  6983  Hog  Scald   3B 

Zep  X-10377  4B.4D 

Zep  X-10378  3A 

Zep  X-10879  3B 

Zep  X-12684  Hog  Scald  Additive   3B 

Zep  X-1479  3B 

Zep  X-1961   3B.3C 

Zep  X-19775  3B 

Zep  X-2584  3B 

Zep  X-4169  4B 

Zep  X-4269  4D 

Zep  X-6584  3D 

Zep  X-6584  Hog  Scald  Additive  3B 

Zep  X-7689  3A 

Zep  X-7882  5C 

Zep  X-8575  Scalding  Agent  3B.5B 

Zep-Control  Feather  Softener  3A 

Zep-X-15881   3D 

Zeprime  1961    3B.3C 

Zodiac  Chemical  Company,  Inc. 

Leo  65  3C 

Leo  75  3B 

7HC  Corporation 

Poultry  Wetting  Agent    3A 
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Part  II  -  Nonfood  Compounds 
Used  in  the  Plant 
Environment 
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Part  II 
List  of  Nonfood  Compounds  Used  in  the  Plant  Environment 

Category  Code  Letters  And  Their  Meanings 

The  permissible  use  for  each  authorized  compound  is  designated  by  the  following  code 
letters,  and  conditions  for  use  are  restricted  by  the  category  in  which  it  is  placed. 

NOTE:  In  several  categories,  reference  is  made  to  the  need  for  rinsing  with  potable 
water.  PAD  accepts  water  used  in  federally  inspected  plants  as  being  potable  when 
such  certification  is  made  by  State  health  agency  authorities. 

A.  CLEANING  COMPOUNDS 

Al.  Compounds  for  use  as  general  cleaning  agents  on  all  surfaces,  or  for  use  with 
steam  or  mechanical  cleaning  devices  in  all  departments. 

Before  using  these  compounds,  food  products  and  packaging  materials  must  be  removed 
from  the  room  or  carefully  protected.  After  using  these  compounds,  surfaces  must  be 
thoroughly  rinsed  with  potable  water. 

A2.  Compounds  for  use  only  in  soak  tanks  or  with  steam  or  mechanical  cleaning  devices 
in  all  departments. 

Before  using  these  compounds,  food  products  and  packaging  materials  must  be  removed 
from  the  room  or  carefully  protected.  After  using  these  compounds,  all  surfaces  in 
the  area  must  be  thoroughly  rinsed  with  potable  water. 

A3.  Acid  cleaners  for  use  in  all  departments. 

Before  using  these  compounds,  food  products  and  packaging  materials  must  be  removed 
from  the  room  or  carefully  protected.  After  using  these  compounds,  all  surfaces  in 
the  area  must  be  thoroughly  rinsed  with  potable  water. 

A4.  Floor  and  wall  cleaners  for  use  in  all  departments. 

Before  using  these  compounds,  food  products  and  packaging  materials  must  be  removed 
from  the  room  or  carefully  protected.  After  using  these  compounds,  all  surfaces  in 
the  area  must  be  thoroughly  rinsed  with  potable  water. 

A5.  Floor  and  wall  cleaners  for  subfreezing  temperatures. 

When  used  in  areas  with  subfreezing  temperatures,  potable  water  rinsing  is  not 
required  following  use  provided  that  the  solution  and  solubilized  soil  are  effectively 
removed  by  wiping  or  wet  vacuuming. 

A6.  Scouring  cleaners. 

Residues  resulting  from  the  use  of  scouring  cleaners  must  be  carefully  removed  from 
surfaces  by  thorough  rinsing  with  potable  water. 

A7.  Metal  cleaners  and  polishes  for  nonfood  contact  surfaces. 
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These  compounds  must  be  used  in  a  manner  so  that  all  odors  associated  with  the 
compounds  are  dissipated  before  food  products  or  packaging  materials  are  re-exposed  in 
the  area. 

A8.  Degreasers  or  carbon  removers  for  food  cooking  or  smoking  equipment,  utensils,  or 
other  associated  surfaces. 

Before  using  these  compounds,  food  products  and  packaging  materials  must  be  removed 
from  the  area  or  carefully  protected.  After  using  these  compounds,  all  surfaces  must 
be  thoroughly  rinsed  with  potable  water.  The  compounds  must  be  used  in  a  manner  so 
that  all  odors  associated  with  the  compounds  are  dissipated  before  food  products  or 
packaging  materials  are  re-exposed  in  the  area. 

B.  COMPOUNDS  FOR  IAUNDRY  USE 

Bl.  Laundry  compounds. 

Laundry  detergents,  bleaches,  and  sours  may  be  used  on  fabric  which  contacts  meat  or 
poultry  products,  directly  or  indirectly,  provided  that  the  fabric  is  thoroughly 
rinsed  with  potable  water  at  the  end  of  the  laundering  operation. 

B2.  Laundry  compounds  for  uniforms  or  other  fabrics  which  do  not  come  in  direct 
contact  with  food  products. 

C.  COMPOUNDS  USED  IN  INEDIBLE  AND  NONPROCESSING  AREAS 

CI.  Compounds  for  use  on  all  surfaces  in  inedible  product  processing  areas, 
nonprocessing  areas,  and/or  exterior  areas. 

These  compounds  must  not  be  used  to  mask  odors  resulting  from  insanitary  conditions. 
They  must  be  used  in  a  manner  which  prevents  penetration  of  any  characteristic  odor  or 
fragrance  into  edible  product  areas.  Compounds  containing  isomers  of  dichlorobenzene , 
or  other  substances  toxic  by  inhalation,  may  be  used  only  in  areas  where  there  is 
adequate  ventilation  to  prevent  accumulation  of  hazardous  vapors. 

Permission  for  the  use  of  these  compounds  on  loading  docks  and  other  similar  areas  is 
left  to  the  discretion  of  the  Inspectors  in  Charge  of  the  plants. 

C2.  Compounds  for  use  in  toilets  and/or  dressing  rooms. 

C3.  Paint  removers  for  use  in  nonprocessing  areas. 

Equipment  and  utensils  which  directly  contact  edible  products  must  be  thoroughly 
cleaned  and  rinsed  with  potable  water  after  treatment  with  such  products  before  being 
returned  to  a  processing  area. 

D.  ANTIMICROBIAL  COMPOUNDS 

Dl.  Antimicrobial  agents  always  requiring  a  rinse. 

Before  using  these  compounds,  food  products  and  packaging  materials  must  be  removed 
from  the  room  or  carefully  protected.  After  using  these  compounds,  surfaces  must  be 
thoroughly  rinsed  with  potable  water  before  operations  are  resumed.  The  compounds 
must  always  be  used  at  dilutions  and  according  to  applicable  cLLrections  provided  on 
the  EPA  registered  label. 
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D2.  Sanitizers  for  all  surfaces  not  always  requiring  a  rinse. 

Before  using  these  compounds,  food  products  and  packaging  materials  must  be  removed 
from  the  room  or  carefully  protected.  A  potable  water  rinse  is  not  required  following 
use  of  these  compounds  for  sanitizing  previously  cleaned  hard  surfaces  provided  that 
the  surfaces  are  adequately  drained  before  contact  with  food  so  that  little  or  no 
residue  remains  which  can  adulterate  or  have  a  deleterious  effect  on  edible  products. 
These  compounds  may  be  used  for  microbial  control  on  ceilings,  floors,  and  walls  at 
concentrations  considerably  higher  than  those  allowed  for  sanitizing  food  contact 
surfaces  without  a  potable  water  rinse  unless,  in  the  opinion  of  the  Inspector  in 
Charge,  such  use  may  result  in  contamination  of  food  products.  A  potable  water  rinse 
is  required  following  use  of  these  compounds  under  conditions  other  than  those  stated 
above.  The  compounds  must  always  be  used  at  dilutions  and  according  to  applicable 
directions  provided  on  the  EPA  registered  label. 

E.   EMPLOYEE  HAND  CARE 

El.  Handwashing  compounds  for  use  in  all  departments. 

Ihe  compounds  must  be  dispensed  from  adequate  dispensers  located  a  sufficient  distance 
from  the  processing  line  to  prevent  accidental  product  contamination.  After  the  use 
of  the  compounds,  the  hands  must  be  thoroughly  rinsed  with  potable  water.  Under 
conditions  of  use,  there  can  be  no  odor  or  fragrance  left  on  the  hands. 

E2.  Handwashing  and  sanitizing  compounds. 

The  compounds  must  be  dispensed  from  adequate  dispensers  located  a  sufficient  distance 
from  the  processing  line  to  prevent  accidental  product  contamination.  The  hands  need 
not  be  washed  prior  to  the  use  of  the  compounds.  After  the  use  of  the  compounds,  the 
hands  roust  be  thoroughly  rinsed  with  potable  water.  The  compounds  roust  always  be  used 
at  dilutions  and  according  to  applicable  directions  provided  on  the  label.  The 
compounds  have  been  accepted  on  the  basis  of  their  equivalency  to  50  parts  per  million 
chlorine. 

E3.  Hand  sanitizing  compounds. 

The  compounds  must  be  dispensed  from  adequate  dispensers  located  a  sufficient  distance 
from  the  processing  line  to  prevent  accidental  product  contamination.  The  hands  must 
be  washed  and  thoroughly  rinsed  prior  to  sanitizing  with  the  compound.  The  compound 
may  be  injected  directly  into  the  wash  and  rinse  water.  The  hands  need  not  be  rinsed 
with  potable  water  following  the  use  of  the  compound.  The  compounds  must  always  be 
used  at  dilutions  and  according  to  applicable  directions  provided  on  the  label.  The 
compounds  have  been  accepted  on  the  basis  of  their  equivalency  to  50  parts  per  million 
chlorine. 

E4.  Hand  creams,  lotions,  and  cleaners. 

The  use  of  such  compounds  is  limited  to  toilets  and  dressing  rooms.  Employees  who 
handle  edible  products  may  use  the  compounds  only  when  leaving  the  plant. 
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F.  PESTICIDES 

Fl.  Ndnresidual  pesticides. 

These  compounds  must  be  used  in  accordance  with  the  conditions  for  nonresidual 
insecticides  set  forth  in  Section  8.48  of  the  Meat  and  Poultry  Inspection  Manual. 

F2.  Residual  pesticides. 

These  coirpounds  must  be  used  in  accordance  with  the  conditions  for  residual 
insecticides  set  forth  in  Section  8.48  of  the  Meat  and  Poultry  Inspection  Manual. 
They  must  be  used  in  a  manner  that  prevents  their  entry  into  edible  product  areas 
through  open  windows,  ventilating  systems,  etc. 

F3.  Rodenticides  for  controlled  use  only. 

Compounds  listed  in  this  category  are  to  be  used  in  accordance  with  the  conditions  for 
rodenticides  set  forth  in  Section  8.49  of  the  Meat  and  Poultry  Inspection  Manual. 

F4.  Fumigants  for  controlled  use  only. 

Compounds  listed  in  this  category  are  to  be  used  in  accordance  with  the  conditions  for 
fumigants  set  forth  in  Section  8.48  of  the  Meat  and  Poultry  Inspection  Manual. 

F5.  Fumigants  for  controlled  use  only. 

Before  using  these  compounds,  all  edible  products  and  packaging  materials  must  be 
removed  from  the  room  to  be  fumigated.  After  fumigation,  the  treated  equipment  and 
space  must  be  thoroughly  aerated  to  remove  all  vapors  before  inspectors  or  employees 
reenter  the  area.  Food  contact  surfaces  must  be  rinsed  with  potable  water  before 
edible  products  are  returned  to  the  room.  Use  of  such  compounds  is  not  covered  in  the 
Meat  and  Poultry  Inspection  Manual. 

G.  WATER  TREATMENT  COMPOUNDS 

Compounds  used  in  such  treatment  should  not  remain  in  the  water  in  concentrations 
greater  than  required  by  good  practice.  Compounds  containing  substances  which  may 
subsequently  result  in  the  adulteration  or  contamination  of  meat  or  poultry  products 
may  not  be  introduced  into  the  system. 

Gl.  General  potable  water  treatment  compounds. 

G2.  Phosphate  potable  water  treatment  compounds. 

The  concentration  of  phosphates  may  not  exceed  10  parts  per  million  calculated  as 
phosphate  ion. 

G3.  Silicate  potable  water  treatment  compounds. 

The  concentration  of  silicates  may  not  exceed  10  parts  per  million  calculated  as 
silicon  dioxide. 
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G4.  Chlorine  potable  water  treatment  compounds. 

Chlorine  may  be  present  in  processing  water  of  meat  and  poultry  plants  at 
concentrations  up  to  5  parts  per  million  calculated  as  available  chlorine.  Chlorine 
may  be  present  in  poultry  chiller  water,  in  water  for  reprocessing  poultry  carcasses 
internally  contaminated  with  feces,  and  in  red  meat  carcass  final  wash  water  at 
concentrations  between  20  and  50  parts  per  million  calculated  as  available  chlorine. 
Chlorine  must  be  dispensed  at  a  constant  and  uniform  level  and  the  method  or  system 
must  be  such  that  a  controlled  rate  is  maintained. 

G5.  Cooling  and  retort  water  treatment  compounds. 

Chemical  agents  may  be  added  to  water  used  to  cook  and  cool  containers  of  meat  and 
poultry  products  to  prevent  staining  of  containers  and  to  control  corrosion  and 
deposit  formation  on  surfaces  of  processing  equipment.  The  amount  used  should  be  the 
miniinum  sufficient  for  the  purpose. 

G6.  Compounds  for  treating  boilers,  steam  lines,  where  the  steam  produced  may  contact 
edible  products  and/or  cooling  systems  where  the  treated  water  may  not  contact  edible 
products. 

In  compounds  containing  volatile  amines,  the  amine  in  the  steam  may  not  exceed  the 
indicated  concentration. 

Cyclohexylamine  10  ppm  Morpholine  10  ppm 
Octadecylamine  3  ppm  Hydrazine  0  ppm 
Diettiylaminoethanol   15  ppm 

G7.  Compounds  for  treating  boilers,  steam  lines,  and/or  cooling  systems  where  neither 
the  treated  water  nor  the  steam  produced  may  contact  edible  products.  This  does  not 
include  compounds  added  to  water  used  to  cook  and  cool  containers  of  meat  and  poultry 
products. 

H.  LUBRICANTS 

HI.  Lubricants  with  incidental  contact. 

These  compounds  may  be  used  as  a  lubricant  with  incidental  food  contact  for  use  in 
offical  establishments  operating  under  the  Federal  meat  and  poultry  products 
inspection  program.  Such  compounds  may  be  used  on  food  processing  equipment  as  a 
protective  anti-rust  film,  as  a  release  agent  on  gaskets  or  seals  of  tank  closures, 
and  as  a  lubricant  for  nachine  parts  and  equipment  in  locations  in  which  there  is 
potential  exposure  of  the  lubricated  part  to  food.  The  amount  used  should  be  the 
minimum  required  to  accomplish  the  desired  technical  effect  on  the  equipment.  If  used 
as  an  anti-rust  film,  the  compounds  must  be  removed  from  the  equipment  surface  by 
washing  or  wiping,  as  required  to  leave  the  surface  effectively  free  of  any  substance 
which  could  be  transferred  to  food  being  processed. 

H2.  Lubricants  with  no  contact. 

These  ccsonpounds  may  be  used  as  a  lubricant,  release  agent,  or  antirust  film  on 
equipment  and  machine  parts  or  in  closed  systems  (e.g. ,  hydraulic  systems)  in 
locations  in  which  there  is  no  possibility  of  the  lubricant  or  lubricated  part 
contacting  edible  products. 
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H3.  Soluble  oils. 

These  products  are  chemically  acceptable  for  application  to  hooks,  trolleys,  and 
similar  equipment  to  clean  and  prevent  rust.  Those  portions  of  the  equipment  that 
contact  edible  products  must  be  made  clean  and  free  of  the  mixture  before  reuse. 

J.  ABSORBENTS 

Jl.  Absorbents  or  antislip  agents  for  spot  application  to  floors. 

Such  compounds  may  be  used  in  all  areas  provided  that  use  is  limited  to  the  portion  of 
the  floor  area  where  the  hazard  exists,  and  that  such  use  does  not  result  in  dusting, 
tracking,  or  other  objectionable  conditions.  Compounds  may  not  be  used  as  a 
substitute  for  good  sanitation.  They  must  be  removed  as  a  part  of  the  routine  floor 
cleaning  operation. 

K.   SOLVENT  CLEANERS 

Kl.  Cleaning  and/or  degreasing  solvents  for  use  in  nonprocessing  areas. 

Following  the  use  of  these  compounds,  equipment  and  utensils  must  be  thoroughly  washed 
and  rinsed  with  potable  water  before  being  returned  to  a  processing  area. 

K2.  Solvents  for  cleaning  electronic  instruments. 

These  compounds  are  chemically  acceptable  for  cleaning  electronic  instruments  and 
devices  which  will  not  tolerate  aqueous  cleaning  solutions.  Before  using  these 
compounds,  food  products  and  packaging  materials  must  be  removed  from  the  area  or 
carefully  protected.  These  compounds  must  be  used  in  a  manner  so  that  all  odors 
associated  with  the  compound  are  dissipated  before  food  products  or  packaging 
materials  are  reexposed  in  the  area. 

K3.  Adhesives  or  glue  removers. 

Before  using  these  compounds,  food  products  and  packaging  materials  must  be  removed 
from  the  area  or  carefully  protected.  After  using  these  compounds,  all  surfaces  must 
be  thoroughly  washed  and  rinsed  with  potable  water.  These  compounds  must  be  used  in  a 
manner  so  that  all  odors  associated  with  the  compound  are  dissipated  before  food 
products  or  packaging  materials  are  reexposed  in  the  area. 

L.   SEWER  AND  DRAIN  CLEANERS 

LI.  Compounds  for  use  in  sewage  and/or  drain  lines. 

L2.  Enzymatic  compounds  for  use  in  sewage  and/or  drain  lines. 

Manufacturers  must  provide  PAD  with  a  record  of  salmonellae  analysis  for  each  lot  of 
the  finished  enzymatic  treatment  proposed  for  sale  to  federally  inspected  meat  and 
poultry  plants.  Testing  must  be  performed  by  a  qualified  microbiologist. 
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P.   COMPOUNDS  REQUIRING  LETTER  INDICATING  AUTHORIZED  USE 

PI .  Miscellaneous . 

Compounds  listed  in  this  category  are  to  be  used  in  accordance  with  the  conditions  set 
forth  in  the  letter  of  acceptance.  Copies  of  the  acceptance  letter  must  be  supplied 
to  Federal  inspectors  as  proof  of  the  acceptable  use(s)  of  the  compound.  These 
letters  remain  valid  as  long  as  the  compound  is  continuously  listed  in  this 
publication. 

Q.   COMPOUNDS  FOR  USE  ON  SHELL  EGGS 

Ql.  Shell  egg  cleaning  compounds. 

Eggs  that  have  been  washed  with  these  compounds  shall  be  immediately  subjected  to  a 
thorough  rinse  of  warm  potable  water  containing  an  accepted  sanitizer. 

Q2.  Shell  egg  destaining  compounds. 

Eggs  that  have  been  destained  with  these  compounds  are  to  be  rewashed  and  spray  rinsed 
with  warm  potable  water  containing  an  accepted  sanitizer. 

Q3.  Shell  egg  sanitizing  compounds. 

Eggs  that  have  been  sanitized  with  these  quaternary  ammonium  chloride  compounds  shall 
be  subjected  to  a  thorough  potable  water  rinse  only  if  they  are  to  be  immediately 
broken  for  use  in  the  manufacture  of  egg  products. 

Q4.  Shell  egg  sanitizing  compounds. 

Eggs  that  have  been  sanitized  with  these  chlorine  compounds  may  be  broken  for  use  in 
the  manufacture  of  egg  products  without  a  prior  potable  water  rinse. 

Q5.  Foam  control  compounds. 

These  compounds  may  be  used  to  control  foam  in  egg  washing  machines.  Eggs  washed  in 
water  containing  these  compounds  shall  be  immediately  subject  to  a  thorough 
rinse  of  warm  potable  water  containing  an  accepted  sanitizer. 

Q6.  Shell  egg  sanitizing  compounds. 

Freshly  washed  eggs  may  be  sanitized  with  these  iodine  compounds  only  if  the  eggs  are 
rinsed  prior  to  application  of  the  compound.  A  subsequent  rinse  is  not  required. 
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LIST  OF  AUTHORIZED  COMPOUNDS 


(In  the  following  list,  compounds  are  arranged  alphabetically 
by  trade  name  under  the  heading  of  the  firm  by  which  they  are  marketed) 


"Visomar"  U.S.A. 

"Frizzante"  Mildly  Abrasive  Cream 

Soap    CI 

Cream  Detergent'Torm  1727"  Biode- 
gradable    Al 

dePriest  Manufacturing 

Be  Safe    E2 

A  &  B  Sanitary  Supply 

"B-San"    Bl 

Do-It  All    C2 

A  &  F  Custom  Chemical  Company 

Super  VII  Packing A4 

A  &  J  Bar  And  Janitorial  Supplies 

Bar-Jans  Liquid  Hand  Soap   El 

A  &  L  Laboratories,  Inc. 

A&L  Acid  Foam  Plus  A3 

A&L  Acid  400  M  A3 

A&LAd-Cid  Al 

A&L  Chlorfoam    Al 

A&L  Foam  Add  AAC    Al 

Acid  2020    A3 

Acid-San    A3JJ2 

Al  Dine    D2 

Al  Lube  120  P  H2 

Al-Clor  10  Q4 

Al-San   D2 

Alukleen Al 

AL  Acid  HTST  A3 

AL  Acid  Special   A3 

AL  Alufoam    Al 

AL  ACID  M#l  A3 

AL  Caustic  Additive  #105    Al 

AL  Caustic  Booster Al 

AL  Caustic  Defoamer  Al 

AL  Caustic  Foam  Cleaner    Al 

AL  Chlorfoam  Heavy  Duty    A2 

AL  Chlorkleen  M   Al 

AL  Clor  Foam  AL    Al 

ALClor6.6  D2 

AL  CIP  HW    A2 

AL  CIP  Powder  CF    A2 

AL  CIP  105  CF A2 

AL  Defoamer  #3  Al 

AL  Fine-Zyme  Al 

AL  Floorkleen  L  Al 

AL  HP.  Cleaner  Al 

AL  HD  Cleaner  A2 

AL  Liquid  Formula  22   A4.A8 

AL  Manual  Acid  C  A3 

AL  Milksone  Remover  Concentrate  LF  A3 

AL  Milksone  Remover  LF  A3 

Brite  Bl 

Custic  Additive  #2 Al 

CIP  150   A1.Q1 

CIP  2000  Al 

CIP  250   A1.Q1 

Egg  Wash    Ql 

Floorkleen  P    A4 

Formula  22    Al 


Formula  23    Al 

Laundry  Detergent  (Phosphate)    Bl 

Lube  104  D  H2 

LOL  Special  Washing  Powder  A1.Q1 

Pink  Lotion   A4 

Pip  Clor  Al 

Pip  Clor  C  A2 

Pip  Clor  HD    Al 

Pip  Clor  Super A2 

Softwash    Bl 

A  &  M  Maintenance  Supply,  Inc. 

A  &  M-3  Cleaner   A4 

Speed  Cleaner  A4 

A  &  R  Laboratories 

Power  Chem  Degreaser  Cleaner  ....    A4.A8 
AAA  Chemical  Co. 

Pit  Power  L2 

AAA  Chemical/ 
Division  of  Tafco,  Inc. 

AAA  GB- 1000    Al 

AAA  Smokehouse  Cleaner  A8 

AAA  324  P.P.C CI 

AAA  383  Freezer  Cleaner  A5 

AAA-306  Concentrate Al 

Barbeque  Grill  Cleaner  A8 

Freezer  Cleaner  A5 

Kettle  &  Fryer  Cleaner  A8 

Neutra  Concentrate   A4 

Pot  &  Pan  Cleaner    A4 

W/S  Degreaser  Concentrate    Al 

100  Pine  All  Purpose  Cleaner    CI 

1030  Cocoanut  Oil  Hand  Soap  El 

551  Tremendous  All  Purp.Clnr  Ready- 

ForUse CI 

AAA  Environmental  Services 

Heavy  Duty  All  Purpose  Foaming 

Cleaner   A8 

Heavy  Duty  Foaming  Cleaner    A8 

Hi-Foam  CI 

LAi.B L2 

AAA  Sales 

Moor  Clean  CC  Al 

Moor  Clean  6-D    Al 

Moor  Clean  6-K    Al 

Moor  Clean  6-86  Al 

MC  Chlor  SF  Plus    Al 

MC  Metal  Prep   A3 

AAA  Tool  &  Supply 

Orange  Blaster  Degreaser  &  Cleaner  ..  CI 

A  A  R  Brooks  &  Perkins 

PowerBoss  Power  Booster  Concentrate  Al 

PowerBoss  Power  Concentrate  Al 

PowerBoss  SB  Neutral  Concentrate  ....  CI 

PowerBoss  SB  Power  Concentrate  A4 


A  B  Associates 

Grill  Brite    A8 

Kitchen  Brite  A4 

ABC  Chemical  Corporation 

ABC  Chlorinated  Pdrd  Mach  Dish  Wash 

Cmpd Al 

ABC  Powdered  Bleach  Bl 

Deluxe  Wintergreen  Deo.-Fung.  Clnr- 

Dsnf CI 

Deterge Bl 

No.  201  Aluminum  &  Ferrous  Metal 

Cleaner   A3 

No.  203  Window  Cleaner  CI 

No.  205  Bowl  and  Basin  Cleaner C2 

No.  207  Lime  And  Rust  Remover  A3 

No.  209  Detergent  For  Dishes   Al 

No.  213  Liquid  Paint  and  Vamish  Re- 
mover        C3 

No.  215  Liquid  Steam  Cleaner  Al 

No.  216  Multi-Purpose  Cleaner/Dgrsr      A4 

No.  219  Heavy  Duty  Degreaser  CI 

No.  220  Non-Conductive  Safety  Solvent  K2 

No.  223  Pine  Scent  Cleaner/Deodz CI 

No.  226  Rust  And  Tarnish  Remover  ..    A3 

No.  228  Sludge  Dissolver  CI 

No.  229  All  Purpose  Cleaner  Al 

No.  302  Drain  De-Clogger  LI 

No.  304  Powdered  Floor 

Cleaner/Degreaser CI 

No.  407  Contact  Insect  Killer F2 

No.  408  Residual  Insect  Killer  F2 

No.  4140  Water  Treatment  Microbicide  G5 
No.  41 8  Lemon  Scent  Disinfectant    ....    CI 

ABC  Corporation 

ABC  Food  Industry  E-2  Sanitizing  Soap  E2 

Brite  Blue    A4A8 

Deep  Purple  A8 

Liquid  Detergent  Al 

Natural  Gold   Al 

Nokomis    Al 

Pink  Liquid  Detergent Al 

Pinky   Al 

Quik  A8 

A  B  S  Corporation 

Odor  Control  Concentrate  CI 

Odor  Control  Hand  Soap    El 

Odor-Con  Super  Soap  CI 

Ready  to  Use  Odor  Control  Spray  CI 

Super  Odor-Control  (Concentrate)  CI 

A  B  T  Laboratories,  Inc. 

Bio-A  L2 

Bio-A  Booster  L2 

Bio-Fresh  CI 

Mikrosept  L2 

A  Better  Source/ 
Maintenance  Supply  Co.,  Inc. 

A  Better  Deep  Kleen CI 

A  Better  Heavy  Duty  Concentrate      A4.A8 
Toilet  Bowl  Cleaner   C2 
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A  C  Dyna-Tite  Corporation 

Rough  Touch  E4 

ADC,  Inc. 

ADC  1088  G6 

Limo-Clean   CI 

A  D  F  Systems,  Ltd. 

APWC  Al 

APWL  Al 

Mira  Bright   A8 

Pow-R-Shine   Al 

PWC    Al 

A  D  T  I  International,  Inc. 

A-Drain    LI 

Activate   A4 

Adalume A3 

Adclean    Al 

Adhot  A8 

Adiklor  Al 

Adix  Al 

Adpine   CI 

Alka-Chlor  Al 

All  Concentrate  Al 

Aluminum  Safe  Vat  Stripper  (Powder)  Al 

Aquazyme    CI 

AD  424    Al 

AP-Terge  Al 

B-Sect    F2 

B-Strip  Al 

Boil  Out  Compound   Al 

Bri-Com  A3 

Brite  CI 

Carpet  Steam  Al 

Citrex  CI 

Coil-Bright  A3 

Con-Coil    Al 

D-Hot  A8 

D-Stain  Al 

Derust A3 

E-Z  Clean    Al 

Egg  Wash    Ql 

Elegance E4 

Energize  Al 

F-Glo  A3 

F-Sect Fl 

Foamex    CI 

Formula  16    Al 

Formula  160  (Powder)    A2 

Formula  240    Al 

Formula  270  (Powder)    Al 

Formula  724    Al 

Formula  726    Al 

Formula  88    A3 

FIX   A5 

Garbage  Truck  Degreaser  Al 

Germafect    C2 

Grade  A-100   CI 

Grade  A-200    A3 

Grade  A-300   A3 

Grade  A-400    CI 

Grade  A-500    A3 

Grade  A-600   A3 

Grade  FA-1700   Al 

Grade  GP-1000  Al 

Grade  GP-1100   Al 

Grade  GP-270   Al 

Grade  GP-700   A2 

Grade  GP-800   Al 

Grade  GP-900   Al 

Grade  H-2500    E4 

Grade  HA-1200  A8 

Grade  HA-1300  A2 

Grade  HA-1400  A8 

Grade  HA-1500  A2 

Grade  HA-1600  A2 


Grade  HA-1800  A2 

Grade  L-3800    H2 

Grade  L-3900    H2 

Grade  P-3100 Q5 

Grade  P-3200 Ql 

Grade  P-3300 Ql 

Grade  S-3400 CI 

Grade  S-3500 LI 

Grade  S-3600 Al 

Grade  S-3700 Al 

Gream    Al 

Gream-S  Al 

Grease-Off  CI 

Handisept  E4 

HB-Sect  Fl 

IMC  CI 

Laundrit  101    Bl 

Laundrit  102    Bl 

Laundrit  103    B2 

Laundrit  104    Bl 

Laundrit  106    Bl 

Laundrit  107    Bl 

Laundrit  108    Bl 

Laundrit  109    Bl 

Lemon  Flash    Al 

Lemon  Gleam    Al 

Lots-A-Foam  Al 

LD-Klor  Al 

LMD    Al 

Magic  LI 

Melt  Granular   CI 

More  Steam  Al 

MTC-754  A3 

No-Rinse   Al 

Orange  Action  CI 

P-Sect  Fl 

Pinkie  Al 

Pipe  Line  LI 

Powdered  High  Alkaline  Rust  Remover  Al 

Powdered  Steam  Cleaner   Al 

PMD    Al 

Rust-Off  A3 

RSC  A3 

Scale-Off  CI 

Soft  Hands  E4 

Solve    Al 

Solve  Plus   Al 

Stainless  Steel  Polish    A7 

Steam  It  Al 

Triumph  Al 

Twinkle    C2 

V-Sheen  (Powder)  Al 

A  E  Q  R  X  Technologies  Ltd. 

Aeqrx  AQ-60  G6 

AEQRX  AQ-OP  Liquid   G6 

AEQRX  AQ-RT-90 G6 

AEQRX  RX-33  G7 

AQ-62  Boiler  Water  Treatment   G6 

AQ-91    G6 

AQ-96  Sludge  Conditioner  G7 

AGP,  L.P. 

Multi-Purpose  Disinfectant  B1.Q3 

A  JP 

Pine  Cleaner  Disinfectant  PCD    CI 

321  Spray  Clean    A4 

AMCECO/ 

American  Chemicals  Corporation 

Oil  Lave  A4 

A  P  &  P  Inc. 

Exotic  Wax  and  Finish  Stripper  CI 

Spring  Breeze    CI 
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Tough  Stuff  Al 

1-2  64N   Al 

A  P  C  O  Supply  &  Equipment 

Achieve   Al 

Succeed   Al 

A  P  P  -  Southern  California 

Lower  PH    A4 

A  P  V  Baker,  Inc. 

APV  Baker  Cooler  Lube  C- 10  HI 

APV  Baker  Oven  Chain  Lube  0-30  ....  H2 

APV  Baker  Proofer  Lube  P-25 H2 

APV  Crepaco,  Inc. 

Airlube  H2 

Compressorlube  35-AF  H2 

Homolube    H2 

ARC  O/Chemical  Company/ 
Division  of  Atlantic  Richfield  Co. 

AcroHib  BT-850  Boiler  Treatment    ....  G6 

ArcoHib  BT-840  G6 

ArcoHib  BT-845  Boiler  Treatment    ....  G6 

ArcoHib  BT-851   G6 

ArcoHib  BT-857  G6 

A  R  D  O  Enterprises,  Inc. 

Chem-E  BWT  121    G6 

A  S  A  S,  Inc. 

Acid  200   A3 

Acid  210    A3 

Acid  250   A3 

Acid  290   A3 

AD  700    Al 

AD  750    Al 

AD  790    Al 

Con  Lube  500   HI 

Con  Lube  501    H2 

Con  Lube  503   H2 

Con  Lube  505   H2 

C1P  100  A2 

CIP  150   Al 

CIP170   Al 

EW  800   Ql 

EW  810   Ql 

FC  900  A4 

GP300  Al 

GP350  Al 

GP370  Al 

HD  400    A2 

HD430    Al 

HD440    Al 

HD  450    A2 

HD  460    A2 

HD  470    A2 

Iodo-Pro  D2 

Pro-ChlorH  D2 

Uni-Quat  D    D2.Q3 


Uni-Solv    

A  S  E  O  L  AG 

Al 

ASEOL  Food  L  16-607  ISO  VG  15    . 

HI 

ASEOL  Food  L  16-609  ISO  VG  22    . 

HI 

ASEOL  Food  L  16-610  ISO  VG  32    . 

HI 

ASEOL  Food  L  16-615  ISO  VG  46    . 

HI 

ASEOL  Food  L  16-620  ISO  VG  68    . 

HI 

ASEOL  Food  L  16-630  ISO  VG  100 

HI 

ASEOL  Food  L  16-640  ISO  VG  150 

HI 

ASEOL  Food  L  16-655  ISO  VG  220 

HI 

ASEOL  Food  L  16-680  ISO  VG  460 

HI 

ASEOL  Food  4-21  NLGI  1    HI 

ASEOL  Food  4-22  NLGI  2   HI 

ASEOL  Food  4-23  NLGI  00   HI 

A  S  I  Sealants,  Inc. 

ASI  No.  502  Indust  RTV  Silcone  Black  PI 
ASI  No.  502  Indust.  RTV  Silcone  Clear  PI 
ASI  No.  502  Indust.  RTV  Silicone 

Bronze PI 

ASI  No.  502  Industrial  RTV  Silicone 

Alum  PI 

ASI  No.  502  Industrial  RTV  Silicone 

Wht  PI 

ASI  No.  600  Ind  RTV  Silcn  (Red  Hi- 
Temp)   PI 

A  T  O  C  Div.  ofMOC  Products 

MOC  Last  Residual  Insecticide    F2 

A  T  Products  Corp. 

Anotec  0307    CI 

A.B.C.  Compounding  Company, 
Inc. 

"Deep  Freeze"  Freezer  Cleaner    A5 

"Drop  Dead"  Insect  Spray    F2 

"Easy-Kleen"  Inhibited  Bowl  Cleaner      C2 

A-L  Powders  Bl 

A-l  Acid  Bath  Cleaner  C2 

A-225  Pink  Sky  Beads   Al 

A-225  White  Foam  Beads    Al 

A-270  All  Purpose  Cleaner Al 

Aero  ChlorSSlO  Bl 

Aero  Pro    Bl 

Aero  Silicone  Spray    HI 

Alka  100    A2 

Alka  200   Al 

Alka  250    A2 

Alka  700   A2 

Alka  750   Al 

Aika  800    Al 

Alkaline  Plus  A2.C311 

Alkyl    A4.A8 

Aluminum  Safe  Vat  Stripper   Al 

Anti  Foam  SW-1  Al 

Antiseptic  Liquid  Hand  Soap  1025    E2 

Antiseptic  Liquid  Hand  Soap  2025    E2 

Assault  F2 

Assure    C2 

Atomic  Action  A4 

Automatic  Scrubber A4 

AA106  Chain  Lub  &  Cleaner HI 

ACI  100  A3 

ACI  200  A3 

B- 197  Extra  Heavy  Duty  Steam  Clnr.      Al 

Baby  Soft  Hand  Soap  E4 

Barbecue  Pit  Geaner A8 

Betty's  Pink  Lotionized  Hand  Soap   El 

Bionic  Emulsifier  Cleaner Al 

Blast  Solv    Al 

Blue  Flame  Hvy  Dty  Sewer  Solvt&  Dm 

Opnr   LI 

Blush  Lotionized  Hand  Soap   E4 

Bold  Blue    CI 

Bowl  dinger  C2 

Brawny CI 

Briskly  1000    Al 

Butyl  10  A4.A8 

Chain  &  Cable  Lube  Lithium  Grease       H2 

Cherry  Sewer  Degreasor  CI 

Cheny-O-Dis  27-42    A4 

Chlor  100  Al 

Chlor200  Al 

Chlor  700 Al 

Chlorinated  Crystals   Al 

Chlorinated  Liquid  Machine  Dish  wash  Al 
Circlo  Kl 


Conquest    CI 

Conquest  (Aerosol)  CI 

Contact A2 

Contact  Cleaner  K2 

Delimer  &  Milkstone  Remover   A3 

Deluxe  Machine  Dishwash  Detergent       Al 

Destroyer  Fl 

Diamond  Machine  Dishwash   Al 

Die-Az-In  Gone  Ant,  Roach  F2 

Dispenser  Soap  Hand  Cleaner    E4 

Dry  Laundry  Bleach   Bl 

Dry  Lube  H2 

Dyno-Mite  Al 

Economy  Electro  Kleen  Solvent K2 

Egg  Kleen    Ql 

Egg  Terg   Ql 

Egg  Wash  Defoamer  Q5 

Extra  Heavy  Duty  "Green-Elf  CI 

Extra  Heavy  Duty  Steam  Cleaning 

Compound A2 

Fire  Proof  Electro  Kleen  Solvent  K2 

Flush  Off  Emulsion  Degreaser  Kl 

Flying  Insecticide    F2 

Foam  Booster    Al 

Foam-Up    Al 

Foam-Up  All  Purpose  Cleaner  CI 

Formula  769    CI 

Fresh  DS-32 CI 

Fresh  128  CI 

Fresh  7  CI 

General  Ail-Purpose  Cleaner   A4.A8 

Germ-I-San    Dl 

Germiguard   C2 

Glass  Cleaner CI 

Gold  &  Aero  Hand  Soap    El 

Handy  Quat  E2 

Heavy  Duty  CLP.  Geaner  (Powder)  ..    A2 
Heavy  Duty  Magic  Concrete  Cleaner       A4 

Heavy  Duty  Scale  Away A3 

Hospital  Surface  Disinf  Rm  Deodz(Aer)  CI 

Hound  Dog  Concrete  Cleaner CI 

Ice  Go    CI 

Impact  I  D2 

Inhibited  Bowl  Cleaner  C2 

Insect  Death  Mist    Fl 

Insect-O-Fog   Fl 

Insecticide  No.  Ill   Fl 

Insecticide  150  Fl 

Insecticide  150  (Aerosol)   Fl 

Insecticide  300 Fl 

Insecticide  300  (Aerosol)   Fl 

Kamikaze  Fl 

Kleenall   A4 

Kleer  View  Glass  Cleaner    CI 

Kleer  View  Glass  Cleaner  Concentrate    CI 
Kleerview  Glass  Cleaner  (Aerosol)   ....    CI 

Knock  Down  Defoamer    Al 

Kontrol-Treat  G6 

KA-GO  C-601  Acid  Cleaner   A3 

Lem-O-Dis  19-30   CI 

Lem-O-Dis  27-42    CI 

Lemon  DS-32    CI 

Lemon  128 CI 

Lemon  7  CI 

Lift  Away    Al 

Lift-Out  Tile  &  Grout  Cleaner  C2 

Lime  Conquest    CI 

Liquid  All  Purpose  Cleaner   Al 

Liquid  Concrete  Cleaner A4 

Liquid  Deep  Fat  Fry  Geaner  A8 

Liquid  Dish  Washing  Compound  Al 

Liquid  Egg  Wash    Ql 

Liquid  Fabric  Softener    B2 

Liquid  Heavy  Duty  CLP.  Cleaner  Al 

Liquid  Machine  Dishwash  Detergent  ..    Al 

Liquid  Melt   CI 

Liquid  Red  Vat  Stripper  A2 

Lotion  Soft    E4 

LHS  Pink  Lotion  Hand  Soap   El 

M-157  Heavy  Duty  Magic  Concrete  CI.  CI 

Magic  Germicide  D2 

Malathion-50  Spray  F2 


Medium  Duty  "Green-ELF"   Al 

Metal  Shine  Stainless  Steel  Gnr  Mtl  Pol  A7 

Mighty  Suds    Al 

Mildew  Stain  Remover  C2 

Mint  DS-32  CI 

Mint  7    CI 

Mint-O-Dis  19-30  CI 

Moisture  Guard  CI 

Morquest    CI 

Neutral  Cleaner  A4 

Neutral  Fresh  CI 

Neutral  Lemon CI 

Neutral  Pine  CI 

Neutronic  Powerhouse  Geaner Al 

New  Day  A4 

New  Improved  Pride  A8 

No.  100  Conveyor  Chain  Lubricant  ....  H2 

No.  50  Conveyor  Chain  Lubricant  H2 

Non-Acid  Bowl  Cleaner  C2 

NBC  Degreaser  CI 

O-Dis  27-42  D2 

Odor  Neutralizer  CI 

Odor-Trol  CI 

Odorless  Concrete  Cleaner  CI 

Oven  Cleaner Kl 

Penetrating  Oil CI 

Pine  Cleaner    CI 

Pine  Klean  CI 

Pine  Odor  Disinfectant   CI 

Pine  Oil  Disinfectant  (Coef.  5)  CI 

Pine  Scrub  Soap    CI 

Pine  128  CI 

Pine-O-Dis  19-30    CI 

Pine-O-Dis  27^*2    CI 

Pink  Concentrate  Al 

Pink  Sof-Han  Powdered  Hand  Soap    ..  C2 

Plus  2  CI 

Po  Pac  Ho  Cleaner   Al 

Porcelain  Pledge    C2 

Pot  &  Pan  Geaner  Liquid    Al 

Powdered  Hand  Soap    C2 

Prime  Time   A4 

Prize  Machine  Dishwash  Detergent   ....  Al 

Quest  4 CI 

Quick  Action  Control   CI 

Red  Hot  Hvy  Dty  Sewer  Solvent  &  Dm 

Opnr   LI 

Red  Hot  Sewer  Solvent  Drain  Opener  CI 

Remove-It    A3 

Request    CI 

Restaurant  King A2 

Rid-All  Brand  Space  &  Residual  bi- 
sected   F2 

Rough  and  Ready   CI 

Rust  &  Paint  Stripper  C3 

Rust  Solvent    H2 

Safety  Solvent  Degreaser   K2 

Safety  Solvent  Flash  Proof  Kl 

Sanitary  Chain  Lubricant    H2 

Sanitary  Lube    HI 

Sanitary  Lube  HD  HI 

Santi-Wash  Hand  Soap  E2 

Scoop  A4 

Sil-Kon    H2 

Silicone  Spray  H2 

Silicone  Spray  (Aerosol) HI 

Skat  Oven  Cleaner    A8 

Sno-Flo    Bl 

Sodium  Hypochlorite  Bleach   Al £1 

Sof  Hand  El 

Sof  T  Suds  Hand  Dishwashing  Com- 
pound      Al 

Solv-All   CI 

Space  Spray  No.  3    Fl 

Springtime  CI 

Stainless  Steel  Cleaner  (Aerosol)  CI 

Stainless  Steel  Cleaner  &  Polish    A7 

Stainless  Steel  Cleaner  Water  Based   ..  A7 

Steam  Cleaner  "Heavy  Duty"  Al 

Steam  Geaner  "Heavy  Duty"  Al 

Steel  Equipment  Cleaner  And  De-Ruster  A2 
Sulfuac-Red  Drain  Pipe  Opener  LI 
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Sunbrite   Bl 

Super  Chlorinated  Machine  Dishwash 

Det.  Al 

Super  Liquid  Laundry  Soap   Bl 

Super  Power  Vat  Type  Stripper  A2 

Super  Sewage  Enzymes    L2 

Super  Strength  Diazinon  Residual  Spray  F2 

Superior  Concentrate A4 

Swipe  A4.C1 

Terminator  Fl 

Tuf-Job A8 

Vandalism  Mark  Remover   CI 

Vanish   A3 

Vat  Type  Stripper  A2 

White  "E.I."  Bowl  Cleaner  C2 

Work  Solve  A4 

Yield    CI 

Zap  "O"  Kleen A4 

15%  Coconut  Oil  Liquid  Hand  Soap  ....  El 
20%  Coconut  Oil  Liquid  Hand  Soap  ....  El 
40%  Coconut  Oil  Liquid  Hand  Soap  ....  El 

A.B.C.  Distributors 

B.E.S.T.  Concentrated  Multi-Purpose 
Clnr  A8 

A.C.  Chemical  Industries,  Inc. 

A.C.  Speedy  Liquid  Drain  Opener  LI 

A.C.  Super  Lemon  Disinfectant  C2 

A.C.  Super  Mint  Disinfectant  C2 

A.C.  Super  Pine  Odor  Disinfectant   ....    CI 

AC  Bee  &  Wasp  Killer F2 

AC  Disinfectant  Foam  Cleaner CI 

AC  Dry  Lubricant  H2 

AC  Glass  Cleaner  CI 

AC  Hospital  Disinfectant  Deodorant  ..    CI 

AC  Lemon-Lime  Air  Sanitizer  CI 

AC  Neutra  Clean  Al 

AC  Nut  Bolt  Loosner  H2 

AC  Residual  Insecticide   F2 

AC  Safety  Solvent Kl 

AC  Time  Dispensing  Insecticide   F2 

Mr.  Gets-It  Extra  Hvy  Duty  Clnr- 
Degrsr  A4.A8 

A.C.T.  Systems,  Inc. 

Act  1    A3 

Act  2   G7 

Act  3   G7 

A.F.E.  Co. 

Grease  Off  A8 

AJ.'S  Equipment  Sales  and  Service 

Steam  Cleaner  Al 

AJ.I.  Corporation 

Extra  Heavy  Duty  Cleaner  De- 
greaser  A4.A8 

A.P.C.  Products 

A.P.C.  All-Purpose  Cleaner  Concentrate  CI 
Eagle  1  A4.C1 

A.R.N.  Industries 

Odor  Control  Fresh  &  Clean    El 

Odor-Control  (Concentrate)    CI 

Odor-Control  Concentrate  CI 

Ready  to  Use  Odor-Control  Spray  CI 

Super  Odor-Control  (Concentrate)  CI 


A-#l  Chemical  Supply  Service 

Sparkle  Shine CI 

A-Chem  Corporation 

A-Chem  C-20    G6 

A-Chem  LPA  G6 

A-Chem  150    G6 

A-Chem  319    G6.G2 

A-Chem  354    G6 

A-Chem  63    G6 

A-Chem  661    G6 

A-Chem  722    G7 

A-Chem  760    G7 

A-Chem  900    G7 

A-Chem  920    G7 

A-Chem  923    G7 

A-Chem  Industrial  Supply  Co. 

CS.R A4 

Chem-Zyme  CI 

Grease  Kleen  CI 

A-Dec  Inc. 

E-C-81  ADEC  Al 

A-Line  Products  Corporation 

Advantage    A4 

A-Plus  Cleaning  Systems,  Inc. 

Strong  Elbow  Blue   Al 

Strong  Elbow  Purple  Al 

Strong  Elbow  Red  Al 

Strong  Elbow  Yellow   Al 

A-Z  Supply  Company 

Active Al 

Floor  and  Wall  Cleaner A4 

Foam  &  Clean  CI 

Germicidal  Cleaner  &  Deodorant  CI 

Glass  Cleaner CI 

Graffiti  Getter  Mark  Remover   CI 

Hospital  Disinfectant  Deodorant C2 

Quat  D2 

Super  Toilet  Bowl  Cleaner  C2 

Super  2  Toilet  Bowl  Cleaner   C2 

Super  3  Porcelain  Cleaner    C2 

Thorobred  Plus  All  Purpose  Cleaner  ..  Al 

Victory  Pine  Odor  Disinfectant    CI 

Winners  Circle  Liquid  Hand  Soap  El 

Winners  Circle  2  Liquid  Hand  Soap   ....  El 
Winners  Circle  3  El 

Al  Chemical 

Clean  All  CI 

Al  Janitorial  Supplies 

All-Purpose  Glass  Cleaner   CI 

At  Once  C2 

Triple  Take    L2 

A-l  Products  &  Supplies 

A-l  Pink  Handsoap  El 

Action-A    Al 

Blue  Max  Al 

Coconut  Oil  Handsoap   El 

D-64  A4 

A-l  Sanitary  Rag  Company 

Instant-Dri   Jl 


Aalen  Aides  Inc. 

PreVent    L2 

Release  Action  CI 

225  Release  Action  Plus  C2 

402  Germicidal  Cleaner   CI 

405  Mint  Disinfectant  Cleaner  CI 

550  Hand  Cleaner  E4 

550  Hand  Cleaner  E4 

573  Hand  Cleaner  with  Volcanic  Pumice  E4 

700  Creme  Cleanser   A6 

702  Bowl  &  Porcelain  Cleaner CI 

711  Prevent  CI 

800  Disinfectant  Bowl  Cleaner C2 

802  Disinfectant  Bowl  &  Porcelain  Clnr  C2 

878  F2 

900  Non-Acid  Disinfectant  Bathroom 

Clnr  C2 

902  Disinfectant  Bowl  Cleaner C2 

Aapex  Industries,  Inc. 

AIC-700  Super  Cut  A4 

Aaqua  Associates 

Compound  138L  G6 

Compound  140    G7 

Compound  140L   G7 

Compound  630F   G6 

130  G6 

170  G6 

Aarrow  Maintenance  &  Supply  Co. 

Double  Time   A4 

Glitter-Glas    CI 

Neutrox    A4 

Task  Force  A4 

Xpede  CI 

Abatement  Technologies 

Bio-Might  100  Cleaner/Degreaser 

Cncntrt    Al 

Coil-Clean   Al 

Vent-Clean  Concentrate    CI 

Vent-Clean  Ready-To-Use   CI 

Abbot  Chemicals 

Cherry  Bug  Spray  F2 

E-C PI 

Foamy  Germicidal  Cleaner  C2 

Foamy  Glass  Cleaner    CI 

Foamy  Glass  Cleaner    CI 

Grease  Gun  In  a  Can    H2 

Hi-P-C   K2 

HD-CD A4 

HD-CD  Non-Butyl    Al 

Mainline  2929  LI 

Miracle A4.C1 

No.  25  Insect  Spray    Fl 

Sani-Lube HI 

Sil-A-Lube  HI 

Abbot  Industrial  Supplies  Intl..  Inc. 

Rid-Rust  A3 

Tile-O A4.C1 

Abbott  Company,  The 

Liquid  Hand  Soap  (#158RG)   El 

Abchem  International 

Abchem  208    Al 

Abchlor   Al 

Abpeel-40    Bl 
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Aid  Al 

Carbon-Nox  A2 

Convey-O-Lube-H H2 

Convey-O-Lube-L  H2 

Drain-Flo  LI 

Enzit  LI 

Ferro-Nox    A2 

FA-L    Al 

FA-1  Al 

Hydro-Terg   Al 

Klor-O-Det Al 

Klor-X-10    Al 

Liqiri-Chlor  15  G5 

LHC  El 

Meat  Packers  General  Cleaner  Al 

Metal  Cleaner  S/S  A3 

Peel-Zit-30  B2 

Peel-Zit-40  B2 

Rinse  Brite  C  G5 

Sani-Det  Al 

Sani-Det-F  Al 

Scale-Zit A3 

Solvitol    A4 

Stainless  Steel  Mold  Cleaner   A2 

Steam  Power  HD Al 

Stellar A3 

Stripper  1114  C3 

Trolley  Oil  HI 

Abco  Products  Co.  of  Sacramento 

Carbonox  A4 

Ferro-Nox  R-2  A2 

Flash    A3 

Fome  Upp   Al 

Hydro-San   Al 

Power  Bnte  Laundry  Detergent  Bl 

Stellar A3 

65  Concentrate Al 

Abco,  Incorporated 

"Brave"    CI 

Abclean    CI 

Abfex  Fl 

Abkill  Fl 

Aqua  Zyme   CI 

Astound   A4 

AC-60    A3 

AC-80    A3 

ACR-13  A3 

B  J  HD.  Water  Soluble  Cleaner-De- 

greaser  A4 

B.  J.-A  Boiler  Treatment    G6 

B.J.  F4  Boiler  Treatment    G6 

B.J.  Liquid  Enzymes  CI 

B.J.  Organic  Degreaser  CI 

B-J  All  Purpose  Cleaner  A4 

B-J  Butyl  Cleaner  Regular  Strength  ....  CI 

B-J  IF  Boiler  Treatment  G6 

B-J  2F  Boiler  Treatment  G6 

Bactozyme  I L2 

Bactozyme  JJ  L2 

Bang A4 

Beautylene  A4 

Belt  dressing   C2 

Blazeen    A4 

Boiler  Eze-IF    G6 

Boiler  Eze-2F    G6 

Boiler  Eze-4F    G6 

Boiler-Eze-IA   G6 

Bowl  Cleanse-A    C2 

Brawn CI 

Break  Through  LI 

BL-16  Bl 

Chief    A4 

Chlor-Clean-A  Al 

Citrene  CI 

Citrene-Green    CI 

Citro  Clean  Regular    CI 

Citro  Clean  Super  CI 

Clean  Sweep   A7 


Cleen  It    A4 

Cleen  It-C    CI 

Clenzip  CI 

Commodore  K2 

Complete   A3 

Compound  H  Al 

Compound  M    Al 

Costile  Hand  Soap  R.T.U El 

Cote  Strip  A    C3 

CH-12    A4 

Dairy  Cleen  A3 

Dairy  Cleen-S    D2 

Deluxe  Dishwashing  Compound    Al 

Dex  CI 

Doc-35  CI 

Electro  Cleen  K2 

Enzicure  L2 

EL-95  Kl 

Flo-Zyme  CI 

Gentle  Kleen   A3 

Go  Grease   CI 

H.D.C Al 

Hi  Foam  Al 

Kleer  Glass    CI 

Kleer-Lite  Emulsion  Window  CI CI 

Kleer-Lite  Glass  Cleaner CI 

Lightning  37    A4 

Lime-X A3 

Liquid  Dishwashing  Compound  Al 

Luxury  Al 

M.D.C Al 

Meti-D  RTU   El 

Meti-D  40% El 

MP-50    Al 

MP-800    Al 

Odor  Sweet   CI 

Odorant  O    CI 

One-Six  Laundry  Bleach Bl 

Organox-IF G6 

Organox-IA  G6 

Organox-2F  G6 

Organox-4F  G6 

Oven  Strip  Al 

OC-1    Al 

ODC  150-1    CI 

ODC-150-B  CI 

ODC-150-H  CI 

Pine  Clean  CI 

Pineolin  Glow   CI 

Pot  and  Pan  Cleaner  Al 

Power  Clean  Regular    CI 

Power  Clean  Super  CI 

Powertex    CI 

Powertex-Green  CI 

Purolizer CI 

PR-126  C3 

Q-San-B  D2.Q3 

Quat  San    D2 

Removall   A3 

S.P.S Al 

Safolene  S   A4 

Safti-Derm  El 

Safti-Derm  RTU   El 

Sanene  NA  A4 

Sanene-B   CI 

Sanene-H  CI 

Sassy    A4 

Scale  Off  A3 

Scum-Off  A3 

Sequest A4 

Sick-Em  LI 

Skin  Cleanse  R.T.U El 

Skoot   A4 

So-Kleen    A4 

Speed  Strip    Al 

Splash    A4 

Sprite  Al 

Steamate-IA    G6 

Steamate-IF  G6 

Steamate-2F  G6 

Steamate-4F  G6 

Steem  Off    Al 


Sto   Al 

Super  DisitN-1   A4 

Super  Disit-B  CI 

Super  Disit-H CI 

Super  Doc-40 CI 

Sweet  "N  Sewer  CI 

Swish  CI 

SCH-153    K2 

SHC-100   A2 

SHC-200    Al 

SNS   CI 

SS-2  Food  Grade  Silicone  Spray  HI 

Take  Off   A7 

Toro  D  CI 

Ultimate  CI 

Utensi  Clean    Al 

Utili  Clean  A4 

Val  Cleen  A4 

Vicon-A  C2 

Vit   C2 

Work  Horse  Al 

X-Treat-IA    G6 

X-Treat-IF  G6 

X-Treat-2F  G6 

X-Treat-4F  G6 

Zime L2 

40%  Costile  Liquid  Hand  Soap   El 

40%  Skin  Cleanse  El 

Abe  Lyons  &  Associates 

Argus  Degreaser   A4 

Argus  Non-Butyl  Degreaser  Al 

Abel  Industries,  Inc. 

Abel-Cide  Detergent  Cleaner  Disinfec- 
tant        Dl 

Butyl  Cleaner Al 

Lift-Off  Degresant-Detergent  Al 

Liquid  Hand  Soap  El 

Aborn  Chemical  Industries,  Inc. 

Ark  Arkomatic A4 

Ark  Automaid   Al 

Ark  Flash  CI 

Ark  Freezer  and  Low  Temperature 

Cleaner   A5 

Ark  Grease  Tamer Al 

Ark  Hy-Dis   Dl 

Ark  Hy-San  D2 

Ark  Light  Al 

Ark  Light-A  Al 

Ark  Oven  Cleaner  A8 

Ark  Prilled  Drain  Opener  LI 

Ark  Sanidet   D2 

Ark  Soft  Anti.Liq.  Hand  Soap(15%)   ....  El 

Ark-Lube  HI 

Ark-San   D2 

Supermarket  Miracle  CI 

Abso-Clean  Chemical  Company 

"Quik"  S-5500"  A4 

A.S.C.  No.  100  Automatic  Scrubber 

Cone A4 

A-C  Concentrate  #AC  600  A4 

Abso-Clean  #1025-N  Liq  Tile  &  Grout 

Clnr  A3 

De-Grease  Liquid  Steam  CI  Cone.  Form 

334    Al 

Kil-Em  Dry  Flying  Insect  Killer    Fl 

Odor-Nil  #200  Dl 

PF-127  Phosphate-Free  All-Purp  CI 

Cone A4 

S-5000  Liquid  Emulsifying  Cleaner  ....  Al 
Virucidal  Porcelain  &  Toilet  Cln  & 

Grmcd  CI 

803  Heavy  Duty  Degreaser/Cleaner 

Cone A4 
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Absolute  Systems,  Inc. 

The  Abslt  Sol.  Clng&WI 
ClnrAct.w/Stblzrs  Al 

Absorb-A-Trac 

Absorb-A-Trac Jl 

ABT-3   Jl 

Accent  Paper  Co.,  Inc. 

B-C  Concentrate    A4 

Acco  Chemical  Products 

Gloss  Saver  Al 

Penetrator  Degreaser  Al 

Accommodation  Mollen,  Inc. 

Magnum  A4 

Sanco  Degreaser  CI.  Wax  Stripper     A4.A8 

Sanco  Liquid  Hand  Soap    El 

Sanco  Spray  On  Wipe  Off  CI 

Sanco  Strike-Out  Dl 

Sanco  Super  Detergent   A4 

Accro-Seal 

Accrolube-FG    HI 

Accron  Distributors 

Mineral  Oil  70  NF  Carnation  Oil  Re- 
pakgd HI 

Accu  Prep 

BWT  121  G6 

BWT  125  G6 

BWT  301  G6 

BWT  310  G7 

BWT  401  G6 

BWT  410  G6 

BWT  411  G6 

BWT  440  G6 

BWT  601  G6 

CST510    G7 

CST520    G7 

CST  540    G7 

CWT  800  G6 

CWT  801  G7 

CWT  804  G7 

CWT  805  G7 

CWT  811  G7 

No.  720   G7 

No.  775    PI 

No.  788    PI 

PT  109  G2 

PT  112  G2 

RLT  210    G6 

RLT  245    G6 

RLT  250    G6 

Accumetric,  Inc. 

Boss  RTV  Construction  Grd  Silcn  Slnt 

Clr  PI 

Boss  RTV  Construction  Grd  Silcn  Slnt 

Wht  PI 

Boss  RTV  Construction  Grd  Slcn  Slnt 

Alum  PI 

Boss  RTV  Construction  Grd  Sine  Slnt 

Blk PI 

Boss  RTV  Indust  Grade  Silicone  Seal 

Alum  PI 

Boss  RTV  Indust  Grade  Silicone  Seal 

Wht  PI 

Boss  RTV  Indust.  Grade  Silicone  Seal 


Blk  PI 

Boss  RTV  Indust.  Grade  Silicone  Seal 

Clr  PI 

Boss  RTV  Silicone  Sealant  Aluminum     PI 

Boss  RTV  Silicone  Sealant  Black    PI 

Boss  RTV  Silicone  Sealant  Clear PI 

Boss  RTV  Silicone  Sealant  White  PI 

Boss  322  RTV  Glaz&Build  Silcone  Slnt 

Blk PI 

Boss  322  RTV  Glaz&Build  Slcn  Slnt 

Clear  PI 

Boss  322  RTV  Glaz&Build  Slcn  Slnt 

White PI 

Boss  322  RTV  Glaz&Build  Slcn.  Slnt 

Alum  PI 

Ace  Chemical  Products 

Ace  Grease  Go    Al 

Ace  High  Foam  Al 

Ace  Sol    A3 

Ace  TNT  Al 

Alkali  Plus  30   A2 

Alkali  Plus  50   A2 

Alkali  Plus  70   A2 

AC  Chargo A2 

AC  510    A2 

DS  540  A4.A8 

Foam  ChlorHD Al 

H-55  Boiler  Water  Additive  G6 

H-56  Boiler  Water  Additive  G6 

H-57  Boiler  Water  Additive  G6 

H-60  Boiler  Water  Additive  G6 

Liquid  Clear Al 

Liquid-Cir-Chlor  Al 

LCC  100    A1.Q1 

LD  165 Bl 

Milkstone  Remover  A3 

MC  148   Al 

P-81  Boiler  Water  Additive   G6 

SC-501  Al 

SHC  50    A8 

Wash  Brite  Laundry  Detergent  Bl 

Ace  Chemical  Products,  Inc. 

Acclaim   Al 

Accolade    A2 

Ace  Can  Lube  Al ,H2 

Ace  Chemical  Products,  Inc. 

Ace  Chlor  HD  A2 

AceChlorl  Al 

Ace  Egg  Defoamer  Q5 

Ace  Emulsa  Clean  Al 

Ace  Lightning  Al 

Ace  Chemical  Products,  Inc. 

Ace  Lube  8    A1JT2 

Ace  Chemical  Products,  Inc. 

Ace  Quick   Al 

Ace  Special    Al 

Ace  77  Al 

Ace  Chemical  Products,  Inc. 

Ace-M-All  A  C  A  Al 

Ace-M-All  A  C  A  Plus  Al 

Ace-M-All  Accolade  Plus  Al 

Ace-M-All  Acid  Cooperage  Cleaner   ..    A3 
Ace-M-All  Acid  Descale  Copper  Inhib- 
ited        A3 

Ace-M-All  Adjust  Al 

Ace-M-All  All  Purpose  Detergent   Al 

Ace-M-All  Antis.  Liq.  Hand  Soap  El 

Ace-M-All  AY    Al 

Ace-M-All  BD A2 


Ace-M-All  Chlorinated  Cleaner  No.  1-P  Al 
Ace-M-All  Chlorinated  Cleaner  No.  1-S  A2 

Ace-M-All  Chlorinated  Floor  Cleaner  Al 
Ace-M-All  Clean  Front  Iodine  Blocks  ..  LI 

Ace-M-All  Cleaner  88    Al 

Ace-M-All  Concentrated  Bowl  Cleaner  C2 

Ace-M-All  CG A2 

Ace-M-All  CTP  Acid A3 

Ace-M-All  CIP  Acid  Concentrate    A3 

Ace-M-All  Detergent  Sanitizer D2 

Ace-M-All  Detergent-Sntzr  Iodophor 

Type    D2 

Ace-M-All  Exalt  Al 

Ace-M-All  Floor-Sheen    Al 

Ace-M-All  Foam  Brite   Al 

Ace-M-All  Foam  Klor  Plus    Al 

Ace-M-All  Foam-Klor    Al 

Ace-M-All  Foamax  Al 

Ace-M-All  Foamax  Plus  Al 

Ace-M-All  FG  A3 

Ace-M-All  FH  A3 

Ace-M-All  FS   A3 

Ace-M-All  GA    A3 

Ace-M-All  Heavy  Duty  Bake  Pan  Al 

Ace-M-All  Heavy  Duty  Chlmd  Fir  Clnr  Al 

Ace-M-All  Heavy  Duty  CIP  Acid   A3 

Ace-M-All  Heavy  Duty  Floor  Cleaner  A2 

Ace-M-All  Heavy  Duty  Gel  No.  1  A2 

Ace-M-All  Heavy  Duty  Manual  Acid  A3 

Ace-M-All  HD-610  Al 

Ace-M-All  J  305  Al 

Ace-M-All  Laundry  Detergent  Bl 

Ace-M-All  Liquid  Detergent    Al 

Ace-M-All  Liquid  Laundry  Break   Al 

Ace-M-All  Liquid  Laundry  Deter- 
gent    A1JB1 

Ace-M-All  Liquid  Laundry  Sour  Bl 

Ace-M-All  Liquid  Machine  Pan  Cleaner  Al 
Ace-M-All  Lotion.  Antisep.  Liq  Hand 

Soap    El 

Ace-M-All  Low  Foam  Additive  ....    A1.Q5 
Ace-M-All  Low  Foam  Iodophor  Det. 

Sntzr   D2.E3 

Ace-M-All  Manual  Acid  A3 

Ace-M-All  Manual  Acid  Concentrate  A3 

Ace-M-All  Natural  2000  CI 

Ace-M-All  No.  TK-77    A2 

Ace-M-All  No.  107  A1.Q1 

Ace-M-All  No.  110  A2 

Ace-M-All  No.  1 10  Stripper A2 

Ace-M-All  No.  1 10  Stripper  Liq A2 

Ace-M-All  No.  110-B  A2 

Ace-M-All  No.  110-K A2 

Ace-M-All  No.  1 10F A2 

Ace-M-All  No.  17  Al 

Ace-M-All  No.  17A  Chlorinated 

Cleaner  Al 

Ace-M-All  No.  18  Al 

Ace-M-All  No.  220  Steam  Cleaner   ....  Al 

Ace-M-All  No.  26  Al 

Ace-M-All  No.  28  Al 

Ace-M-All  No.  280  Al 

Ace-M-All  No.  3  Utensil  Cleaner    Al 

Ace-M-All  No.  314  Al 

Ace-M-All  No.  36  A2 

Ace-M-All  No.  43  Al 

Ace-M-All  No.  440  Chelated  Cleaner  A 1 

Ace-M-All  No.  45  Al 

Ace-M-All  No.  47  CI 

Ace-M-All  No.  50 Al 

Ace-M-All  No.  5020  Al 

Ace-M-All  No.  53 A2 

Ace-M-All  No.  54 Al 

Ace-M-All  No.  56-1   Al 

Ace-M-AIl  No.  6  Bake  Pan  Cleaner    ..  Al 

Ace-M-All  No.  65  A2 

Ace-M-All  No.  660  A2 

Ace-M-All  No.  72A  Chlorinated 

Cleaner   Al 

Ace-M-All  No.  73  A2 

Ace-M-All  No.  75 A2 

Ace-M-All  No.  76  A2 
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Ace-M-AU  No.  761-P  A2 

Ace-M-All  No.  770  A2 

Ace-M-All  No.  78  A2 

Ace-M-All  No.  8  Al 

Ace-M-All  No.  87  A2 

Ace-M-All  No.  88  A2 

Ace-M-All  No.  90-10   A2 

Ace-M-All  No.  98  Low  Foam  Wetting 

Agent  Al 

Ace-M-All  Passivate  A3 

Ace-M-All  Phosphoric  Acid  A3 

Ace-M-All  Poultry  Spray   Al 

Ace-M-All  Powdered  Hand  Cleaner    ..  C2 

Ace-M-All  Power   Al 

Ace-M-All  Purge  Al 

Ace-M-All  Quat  42  CI 

Ace-M-All  Safe-T-Solv  CI 

Ace-M-All  Sanitizer  White  Dl 

Ace-M-All  Sanitizing  Hand  Soap E2 

Ace-M-All  Sanna  Gel  Al 

Ace-M-All  Solvit CI 

Ace-M-All  Strip  750  A2 

Ace-M-All  Super  Derust  A2 

Ace-M-All  Super  Heat  Drn  Pipe  Opnr.  LI 

Ace-M-All  Surfact Al 

Ace-M-All  T-250    Al 

Ace-M-All  Truck  Wash    Al 

Ace-M-All  TK-766  A2 

Ace-M-All  Wetter-Defoamer   Al 

Ace-M-All  X- 100   Al 

Ace-M-All  X- 1000   Al 

Ace-M-All  10%  Dry  Bleach  Bl 

Ace-M-All  1056    Al 

Ace-M-All  1062    Al 

Ace-M-All  1068    A3 

Ace-M-All  1077    Al 

Ace-M-All  1078    Al 

Ace-M-All  204T   Al 

Ace-M-All  2331  Hand  Sanitizer  Sol- 
ution      E3 

Ace-M-All  2360    A1.Q5 

Ace-M-All  2450    Al 

Ace-M-All  2460    Al 

Ace-M-All  2470 CI 

Ace-M-All  2850    A3 

Ace-M-All  2855    A3 

Ace-M-All  4030    A2 

Ace-M-All  4450    A1.Q1 

Ace-M-All  5021    A1.G6 

Ace-M-All  5040    Al 

Ace-M-All  5050    Al 

Ace-M-All  5080    A1.G7 

Ace-M-All  5090    Al 

Ace-M-All  6050    A3 

Ace-M-All  6055    Al 

Ace-M-All  6060    A3 

Ace-M-All  6140    A3 

Ace-M-All  6145    A3 

Ace-M-All  6320    A3 

Ace-M-AIl  6325    A3 

Ace-M-All  6330    A3 

Ace-M-All  6350    A3 

Ace-M-All  6360    A3 

Ace-M-All  6410    A3 

Ace-M-All  6420    A3 

Ace-M-All  6600    A3 

Ace-M-All  7230    A1.Q1 

Ace-M-All  7460    Al 

Ace-M-All  8095    Al 

Ace-M-All  8200    A2 

Ace-M-All  9050    B1.G4 

Ace-M-All  9150    Bl 

Ace-M-All  9240    Al 

Ace-M-All  9250    A1.Q1 

Ace-O-Dine  LF  D2 

Ace  Chemical  Products,  Inc. 

Acid  Detergent    A3 

Agre-Sol  A4 


Ace  Chemical  Products,  Inc. 

Alkaline  De-Rust  A2 

Ace  Chemical  Products,  Inc. 

Amber  Power Al 

Ace  Chemical  Products,  Inc. 

Assault  Al 

Ace  Chemical  Products,  Inc. 

AC  Caustic    A2 

AC  CIP    A2 

AD  410    Al 

AG  505    Al 

AGP  Detergent    Al 

AGP  509   Al 

AGP  510   Al 

AMC   Al 

AMC-HD  Al 

Ace  Chemical  Products,  Inc. 

Bacti-Con  H2 

Bio-Gard    G5.G7.P1 

Ace  Chemical  Products,  Inc. 

Boost   Al 

BMC  100  Al 

CirAlkHD  A2 

Ace  Chemical  Products,  Inc. 

Conade  A1.H2 

Conade  Lo-Temp  A5.H2 

Conade  SL-40   Al  Jt2 

Conade  SL-50   Al ,H2 

Conade  75   Al ,H2 

Ace  Chemical  Products,  Inc. 

Concentrate  LC  300    Al 

Ace  Chemical  Products,  Inc. 

CMS  0-260-109  Al 

CMS  0-260-110  Al 

CMS  0-260-111  Al 

CMS-0-260-101  A2 

CMS-0-260-103  A2 

CMS-0-260-104 Al 

CMS-0-260-105  Al 

CMS-0-260-107  A3 

CMS-0-260-113  A2 

CMS-0-260-115  Al 

CMS-0-260-150 A4.A8 

CMS-0-260-151  Dl 

CMS-0-260-152  A1.H2 

CMS-0-260-153  Al 

CMS-0-260-154 Al 

Ace  Chemical  Products,  Inc. 

Dynamite  Al 

Ace  Chemical  Products,  Inc. 

Ensure    D2 

Envirogard  D2 

Ace  Chemical  Products,  Inc. 

EG-324 Ql 

EG-50 Ql 


Ace  Chemical  Products,  Inc. 

Finish  A3 

Ace  Chemical  Products,  Inc. 

Floor  Klean  A4 

FlorrKleanHD  A4 

Foam  Add   Al 

Formula  73    Al 

Formula  83    Al 

G.P.  Chlor   Al 

Heavy  Duty  Liquid  Detergent    Al 

HC  161     Al 

HTP545    A2 

Ace  Chemical  Products,  Inc. 

Iodo-Creme    E2 

Ace  Chemical  Products,  Inc. 

Liquid-Clear Al 

LA  683 A3 

LD-150 Bl 

LFC  Low  Foam  Caustic  A2 

LHT  Al 

Milkstone  Remover  A3 

Milkstone  Remover  Concentrate    A3 

Ace  Chemical  Products,  Inc. 

Packers  Oil  No.  3   HI 

Passivate  40  A3 

Passivate-10  A3 

Passivate-19  A3 

Sanni-Bac  1200  B1£>2.G4,L1,Q4 

Spray  Kleen  CI 

Strike  Al 

Ace  Chemical  Products,  Inc. 

Strip  Away A2 

Ace  Chemical  Products,  Inc. 

Super  Ace  A    Al 

Super  Ace  J  Inhibited  Al 

Ace  Chemical  Products,  Inc. 

Super  AGP Al 

Super  Bottle  Wash    A2 

Super  Chlor  Egg  Wash  Ql 

Ace  Chemical  Products,  Inc. 

Super  Concentrate  44   A4.A8 

Super  Concentrate  44-A    Al 

Ace  Chemical  Products,  Inc. 

Super  Jell  C  Al 

Super  Jell  P  Al 

Ace  Chemical  Products,  Inc. 

Super-Ace    A4 

Super-Ace  J  Al 

SC-44  A4.A8 

Ti-Lite  Concentrate  Cleaner  Al 

Ace  Chemical  Products,  Inc. 

Wash  Brite  WB  200  Bl 

Ace  Hardware  Corporation 

50  Year  Silicone  Sealant  Black    PI 

50  Year  Silicone  Sealant  Clear PI 
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50  Year  Silicone  Sealant  Gray  PI 

50  Year  Silicone  Sealant  White  PI 

Ace  Industries,  Inc. 

All  Purpose  KP-6    A4.C1 

Ace  Janitorial  Supply,  Inc. 

Trump    C2 

Ace  Soap  Factory 

Ace  Mild  Al 

Ace  Steam  I  Al 

Acid  Detergent    A3 

Alum  Stick  Kleen   Al 

ASF-60    A4 

Big  Blue    Al 

Big  Blue  II Al 

Blitz  Al 

Bowl  Cleaner C2 

Chlor  Kleen  Al 

Concentrated  Glass  Cleaner   CI 

Degreascr  Al 

Dish  Kleen  Al 

Drain  Opener  LI 

DDC-2  Al 

DS3  Arid  A3 

Egg  Wash    Ql 

Foamer  Al 

Glass  Cleaner CI 

Green  Power   A4 

Hand  Soap  El 

Hi  Alk    A2 

Hi  Quat    D2.Q3 

Iodine  Sanitizer  D2 

Just  Green    Al 

Kreme  Suds  Al 

LD-1  Bl 

LF  Acid  Detergent    A3 

LF  Descaler  A3 

Pot  "N  Pan  Al 

Powdered  Bleach  Bl 

Red  Wash    Al 

Smokehouse  I    A4 

Super  Clean  Al 

Super  Green  Al 

Super  Pink  Al 

Super  Red    Al 

Super  Seven  Al 

Trolley  Kleen A2 

10%  Quat D2 

1220  Al 

Ace-Lube  Oil  Company 

Ace-Lube  AA-AW    H2 

Ace-Lube  BB_AW   H2 

Ace-Lube  Compressor  Oil  AA  H2 

Ace-Lube  Compressor  Oil  Ext.Light  ..  H2 

Ace-Lube  Compressor  Oil  Heavy    H2 

Ace-Lube  Compressor  Oil  Hvy  Med.  H2 

Ace-Lube  Compressor  Oil  Light    H2 

Ace-Lube  Compressor  Oil  Medium  ....  H2 

Ace-Lube  CC-AW H2 

Ace-Lube  Extra  Heavy  AW  H2 

Ace-Lube  EE-AW  H2 

Ace-Lube  EP  GL-#0  H2 

Ace-Lube  EP  GL-#1   H2 

Ace-Lube  EP  GL-#2  H2 

Ace-Lube  EP  GL-#3  H2 

Ace-Lube  EP  GL-#4  H2 

Ace-Lube  EP  GL-#5  H2 

Ace-Lube  EP  GL-#6  H2 

Ace-Lube  EP  GL-#7  H2 

Ace-Lube  GL-5  E.P.  140   H2 

Ace-Lube  GL-5  E.P.  80   H2 

Ace-Lube  GL-5  E.P.  90   H2 

Ace-Lube  Heavy-AW  H2 


Ace-Lube  Heavy-Medium  H2 

Ace-Lube  Heavy-Medium-AW H2 

Ace-Lube  Hi-Temp-2   HI 

Ace-Lube  HH-AW    H2 

Ace-Lube  I.M  Oil  CD   H2 

Ace-Lube  I.M.  Oil  Extra  Heavy  H2 

Ace-Lube  I.M.  Oil  Heavy  H2 

Ace-Lube  I.M.  Oil  Light H2 

Ace-Lube  I.M.  Oil  Medium   H2 

Ace-Lube  Imco  Oil  #0   H2 

Ace-Lube  Imco  Oil  #1    H2 

Ace-Lube  Imco  Oil  #2   H2 

Ace-Lube  Imco  Oil  #3   H2 

Ace-Lube  Imco  Oil  #4   H2 

Ace-Lube  Imco  Oil  #5   H2 

Ace-Lube  Light-AW  H2 

Ace-Lube  Lithium  No.  0    H2 

Ace-Lube  Lithium  No.  1     H2 

Ace-Lube  Lithium  No.  2    H2 

Ace-Lube  Lithium  No.  3    H2 

Ace-Lube  Lo  Hi-2 H2 

Ace-Lube  Medium-AW    H2 

Ace-Lube  Moly  Hi-Temp  2   H2 

Ace-Lube  NF  Oil- 100  HI 

Ace-LubeNFOil-130  HI 

Ace-Lube  NF  Oil- 150  HI 

Ace-Lube  NF  Oil-50  HI 

Ace-Lube  NF  Oil-60  HI 

Ace-Lube  NF  Oil-70  HI 

Ace-Lube  NF  Oil-90  HI 

Ace-Lube  Oildraulic  S    H2 

Ace-Lube  Oildraulic  W  H2 

Ace-Lube  Oven  Oil  P  H2 

Ace-Lube  Oven  Oil  PG    H2 

Ace-Lube  Oven  Oil  PM  H2 

Ace-Lube  Process  Oil- 10   HI 

Ace-Lube  Process  Oil-6   HI 

Ace-Lube  Process  Oil-7   HI 

Ace-Lube  Process  OiI-8   HI 

Ace-Lube  Super  Hydroflo  Oil  150  H2 

Ace-Lube  Super  Hydroflo  Oil  300  H2 

Ace-Lube  SM  Oil  1210    H2 

Ace-Lube  SM  Oil  160    H2 

Ace-Lube  SM  Oil  1650    H2 

Ace-Lube  SM  Oil  190    H2 

Ace-Lube  SM  Oil  310    H2 

Ace-Lube  SM  Oil  500    H2 

Ace-Lube  SM  Oil  890    H2 

Ace-Lube  Tecpro  Oil-40  HI 

Ace-Lube  Tecpro  Oil-60  HI 

Ace-Lube  Tecpro  Oil-70  HI 

Ace-Lube  Tecpro  Oil-80  HI 

Ace-Lube  U.S.P.#2  HI 

Ace-Lube  USP  Oil- 190  HI 

Ace-Lube  USP  Oil-210  HI 

Ace-Lube  USP  Oil-320  HI 

Ace-Lube  USP  Oil-350 HI 

Ace-Lube  Vistac  #1    H2 

Ace-Lube  Vistac  #2    H2 

Ace-Lube  Vistac  #3    H2 

Ace-Lube  Vistac  #4    H2 

Ace-Lube  Vistac  #5    H2 

Ace-Lube  Vistac  3MS  H2 

Ace-Lube  Vistac  5  MS  H2 

Ace-Lube  WP  #5  HI 

Ace-Lube  0   H2 

Ace-Lube  00   H2 

Ace-Lube  000    H2 

Ace-Lube  130A  HI 

Ace-Lube  130AA    HI 

Ace-Lube  60  White  Mineral  Oil    HI 

Ace-Lube  600  W-SM  H2 

Ace-Lube  600  WAD  H2 

Ace-Lube  61  White  Mineral  Oil    HI 

Ace-Lube  62  White  Mineral  Oil    HI 

Ace-Lube  630-AA  H2 

Ace-Lube  701    HI 

Ace-Lube  930AA-15  HI 

Ace-Lube  930AA-2  HI 

Ace-Lube  95  WA   H2 


Acheson  Colloids  Company 

Acheson  Food  Machinery  Grease HI 

DAG  3097  H2 

Gredag  Grade  No.  33   H2 

Gredag  741    H2 

KM3367  H2 

PP  43343  H2 

PP43284 H2 

Achievers  Unlimited 

Dura-Skin  Invisible  Skin  Barrier   E4 

Acme  Chemex  Inc. 

#3112  Odor-Exit  CI 

Acme  Chemex  920  Arid  Cleaner A3 

Alkyl    * A4 

All  Purpose  Cleaner   Al 

Antiseptic  Liquid  Hand  Soap  E2 

Borax  Hand  Soap    C2 

Chemex  Enviro  570    Al 

Chemex  1042  Tile  &  Grout  Cleaner  ..    CI 
Chemex  1060  Sani-Lube  Food  Equip 

Lubrcnt  HI 

Chemex  1 365  Fogging  Space  Spray    ....  Fl 

Chemex  2900  Pearlite  Handsoap   El 

Chemex  3002  Coconut  Handsoap  40%     El 
Chemex  3007  Tuff  Touch  Liquid  Hand- 
soap   El 

Chemex  3080  Disinfectant  Spray  CI 

Chemex  3100  Quad  Disinfectant  D2 

Chemex  3112  Odor-Exit  CI 

Chemex  3119  Baby  Powder  Odor-Exit    CI 
Chemex  640  Grill-Oven  &  Fat  Fry 

Cleaner  Al 

Chemex  7000  A-2-Z  Industrial  Emuls. 

Clnr  CI 

Chemex  9000  Soap  Scum  Remover  ....    A8 

Cherry-O-Dis  27-42    A4 

Chlorinated  Foaming  Cleaner  Al 

Cocoanut  Oil  Liquid  Hand  Soap    El 

Contact A2 

Foam-Up   A4 

Grease  Gun    H2 

Ham  Mold  and  Loaf  Pan  Cleaner    A2 

Milkstone  Remover  A3 

Paint  &  Rust  Stripper  C3 

Po  Pac  Ho  Cleaner   Al 

Santi-Wash  Hand  Soap  E2 

Space  Spray  No.  3    Fl 

Steel  Equipment  Cleaner  and  De-Ruster  A2 

1015  Chemex  Concentrate   A4 

1029  Slick  Multi-Purpose  Silicone  Lubr.  HI 

1032  Silicone  Spray   HI 

1033  Friction  Free  Lubricant   HI 

1045  Chemex  Odorless  Steam  Cleaner    Al 
1050  Chemex  EHD  Steam  Cleaner  ....    Al 

1060Sanilube   HI 

1062  Penilube  Rust  Solvent   H2 

1082  Stainless  Steel  Gleam    A7 

1086E  Elite  Aquanot  Hand  Cleaner  E4 

1087  Battery  Terminal  Cleaner    PI 

1090  Barrier  Creme E4 

1110  Utility  Cleaner  CI 

1120  Ultra  Clean  CI 

1166  Decal  And  Paint  Remover C3 

1 180  Non-Flammable  CRT  Screen  Care  CI 
130  Chemex  Glass  &  Windshield 

Cleaner   CI 

1361  Residuride  Roach  "N  Ant  Killer  ..  F2 

1363  Control  Mist  Insecticide    Fl 

150  Chemex  Detergent  Al 

150-B  Detergent    Al 

2002  Hot  Vat  Compound   CI 

2060  Chemex  Wildcat  Concrete  Cleaner  CI 

2061  Concrete  Cleaner  CI 

2070  Packing  House  Cleaner  Al 

2075  Food  Vat  Cleaner A2 

2080  Melt  Pellets    CI 
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2100  Sewer  Solvent    CI 

2102  Blast  Liquid  Sewer  Solvent LI 

2104  Tackle  m  C2 

2104  Tackle  IV  Heavy  Duty  Foaming 

Clnr  C2 

2107  Grease  Trap  Degreaser    CI 

250  Detergent    Al 

255  Chemex  Lotion  Pot  &  Pan  Con- 
centrated       Al 

3001  Chemex  Sani  Wash  Liquid  Hand 

Soap    E2 

3001  Chemex  Sani-Soft    El 

3004  Chemex  Coconut  Oil  Hand  Soap  El 
3006  Waterless  Hand  Cleaner    E4 

3008  Waterless  Hand  Cleaner    E4 

3009  Chemex  Mechanic  Gritty  Wtrls 
Hndsp E4 

3020  Chemex  Conditioning  Wtrls. 

Handsoap    E4 

303  Cleaner  Concentrate A4 

3030  Chemex  Boraxo  Powdered  Hand- 
soap  C2 

3065  Control  Mist  Air  Sanitizer CI 

3070  Mint  Deodorant  &  Air  Sanitizer  CI 
3080  Hospital  Disinfectant  Deodorant      CI 

3090  Odor-Exit  CI 

3111  Chemex  Lemon  Odor 

Disinfectant/Clnr CI 

3113  Chemex  Lemon  Odor-Exit    CI 

3113  Chemex  Lemon  Odor-Exit    CI 

3113  Pine  Oil  Disinfectant  CI 

3114  Chemex  Pine  Plex   CI 

3116  Chemex  Natural-Aire 
Disinfctnt/Clnr   CI 

3117  Deodorant  Block  4  oz C2 

3118  4  oz.  Deodorant  Block  with  Han- 
ger      C2 

3119  Chemex  Baby  Powder  Odor-Exit    C 1 

3120  Wall  Block  24  oz C2 

350  Chemex  Ammo-Kleen  CI 

3522  Chemex  Sentry  Quaternary  Grmcd 

Clnr  A4 

3538  Chemex  Ammoniated  Stripper  ..  CI 
3558  Chemex  General  Disinf.  Sanitizer  D2 

3601  Chemex  Space  Spray  Fl 

3612  Chemex  Residucide  Roach  &  Ant 

Kill    F2 

3615  Food  Grade  Space  Spray  Fl 

3621  Food  Plant  Insecticide  Fl 

404  Chemex  Marine  Degreaser   Al 

4106  Chloro-Det  Al 

420  Chemex  Acid  Cleaner  A3 

500  A2Z  Concentrate   A4 

505  Chemex  Blue  Magic  Fleet  Shampoo  A4 

510  Old  Blue  Concentrate    Al 

565  Chlorinated  Foaming  Cleaner  Al 

600  XL  Concentrate   Al 

601  Blast  Off  (Liquid  Steam  Clng. 
Cmpd)  Al 

611  Chemex  Orange  Solv  CI 

612  Chemex  Envirochem  WS  Degreaser  CI 

613  Chemex  Citron  XL  Safety  Solvent    CI 

614  Chemex  Citrosolv    CI 

615  Chemex  Citron  XL    CI 

616  Chemex  Safety  Solvent  K2 

635  Chemex  Coil-Brite  Al 

640  Quick  Clean  Al 

6410  Oven  Cleaner  A8 

642  Chemex  Extra  Heavy  Duty  Cleaner  Al 
644  Chemex  Liquid  Laundry  Detergent  Bl 
648  Chemex  Liquid  Laundry  Softener     B2 

6600  White  Grease   H2 

7007  Special  Duty  Cleaner  Al 

7070  High  Purity  Electro  Spray  K2 

7080  Electro-Spray   Kl 

7081  Belt  Dressing   PI 

810  Liquid  Cleaner  A4 

812  Chemex  Freezer  &  Locker  Cleaner  A5 

814  Hydro  Clean-X-Concentrate    Al 

817  Chain  Lube  A1JL2 

850  HD  Cleaner  Concentrate   A4 


8652  Germicidal  Spray  &  Wipe  Cleaner  CI 

920  Chemex  Acid  Cleaner  A3 

Acme  Chemical  Company 

Acco  Algicide  10-35  G7 

Acco-Terge    Al 

Accolube  Aerosol  Grease  H2 

OxytrolH G6 

Rustoscale  #2 G6 

Rustoscale  AW  #24 G2 

Rustoscale  Custom  #35  G6 

Rustoscale  Special  #1 1    G6 

Rustoscale  Special  #12  G6 

Rustoscale  Special  #13K G6 

Rustoscale  152  G6 

Rustoscale  6 G6 

Ukazone  Blocs C2 

Ukazone  Disks C2 

Acme  Cleaning  Equipment,  Inc. 

CB-1900    Al 

CB-400    Al 

CB-500    Al 

CB-600    Al 

CB-700    Al 

CB-800    Al 

Acme  Industrial  Compounds  Corp. 

Acme  Algaecide    G7 

Acme  Food  Equipment  Lubricant    HI 

Acme  Silicone  Spray HI 

Ortholene  Al 

RLT  G6 

Safety  Solvent  Degreaser   Kl 

Sanit-Aire  Sewage  &  Garb  Odr 

Contl&Dgrsr  CI 

Scale-Out  MLXSI G6 

Scale-Out  NPT-N   G6 

Acme  Janitor  &  Chemical  Supply 

Acme  AFBC   CI 

Acme  Cherry  D-O  CI 

Acme  Lemon  CI 

Acme  Lemon  Disinfectant    CI 

Acme  Pine  Odor  CI 

Acme  Spray  &  Wipe CI 

AJ-35  CI 

Blue  Clean  A4 

Chisel  Al 

Chisel  Al 

DS  2000  A4 

Foam  It    Al 

Johnny  Brite    C2 

Oven  &  Grill  Cleaner  A8 

Pine  Spray  &  Wipe  CI 

Pink-Glo    CI 

Pinky   Al 

Sparkel  Concentrate  Glass  Cleaner    ....  CI 

Whizz Al 

Acme  Paper  &  Supply  Company, 
Inc. 

Antiseptic  Lotion  Hand  Soap  El 

Emulsion  Bowl  Cleaner   C2 

Liquid  Porcelain  Cleaner    C2 

Lotion  Hand  Soap  El 

Open  Up    LI 

Power  Cleaner  A4 

Pressure  Washer  Degreaser  Cleaner  ....  Al 

Window  Shine  CI 

Acme  Soap  Company 

Acme  Bowl  Cleaner   C2 

Acme  Formula  225  Al 

Acme  Mild Al 


Acme  Super  Bl 

Acme-Sol  Bl 

Alk  Plus  A2 

Aluminum  Stick  Cleaner Al 

AC-Chlor  A! 

AS-60  A4 

Breakleen  Al 

Breakleen  U  Al 

Bryte  35  Al 

Chlorinated  Machine  Dish  Washing 

Cmpd Al 

Concentrated  Glass  Cleaner   CI 

Dividend    Al 

Foam-Plus   Al 

Formula  188    Al 

General  Purpose  Cleaner Al 

Glass  Cleaner CI 

Golden  Egg  Wash  Ql 

Green  Power   Al 

Hand  Soap  El 

Heavy  Duty  Concrete  Cleaner   CI 

HD  Acid    A3 

Ice  Machine  Cleaner  A3 

Iodine- 175  Disinfectant/Sanitizer/Clnr  D2 

Liquid  Smokleen  A4 

Low  Foam  Descaler   A3 

LS-256Q    D2 

Meat  Hook  &  Trolley  CI.  &  Demster  A2 

MSR  360  A3 

Pink  Suds Al 

Pinnacle  Al 

Powdered  Bleach  Bl 

PTO-70    HI 

Safe-Solv  K2 

Shroud  Cleaner   Bl 

Shroud  Cleaner  No.  2  Bl 

Smokehouse  Cleaner  A8 

Smokleen  A2 

Smokleen  No.  10  A2 

Spray  On  Car  &  Truck  Wash  Al 

Super  Red    Al 

SPC    LI 

Top  Flite    Al 

ZIPP  CI 

128-AQ    Al 

256-AQ    A4 

525-Q  D2 

64-AQ   Al 

Acorn  Biotechnical  Corporation 

Enzyt   L2 

Acorn  Paper  &  Restaurant  Supply 
Co.  Inc. 

Tuff  Stuff  Acom  General  Purpose 
Cleaner  Al 

Aero  Chem 

Egg  Klene    Ql 

Eggwhite   Ql 

Actiblend  Systems/ 

Div.  of  Bullen  Midwest,  Inc. 

Formula  Eight  High  Foam 

Clnr/Degreaser   Al 

Formula  Five  Industrial  Butyl  Cleaner  Al 

Formula  Four  Steam  &  Pressure  Cleaner  Al 

Formula  Fourteen  Cleaner/Degreaser  ..  CI 

Formula  One  Industrial  Degreaser  Al 

Formula  Six  Vehicle  Cleaner  Al 

Formula  Three  All  Purpose  Detergent  CI 

Formula  Two  Commercial  Degreaser  Al 

Action  Chemical 

Aqua  Sheen  A7 

ACBC    CI 
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Action  Chemical 

Kwik  Kleen  C2 

Action  Equipment  Sales  <  '<>..  Inc. 

Alive    L2 

Balance    A4 

Blaze    CI 

Break-Away  CI 

BD-20    A4 

Citation    CI 

Dissolve  CI 

Edge  Al 

Free  Non-Acid  Restroom  Cleaner    C2 

Front  Line    CI 

Hospital  Type  Aqua  Blue  C2 

Hospital  Type  Drive  C2 

Kleen  &  Shine  CI 

Supreme  A4 

Terrific  CI 

Total  CI 

Twinkle    CI 

Twinkle   CI 

Vantage    A4.A8 

Victory  CI 

Action  Maintenance  Supply  Co., 
Inc. 

Action  Line  Food  Plant  Cleaner  & 

Degrsr  Al 

Action  Line  Sewer  Digestant  I  L2 

Action  Line  Sewer  Digestant  II   L2 

Action  Paper  &  Chemical  Co. 

RTU  Express  CI 

Action  Products,  Inc. 

Bio-Clean  Al 

Action  Supply  Co. 

Chloro-Sheen  Al 

Fine  'n  Gentle    Al 

Action  Vacumn  Corporation 

Non  Butyl  Cleaner  Degreaser  Formula 

#777    Al 

Activ  VIII  Technologies  Ltd. 

Breakthru  Meat  Room  Detergent/Disinf.  D2 

Idosept  E2 

Release Al 

Active  Chemical  Corporation 

Acet  Chem-Ox  Boiler  Water  Treat G6 

Acet  282  Steam  &  Return  Line  Treat  G6 

Acet  525  Boiler  Water  Treatment    G6 

Acet  550  AF  Boiler  Water  Treatment  G6 

Acet  550  Boiler  Water  Treatment    G6 

Acunet  Envirotech  Inc. 

P6000  Al 

Ad-Rem,  Inc. 

Clean  Ease  Al 

Pressure  Wash  Al 


Adams  Chemical  Service  Inc. 

ACS-100   G6 

ACS-103   G6 

Adams  Company,  The 

Adams  Cleaner  P-l  A4 

Adams  Cleaner  T3    A4 

Adams  Drain  Pipe  Cleaner  LI 

Adams  L-Tox  Spray   Fl 

Adams  Lectra  Solv   K2 

Adams  Liquid  Hand  Soap El 

Adams  Lo-Sudz  A4 

Adams  Mint  Disinfectant    CI 

Adams  Odo-Rout  Concentrate   CI 

Adams  Residual  Insecticide   F2 

Adams  Super  Pine(Phenol  Coef.5)  CI 

Adams  Window  Cleaner CI 

Adsol  Emulsion  Bowl  Cleaner  C2 

All  Temp.  Laundry  Detergent  With  Bo- 
rax      Bl 

Chameleon  Toilet  Bowl  Cleaner    C2 

Cleaner  CPC    A4 

Conveyor  Lube   H2 

D.L.  60 H2 

Fly  Swatter  Aerosol  Insect  Killer Fl 

Foam  It  All  Purpose  Cleaner   CI 

Foamy  Foaming  Cleaner Al 

Gentle  Giant    Al 

Hospital  Disinfectant  &  Deodorant    ....    CI 
Kleen  Glass  Glass  &  Mirror  Cleaner  ..    CI 

Lemon-All  A4 

New  Counter-Punch    CI 

Odorless  Steam  Cleaner  Liquid   A2 

Orange  Air  Sanitizer  CI 

Orange  Deodorant  CI 

Phos  Glow  Bowl/Tile/Porcelain  Cleaner  C2 

Pine  Oil  Disinf.  (Phenol  Coef.5)    CI 

Power  Foam  Foaming  Cleaner  &  De- 
greaser      CI 

Residual  Insecticide F2 

Roach  Baby  Residual  Insecticide 

;Pwdrd)  F2 

Somethin'  Wonderful    CI 

Straight  Flush  Residual  Insecticide    F2 

Super  Cleaner   Al 

Super  Cleaner  075  Al 

Tru-Grit  Disinfectant  Creme  Cleanser      A6 
Vanquish   A4 

Adaseal  International,  Inc. 

100%  RTV  Silicone  Rubber  Adhsv  Slnt 

Alum  PI 

100%  RTV  Silicone  Rubber  Adhsv  Slnt 

Blk PI 

100%  RTV  Silicone  Rubber  Adhsv  Slnt 

Wht  PI 

100%  RTV  Silicone  Rubber  Adhsv  Slnt 

Wht  PI 

Adchem,  Incorporated 

Radiant  Red  Al 

Adco  Chemical  Inc. 

Sanizyme  L2 

Sanizyme-Liquid  L2 

Adco,  Incorporated 

Concentrated  Liquid  Hand  Soap  El 

Neutral  Cleaner  A4 

Adhesives,  Coatings  and  Sealers 
Div73M 

Super  Silicone  Sealant  Black   PI 
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Super  Silicone  Sealant  Clear    PI 

Super  Silicone  Sealant  White  PI 

Adjer  Industries 

Mighty  Mike  Acid  Free  Bathroom 

Cleaner   C2 

Mighty  Mike  B-101  Plus    A4 

Mighty  Mike  Glass  Cleaner  CI 

Adjustatrak,  Inc. 

Spray  Silicone  Release  HI 

Admiralty  Lubricants,  Ltd. 

Admiral-Clean   Al 

Advance  Chemical  &  Janitorial 
Supply  Inc 

Grease  Gun    H2 

Super  Pink  Power  Al 

Super  Solve-It   Al 

Advance  Chemical  Co. 

Release Al 

Advance  Chemical  Co.,  Inc. 

Advance  Ceramic  Cleaner    CI 

Advance  Chi  rate   Al 

De-Stane    CI 

Florsuds  CI 

Glasheen    CI 

Advance  Chemical  Company,  Inc. 

Advance  AC-40  A4 

AC-201    Al 

AC-202    Al 

AC-220    Al 

AC-242    A4 

AC-275    A3 

700  Liq.  Det.  Concentrated Al 

Advance  Chemical  Distribution,  Inc. 

Sodium  Hypochlorite  10.0% 

(NaOCL  by  Wt)    D2.G4.L1 

Sodium  Hypochlorite  12.5% 

(NaOCL  by  Wt.)    D2.G4.L1 

Sodium  Hypochlorite  5.25% 

(NaOCL  by  Wt)    D2.G4.L1 

Sodium  Hypochlorite  9.2% 

(NaOCL  by  Wt.)    D2.G4.L1 

Advance  Chemical  Products  Inc. 

Advance  Formula  1000  A4.A8 

Advance  Mop-Eze  H.D.  w/Lemon  All 
Purp  CI   CI 

Advance  Cleaning  Products,  Inc. 

Accotain  CI 

Bulls  Eye  A4.A8 

Citrus-L  #575    CI 

Citrus-L  #855    CI 

Citrus-0  #330   CI 

Citrus-0  #357   A8 

Citrus-0  #440   CI 

Citrus-O  #655   CI 

Citrus-O  #707   CI 

Dynaterge CI 

G.C.  Hand  Soap    El 

Hawk   C2 

Klomine  A4 

Lavo-Kleen    G2 


Lime-B-Gone  A3 

LPK   LI 

NoDoubc  A4 

Pipe  Kleen  LI 

Resolve    CI 

Rout  C2 

Saber    CI 

Saniterge    A4 

Swype    C2 

Trax  HFA-302  A3 

Trax  HFD-601  CI 

Trax  HFD-801  A2 

Trax  LFD-501   Al 

Trax  LFD-606  Al 

Trax  LFD-901   Al 

TraxLFD-911   CI 

Trax  LFD-926  Al 

Advance  Cleaning  Technologies 

A.C.T.  Bol  Aid   C2 

ACT.  Disinfectant  Cream  Cleanser  A6.C2 
A.C.T.  Disinfectant  Deodorant-Baby 

Pwdr   CI 

A.C.T.  Germicidal  Cleaner  CI 

A.C.T.  Lemon  Disinfectant  Deodorant 

DeL   CI 

A.C.T.  Pine  Disinfectant  Deaner  CI 

A.C.T.  Porcelain  &  Tile  Cleaner  CI 

Advance  Concepts 

All  You  Need    Al 

Bowl  Cleaner C2 

Do  It  All  Germicidal  Foaming  Cleaner    C2 

Enzyme  1000  L2 

Glycolene  C2 

Krystal  Dl 

Liquid  Alive  Bacteria  L2 

Liquid  De-Ox    A3 

L100  Degreaser  Al 

Red  Prilled  Dram  Opener  LI 

The  Same  Stuff  CI 

8  Up Al 

Advance  Industries 

Advance  #230   G6 

Boiler  Water  Treatment  Product  #261      G6 

Advance  Machine  Company 

Attack  Force    A4.A8 

Battle  Max  Al 

Bombs  Away  A4 

Cold  Front  A5 

Direct  Hit CI 

First  Strike  A4 

Neutral  Force A4.A8 

Advance  Paper  and  Chemical  Co. 

S.D.I.  Degreaser    Al 

Advance  Paper  Company 

Grease  Release    Al 

Advance  Products  of  Maplewood 

Advance  Soap  &  Scum  Remover A4 

Advance  Products  Company 

Bleu  Max  A4.C1 

Storm  Al 

Advance  Sales,  Inc. 

4  All  CI 


Advance  Service  Co. 

Meatroom  Cleaner A4.A8 

Advanced  Blending,  Inc. 

Bathroom  Buddy  A3 

Bully    B2 

Conquat   A4 

Kwat  Kleen   A4 

Laundry  Tool  Bl 

Advanced  Chemical  Technology, 
Inc. 

Actichlor   Bl 

AT-1  A3 

Break   Bl 

Destain  Extra  Bl 

Exalt  Bl 

Exalt  Ultra  Bl 

Lime  Free    A3 

Liquid  Breaker Bl 

Neutralizer  Bl 

On  Deck A4 

Power  Wash  D  Bl 

Respond  A2 

Return    Bl 

Special  Laundry  Bleach    Bl 

Special  Presoak  Bl 

Total  Bl 

Advanced  Lubrication  Corp. 

ALC  1000  (100-25000  SUS)   HI 

ALC  1400  PTFE  Roller  Chain  Lubricant  HI 

ALC  5000  Slab  Oil  HI 

ALC  5500  Compressor  Oil  H2 

ALC  5600  Compressor  Oil  H2 

ALC  5700  Compressor  Oil  H2 

ALC  6000  90/250  AAS    HI 

ALC  6100  High  Temp.  Oil    H2 

ALC  7060  Open  Gear  Grease    HI 

ALC  7845  White  Food  Grade  Grease  HI 

Advanced  Maintenance  Products 
Co. 

Advanced  Bactazyme   CI 

Advanced  Odor-Zyme CI 

Advanced  Technology  Products  Inc. 

V.I.P.  Acid  Cleaner  A3 

V.I.P.  Cleaner  &  Degreaser   A4 

V.I.P.  Egg  Wash  Defoamer    Q5 

VIP  Egg-Wash  Ql 

Advantage  Janitorial  Supply  Co. 

Degreaser  Al 

Neutral  Cleaner  A4 

Smoke  Off  A8 

Stain-Less  Steel  Cleaner  CI 

Advent  Chemicals,  Inc. 

Sani-Clean  D2,G4.G7,Q4 

Aero  Chemical  Company 

"Deep  Freeze"  Freezer  Cleaner    A5 

"Drop  Dead"  Insect  Spray    F2 

A-L  Powders  Bl 

A-231  Prize  Machine  Dishwash  Deter- 
gent    Al 

Aero  ChlorSS  10  Organic  Dry  Bleach  Bl 

Aero  Pro    Bl 

Alka  100   A2 

Alka200    Al 


Alka  250   A2 

Alka  700   A2 

Alka  750    Al 

Alka  800    Al 

Alkaline  Plus  A2.C3.L1 

All  Purpose  Cleaner   Al 

All  Purpose  Cleaner   CI 

Aluminum  Safe  Vat  Stripper   Al 

Anti-Foam  SW-1  Al 

Antiseptic  Liquid  Hand  Soap  E2 

Assault  F2 

Assure  Non-Acid  Bowl  Cleaner  C2 

Atomic  Action  A4 

Automatic  Scrubber A4 

AA106  Cham  Lub  &  Cleaner HI 

ACI  100  A3 

ACI  200  A3 

B-165  Liquid  Machme  Dishwash  A2 

B-197  Extra  Heavy  Duty  Steam  Cleaner  Al 

Baby  Soft  Hand  Soap  E4 

Betty's  Pink  Lotionized  Hand  Soap  El 

Blue  Flame  Sewer  Solvent  Drain  Opener  LI 

Blush  Lotionized  Hand  Soap   E4 

Bold  Blue    CI 

Bowl  dinger  C2 

Butyl  10  A4.A8 

Chain  &  Cable  Lube  Lithium  Grease       H2 

Cherry  Sewer  Degreasor  CI 

Cherry-O-Dis  27-42    A4 

Chlor  100  Al 

Chlor200  Al 

Chlor  700 Al 

Chlorinated  Liquid  Machine  Dishwash    Al 

Circlo  Kl 

Coconut  Oil  Liquid  Hand  Soap   El 

Conquest    CI 

Conquest  (Aerosol)  CI 

Contact  Cleaner  K2 

Deluxe   Al 

Destroyer  Fl 

Diamond  Machine  Dishwash   Al 

Die-az-In  Gone  Ant,  Roach    F2 

Drop  Dead  F2 

Dry  Laundry  Bleach   Bl 

Dry  Lube  All  Purpose  Dry  Lubricant       H2 

Dyno-Mite  Al 

E-Z  Kleen  Solvent K2 

Egg  Kleen    Ql 

Extra  Heavy  Duty  "Green  Elf  CI 

Extra  Heavy  Duty  Steam  Cleaning 

Compound A2 

F-186  Chlorinated  Krystals  Al 

Flashproof  Electro  Kleen  Solvent K2 

Flying  Insecticide    F2 

Foam-Up   Al 

Foam-Up  All  Purpose  Cleaner  CI 

Fresh  DS-32 CI 

Fresh  128  CI 

Fresh  7  CI 

G-100  Coconut  Oil  Liquid  Hand  Soap 

Cone El 

General  All-Purpose  Cleaner    A4.A8 

Germ-I-San    Dl 

Germiguard   C2 

Gold  &  Aero  Hand  Soap    El 

Green  Elf  Al 

Handy  Quat  E2 

Heavy  Duty  Magic  Concrete  Cleaner       A4 

Heavy  Duty  Scale  Away A3 

Heavy  Duty  Sewer  Solvent  &  Drain 

Opener LI 

Hospital  Medicide  CI 

Hospital  Surface  Disinfectant  Rm 

Deodrzr  CI 

Hound  Dog  Concrete  Cleaner CI 

Ice  Go    CI 

Ice  Melt   CI 

Impact  I  D2 

Insect  Death  Mist    Fl 

Insect-O-Fog   Fl 

Insecticide  No.  Ill   Fl 

Insecticide  150 Fl 
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Insecticide  300  (Aerosol)    Fl 

Insecticide  300  (Bulk)  Fl 

Kamikaze  Fl 

Kleenall    A4 

Kleer  View  Glass  Cleaner  (Bulk) CI 

Kleer  View  Glass  Cleaner  Concentrate    CI 
Kleerview  Glass  Cleaner  (Aerosol)    ....    CI 

Kontrol-Treat  (All  Purpose)   G6 

KA-GO  C-601  Acid  Cleaner   A3 

Lem-O-Dis  19-30   CI 

Lem-O-Dis  27-42    CI 

Lemon  DS-32    CI 

Lemon  128 CI 

Lemon  7 CI 

Lift-Out  Tile  &  Grout  Cleaner  C2 

Liquid  Egg  Wash    Ql 

Liquid  Hand  Dishwashing  Compound      A 1 

Liquid  Laundry  Softener B2 

LHS  Pink  Lotion  Hand  Soap   El 

M-157  Heavy  Duty  Magic  Concrete 

Cleaner   CI 

Magic  Germicide  D2 

Malathion-50  Spray  F2 

Mighty  Suds    Al 

Mildew  Stain  Remover  C2 

Mint  DS-32  CI 

Mint  7    CI 

Mint-O-Dis  19-30  CI 

Morquest   CI 

Neutral  Fresh  CI 

Neutral  Lemon  CI 

Neutral  Pine CI 

Neutronic  Powerhouse  Cleaner Al 

Non-Acid  Bowl  Cleaner  C2 

NBC  Degreaser  CI 

O-Dis  27-42 D2 

Odorless  Concrete  Cleaner  CI 

Paint  &  Rust  Stripper  C3 

Penetrating  Oil  H2 

Pine  Cleaner    CI 

Pine  Odor  Disinfectant   CI 

Pine  Oil  Disinfectant CI 

Pine  128  CI 

Pine-O-Dis  19-30    CI 

Pine-O-Dis  27^2    CI 

Pink  Concentrate  Al 

Pink  Sky  Beads  Al 

Porcelain  Pledge    C2 

Pride  A8 

Quest  4 CI 

Quick  Action  Control   CI 

Red  Hot  Sewer  Solvent  Drain  Opener      CI 

Red  Inhibited  Bowl  Cleaner  C2 

Remove-It    A3 

Request    CI 

Restaurant  King  A2 

Rough  and  Ready   CI 

Safety  Solvent  (Flash  Proof) Kl 

Santi-Wash  Hand  Soap  E2 

Sil-Kon    H2 

Silicone  Spray  HI 

Silicone  Spray  (Water  Base) HI 

Skat  Oven  Cleaner    A8 

Sno-Flo    Bl 

Sodium  Hypochlorite  Bleach    A 1J31 

Sof-T-Suds  Al 

Space  Spray  No.  3    Fl 

Springtime  CI 

Stainless  Steel  Cleaner   A7 

Stainless  Steel  Cleaner  &  Polish    A7 

Stainless  Steel  Cleaner  Water  Based  ..    A7 

Sulfuac  Drain  Opener  LI 

Sunbrite  Bl 

Super   Al 

Super  Liquid  Laundry  Soap   Bl 

Super  Power  Vat  Type  Stripper  A2 

Super  Sewage  Enzymes    L2 

Super  Strength  Diazinon  Residual  Spray  F2 

Superior  Concentrate A4 

Swipe  A4.C1 

Terminator  Fl 


Tuf-Job A8 

Vandalism  Mark  Remover   CI 

Vanish  Lime  Scale  &  Film  Dissolver      A3 

White  "E.I."  Bowl  Cleaner  C2 

White  Foam  Beads   Al 

Worksolve   A4 

Yield    CI 

Zap  "O"  Kleen A4 

12-B  Count  Sewage  Enzymes    L2 

40%  Coconut  Oil  Hand  Soap  Concen- 
trate    El 

Aero  Chemical  Corporation 

Insecticide  50 Fl 

55  Fl 

Aero-Master,  Inc. 

Fogging  Insecticide  Mill  Fogging  For- 
mula      Fl 

Industrial  Fogging  Insecticide Fl 

Super  Fogging  Insect,  w/0.50% 
SBP-1382   Fl 

Aerocote  Corporation 

Aeroclean  DH21    Al 

Aerosolv  2000  CI 

DN30  Cleaner  Concentrate  Al 

Aeroflex 

Magic  Gloves    E4 

Aerosol  Maintenance  Products 

All  Purpose  Cleaner   CI 

Auto  Silicone  Spray    H2 

AMP  Crawling  Insect  Killer  II  F2 

AMP  Flying  Insect  Killer  F2 

AMP  Jelled  Baseboard  Stripper  CI 

AMP  Smart  Brake  Cleaner  Degreaser  ..  PI 
AMP  Total  Release  Room  Fogging  bi- 
sected      F2 

Belt  Dressing  PI 

Black  Silicone  Sealer  Caulker-Adhesive  PI 

Brake  Parts  Cleaner  &  Degreaser PI 

Chain  &  Cable  Lubricant  &  Protectant    H2 
Clear  Silicone  Sealer  Caulker-Adhesive    PI 

Contact  Cleaner  K2 

Copper  Gasket  Sealer  PI 

Cutting  &  Tapping  Fluid    H2 

Degreaser  Safety  Solvent   K1JC2 

Dri-Moly  Lube    H2 

Foaming  Baseboard  Stripper CI 

Food  Grade  Silicone  HI 

Food  Machinery  Lube  HI 

Gasket  &  Cement  Remover   PI 

Gel  Degreaser  &  Engine  Cleaner Kl 

Gel-Lube   H2 

Open  Gear  Lube   H2 

Oven  Cleaner A8 

Paint  &  Varnish  Remover PI 

Penetrant    H2 

Red  Grease   H2 

Smart  Food  Grade  Silicone HI 

Smart  Red  Grease  H2 

Smart  Stainless  Steel  Cleaner/Polish   ..    CI 

Stainless  Silicone  Lube  H2 

Super  Vandalism  Mark  Remover  PI 

Teflon  Lube  H2 

Tile  &  Grout  Cleaner   CI 

White  Lithium  Grease  H2 

White  Silicone  Sealer  Caulker- Adhesive  PI 

Aerospace  Lubricants,  Inc. 

Tribolube-21    HI 


Aervoe-Pacific  Company,  Inc. 

Hornet  &  Wasp  Spray F2 

Spring  Blossom  Insect  Spray   Fl 

Aetna  Chemical  Corporation 

Actana  200  G6 

Actana  25L    G6 

Actana400  G6 

Actana  477  G6 

Actana  489  G7 

Actana  600 G7 

Acterge  100  Al 

Acterge  101   Al 

Liquid  Hand  Soap  El 

Affiliated  Foods  Inc. 

AF  Concentrated  Cleaner-Degreaser    ..    CI 

Affiliated  Paper  Companies 

Matterhom  Acid  Bowl  Cleaner    C2 

Matterhom  Anti-Crawl  Resdul  Insecti- 
cide    F2 

Matterhom  Antiseptic  Hand  &  Body 

Soap    El 

Matterhom  Bath  &  Tile  Cleaner    C2 

Matterhom  Caustic  Drain  Opener    LI 

Matterhom  Concrete  Cleaner  CI 

Matterhom  Disinfectant  Deodorant  ....  CI 
Matterhom  Disinfectant  Foam  Cleaner     CI 

Matterhom  Dualcide  F2 

Matterhom  ElCapitan  Frag  Glycl 

AirSntzr CI 

Matterhom  General  Purpose  Cleaner  ..    A4 

Matterhom  Glass  Cleaner  CI 

Matterhom  Glycol  Air  Sntzr  Lemon 

Lime   CI 

Matterhom  Gum  Remover   CI 

Matterhom  Hard  Surface  Cleaner A4 

Matterhom  Heavy  Duty  Cleaner- 
Degreaser    A4A8 

Matterhom  Heavy  Duty  Foaming 

Cleaner   Al 

Matterhom  Hvy  Dty  Cleaner-Disinfec- 
tant        Dl 

Matterhom  Laundry  Detergent  B2 

Matterhom  Laundry  Detergent  Bl 

Matterhom  Lemon  Disinfectant   C2 

Matterhom  Lotion  Soap    El 

Matterhom  Machine  Dish  Detergent    ..    A2 

Matterhom  Mint  Disinfectant  C2 

Matterhom  Mint  Quat  Disinfectant-Clnr.  CI 
Matterhom  Mizer  Air  Sanitizer  Mint  ..  CI 
Matterhom  Mizer  Economy  Insecticide    Fl 

Matterhom  Moisture  Guard    H2 

Matterhom  Multi-Purpose  Insecticide  ..  Fl 
Matterhom  Odor  Neutralizer  Lemon 

Lime   CI 

Matterhom  Oven  &  Griddle  Cleaner  ..    A8 

Matterhom  Oven  &  Grill  Cleaner   A8 

Matterhom  Pine  Odor  Disinfectant  ....  CI 
Matterhom  Pine  Quat  Pine  Odor 

Disnfctnt  CI 

Matterhom  Pine  Scent  Disinfectant  ....  CI 
Matterhom  Pink  Lotion  Dish  Detergent  Al 
Matterhom  Porcelain  &  Bowl  Cleaner  C2 
Matterhom  Powdered  Hand  Cleaner  ..  C2 
Matterhom  Ready  To  Use  Hand  Soap  ..  El 

Matterhom  Safety  Solvent    K2 

Matterhom  Stainless  Steel  Cleaner A7 

Matterhom  Sudsing  Creme  Cleanser  ..    A6 

Matterhom  Toilet  Bowl  Cleaner C2 

Matterhom  Vandalism  Mark  Remover     Kl 

Matterhom  Viscous  Bowl  Cleaner  C2 

Matterhom  40%  Pure  Coconut  Hand 
Soap    El 
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Affiliated  Supply  Company 

Hi  Heat  Oven  Silicone  Spray  HI 

Agri  Bolt  &  Cabinet  Co. 

Heavy  Duty  Cleaner  Degreaser   ....    A4.A8 

Agri-Bio  Corporation 

En-Zap  A1X2 

VirKon  S  A4 

Agri-Chem,  Inc. 

Agri-Clean  X  A3 

Agri-Services  of  Harrisonburg 

Antisept  20    El 

Ash  Foam  Wash    Al 

Ash  Foam  Wash-A   Al 

Ash  Formula  #3 Al 

Ash  Formula  #4C    Al 

Ash  Super  Clean  Al 

Ash  Super  Clean  Plus  Al 

B-Clean   Al 

B-CleanNP  Al 

Bacti-Rinse    E3 

BnteDish    Al 

Clean  &  Safe  Hand  ClnrLotn 

w/Septi-Chlor  El 

Clean  All-Citrus  Degreaser CI 

Combine    A4 

D-Bac  3  E2 

D-BAC-2  E2 

Foam  Up   Al 

Foam  Up  Plus   Al 

Heavy  Duty  Liquid  CIP   Al 

Hot  Suds    A8 

Ind-Ag  Acid  Cleaner A3 

Ind-Ag  Bacti-Chlor D2 

Ind-Ag  Foam  &  Clean    Al 

Ind-Ag  Grease  Gone  A2 

Ind-Ag  RD.  Cleaner A2 

Ind-Ag  RX>.  CIP  Al 

Ind-Ag  Powdered  CIP Al 

Ind-Ag  Super  Cleaner  Al 

Ing-Ag  Soft  Chlor  Al 

Pro  Solve  Al 

Q.D.S D2.Q3 

Quat  AH-10  D2 

Quick  Clean  A4 

Recon  CT Al 

Shackle  and  Chain  Lube  H2 

Smoke  House  #2  A8 

Soft  and  Clean  II  Bl 

Tray  and  Tub  Wash    Al 

Vincon  Acid  HF   A3 

Vincon  Acid  LF    A3 

Vincon  RD A2 

Vincon  Iodine   D2 

Vincon  LC  Al 

Vincon  LF  Al 

Vincon  LF2  Al 

Vincon  N-F-I  Al 

Vincon  NC Al 

Vincon  RW  A8 

Vincon  RW-2    Al 

Vincon  SC  C2 

Vincon  33    Al 

Vincon  33  Liquid    Al 

Vincon  35    Al 

Vincon  37    Al 

Vincon  37  HC2  Al 

Vincon  39    Al 

VinCon  200F Bl 

WH  Formula  36F   Al 


Agway,  Incorporated 

Acid  Cleanser  2  A3 

Agway  Dairy  Aerosol  Fl 

Agway  Milking  Systems  Sanitizer  D2 

Agway  Pyrethrin  Spray Fl 

Agway  Space  Spray    Fl 

All  Purpose  Spray  Fl 

Bulk  Tank  &  Utensil  Cleaner Al 

Cleanser  Al 

Egg  Washing  &  Sanitizing  Compound     Ql 

Food  Plant  Fogging  Spray    Fl 

Food  Processing  Machinery  Grease  ....    HI 
Livestock  And  Farm  Spray  Fl 

Aidair  Inc. 

Kwik  Clean   Al 

Aidex  Corporation 

Aidex  Malathion  Premium-5E   F2 

Aidex  Mist  No.  3644    CI 

Di-V-Ex  F2 

Dimex-267  F2 

Fogicide  P  Fl 

Vap-O-Ate  F2 

Aiken  Chemical  Company 

"Sparkle"   Al 

"Speedy"    Al 

All  Purpose  Cleaner   A4 

Hood  &  Grill  Cleaner  A8 

Purple  Magic  A4 

Soak  Tank  Granules   A2 

Super  7 A4 

Aikoh  Co.,  Ltd. 

Cleaner  NnZ    Al 

Epoleon  n-100-p    CI 

Epoleon  A-2    CI 

Epoleon  Deodorizer  RF(N-NZ)    CI 

Epoleon  Er-10-p    CI 

Epoleon  ER-10   CI 

Epoleon  ER-10  Gel  CI 

Epoleon  G-100    CI 

Epoleon  G-100-NZ  CI 

Epoleon  Gel  N-100  G  CI 

Epoleon  HP  CI 

Epoleon  IMP  CI 

Epoleon  LM CI 

Epoleon  N-NZ  CI 

Epoleon  N-100    CI 

Epoleon  N-100  Gel  CI 

Epoleon  N-2    CI 

Epoleon  NZ  CI 

Epoleon  N3C  Type  CI 

Epoleon  N7C  CI 

Epoleon  S.NZ   CI 

Epoleon  S-2  CI 

Epoleon  SS    CI 

Epoleon  T    CI 

Aim-Chem  Enterprises,  Inc. 

Chemi  Pro  Away  C2 

Chemi  Pro  Bug-B-Gone   F2 

Chemi  Pro  Fly-Away    F2 

Chemi  Pro  Foam  Dis    CI 

Chemi  Pro  Loosen-Up    H2 

Chemi  Pro  Mintone CI 

Chemi  Pro  Sani-Bowl  C2 

Chemi  Pro  Sur  Dis    C2 

Chemi  Pro  Un-Clog    LI 

CS-100  Cleaner/Degreaser   A4.A8 

SC  Super  Concentrate  Al 


Air  City  Janitor  Supply  Co. 

Double  Action  Dry  Fog  ULV F2 

Silicone  Spray  HI 

Air  City  Janitor  Supply,  Inc. 

Air  City's  Select  RD.  Concentrate    ....  Al 

Air  City's  Select  RD.  Emulsifier  Al 

Air  City's  Select  H.D.  Kleerut    A4 

Air  City's  Select  Lemon  CI 

Air  City's  Select  Mint  CI 

Air  City's  Select  Neutral  Cleaner  A4 

Air  City's  Select  Pine  Odor    CI 

Disinfectant/Deodorant  CI 

Dual  Action  F2 

Glass  Cleaner CI 

Hospital  Foam  n'  Wipe    C2 

Vandal  Mark  Remover  CI 

Air  Distribution  Associates,  Inc. 

Deep  Foam    Al 

Air  Guard  Control  Inc. 

Konk  I  Flying  Insect  Killer    Fl 

Konk  Too  Flying  Insect  Killer  Fl 

Air  Technology 

AT-19B   A2 

Baker-Eeze  27  Al 

Baker-Eeze  28  Al 

Bust  32    Al 

Air-Scent  International 

Air-Scent  Antiseptic  Hd&Body  Lotion 
Soap    El 

Air-Tite  Products  Company 

Air-Tite  772  CI 

Aire-Master  of  America, 
Incorporated 

Paw  Wash   E4 

Aire-Mate  Division 

Carmel  Chemical  Corporation 

Banish  Bits  High  Level  Odor  Counter- 
act    CI 

Disinfecting  Bowl  Cleaner  C2 

Sterikleen  Dl 

Aires  Laboratories 

Airex  17  Odor  Counteractant  CI 

Airx  33 CI 

Airx  55 F2 

Airx  70  Foam  Cleaner    CI 

Airx-15 C2 

Airx-44 A4 

Airx-78 D2 

Airkem  Professional  Products/ 
Division  of  Ecolab  Inc. 

A-125  A4 

A-125  Dry  CI 

A-3  A4 

A-33  CI 

A-33  Dry  CI 

A-428-N Al 

A-456-N M 

A-464-N  Al 

A-500  CI 
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Air  Fresh  Baby  Powder    CI 

Air  Fresh  Cherry  CI 

Air  Fresh  Cinnamon   CI 

Air  Fresh  Green  Apple  CI 

Airkem  Brite  White Bl 

Airkem  Concentrated  Bleach    Bl 

Airkem  Easy  Scrub  A6 

Airkem  Fabric  Softener B2 

Airkem  High  Foaming  Degreaser Al 

Airkem  Neutral  Cleaner   CI 

Airkem  Non-Acid  Bowl  &  Bathroom 

Clnr  C2 

Aquatoc   CI 

Aquinoc  F2 

Asepticare  Disinfectant  Foam  Cleaner      CI 

ABC  Accelerated  Bowl  Cleaner C2 

Brawn A3 

Brilliance  CI 

Chore  Mate   A4.A8 

CBC  Plus  C2 

Entacide  Fl 

Entacide  Insecticide  Vaporizer  Spray  ....  Fl 

Epicare  Antimicrobial  Lotion  Soap   E4 

Epicare  Hair  &  Body  Shampoo   C2 

Epicare  Hand  Cleanser  El 

Epicare  Moisturizing  Lotion  E4 

Epicare  Skin  Cleanser  El 

Epicare  Ultra  Spa  Enriched  Body 

Shampoo  C2 

Epicare  Waterless  Hand  Cleaner    E4 

EpiCare  Antimicrobial  Topical  Gel   E4 

F/H  D2 

Finish-Line  General  Purpose  Cleaner  ..    CI 

First-Place   A7 

Fresh  Guard  CI 

Grid-Iron    A8 

Half  Time    A4.A8 

Images  CI 

Images  In  Premeasured  Packages  CI 

Kage  Kare   CI 

Lift-Off  Baseboard  Stripper   A4 

No  Rinse  Quat  D2.E3.Q3 

Omega   CI 

Omnipak    CI 

Omnipak  2  Al 

One  Pass    CI 

Proforce  Multiphase    Al 

Proforce  Triphase    Al 

Quik  fill  930  Super  Cone.  Det/Dis. 

Omega  CI 

Quik  Fill  310  CI 

Quik  Fill  320  A4 

Quik  Fill  330  CI 

Quik  Fill  510  CI 

Quik  Fill  515  CI 

Quik  Fill  520  CI 

Quik  Fill  525  CI 

Quik  Fill  530  CI 

Quik  Fill  535  CI 

Quik  Fill  540  Al 

Quik  Fill  710  CI 

Quik  Fill  910  C2 

Quik  Fill  915  C2 

Quik  Fill  935  A4.C1 

Quik  Fill  950  Quat  Sanitizer    ....  D2.E3.Q3 

Quik-Pak   C2 

Sheer  Magic C2 

Solidaire  Blue    CI 

Solidaire  Citrus  Scented   CI 

Solidaire  Red  CI 

Solidare  Gold CI 

Spritz  A4 

Subzero    A5 

Sure-Pak  CI 

Vivid    CI 

WorkMate  All  Purpose  Cleaner  Con- 
centrate      CI 

WorkMate  Bathroom  Cleaner  Concen- 
trate      C2 

WorkMate  Floor  Strpr  &  Hvy  Dty  Clnr 

Cone   CI 

WorkMate  Glass  &  Multi-Purp  Clnr 


Cone CI 

WorkMate  Heavy  Duty  Cleaner  Con- 
centrate      CI 

WorkMate  Multi-Purpose  Clnr  Concen- 
trate      CI 

WorkMate  Neutral  Cleaner  Concentrate  CI 
WorkMate  Toilet  Bowl  Cleaner  CI 

Airkem  Sales 

Formula  10-10  Al 

Airkem  Upper  Midwest  Sales  Co. 

Cling-N-Clean  A4.A8 

Airwick  Professional  Products 
Tidewater 

Blast-Off   A4 

Airwick  VT/NH 

Bio-San  L    L2 

Bio-San  P    L2 

AiReactor  Inc. 

Doc Al 

DDG CI 

Akers  of  Supplies 

Al-Phil  I  Al 

Al-Phil  B  Al 

Citron  Hand  Shampoo El 

Akzo  Salt  Inc. 

Brine  Block  PI 

Dura-Cube  PI 

Halite  Melting  Crystals  PI 

Hardi-Cube    PI 

Red-Out  Brine  Block    PI 

Red-Out  Dura-Cube    PI 

Red-Out  Water  Softener  Salt  Pellets   ....  PI 

Rock  Salt  PI 

Salt  Pellets  with  Resingard  PI 

Solar  Salt  PI 

Sterling  Rid-Rust  Sun  Gems    PI 

Sterling  Salt  Buttons  PI 

Sterling  Salt  Crystals    PI 

Sterling  Sun  Gems    PI 

Sun  White  ResinGard  Cleansing 

Form.Added    PI 

Superior  General  Purpose  Salt   PI 

Superior  TX- 10  Salt   PI 

Zeo-Tabs   PI 

Al  Meyer  Co. 

Green  Coco   El 

Al-Con  Chemical  Company 

Hidrex    Al 

Aladdin  Equipment  Company 

Aladdin  Magic  Lube  HI 

Magic  Lube  II  Silicone  Lubricant   HI 

Alamo  Biochemical 

Liquid  Live  Micro  Organism   L2 

Alan  Chemical  Corporation 

Clear  Vision CI 

Controlled  Substance L2 


Final  Solution    A4 

Foam  Power CI 

Foaming  Glass  &  Hard  Surface  Cleaner  CI 

Jell  Vandal  Mark  Remover CI 

Problem  Solver   CI 

Reallyl  General  Purpose  Foaming 

Cleaner  C2 

Reallyl  Germicidal  Foaming  Cleaner  ..    C2 

Rough  Touch  E4 

Soft  Touch  E4 

Alaska  Chemical  Company 

Captain's  Choice  244    A4 

Grizzly  Degreaser  and  Rigwash  #242      A4 
Sourdough  230    Al 

Albany  Chemical  &  Pool  Co. 

White  Grease  H2 

Albar  Labs  &  Industrial  Supplies, 
Inc. 

Artie  Blue    A5 

Dyno-Zyme  L2 

Meaner  Green    A4 

Silky  Blue  R.T.U.  Glass  Cleaner  CI 

Tackle    A4 

The  Real  Macoy   El 

Albar  Technologies  Inc. 

Safe  Mate  Odor  Counteracting  Spray 
Clnr  CI 

Safe  Mate  Odor  Counteracting  Spray 
Clnr  CI 

Albemarle  Supply  Co. 

Activ-Plus    Al 

Albert  G.  Maas  Company 

Bowl  &  Porcelain  Cleaner   C2 

High  Concentrate  Bowl  Cleaner C2 

Maas  Foam    C2 

Maas  Foaming  Glass  Cleaner  CI 

Maas  Power  Foam CI 

P.A.C-83  L2 

Sanni  Rinse  D2 

Alcada  Products,  Inc. 

Bio-Strain    L2 

EL-50  CI 

Fly  Begone    Fl 

Formula  68    Al 

Gentle  Scrub  Plus   A6.C2 

Lemon  7  A4 

Nature's  Best  Citrus  Spray   CI 

Natures  Best  EL50    CI 

Rout  Drain  Pipe  Opener  LI 

Soap  N'  Scum  C2 

Sure-Bac    D2 

Alcide  Corporation 

Alcide  FPD  Disinfectant 
(Base&Activator)   Dl 

Alco  Laboratories 

AL  456 G6 

AL-RD  22   A3 

AL-286 G7 

AL-295 G7 

AL-400 Gl 

AL-422 G7 

AL-430 G6 
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AL-438 G6 

AL-455 G6 

AL-460 G7 

AL-671  G7 

AL-9 G7 

Alco  Products,  Inc. 

Alco  Solv  CI 

Alco-Zyme L2 

Alco-9    A4.A8 

Alcozyme  L2 

Anti-Bac C2 

AC  Concentrate  A4 

Citro  Clean-GT  E4 

CUro-Clean    E4 

F-E-L  HI 

Formula  57    CI 

Formula  750    G7 

Formula  8800    Al 

Formula  8800  Liquid  Steam  Cleaning 

Cmpd A4 

Free  Line  LI 

Grip  Dressing  for  V-Flat-Round  Belts  ..  PI 

GGC  Grease  Gun  In  A  Can  H2 

GL-70  Gel  Kl 

IS  81  Dry  Fog  F2 

Klear    CI 

Kleen  Waterless  Hand  Cleaner E4 

Lemann    CI 

Litho-Lub H2 

Micro  Kill    Fl 

MOL    H2 

No  Sweat  PI 

OP-20 PI 

Pen-All  H2 

Shield  Invisible  Skin  Shield  Cream  E4 

Shield-S   E4 

Shield-W   E4 

Silicone  Spray  Heat  Stable  Mold  Re- 
lease        HI 

Splendid  CI 

Spray  and  Wipe  Foam  Power  CI 

Super  F.EX.-2  HI 

Super  Green  Al 

Super  Power    Al 

Super  Power  II    Al 

Super  Power  10  Al 

SS  32  K2 

SS-40  Kl 

SSC  Stainless  Steel  Metal  Polish  A7 

T-202  CI 

T-203  CI 

T-204  CI 

Take-Off    CI 

TEF  Release  Fluorocarbon  Lubricant  ..    H2 

TFE    H2 

Vapor-Spray Fl 

Vaultzyme  L2 

X-42  Chain  &  Cable  Lubricant    H2 

Alco-Chem,  Inc. 

Alco  950  Disinfectant/Deodorant  CI 

No.  139  Skum  Remover  A4.C2 

No.  179  Breaker-Breaker   A4 

No.  189  Soil  Foil    Al 

No.  199  G-P  Concentrate  A4 

Alconox,  Incorporated 

Alcojet  Al 

Alconox  Al 

Alcotabs  Al 

Citranox  A3 

Det-O-Jet  Al 

Liqui-Nox    Al 

Terg-A-Zyme Al 

Terg-A-Zyme  HE    Al 

Terg-A-Zyme  RO  70  Al 


Aide  Water  Technology,  Inc. 

Aquagard  244    G6 

Aquagard  244-C    G6 

Aquagard  244-C5    G6 

Aquagard  248-FAL  G7 

Catalyzed  Sulfite  Organic  G6 

DispersantEMG-12C   G6 

Formula  AAF    G6 

Formula  LT  G6 

Formula  Polymer  EMG-6  G6 

Formula  101    Al 

Formula  1024    G6 

Formula  680-L G6 

Formula  682    G6 

Formula  753    G6 

Formula  756    G6 

Formula  802-AF   G6 

Formula  807-OS    G6 

Formula  903-AF   G6 

Hard-Nock  #320-RCNC  G6 

Hardknock   G7 

Hardknock  #300RC G7 

Hardknock  #310-RC  G7 

Hardknock  #320-RC  G7 

One  Shot-LT   G6 

One-Shot   G6 

One-Shot-HN G6 

Polymer  EMG   G6 

Polymer  EMG-8    G6 

Polymer  802-CAF  G6 

Aldran  Chemical,  Inc. 

Aldran    Al 

Aldran  Gel  CI 

Big  O-X  CI 

Dynamo  Al 

Green  Devil  CI 

Liquid  Dynamite  CI 

Reodorizer  CI 

Super  Orange  Cleaner  „  CI 

Super  950 Al 

Alex  C.  Fergusson,  Inc. 

Afco  Acid  Cleaner  KF   A3 

Afco  Alkali  #90-5226  A2 

Afco  Analox  TFM-5280  A3 

Afco  Chlorilizer D2.Q4 

Afco  Liberty    A3 

Afco  Low  Foam  In-Place  Acid  CI A3 

Afco  Low  Foam  Liquid  Detergent  Al 

Afco  Low  Foam  Tops  D2 

Afco  Micro-Kleen  L-5227    Al 

Afco  Microlox  Special  #50-5382  A3 

Afco  Microwet  A-1042  Al 

Afco  Microwet  N-1076  Al 

Afco  Microzyme  P-100-3234  Al 

Afco  Microzyme  P-200- 3236  Al 

Afco  Microzyme  P-300- 3239  Al 

Afco  Powdered  Hand  Soap E4 

Afco  Power  Block  LI 

Afco  R-2547   Al 

Afco  S#  5529    H2 

Afco  Spark D2 

Afco  Super-Chlor   D2.E3 

Afco  Tops    D2 

Afco  TR-100  G6 

Afco  TR-101   G6 

Afco  TR-102  G6 

AfcoTR-103  G6 

AfcoTR-104  G6 

Afco  TR-109  G5 

AfcoTR-110  G5 

AfcoTR-111   G6 

AfcoTR-113  G6 

AfcoTR-114  G6 

AfcoTR-115  G6 

AfcoTR-119  G6 

AfcoTR-121   G6 


AfcoTR-123  G6 

AfcoTR-124  G6 

AfcoTR-125  Gl 

AfcoTR-126  G7 

AfcoTR-169  G5 

Afco  TR-537  G6 

Afco  1056  Al 

Afco  1072  Super  Defoamer   G5.Q5 

Afco  2974  Al 

Afco  2975  A2 

Afco  2976  Al 

Afco  2977  A3 

Afco  30   Al 

Afco  3107  Al 

Afco  311    Al 

Afco  312   Al 

Afco  3140  G6 

Afco  3142  G6 

Afco  3143  G6 

Afco  3146  G6 

Afco  3147  G6 

Afco  3149  G6 

Afco  3151  G6 

Afco  3163  G6 

Afco  3185  Al 

Afco  3196  A3 

Afco  3202  A4 

Afco  3203  Al 

Afco  3204  Al 

Afco  3210  Al 

Afco  3218  LI 

Afco  3221  A4 

Afco  3222  A4 

Afco  3224  A2 

Afco  3231  Al 

Afco  3233  Al 

Afco  3235  A1.Q1 

Afco  3237  Al 

Afco  3238  Al 

Afco  3241  Al 

Afco  3242  Al 

Afco  3243  Bl 

Afco  3269  Al 

Afco  3274  A2 

Afco  3280  Al 

Afco  3285  A 131 

Afco  3295  A2 

Afco  3297  Al 

Afco  3298  A2 

Afco  3302  Al 

Afco  3303  Al 

Afco  3304  Al 

Afco  3310  Al 

Afco  3311  Al 

Afco  3312  Al 

Afco  3313  Al 

Afco  3314  Al 

Afco  3317  A2 

Afco  3319  Al 

Afco  3321  Al 

Afco  3322  Al 

Afco  3324  Al 

Afco  3325  A2.Q1 

Afco  3326  A1.Q1 

Afco  3327  Al 

Afco  3328  Al 

Afco  3329  Al 

Afco  3330  A2 

Afco  3332  A2 

Afco  3334  A2 

Afco  3335  A2 

Afco  3337  A2 

Afco  3339  A2 

Afco  3340  Al 

Afco  3341  A2 

Afco  3342  A2 

Afco  3345  Ql 

Afco  3347  A1.Q1 

Afco  3348  Ql 

Afco  3349  A3 

Afco  3350  Ql 

Afco  3354  A2 
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Afco  3357  A1.Q1 

Afco  3358  A1.Q1 

Afco  3360  Ql 

Afco  3362  Al 

Afco  3364  Al 

Afco  3367  Al 

Afco  3369  Al 

Afco  3370  Al 

Afco  3375  Al 

Afco  3376  Al 

Afco  3378  Al 

Afco  3380  A2 

Afco  3382  A2 

Afco  3384  Al 

Afco  3386  A2 

Afco  3388  Al 

Afco  3391  A2 

Afco  3402  Al 

Afco  3406  Al 

Afco  3438  Al 

Afco  3453  A2 

Afco  3460  A2 

Afco  4314  D2 

Afco  4317  CI 

Afco  4320  C2 

Afco  4321  CI 

Afco  52   A3 

Afco  5204  A4 

Afco  5205  Al 

Afco  5212  A4 

Afco  5213  A4.H2 

Afco  5214  A4 

Afco  5218  Al 

Afco  5223  Al 

Afco  5224  CI 

Afco  5225  Al 

Afco  5228  H2 

Afco  5229  A2 

Afco  5231  A4 

Afco  5232  A2 

Afco  5233  G2.G5 

Afco  5234  Al 

Afco  5235  Al 

Afco  5236  A1.Q1 

Afco  5237  A2 

Afco  5238  A2 

Afco  5240  A2 

Afco  5242  Al 

Afco  5244  Al 

Afco  5245  Al 

Afco  5246  Al 

Afco  5248  Al 

Afco  5249  Al 

Afco  5251  A8 

Afco  5252  Al 

Afco  5253  Al 

Afco  5254  Al 

Afco  5255  Al 

Afco  5256  Al 

Afco  5257  Al 

Afco  5259  Al 

Afco  5261  A1.E1.G5 

Afco  5262  Al 

Afco  5263  Al 

Afco  5264  Al 

Afco  5265  Al 

Afco  5266  A2 

Afco  5267  Al 

Afco  5269  Al 

Afco  5270  Al 

Afco  5271  Al 

Afco  5272  Al 

Afco  5277  Al 

Afco  5281  CI 

Afco  5282  A3 

Afco  5283  A3 

Afco  5284  A331 

Afco  5288  A3 

Afco  5289  A3.Q2 

Afco  5291  A3 

Afco  5293  A3 

Afco  5294  A3 


Afco  5296   A3.Q2 

Afco  5299   A3 

Afco  5310   Al 

Afco  5314   A2 

Afco  5315   Al 

Afco  5316   A8 

Afco  5317   Al 

Afco  5319  Super  Foam  Cleaner  Al 

Afco  5333   Al 

Afco  5334   Al 

Afco  5335   Al 

Afco  5336   Al 

Afco  5337   A2 

Afco  5338   A2 

Afco  5351    Bl 

Afco  5352   Bl 

Afco  5358   Bl 

Afco  5359   Bl 

Afco  538   A1.G6 

Afco  5380   A3 

Afco  5384   A3 

Afco  5390   Al 

Afco  5391    Al 

Afco  5392   A3 

Afco  549   G6 

Afco  5501    El 

Afco  5502   E2 

Afco  5503   HI 

Afco  5504   E2 

Afco  5512   E2 

Afco  5518   HI 

Afco  5519   H2 

Afco  5520   H2 

Afco  5521    H2 

Afco  5523   H2 

Afco  5524   H2 

Afco  5525   A1.H2 

Afco  5526   H2 

Afco  5527   A1.H2 

Afco  5528   H2 

Afco  5530   H2 

Afco  5531    H2 

Afco  5532   H2 

Afco  5534   H2 

Afco  5535   H2 

Afco  5536   H2 

Afco  5539   H2 

Afco  562   G6 

Afco  5640   H2 

Afco  565   G6 

Afco  5661    H2 

Afco  5663   A5 ,H2 

Afco  567   Q1.Q2 

Afco  568   G6 

Afco  5722   A3 

Afco  5724   A3 

Afco  5743   H1JC1 

Afco  5748   Al 

Afco  575   G3 

Afco  5755   Al 

Afco  5758   Al 

Afco  588   G6 

Afco  733  Icegon   PI 

Afco  899   Fl 

Afco  9501    G6 

Afco  9505   G5.G7 

Afco  9520   G6 

Afco  9522   G6 

Afco  9524   G6 

Afco  9525   G6 

Afco  9574   G3.G6 

Afco  9576   G6 

Afco  9580   G6 

Afco  9586   G6 

Afco  9587   G6 

Afco  9588   G6 

Afco  9592   G7 

Afco  961 1  Synsolv   K1JC3 

Afco  9624   CI 

Afco-3445    A2 

AFCO  5300  A3 

Campbell  Acid  Foam  Cleaner    A3 


Campbell  Cleaner  A'    A2 

Campbell  Cleaner  AA  Al 

Campbell  Cleaner  B   A2 

Campbell  Cleaner  C   A2 

Campbell  Cleaner  CPC  A2 

Campbell  Cleaner  HFC  Al 

Campbell  Cleaner  LPH  Al 

Campbell  Cleaner  MBF   A2 

Campbell  D  &  B  Cleaner  Al 

Campbell  Foamer  A   Al 

Campbell  Hand  Cleaner   Al 

Campbell  Hand  Soap    C2 

Campbell  Water  Softener  1    Al 

Campbell  Water  Softener  2    Al 

Chlorilizer  Plus   A1.G4 

Chloro-Plus  H  Ql 

Con-Clean   A3 

CP-150  A1A1 

Epitome  Al 

EP  73  HT A2 

EP  73  LF  A2 

EP-122  Al 

Halgard    D2 

Quik  Klene  Chlor  Non  Foam  Egg 

CI A1.Q1 

Sani-Slash  Antiseptic  Liquid  Hand  Soap  El 

Super  Slash   Dl 

Tetra  San  II   D2 

Utopia  Active    CI 

Utopia  Dexterous Al 

Vigilquat   D2.Q3 

Alexander  Chemical  Corporation 

Sodium  Hypochlorite  Solution  D2.Q4 

Alexis  Chemical  Company 

Deep  Kleen   CI 

Turbo-Lube   H2 

Alfa  Chemical  Company 

Alfa  Kleen  Hand  Cleaner  El 

Alfa  Kleen  Heavy  Duty  Indus- 
trial Cleaner   A4.E1.A8 

Alfa  Kleen  Hood  &  Grill  Cleaner   A8 

Cleaner  Tile,  Chrome  &  Porcelain  A3 

Cleaning  Compound  Drainwaste    LI 

Scale  Removing  Compound  A3 

Alfa-Kem 

Spotlite A4 

Steam  E-Z  Al 

Alfa-Laval  Agri,  Inc. 

PCS    D2 

Alfred  Chemical  Corporation 

"Powdered  Butyl"  Clean.  Cmpd&Dgrsr 

Super A4 

A.P.  59  Al 

All  Purpose  De-Greaser   A4 

Auto  Floor  Scrubbing  Compound    A4 

APC  Concentrate  A4.A8 

CLP.  Cleaner    Al 

CLP.  Special  Al 

Chlorinated  APC  Al 

Cleaner  &  Scale  Remover    A3 

Cold  Liquid  Pressure  Wash    Al 

Crete  Scrub   A4 

Dish  Destainer  Powder  Al 

Formula  EO  A8 

Formula  MDW-H  Machine  Dishwash- 
ing Cmpd A2 

Formula  MDW-S  Machine  Dishwashing 

Cmpd A2 

Formula  OG  Cleaner  &  Degreaser CI 
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Formula  PP  Pot  &  Pan  Cleaner  Al 

Formula  PTW  Hot  High  Pressure  Truck 

Wash  Al 

Formula  RC  Concrete  Floor  Cleaner  ..  CI 

Formula  307  Hand  Cleaner C2 

Formula  671  All  Purpose  Steam  Clng 

Compd Al 

Formula  771  Heavy  Duty  Steam  Clng 

Cmpd A4 

Freezer  Clean  A5 

General  Purpose  Cleaner-M  Al 

General  Purpose  Cleaner-P  Al 

Hot  Hi  Pressure  Truck  Wash  Powder  A4 

Laundry  Detergent  Powder  Bl 

Laundry  Oxygen  Bleach  Powdered   ....  Bl 

Liquid  CJ.P.  Cleaner    Al 

Liquid  MDW-Machine  Dishwashing 

Compound A2 

Lotionized  Powdered  Pot  &  Pan  Deter- 
gent    Al 

Low  Foam  Laundry  Detergent  Bl 

Metal  Protection  Mechanical  Liq. 

Detrgnt    Al 

Metal  Protection  Mechanical  Pwdrd. 

Det Al 

Microcide  Beta  Disinfectant  Cleaner  ..  Dl 

Microcide  Gamma  D2 

Neutral  APC    A4 

Pan  Cleaner  S/S'  Al 

Pan  Cleaner  TM Al 

Pan  Cleaner  AB Al 

Pan  Cleaner  LI    Al 

Pan  Cleaner  MP    Al 

Pasteurizer  &  Soak  Tank  Cleaner    A2 

Powdered,  Cold  Pressure  Vehicle  Wash  Al 

Smokehouse  Cleaner  887   Al 

Snow  &  Ice  Melt CI 

Special  PST  Cleaner  A2 

Stone  Remover  TM'  Acid    A3 

Super  Chlor  Machine  Dshwshng  Liq 

HvyDty    Al 

Super  Foam  Al 

TMT-P  Tile  Marble  &  Terazzo  Cleaner  A 1 
102  A  U  Purpose  Steam  Cleaning  Com- 
pound      Al 

200  Heavy  Duty  Steam  Cleaning  Com- 
pound      Al 

Alfred  Karcher,  Inc. 

RM  110  Scale  Inhibitor    Al 

RM  31  Concentrate  Active  Cleaner    A4.C1 
RM  81  Concentrate  Alkaline  Deter- 
gent   A4.C1 

Alfred  M.  Lewis  Inc. 

Heavy  Duty  Non  Butyl  Cleaner  De- 
greaser  Al 

Alger  Oil  Company 

C-I-P  358  Al 

Chlorinated  Super  Cleaner  322 Al 

Liquid  C-I-P  34  Al 

Liquid  General  Purpose  Detergent 

HD62 Al 

Algoma  Products  Inc. 
Div.  of  Wash  All  Inc. 

#1008  Al 

#2020  Acid  Cleanser A3 

#21  Conveyor  Lubricant  H2 

#41   Al 

#44  Smokehouse  Cleaner  A8 

#44  Smokehouse  Cleaner  A2 

#80  A4 

#88  Al 

All-Brite  CI 


B-10-C  Al 

B-9-G  Al 

Chlorinated  Cleaner  #1050  Al 

Dissolves  All  A4 

HJJ.  Truck  &  Equip.  Wash   Al 

M-8    A4 

Alken-Murray  Corporation 

Aiken  Activator-877  PI 

Aiken  Catalyzer-878  G6 

Aiken  Clear-Flo  1000  L2 

Aiken  Clear-Flo  4000  L2 

Aiken  Clear-Flo  4100  CI 

Aiken  Clear-Flo  7000  L2 

Aiken  Clear-Flo  7100  CI 

Aiken  Disperse  325  G6 

Aiken  Disperse  326  G7 

Aiken  Disperse  330  G6 

Aiken  Disperse  334  G6 

Aiken  Disperse- 300  G6 

Aiken  Enz-Odor    CI 

Alken  K-P  270    G6 

Aiken  KP-200   G6 

Alken  KP-225   G6 

Alken  Scaloff-463  G6 

Alken  Scaloff-466  G6 

Alken  Scaloff-523  G6 

Alken  Scaloff-536  G6 

Alken  Scaloff-544  G6 

Alken  Treatment  "J"-660    G6 

Alken  Treatment  "J"-662    G6 

Alken  Treatment  "J"-663    G6 

Alken  Treatment  "J"-665    G6 

Alken  Treatment  "J"-666    G6 

Alken  Treatment  "I"-668    G6 

Alken  Treatment  J-670  G6 

Alken  Treatment  J-672   G6 

Alken  Treatment  J-673  G6 

Alken  Treatment  J-674  G6 

Alken  Treatment  J-675  G6 

Alken  Treatment  J-680  G6 

Alken  Treatment  1-681   G6 

Alken  Treatment  478    G6 

Alken  Treatment  50    G6 

Alken  Treatment  51    G6 

Alken  Treatment  53    G6 

Alken  Treatment  55    G6 

Alken  Treatment  60    G6 

Alken  Treatment  61    G6 

Alken  Treatment  62    G6 

Alken  Treatment  63    G6 

Alken  Treatment  72    G6 

Alken  V-6   G7 

Alken  2000   L2 

AFZ-875    G6 

Disperse  332   G7 

HSN  851    G6 

Treatment  "479"    G6 

All  American  Chemicals  Co. 

All  American  Acid  CD  Dairy  Cleaner 

Sntzr  D2 

All  American  Acid  CD  Dairy-Clnr-San- 

itzr  D2 

All  American  Citrus  Cleaner   A4 

All  American  Lotionized  Hand  Soap  ....  El 

All  American  QAT  1250    D2 

All-O-Dine  Handsoap  E2 

All-O-Dine  1.75    D2 

All-O-Quat D2 

Blast-Off   A3 

Breakout D2 

Conveyor  Lube  400 H2 

CP  00  Al 

Disinfectant  Sanitizer  Fungicide  Deod.  D2 

Egg  Brite  Q5 

EggBriteB  Q5 

Egg  Wash    Ql 

Ever-Flow    LI 


Foamanol  Al 

General  Cleaner A3 

GS  29  Stainless  Steel  Cleaner    A3 

GS  30  Heavy  Duty  Floor  Cleaner   A4 

GS  37  A2 

GS41  Al 

GS  424 Al 

GS  51  Al 

GS  52 H2 

GS  62 H2 

GS-100  Heavy  Duty  Fryer  Cleaner   ....  A8 

GS-152  Al 

GS-22 Al 

GS-23 Al 

GS-32 A4 

GS-33 Al 

GS-38 Al 

GS53   H2 

Hand  Dip  Sanitizer  E3 

Hand  Soap  &  Sanitizer  E2 

Just-Rite  Al 

Liquid  Sanitizer  D2.Q4 

Lotionized  Medi-Soap  El 

Mighty  Foam  +  Al 

Mighty  Klean A4 

QAT  D  A4 

QAT  1000   D2 

Revolutionize D2 

Rip-Off A4 

S-220  Frock  Cleaner  Bl 

Shine    A2 

Super  Cut  A3 

Super  Positive  Emulsion  Cleaner  Al 

SS  1 35  In  Tank  Cleaning  A2 

SS  151   A2 

SS  24  Chlorine  Cleaner    Al 

SS  28  CI 

SS  3  Al 

SS  30  Al 

SS  38  Pan  Cleaner    Al 

SS43  Al 

SS  88  Al 

SS-111   Al 

SS-134  A2 

SS-152  A2 

SS-20  A3 

SS-212  Al 

SS-29  CI 

SS-5  Al 

SS-61  Al 

SS-74  A2 

SS-75  A2 

SS-76  A2 

SS-88-9    Al 

Take-Off   Al 

Trolley  Cleaner  A2 

123  Spray  Cleaner A4 

20%  Hand  Soap El 

20%  Liquid  Hand  Soap El 

All  American  Supply  Company 

Arid  Moisture  Remover    H2 

Crystal  Clear  CI 

Impact    H2 

Mister  Jell    Kl 

Multi  Action    F2 

Multi  Lube  Red  H2 

Pink  &  Clean  C2 

Safe  Way  H2 

Sila-Slick  HI 

The  Very  Best  E4 

All  Chem  Specialty  Chemicals 

Mechanic's  Friend  H2 

All  Chem  Supply 

Food  Service  All  Purpose  Cleaner  Al 
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All  Imports,  Inc. 

All  Belts    PI 

Big"G"    Al 

Brandex  Plus  A4 

Cocoanut  Oil  Hand  Soap  Concentrate  ..  El 

Disinfectant  Plus  A4 

Fogging  Spray  Concentrate Fl 

L-Tox  Spray    Fl 

Ovec A8 

R.I.S.-15  Residual  Insect.  Cont.  Baygon  F2 

Remov-Ox  Plus  A3 

Safety  Solvent  88    Kl 

Super  Big  "G"  Al 

Thrift  100 A4 

Tough  Touch  El 

Vita-Pine  Coef.  5    CI 

Wyte-Ease   H2 

All  Kitchens  of  America 

Glass  &  Utility  Cleaner    CI 

Oven  Cleaner A8 

Stainless  Steel  Cleaner  &  Polish    CI 

All  Maintenance  Products  Inc. 

Brite'N  White  Emulsion  Bowl  Cleaner     C2 

Bug  Bomb  Insecticide F2 

Heavy  Duty  Lotion  Hand  Cleaner   El 

Power  Clean    Al 

Scour-It  Creme  Cleanser A6 

Velvet  Liquid  Hand  Soap  El 

All  Maintenance  Supply 

Free-N-Clean  Al 

All  Pro,  Inc. 

Champion  Freezer  Cleaner  A5 

Clean  Sweep  Floor  and  Concrete 

Cleaner   A4 

Home  Run  All  Purpose  Cleaner  A4.C1 

Love- 30  Liquid  Hand  Soap    E4 

Pro  Pan    Al 

Raw  Power    A8 

Super  Pro  Pan  Concentrate  Al 

T.K.O.  Oven  and  Grill  Cleaner  ....  A4A8 
Winner's  Green  Degreaser  Concentrate    A 1 

All  Pure  Chemical  Company 

All  Pure  Bleach  A131.G4 

All  Pure  Calcium  Hypo- 
chlorite     D2,G4,G5,G7,Q4 

All  Pure  LT.  Sanitizer  5.25%  ..  B1IJ2.Q4 
All  Pure  LT.  Sanitizer  9.2%  ....  B1£>2,Q4 
Bacticide    B1XJ2.Q4 

All  Right  Products,  Inc. 

Bio-Kleen Al 

Super  Solv  #2   A4.A8 

All  State  Chemical 

#115  Organic  Drain  Line 

Opener&Maintnr LI 

Safety  Solvent  Clnr.  &  Degreaser   Kl 

Super  Enzymes    L2 

Super  Neutral  Cleaner Al 

All  Steam  Products  Inc. 

ASP  707  Steam  Cleaning  Cmpd  All 
Purp Al 

ASP  771  Steam  Cleaning  Cmpd.  Extra 
Purp Al 


All  Strip  Inc. 

Soak  Clean A2.C3 

Wipe  Clean   A2.C3 

All  Tex  Chemical  &  Equipment, 
Inc. 

Amco  A4 

Amodet    A4A8 

Car  Spray  Car  Wash  Detergent    Al 

Citrisol  CI 

Concrete  Cleaner  A4 

Hand  Soap  Almond  Odor  El 

Heavy  Duty  Steam  Cleaner    A2 

Laundrbrite    Bl 

Lemon  20 CI 

Pine  Kleen  Disnf.-Clnr.-Deod.  Pine 

Odor   CI 

Pinky  Liquid  Dishwash  Al 

Safety  Solvent  K2 

Solvo   Kl 

Super  D   Al 

Super  Mint  Cleaner-Disinfectant-Deod.  CI 

Truck  and  Car  Wash  Al 

Winda-Kleen   CI 

4002  Al 

562  Liquid  Concentrate A4 

7-7-7 CI 

All-Brite  Sales  Co. 

AB-52  All  Purpose  Concentrated 

Cleaner   CI 

Boss  CI 

Chlor  Kleen  Al 

Dish-Brite    Al 

DL-1000 Al 

Formula  K  A4.A8 

Grease  Cutter Al 

Magnum  Al 

Sani  Quat  D2 

Servall-Delimer  A3 

Super  Suds  Degreasing  Cleaner  Al 

All-Chem  Co. 

Glass  Cleaner  &  Utility  Cleaner CI 

All-Chem  Corporation 

A.P.C A4 

All-Brite  Laundry  Compound  Bl 

All-Clean  750    Al 

All-Clean  750  Chlorinated   Al 

Bottlewash  #100   A2 

Bottlewash  Additive  105 Al 

Bottlewash  99   A2 

Bowl  &  Porcelain  Cleaner  #508  C2 

Cement  Floor  Cleaner  #528   CI 

Chlorinated  Dishwash  #603   Al 

Cleaner  Degreaser  A4 

Dish  Suds  #606  Al 

Foam  Degreaser  509  A4 

Formula  #583  H.D.  Liquid  Steam 

Cleaner   Al 

Formula  #584  M.D.  Liquid  Steam 

Cleaner   Al 

Formula  503  Auto-Scrub  Concentrate  Al 

Formula  504  General  Purpose  CI Al 

Formula  507  Acid  Maint.  Clnr A3 

Formula  553  Powdered  Bleach Bl 

Formula  578  Pressure  Wash  Det,  Al 

Formula  580  Steam  Cleaner  Al 

Formula  581  H.D.  Steam  Clnr Al 

Formula  586  Liq.  Conveyor  Lubrcnt.  H2 

Formula  612  Liq.  Acid  Cleaner  A3 

Formula  626  Drain  Cleaner   LI 

Formula  629  Gen.  Purp.  Clnr A2 

Formula  700    Al 

Formula  700-NP   Al 


Formula  701  Gen.  Purp.  Clnr Al 

Formula  704  Hvy.  Dty.  Non-Caustic  CI.  Al 

Formula  707  Gen.  Purp.  Clnr Al 

Formula  709  All  Purpose  Cleaner   Al 

Formula  710  Pwdrd.  Acid  Det A3 

Liquid  Castile  Hand  Soap  #51 1   El 

Liquid  Hand  Soap  20% El 

Liquid  Hand  Soap  40% El 

Liquid  Pressure  Wash  Al 

Lotionized  Dishwash  #607  Al 

Mint  7    CI 

Non-Butyl  Cleaner-Degreaser 

#502-GX  A4A8 

Oven  &  Grill  Cleaner  #614    A8 

Pine  Odor  6  CI 

Pressure  Terg  #595  A4 

Zip   A4 

Zip  Heavy  Duty A4 

All-Chem  Industries,  Inc. 

Floor  Hand E4 

Allanco  Supply 

Degrease-All    Al 

Alleghany  Supply  &  Maintenance 
Co.,  Inc. 

Fast  Lane  CI 

NASA  Disinfectant  Spray  &  Wipe    ....    CI 
Soft  Suds  Bl 

Allegheny  Southwest 

BWT  225  G6 

BWT  269  G6 

Allen  Chemical  Company 

Hi-P  Contact  Cleaner    K2 

Liquid  Live  Micro  Organisms    L2 

Merit    A4 

Allen  Maintenance  Supply  Co. 

Amsco  Heavy  Duty  Deep  Clean    Al 

Amsco  Spontaneous  Emulsifier   Al 

Deep  Clean    Al 

Knock  Out  Al 

No.  25  Insect  Spray    Fl 

Pro  Clean  517   Al 

Pro-Cidal  Heavy  Duty  Cleaner Dl 

Sani-Lube HI 

Stainless  Steel  and  Metal  Polish    A7 

Allgulf  Corporation 

Glass  Cleaner CI 

Stainless  Steel  Cleaner   CI 

Alliance  Chemical  Products 

All  Purpose  Cleaner/Degreaser 

Cone A4A8 

Emulsion  Bowl  Cleaner   C2 

Floral  Odor  Neutralizer CI 

Foaming  Oven  and  Grill  Cleaner  A8 

Neutral  Film  Free  Damp  Mop  (Concen- 
trate)       CI 

Pink  Lotion  Hand  Soap    El 

Alliance  Group,  Inc. 

Algicide  10-01  G7 

Algicide  15-01  G7 

Alkalinity  Adjunct  G6 

Alkalinity  Aid   G6 

Antifoam  BW    G6 
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AW-24  G2 

AW-26  G3 

AW-27  G2 

AW-28  G3 

AW-29  G2,G5,G6 

AW-66  Gl 

AW-937  G2 

Baseline  All  Purpose  Cleaner  CI 

BD-0177    G6 

Heavy  Duty  Powdered  Cleaner  #205  ..  Al 

Industrial  Voltreet  G7 

Klomine  Plus  30-19    A4 

NBC  CI 

Oxytrol  A-DC   G6 

Oxytrol  FP-100  G6 

Oxytrol  LD    G6 

Oxytrol  LD    G6 

Oxytrol  S-DC    G6 

Rustoscale  Custom  40  G7 

Rustoscale  Custom  42  G7 

Rustoscale  Custom  43  G7 

Rustoscale  Custom  44 G7 

Rustoscale  Custom  46  G7 

Rustoscale  Custom  49  G7 

Rustoscale  Custom  50  G7 

Rustoscale  CIS    G6 

Rustoscale  CIS-D    G6 

Rustoscale  Polysperse  BW  G6 

Rustoscale  Polysperse  10   G7 

Rustoscale  Polysperse  30   G6 

Rustoscale  PB  200    G6 

Rustoscale  PB-300    G6 

Rustoscale  14 G6 

Rustoscale  152 G6 

Rustoscale  176  G6 

Rustoscale  19 G6 

Rustoscale  3  in  1  G6 

Rustoscale  5 G6 

Rustoscale  6 G6 

Secure    A8 

Silicone  Processing  Antifoam  F.G Q5 

Spectrum  MP-283  G6 

Trax  LFA-301   A3 

Voltreet    G7 

Voltreet  D   G6 

Voltreet  FP-10 G6 

Voltreet  FP-100  G6 

Voltreet  FP-20  G6 

Voltreet  FP-40  G6 

Alliance  Industrial  Products,  Inc. 

G-Cide  Super Dl 

Alliance  Paper  Company 

Rash  Hand  Soap  El 

Allied  Block  Industries,  Inc. 

Air  Conditioner  Treatment  PI 

Brite  Glo  Cleanser  with  Chlorine  Bleach  CI 
Bnte  Glo  Cleanser  with  Oxygen  Bleach  CI 

Jumbo  2B  Deodorant  Block  C2.L1 

Jumbo  3B  Deodorant  Block  C2.L1 

Neat  Dry   Jl 

Allied  Chemical  Industry  Inc. 

Alco-Soap    B4 

AH  700    CI 

Citra-Mec  E4 

Citri-Power    CI 

Dairy-Kleen  D2 

Degreaser-Plus  CI 

Drops  El 

Formula  AH  707  CI 

Formula  440    CI 

Freez-Kleen  A5 

Grease-Go   A8 

H.D.  Degreaser   Al 


Jet  Power  A4.A8 

Lemon-D   CI 

Light  Mineral  Oil    HI 

Pine  Guard  CI 

Pine-C    CI 

Pine-D20   CI 

Sani-Soap  E2 

Sanitec  D2 

Target C2 

Top  Power  LI 

Viro-Kleen  CI 

Allied  Corporation/ 
Allied  Chemical 

Rake  Calcium  Chloride  77%  CI 

Snowfine   Al 

Snowflake  Crystals   Al 

Soda  Ash  Dense    A1.G1 

Soda  Ash  Light  A1.G1 

Super  Flake  Anhydrous  Calcium  Chlo- 
ride        CI 

Allied  Enterprises,  Inc. 

All-Lube H2 

Allied  Deo-Gran   CI 

Attack  Self  Cleaning  Grill  &  Oven  Clnr  A8 

AE  Formula  AE  1036  Unique   CI 

AE  Formula  1000  Safety-Solvent Kl 

AE  Formula  1004  Chain  &  Cable  H2 

AE  Formula  1008   K2 

AE  Formula  1011  Battery  Terminal 

Cleaner   PI 

AE  Formula  1020   HI 

AE  Formula  1039  Dry  Moly    H2 

AE  Formula  1040   PI 

AE  Formula  1050  H2 

AE  Formula  1055  ...: H2 

AE  Formula  1325  All  Purpose  Cleaner    CI 

AE  Formula  2500  A8 

AE  Skin  Protector  E4 

AE  Slick    H2 

AE  Vision   CI 

Blossom  Bowl  &  Porcelain  Cleaner  ....    C2 

Bug  Buster Fl 

Convoy    K2 

Creation  Drain  Line  Injection  System   ..  L2 

Enviro-Sept   CI 

Formula  100    Al 

Formula  1038    H2 

Formula  1309  Stainless  Steel  Clnr  & 

Pish  A7 

Formula  1345  Glass  &  Utility  Cleaner     CI 

Formula  1525  Insect  Spray  Fl 

Formula  200    Al 

Formula  2100    CI 

Formula  2500  Oven  Cleaner A8 

Formula  40    A4 

Formula  420    CI 

Formula  420  Lemon  Scented  Dsnfctnt 

Clnr  A4 

Formula  430  Pine  Odor  Disinf  Deod 

Clnr  CI 

Formula  450    C2 

Formula  710    Fl 

Formula  720  Insect  Killer Fl 

Formula  80    Al 

Formula  800  U.S.  Antsep  Ltnizd  Liq 

Soap    El 

Formula  83    Al 

Formula  85    Al 

Free  Flow CI 

Grime  Fighter  #1  E4 

Grime  Fighter  #2  E4 

Grime  Fighter  HI  E4 

Grime-Fighter  Antisep.  Wtrless  Hand 

Clnr  E4 

Hi-Count  Bacteria  Enzyme  Complex  ....  L2 
Hydrolytic  Enzyme  Bacteria  Complex  ..  L2 
I-O-Bac  Bowl  &  Porcelain  Cleaner  ....    C2 


Impact  Concentrated  Hvy  Dty  Indus. 

Dgrsr  CI 

Impact  II    CI 

Institutional  Chlorinated  Cleanser    A6 

Klean-N-Drain  Acid  Drain  Opener    LI 

Kleansall  Bacteriostatic  Kreme  Kleanser  C2 

Kleer-Vue    CI 

Liquid  1309  Stainless  Steel  Cleaner  ....  A7 
Miracle  Match  Step  1  Miracle  Start  ....  A4 
P-4012  Mechanical  Dishwash  Com- 
pound      Al 

P-4015  H.D.  Chlor.  Mech.  Dishwash 

Cmpd A2 

P-4050  Highly  Active  Neutral  Beads  ..  Al 

P-4200   Al 

Pine  Oil  80%  CI 

Pine  Punch  CI 

Power  Plus  C2 

Power  Plus  Bowl  Sanitizer  C2 

Punch  LI 

Quick  Action  Control   CI 

Sentry  Mint  Odor  Disinfectant  Deodo- 
rant      CI 

Smoke  Scrub  546  SC   Al 

Smoke  Scrub  547  OC  A8 

Soapcream  Antiseptic   E4 

Soapcream  Lotion  E4 

Speed  Clean  Al 

Trap-Ease  Residual  Insect  Killer   F2 

Allied  Labs  and  Products,  Inc. 

Viracil    D2 

Allied  Materials 

Grease  Gun   H2 

Silicone  Spray  H2 

Allied  Mills,  Incorporated 

Wayne  D-Odor  #11    L2 

Wayne  Super  Cleaner  Al 

Wayne-Odine  D2 

Allied  Oil  &  Supply,  Inc. 

All  Weather  Hydraulic  Control  Fluid  ..  H2 

Allied  FG/AW  100  Food  Machinery  Oil  HI 

Allied  FG/AW  32  Food  Machinery  Oil  HI 

Allied  FG/AW  46  Food  Machinery  Oil  HI 

Allied  FG/AW  68  Food  Machinery  Oil  HI 

Anti-Wear  Industrial  Hydraulic  Oil  #32  H2 

Anti-Wear  Industrial  Hydraulic  Oil  #46  H2 

Anti-Wear  Industrial  Hydraulic  Oil  #68  H2 

AW-220  H2 

Dextron  U  Automatic  Transmission 

Fluid   H2 

Ind.  Hyd.  AW  100    H2 

Ind.  Hyd.  AW  150    H2 

Ind.  Hyd.  AW  22    H2 

Non  Det.  10W  H2 

Non  Det.  20W  H2 

Non  Det.  30  H2 

Non  Det.  40W  H2 

Non-Det.  SOW  H2 

PE  150  HP H2 

PE  315  HP H2 

PE  500HP   H2 

PE  600  HP H2 

PE  700  HP H2 

PE-215-HP H2 

Super  Extra  Dty  Multi-Ser  Eng  Oil  SAE 

50    H2 

Super  Extra  Dty  Multi-Ser  Eng  Oil 

SAE10W  H2 

Super  Extra  Dty  Multi-Ser  Eng  Oil 

SAE20W  H2 

Super  Extra  Dty  Multi-Ser  Eng  Oil 

SAE30W  H2 

Super  Extra  Dty  Multi-Ser  Eng  Oil 
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SAE40W  H2 

Super  Multi-Purpose  Gear  Oil  SAE 

80/90  H2 

Super  Multi-Purpose  Gear  Oil  SAE 

85/140  H2 

Technical  White  Mineral  Oil    HI 

Allied  Products  &  Services  Inc. 

A- 1  Ready-to-Use  Cleaner-Degreaser  Al 

Activated  Pine  Type  Disinfectant  CI 

Advantage   A4 

Aero  Chlor Al 

Alka-Foam  A2 

All  Quat  128  Dl 

All-Quat-256  Conc.Det.San.Fngcd 

Dis.Deo  Dl 

Antibac El 

Arctic-Kleen    A5 

AL  5561  A2 

AL-542 A2 

AL-547 Al 

AL-550 Al 

AL-554 A4 

AL-558 Al 

AL-562 Al 

AL-578 A3 

AL-580 A3 

AL-700 Al 

AL578N  A3 

AP-322  Al 

AP-323  Al 

AP-337  Al 

AP-340  A3 

AP-346  LI 

AP-358  Al 

AP-360  Al 

AP-363  Al 

AP-381  Al 

AP-386  Al 

AP-394 A2 

AP-395  A2 

AP-405  Al 

AP-408  Al 

AP-410 A2 

AP-412  Al 

AP-415  A2 

AP-419  A2 

AP-427  A3 

AP-443  A2 

AP-446  A2 

AP-454  A2 

APF400    Fl 

APS-20  Liquid  Hand  Soap  El 

APS-40  Liquid  Hand  Soap  El 

APS-50  Hand  Soap  El 

APS-90    El 

APS-90  Plus    El 

Bacta-Kreme   El 

Champ  Al 

CL450  A4 

CL-200  Liquid  Heavy  Duty  Detergent  Al 

CL-250  Al 

CL-400  Al 

CL-406  Al 

Dissolve  Al 

DL-50 CI 

E-2  Pink  Lotion  Hand  Cleaner  E2 

EkotergHD  A2 

Erase    A8 

E3  Hand  Sanitizer  Concentrate E3 

F-lll    A4 

Floor-Prep   A3 

Foam  Kleen  Al 

Foam-Chlor  Al 

Food  Prep  30  Al 

Food  Prep  30  Al 

Formula  3000    Al 

Formula  80    C3 

FF  57  Hand  Wash  and  Sanitizer    E2 

FP-20  Al 


FSC-170  HI 

Gentile  Castile  El 

Glo  Wash  Liquid  Detergent   Al 

I-O-Cen   Dl 

Kleen  Crete  Al 

KleerView    CI 

Kleer-Shield  CI 

Klenz-All  A4A8 

Mighty-Kleen A4.A8 

Nu-Prompt  Al 

NRQ  Sanitizer  D2 

NRS  Sanitizer   D2 

Penetrate    A4 

Power  Plus  Spray  Cleaner  Degreaser  ..  CI 
Power-Quat  Heavy-Duty  Cleaner- 

Dsnftnt    Dl 

Pro-Tex    E4 

PH-90  A3 

Quatra-Kleen  Dl 

R-537  A3 

Remove  All  Al 

RES-15    F2 

RES-51    F2 

SaniklorGP  Al 

Septa-Clean  El 

Solco    Al 

Special  #10    A2 

Special  #12    A3 

Special  #13    LI 

Special  #20    Al 

Special  #22    A2 

Special  #24   Al 

Special  #26    A3 

Special  #6    A2 

Special  #7    A2 

Special  #8    A2 

Special  #9    Al 

Stericide  Disinfectant  and  Detergent    ..  Dl 

Strike   Al 

Super  Alka-Foam    Al 

Super  Scalex    C2 

Syndet   Al 

System  60    Al 

SR-60  A3 

Tergacid  Acid  Foaming  Cleanser  A3 

X-Scale    A3 

Allied  Products  Company 

Corodex  Rust  Remover A2 

Allied  Universal  Corporation 

Aqua  Guard  Sodium  Hypochlor- 

ite-12.5% B1.D2.Q4 

Chlorinating  Solution    B1J31.G4 

Allied-Kelite  Products  Division 

Alklor D2.Q4 

Antifoam  10 Q5 

CLP.  Cleaner  #305  Special   Al 

Foam  Cleaner  #45  Al 

Formula  #24    A2 

Formula  #24-L Al 

Formula  #27-A    Ql 

Formula  #29    A2 

Formula  #48  Deluxe  Al 

HTST  A2 

Isoprep#136   Al 

Isoprep  #7   A2 

Ke-KlorL    Ql 

Ke-Scrub-2 CI 

Kelite  #22-Klor  Ql 

Kelite  Disinfectant  Cleaner  #100  Dl 

Kelite  Keystar   Al 

Kelite  KeKleen  E    Al 

Kelite  Mech  Chem  #402  H2 

Kelite  Mech-Chem  #300  Al 

Kelite  Mech-Chem  #301  A3 

Kelite  Mech-Chem  #305  Al 


Kelite  Mech-Chem  #325  Al 

Kelite  Mech-Chem  #400  Al 

Kelite  Mech-Chem  #401  A3 

Kelite  Mech-Chem  #402  A3 

Kelite  Mech-Chem  #404  A3 

Kelite  Mech-Chem  #406  A3 

Kelite  Mech-Chem  #407  A2 

Kelite  Vari-Kleen    Al 

Kelite  Vari-Kleen-S Al 

Kelite  102    A4 

Kool  Spray  141   A2 

M.P.  Cleaner  200    Al 

Process  235   A2 

Process  236   A2 

Process  242  A2 

RR-520    A4 

Soaker  35  A2 

Socolite  H   Al 

Socolite  O   Al 

Spray  White Al 

Allstate  Chemical  Service,  Inc. 

AC-SLV G6 

AC-10    G6 

AC-30-M  G6 

AC-36-M  G6 

AC^»5    G6 

AC-61    G6 

AC-80    G6 

AC-83    G6 

AC-87    G6 

SL-154  G6 

Allstate  Industrial  Supply  Co. 

E-ZDri    Jl 

Allston  Supply  Company,  Inc. 

Zip  Zyme  L2 

Alltech,  Inc. 

Add-All    A2 

Allklor  Powdered  Chlorinated  Alkln 

Clnr  Al 

Chlortech  D2.P1 

Egg-Cel    Ql 

Iotech  D2.G5 

Iotech  MM D2,E3 

Mold-Zap  Liquid  Mold  Remover  A3 

Scale-Ban  Al 

Scale-Bite A3 

Allube  Division 

Far  Best  Corporation 

Allube  Aqua-Shield  Polyfilm  No.  3  ....  HI 

Allube  Aqua-Shield  Polyfilm  No.  5  ....  HI 

Allube  Aqua-Shield  1059  HI 

Allube  Aqua-Shield  1059  2T  HI 

Allube  Aqua-Shield  109C  H2 

Aqua-Shield  Degreaser  1057    Al 

Aqua-Shield  1059-1    HI 

Aqua-Shield  1059-2    HI 

Aqua-Shield  1059-2T-L    HI 

Aqua-Shield  1059-2T-XL  HI 

Lubri-Shield  CPM  90  HD    H2 

Moly-Shield  Pelgear  90    H2 

Moly-Shield  Pelmill  2011  HVY  H2 

Sawglide    HI 

Ally  Industries 

Dry-Brite  Bl 

Formula  E.T.C.  Pure  Form  Concentrate  A4 

Heavy  Duty  Concrete  Cleaner   A4 

PK  200  All  Purpose  Cleaner    Al 
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Almo  Laboratories 

Al-Zyme L2 

Alclor Al 

Alglow  Pink  Lotion  Hand  Cleaner E2 

Almo  Scale  Remover   A3 

Almochlor   D2 

Almosan  D2 

Alquat  "S"  D2 

Blast  Al 

Bon  Argent  Liquid    Al 

Chlorace  Al 

Degreaser  CI 

Erase    Al 

Formula-10    Al 

NJD Al 

Pinnacle  Al 

RF  22  Freezer  Cleaner   A5 

Tight    Al 

Alpha  Chemical  Co. 

Alphachem  1 352  Detergent    Al 

Alphachem  1358  Detergent    Al 

Alphachem  1 368  Detergent    Al 

1013  Detergent    A4 

1018  Cleaner  A4 

1028  Detergent    Al 

1187  Steam  Cleaner   Al 

Alpha  Chemical  Company 

Grease  Go   CI 

Alpha  Chemical  Services,  Inc. 

#501  Wallop  Heavy  Duty  All  Purpose 

Clnr  Al 

#503  Coco-Castile  Liquid  Hand  Soap   ..  El 

#505  Drain  Cleaner  LI 

#514  Liquid  Detergent    Al 

"Attack"  Al 

Acid  Cleaner  A3 

Acid  Sanitizer   D2 

Addit    A3 

Addit  300  Al 

Addit  500  Al 

Alfis  D2 

All  Purpose  Cleaner  #105  Al 

Alpha  Bac   D2 

Alpha  Bac  1.6  D2 

Alpha  Bac  10 D2 

Alpha  Bac  200  Dl 

Alpha  Bac  3.2  Dl 

Alpha  Bac  4.5   D2 

Alpha  Chem  Flor  Clen  300    A4 

Alpha  Chem  GMC  300  Al 

Alpha  Chem  GMC  500  Al 

Alpha  Chem  D?C  200  Al 

Alpha  Chem  IPC  400  Al 

Alpha  Chem  IPC  800  A2 

Alpha  Chem  LD  100 Al 

Alpha  Chem  MSR  200  A3 

Alpha  Chem  Oven  Klen  Al 

Alpha  Chem  Shroud  Clen  Bl 

Alpha  Chem  Stain  Off   Bl 

Alpha  Chlor D2.G4.Q4.E3 

Alpha  Dyne  D2 

Alpha  Flor  Clen  200  CI 

Alpha  Formulation  HWSC  E2 

Alpha  Gel    Al 

Alpha  Glow  A3 

Alpha  LSC  200  Al 

Alpha  PSC  300  A2 

Alpha  PSC  400  A2 

Alpha  San  100  D2 

Alpha  San  200  Dl 

Alpha  San  300 D2 

Alpha  Sheen    A2 

Aluminum  Soak  Cleaner Al 


Aluminum  Spray  Cleaner  Al 

Automatic  Cooker  Cleaner  A2 

BC  54L    G6 

BT  1014 G6 

BT-1018  G7 

BWT  74  G6 

BWT  90  G6 

Chlorinated  Circulation  Cleaner  Al 

Chlorinated  Machine  Dishwashing 

Powder   Al 

Cooling  Tower  Treatment  1015  G7 

CC  100    A2 

CC  200    A2 

CC  300    A2 

CC  400    A2 

CC  800    A2 

CIP7  Al 

CIP-9  Al 

CLC  402    A2 

CLC  405   A2 

CLC  502   A2 

Descale A3 

DeFome  Al 

Drain  Away  LI 

Egg  Wash    Ql 

Egg  Wash  Antifoam   Q5 

Floor  Cleaner CI 

Flor  Clen  100    A4 

Flor  Clen  100X  A4 

Foam    Al 

Food  Plant  Fogging  Insecticide   Fl 

Fryer  and  Grill  Cleaner  Neutralizer  ....  A3 

General  Manual  Cleaner  Al 

GMC  400  Al 

GMC  700  Al 

GMC  800 Al 

H-Rama   L2 

Hand-n-San   E2 

Heavy  Duty  Cleaner  Al 

Heavy  Duty  Degreaser   Al 

IPC  500   Al 

Kettle  Cleaner  A2 

Lac  100   A2 

Lac  200   Al 

Lac  300   Al 

Lac  400   A2 

Laundry  B rite  Formula  LC- 100   Bl 

Light  Duty  Cleaner  Al 

Liqui  Suds  Al 

Liquid  Alkaline  Cleaner  200    Al 

Liquid  Chlorinating  Product  D2 

Liquid  Sulfite    G6 

Liquid  Water  Softener G2 

Lotion  Type  Skin  Cleaner El 

Low  Iodine  Handsoap  E2 

Lube  1300   H2 

Lube  500  H2 

Lube  700  H2 

Lube  700  Defoamed   H2 

Lube  800  H2 

Lubri  Gean   Al 

LAC  600    A4 

LAC  900   Al 

LC40 A2 

LC  50 A2 

LD  200 Al 

LD  300 Al 

LD  500 Al 

LSC  100    Al 

LSC  300    Al 

LSE   Al 

LSEH    Al 

Mandrel  and  Oven  Cleaner A8 

Mold  Cleaner A2 

MEM  100    A2 

MSR  100  A3 

MSR  300  A3 

MSR  500  A3 

MSR  600  A3 

MSR  700  A3 

MSR  800  A3 


MSR  900  A3 

ND  100    Al 

Plastic  Spray  Wash  Al 

Powdered  Laundry  Bleach   Bl 

Rapid  Clean  Al 

Rust  Stripper  A2 

Smoke  House  Cleaner  A2 

Solvex    Al 

Spray  Cleaner   Al 

Steam  Condensate  Treatment  G6 

Super  Foam  Al 

S5484  Acid  Cleaner   A3 

Terrifik  CI 

Trolley  Cleaner  A2 

WS9  Al 

WS9NP    Al 

1016  G3 

1017  G7 

518  All  Purpose  Cleaner  (Powder)  Al 

67-TCB    G6 

747  G6 

749L G6 

Alpha  Grease  &  Oil,  Inc. 

Alpha  Food  Machinery  Grease HI 

Alpha  Non-Tox  Grease  AA-1  HI 

Alpha  Industrial  Development 
Corp. 

A  CTab PI 

Aid-Sect  Fl 

Aid-Sol    K2 

Aidco  Alpha-Zorb  CI 

Aidco  Gentle  LI 

Aidco  Germcide  II  Hospital  Disnf. 

Deod C2 

Aidco  Red-T-Green  C2 

Aidco  Swipe  II    CI 

Alpha  Solv  K2 

Alpha  SS  Sewer  Solvent  LI 

Alpha-Red   H2 

Alpha-Zorb  Granular  Odor  Eliminator     CI 

Alphamelt    CI 

Bond-It PI 

Citrus  Drain  Energizer    CI 

Creme-Clean   E4 

Crystal   CI 

D.B.  Cool    H2 

Dry-Lube  H2 

Freezer  Cleaner  A5 

Gripper PI 

Hydro-Blast  No-Fume  Drain  Opener  ....  LI 

Kleer  Glass  Cleaner    CI 

Moly-Lube  H2 

No-Seize    H2 

Shine  S.S A7 

Ultra  Pure    CI 

Uni-Fresh  Concentrate    CI 

X-Tend  PI 

Alpha  Mador  Supply  Company 

Alive    CI 

Bowl  Brite  CI 

MC  465  Foaming  Degreaser CI 

Neutra  Quat  A4.C1 

Soft  Klenz   A6 

Alpha  Marketing  Co..  Inc. 

Alpha  Pac  90  HI 

Alpha  Metro  Maintenance  Supply 
Co. 

All  Purpose  Liquid  Steam  Cleaning 
Cmpd.   Al 
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Alpha  Tech  Pet,  Inc. 

KennelSol    Al 

KennelSol  High  Concentrate    A4 

Alpha  Technical  Systems,  Inc. 

Omega  Blue  Al 

Omega  Green  Al 

Alpha-Dyn  Chemical  Company 

Double  Trouble  F2 

Alpine  Chemical  Products 

Commercial  All  Purpose  Cleaner  CI 

Commercial  Quick-Kleen   Al 

Red  Stuff  Al 

Alpine  Technical  Services 

ATS  108    G6 

ATS  131L   G6 

ATS  171    G6 

ATS  172    G6 

ATS-BC  G6 

ATS-112    G6 

ATS-141L   G6 

ATS-152  Steam  Line  Treatment G6 

ATS-153    G6 

ATS-154  Steam  Line  Treatment G6 

Altona  Specialties 

Gre-Sa-Way  Al 

Alum  Rock  Food  Service 

Oven  Cleaner  A8 

Am-Lab  International 

Britex  Bl 

\ui-l  id  Products,  Inc. 

AK-11    Al 

AK-14    Al 

AK-5    Al 

AK-7    Al 

AK-7  Double  Barrell Al 

Power  Solv  100  CI 

Am-Tech/ 

GMA  Chemical  Technologies,  Inc. 

Am-Clean  131   A4 

AP20  A4.A8 

Amador  Chemical  Corporation 

Ama-Clean  38  A2 

Amador  #400  BWT G6 

Amador  #401  BWT G6 

Amador  #402  BWT G6 

Amador  Liquid  Steam  A4 

Amador  Pipe  Line  Cleaner  A3 

Amador  Steam  Treatment  #550   G6 

Amaspray  Al 

Away   Al 

Can  Cleaner  #3   A2 

Chem  Flush  LI 

Chlorinated  Caustic  CLP.  Cleaner Al 

Coconut  Oil  Hand  Soap    El 

Conveyor  Lube   H2 

Crete-Brite  A4 

Egg  Cleaner  826   Ql 

Egg  Cleaner-Low  Foam    Ql 

Foaming  Chlorinate  Al 


Gentle  Giant    CI 

Hot  Tank  Compound  DE   A2 

Hot  Tank  30    A2 

Klor-White Q2 

Krete-Kleen  CI 

MD  Steam  Cleaning  Compound    Al 

New  Freestone  A3 

Pace  72    CI 

Penta  Beads  A2 

Pot  &  Pan  Soap  L  Al 

Steam  Treatment  #500    G7 

Steam-It  Al 

Steamex   A2 

Sud-Z  Al 

Super  Egg  Cleaner  Improved  Ql 

Amaize  Corporation 

Amaize  Al 

Amaize  Oven  &  Grill  Cleaner  A8 

Amaize  Wall  and  Ceiling  Cleaner  CI 

Amalgamated  Products,  Inc. 

Blu-Magic   A4 

Amalie  Refining  Company 
Division  of  Witco  Chemical  Corp. 

All  Purpose  Grease  H2 

All  Purpose  Grease  Li-2  NLGI  No.  2  H2 
Extra  Dty  Wheel  Bear.  Grs  Na-2  NLGI 

No.2    H2 

Heavy  Duty  Outboard  Motor  Oil  50-1 

SAE30  H2 

Amar  Associates 

Amar  Acid  Foam  Cleaner A3 

Amar  Pac  710   A3 

Amar  Satin  Clean   A4 

Amar  1210  Al 

Amar  700  A2 

Freezer-Cleaner  A5 

GPC  84    A4.C1 

Power  Foam  Degreaser  A4 

TC-160  Dl 

1300  Cleaner  A2 

707  Special    A4 

Amatron/ 

Division  of  N  C  H  Corporation 

Ari-Slick    H2 

Bayonet   H2 

Belt-Buddy    PI 

BAM   Al 

Cell-Mate  PI 

Cushion   HI 

Dis-Place   PI 

EMC-100  K2 

Fall  Off   C3 

Hand-Gritaid   E4 

Hand-Plus    El 

Heetbeat  SAE  80W-90   H2 

HeetbeatSA£85W-140   H2 

Holdup  H2 

Liquid  Draynamite    LI 

Perma-Gear  Open  Gear  Lube  H2 

Sil-Lube  HI 

Sil-Lube  B  HI 

Spray  Loose  H2 

Tac-Guard   K2 

Amax  Industrial  Products  DivV 
Amax  Corporation 

Amax  Liquid  Ice  Preventer CI 

Amax  Safe  Solve  R365  K2 

Amax  Safety  First  #808    Al 

EnzaBac  379  CI 


IndustraSolv  30114  A4 

Liquid  Enzyme  Digestant  L2 

Live  Micro-Organisms    L2 

Orange  Degreaser   CI 

Orange  Drain  Cleaner  CI 

Organic  Acid  Cleaner  A3 

Organic  Squirt  Concentrate CI 

Repco  R397  Coolant  #2   PI 

Safe  Solv  378    CI 

Safety  First    CI 

Super  Reprosolv    A4 

Super  Solv  #2   A4.A8 

Amazing,  Inc. 

Amaz-Clean  A4 

Germicidal  Cleaner  #522    A4 

Ambassador  Oil  &  Chemical 

Lubri  Lon H2 

ZBond H2 

Ambeco  Products  Co 

See  DuChemCo  Products  Company 

ZZ 

Ambion  Corporation 

Ambicide  87    D2 

Amchem  Products,  Inc. 

Rodine  102    Al 

Amco  Chemical  Company 

Chicken  Little    Al 

Chicken  Little  Meat  Room  Degreaser  Al 

Amer-I-Clean  Equipment  & 
Chemical 

Digestase  KFP  585   L2 

Amerchem  Corporation 

Castor  Oil  Grade  C  HI 

Compound  AP-10  A2 

Compound  AP-15   A2 

Compound  AP-30   A2 

Compound  AP-35   A2 

Compound  AP-57   A2 

Compound  AP-60   A2 

Compound  C-75    Al 

Compound  CH-312  Al 

Compound  Deruster  AP   A2 

Compound  N- 125    Al 

Concentrate  #50 Al 

Concentrate  75 A4 

Liqua-Clean  A1.E1 

Liquid-Sope  El 

Sewer  Cleaner  LI 

Stainless  Steel  Cleaner   A3 

Ameri-Pro  Systems,  Corp. 

Chem  San    D2 

Chem  San    D2 

Lift  Away    A4 

Lift  Away    Al 

Neutral  Cleaner  A4 

Task  Master  A4 

Total  Strip   A4 

Ameribrom,  Inc. 

HalogeneT-30  G7 

Halogene-G   G7 
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American  Andesite/ 

A  Division  of  Ca-Ja,  Inc. 

Butcher's  Helper   Jl 

American  Bleach  Mfg.  Co. 

Chemi-Cal   D2 

American  Chemical 

Dynamic Al 

American  Chemical  &  Equipment 
Co.,  Inc. 

"Aqua-Solv"  A4 

Super- 2000  Concentrate  Cleaner    A4 

Triple  Play  A4 

American  Chemical  Co. 

All  Purpose  Geaner   A4 

H.D.  Alkaline  Cleaner/Emulsifier Al 

Industrial  Strength  Bowl  Cleaner  C2 

Lemon  Scented  Disinfectant  Cleaner  ..  CI 

Lemon  Scented  Hand  Soap El 

Power  Degreaser   Al 

Si-Lube  #A21595C  Silicone  Spray    ....  HI 

Tub,  Tile  &  Porcelain  Cleaner  C2 

American  Chemical  Co.,  Inc. 

A-Plus    LI 

American  Dreem  Spontns  Gres  Em- 

ulsfng  Cln  Al 

Coconut  Oil  Base  Soap  Concentrate  ....  El 
Formula  1808  Industrial  Cleaner  & 

Dgrsr.    A4.A8 

Mr.  Brite    C2 

American  Chemical  Dist.,  Inc. 

"Super  X"  Emulsifier    Al 

Competition  Al 

Dazzle  Window  Cleaner  CI 

Kleen-All  CI 

777  A4.A8 

American  Chemical  Industries,  Inc. 

American  #100    A4 

American  #200    A4 

American  #300    A4.A8 

American  #400    A5 

American  No  77  Crystals'   Al 

Oven  &  Grill  Cleaner  A8 

American  Chemical  Sanitary 
Supplies  Inc. 

AC-5  All  Purpose  Cleaner   A4 

Grease  Buster  Foaming  Meatroom 

Cleaner   Al 

Hot  Steam   A2 

Hvy  Dty  Steam  Cleaning  Compound  ..  A2 

Klean  All  Heavy  Duty    Al 

Lemon  Dis-10   CI 

No  Scrub  A4 

Something  Else  Al 

American  Chemicals  &  Equipment 

Ambush   F2 

American  Blue A4 

American  Hand  Clnr  with  Volcanic 

Pumice    E4 

Amencan  Waterless  Hand  Cleaner E4 

American  Waterless  Hand  Cleaner 


w/Pumice    E4 

Belt  Dressing  PI 

B!ast-M   F2 

Clear  Thru  CI 

Foam  Away  Al 

Liquid  Alive    L2 

Oven  Cleaner A8 

Silicone  Lube HI 

Star  Brite  C2 

Strip-Off CI 

Ted  C2 

Vandalism  Remover   CI 

XL-100  Safety  Solvent  Kl 

American  Cleaning  Equipment 
Corp. 

CSD  909  Degreasol Al 

Formula  300  Quick  Clean A4 

American  Cleaning  Equipment 
Corp. 

Non  Butyl  Degreaser Al 

American  Continental  Techlab,  Inc. 

Action  Oven  &  Grill  Cleaner  A8 

Actsolv  A4 

All  Out Fl 

Amercleen  Glass  Cleaner  CI 

Amerfoam    C2 

Amerglide  Textile  Silicone  HI 

Amerid  880   F2 

Amerlube  Gear  Lube H2 

Amersil  Silicone  Lubricant  HI 

Amersol  Safety  Solvent    Kl 

Amersuds  Al 

Amgrit  Hand  Cleaner  w/Volcanic  Pum- 
ice     E4 

Amgrit  Waterless  Hand  Cleaner E4 

Ampreserve  Dry  Moly  Lubricant  H2 

Amprotect  Silicone  Coating  CI 

Amquat  80  Dl 

Amzap   LI 

AMR  730  Al 

Bathkleen  CI 

Breaker  Penetrant  Lubricant  H2 

Bug  Off  Residual  Insecticide   F2 

BWT-101  G6 

CWT  500  G7 

CWT-300  G7 

Descal  88  A3 

Extra  Heavy  Duty  Non-Melt  Red  Grease  H2 

Gold  Grease H2 

Grip  Belt  Dressing    PI 

LecTrol  H2 

Litholube  Lithium  Lubricant H2 

New  Amgo  Waterless  Hand  Cleaner  ....  E4 

Non  Intermitant  Contact  Cleaner  K2 

Powder  Puff F2 

Protecto  Barrier  Cream  E4 

R.I.S.-15  Residual  Insectcide   F2 

Redlube  Liquid  Grease   H2 

Reprosolve  Cleaner/Degreaser   Al 

Sanolube  Foamy  Lubricant  HI 

Smack  Insect  Killer  Fl 

Spray  Fog    Fl 

Tileshme  Bath  &  Tile  Cleaner  C2 

White  Guard  Grease  HI 

Zero  Board  Cooler    PI 

American  Cyanamid  Co. 

Combat  Roach  Control  System    F2 

Cyanamer  P-35    G6 

Cyanamer  P-35  Liquid   G6 

Cyanamer  P-70  Liquid   G6 

Cyanamer  P-70-D   G6 

Cythion    F2 


Maxforce  Pharaoh  Ant  Killer  F2 

Maxforce  Roach  Control  System  F2 

American  Equipment  &  Supply 

Antiseptic  Lotion  Hand  Soap  El 

American  Equipment  Company, 
Inc. 

Action  Plus  Detergent/Disinfectant    ....  D2 

Foaming  K90  Al 

Heavy  Duty  Safety  Klean  Al 

American  Federal  Supply 

"Red  Hot"  "Boilout"   A2 

AFS  Safety  Solvent  K2 

Festival    A4 

Mean  Green  Degreaser  A4A8 

Mean  Green  Foamy Al 

Neutrox    A3 

Sparkle  Al 

Triumph  All  Purpose  Cleaner  Al 

American  Feedwater  Engineering 
Co. 

Kemloid  G6 

American  Heritage  Products  of 
Texas 

Lube-Eze   HI 

Oven  Cleaner A8 

American  Heritage  Supplies  Ltd. 

Bull-It    Al 

American  Home  Shopper  Inc. 

AF-15 Bl 

AP-4 Al 

BC-16    C2 

DC-14    Bl 

GO-6    A8 

HD-7    Al 

LP-13  A4 

TT-3  C2 

WC-28  CI 

WC-8  CI 

American  Industrial  Research  Corp. 

Rexlube  #169  Silicone  Rel.  Agent  & 

Lub HI 

Rexlube  #700  Belt  Preservative  PI 

Rexlube  B-0 H2 

Rexlube  No.  B-l   H2 

Rexlube  No.  B-2  H2 

Rexlube  No.  SOH  H2 

Rexlube  No.  SOL  H2 

Rexlube  No.  0  H2 

Rexlube  No.  1   H2 

Rexlube  No.  119  H2 

Rexlube  No.  129  H2 

Rexlube  No.  140  H2 

Rexlube  No.  148  HI 

Rexlube  No.  149  Open  Gear  Compound  H2 

Rexlube  No.  2  H2 

Rexlube  No.  20  H2 

Rexlube  No.  200  Dry  Glide   H2 

Rexlube  No.  3  H2 

Rexlube  No.  30  H2 

Rexlube  No.  32  H2 

Rexlube  No.  40  H2 

Rexlube  No.  55  HI 

Rexlube  No.  65  HI 

Rexlube  No.  82  FPM   HI 
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Rexlube  No.  90  H2 

Rexlube  No.  98  HI 

Rexlube  OGH   H2 

American  Industrial  Supply  Inc. 

Amer-Bac L2 

Amer-Strip  Multi  Purpose  Stripper    ....    C3 

Aqua  Power  A4.A8 

AIS  Sani-Bac-A  Foam  Germcidal  Clnr 

Disnf  CI 

AIS  Swat  Flying  Insect  Killer   Fl 

AIS-16  K2 

AIS-33  Kl 

Break  Away  H2 

Brilliant  Plexiglass  and  Glass  Cleaner      CI 

C.C.  Clean  PI 

Double  Action  F2 

Dry  Lube  H2 

Ease  PI 

G.A.C.  Clean  A8 

Grease  Away  CI 

Grease  Gun  Red  Spray  Grease  H2 

Hat  Trick  Organic  Penetrating  Oil  CI 

Hold  Belt  Dressing  PI 

Killz-Em    F2 

Lube-All  20  HI 

Power  Citrusol-A  CI 

Rescue  Organic  Safety  Solvent  Cleaner  CI 

Sani-Bac C2 

Scavenger  Tub,  Tile  &  Shower  Cleaner  CI 
Shine-Em-Up  Stainless  Steel  &  Mtl 

Polish    CI 

Slick  HI 

Sparkle  Glass  Cleaner  CI 

Teff  Lube H2 

Thread  Seal  Pipe  Thread  Sealant  PI 

Total  Penetrating  Lubricant    H2 

Tuff  Stuff-G E4 

Tuff-Stuff-NG   E4 

Tuffo-G    E4 

Vand-Away   CI 

Wipe-Off  Oven  Cleaner   A8 

American  Industries,  Inc. 

#559  Multi-Purp.  Low  Temperature 
Grease  H2 

American  Industries,  Inc. 

Ai  Swat  II  Insecticide  Fl 

Air  Guard C2 

Ally    L2 

AI  Cono  Insecticide  Auto  Dispensing   ..  Fl 

AI  Penlube  Grease  Gun  In  a  Can H2 

AI-20   Kl 

BWT    G6 

Caress AI 

Citra  Flow   CI 

Coil  Care  PI 

Coil  Kleen  PI 

Command    CI 

Compel    LI 

Consume    L2 

Control  Air  Sanitizer CI 

Displace  Aerosol  H2 

Displace  Bulk    K2 

Dust  Magnet    PI 

Exterm  F2 

Fog  Squad   Fl 

Fog  Squad  II   Fl 

Formula  1069    CI 

Free   HI 

Gleam C2 

GSP   AI 

Headway    A4 

Inspect  C2 

KP-7  AI 

Lectrosolv    Kl 

Liquizyme-I  L2 

Liquizyme-M  L2 


Metal  Magic    A3 

Minus  50   A5 

Mule  Hand  Cleaner  with  Pumice  E4 

Organo  CI 

Pressure  Concentrate  QT    D2 

Purlube HI 

Qua-Teen  D2 

QL-2 AI 

Renew    A3 

Rust-A-Way  A3 

Scalex  141   A3 

Scram  A4 

American  Industries,  Inc. 

Solvs-It    A8 

American  Industries,  Inc. 

Special  K  AI 

Strike  3    F2 

SF  69  A4 

STOC  CI 

Thaw    CI 

The  Force A4 

Top  Choice   A4 

Tuf  Stuf  E4 

Two-No-One   A1.E1 

Two-Twelve LI 

American  Industries,  Inc. 

TM-65   H2 

American  Industries,  Inc. 

Vaporize AI 

XBO  CI 

American  Industries,  Inc. 

276  Food  Machinery  Oil HI 

320  PMO  Gear  Oil   H2 

American  Institutional  Supply 

Institutional  Chlorinated  Bleach  Bl 

Institutional  Laundry  Detergent   Bl 

American  International  Chemical 
Inc. 

Sulfamic  Acid  99.5%   A3 

American  Jerway  Corp. 

All  Purpose  Silicone  H2 

Electrotek  Safety  Solvent  K2 

Glass  Cleaner CI 

Super  Penetrating  Lubricant  H2 

American  Kleaner  Mfg.  Co..  Inc. 

Compound  K90P  AI 

Compound  LHS-400  AI 

Compound  P^5-HD  CI 

American  Laboratories, 
Incorporated 

Cellubac  100   L2 

Cellubac  50  L2 

Liquid  Bacteria  Concentrate  10  X   L2 

Liquid  Bacteria  10XL  Plus  Concentrate   L2 

American  Labs 

Rough  Touch  E4 

Soft  Touch  E4 


American  Lava  Coatings  Corp. 

Block  Buster  A4.A8.C2 

American  Linen  Supply 

Clean  All  Non  Butyl  Degreaser  AI 

American  Lubricants  Co.,  The 

All  Temperature  Oil  #1  H2 

All  Temperature  Oil  #2  H2 

Alubco  All-Spex  Motor  Oil  30 H2 

Alubco  Compressor  Oil  Type  T  X-Hvy 

100    H2 

Alubco  F.G.  Compressor  Oil  #10 HI 

Alubco  F.G.  Compressor  Oil  #20 HI 

Alubco  F.G.  Compressor  Oil  #30 HI 

Alubco  F.G.  Compressor  Oil  #40 HI 

Alubco  F.G.  Gear  Lube  SAE  140    HI 

Alubco  F.G.  Gear  Lube  SAE  90    HI 

Alubco  F.G.  Industrial  Oil  #10 HI 

Alubco  F.G.  Industrial  Oil  #20 HI 

Alubco  F.G.  Industrial  Oil  #30 HI 

Alubco  F.G.  Industrial  Oil  #40 HI 

Alubco  Food  Machinery  Grease  HI 

Alubco  Grpht  Pressure  Grease  #3    H2 

Alubco  Hydraulic  Oil  #32    H2 

Alubco  Improved  Molyshield  H2 

Alubco  Industrial  Oil  Heavy  #68  H2 

Alubco  Industrial  Oil  Heavy-Medium 

#46    H2 

Alubco  Industrial  Oil  Medium  #32    ....  H2 

Alubco  Industrial  Oil  X-Heavy  #100  ..  H2 

Alubco  Industrial  Oil  XX-Heavy  #150  H2 
Alubco  Industrial  Oil  XXX-Heavy  #220  H2 

Alubco  Industrial  Oil-Light  #22  H2 

Alubco  L-K  Chain  Lube  H2 

Alubco  Light  32  Air  Tool  Oil    H2 

Alubco  Moly  Deluxe  #0  H2 

Alubco  Moly  Deluxe  #2  H2 

Alubco  Moly  Industrial  Oil-Heavy  #68  H2 
Alubco  Moly  Industrial  Oil-Hvy.-Med. 

#46    H2 

Alubco  Moly  Industrial  Oil-Light  #22  H2 
Alubco  Moly  Industrial  Oil-Medium 

#32    H2 

Alubco  Moly  Industrial  Oil-X  Heavy 

#100    H2 

Alubco  Moly  Industrial  Oil-XX  Heavy 

#150    H2 

Alubco  Moly  Industrial  Oil-XXX 

Heavy#220   H2 

Alubco  Moly  Motor  Oil   H2 

Alubco  Non  Drip  Oil    H2 

Alubco  Quad-Purpose  #1103   H2 

Alubco  Skin  Shield  #164   E4 

Alubco  Solvent  Degreaser    Kl 

Alubco  Spray  &  Foam  #131  HI 

Alubco  Ultra-Tec  Gear  Lube   H2 

Bison  M-X2 H2 

Bison  1650  #OEP  H2 

Bison  1650  #OOEP H2 

Bison  1650  #OOOEP   H2 

Bison  1900    A2 

Chain  Oil  H2 

Electra-Kleen  Spray    K2 

Gear  Stix   H2 

Heavy  Duty  Open  Gear  Grease   H2 

Magic  Shield  H2 

Magic  Shield  1  1/2  H2 

Magic-Shield  H2 

Moly  All  Temp  Oil  #1    H2 

Moly  All  Temp  Oil  #2   H2 

Moly  Chain  Oil  H2 

Moly  Hydraulic  Oil  #22  H2 

Moly  Hydraulic  Oil  #32  H2 

Moly  Hydraulic  Oil  #46  H2 

Moly  Hydraulic  Oil  #68   H2 

Moly  Multi-Vis  Motor  Oil  SAE  15W40  H2 

Moly  Non  Drip  Oil  H2 
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Moly  Ultra-Tec  Gear  Lube  SAE  90/SAE 

140    H2 

Moly-Temp    H2 

Moly-X  Spray   H2 

Power-Clean  5528  A2 

PMT-SAE  140  H2 

P.MT-SAE  80  H2 

PMT-SAE  90  H2 

Quad-Purpose  #1103  H2 

Silicone  Spray  HI 

Spindle  Oil  Heavy  H2 

Spindle  Oil  Light    H2 

Spindle  Oil  Medium   H2 

Super-Clean  2851    Al 

Tap  A4 

Tef-Temp  H2 

Teflex  Spray    H2 

Waterless  Hand  Cleaner  E4 

X-Temp   H2 

X-Temp  Spray  H2 

American  Lubricants,  Inc. 

F.G.G.O.-220  HI 

EG.G.O.-320  HI 

EG.G.O.-*60  HI 

EG.G.O.-68  HI 

F.G.G.O.-680  HI 

EG.HO.-100  HI 

EG.H.O.-150  HI 

EGJLO.-32  HI 

EG.HO.^6  HI 

EG.HO.-460  HI 

EG.HO.-68  HI 

F.MGA.C HI 

EMG.C HI 

American  Maintenance  Supply 

BC-60    A4 

BTC-200   G6 

BTC-202   G6 

CLC-100   G6 

DSA-10   G7 

Green  Beret  Concentrate  Al 

MCB-50  A3 

PSC-40  El 

American  Metro-Chem 

Quick  Kleen CI 

TA  Mark  Away  Vandal  Mark  Remover  CI 

American  Municipal  Chemical  Co., 
Inc. 

All  Purpose  Non  Flammable  Safety 

Solvent   Kl 

Bio-Kleen Al 

CD   D2 

De-Grease    Kl 

Digestant  250 L2 

Drain-Away  LI 

Graphite  Fast  Dry  Lube    H2 

Lemon  Sewer  Sweetener CI 

Mint  Deodorant  CI 

Paint  And  Varnish  Remover C3 

Penetrating  Oil  H2 

Precision  Instrument  &  Elect.  Pts.  Cln.  K2 

Rust  Preventative H2 

Smooth  Silicone  Lube HI 

Stainless  Steel  Cleaner   A7 

Stericide  Dl 

Super  Power    A4 

Super  Solv  #2   A4A8 

American  Osment 

American  USDA  Acid  Brightner  A3 

American  USDA  Acid  Cleaner    A3 

American  USDA  Acid  Cleaner  Concen- 


trate    A3 

American  USDA  Butyl  Cleaner  A4 

American  USDA  Caustic  Cleaner    A2 

American  USDA  Deodorant  Cleaner  ..  Al 
American  USDA  Economy  Butyl 

Cleaner   A4 

American  USDA  Foaming  Cleaner  ....  Al 
American  USDA  Forming  Butyl 

Cleaner  A8 

American  USDA  Freezer  Cleaner    A5 

American  USDA  HD.  Powdered 

Cleaner   Al 

American  USDA  Hi-Foaming  Cleaner  Al 

American  USDA  HD  Butyl  Cleaner  ..  A4 
American  USDA  Liquid  Chlorinated 

Cleaner   Al 

American  USDA  Powder  Chlorinated 

Cleaner   Al 

American  USDA  Powder  Cleaner   Al 

American  USDA  Powdered  Caustic 

Cleaner  A2 

American  USDA  Sanitizer  Disinfectant  D2 

American  Waterless  Hand  Cleaner E4 

American  Waterless  Hand  Cleaner 

w/Pumice    E4 

AO-243    Al 

AO-408    Al 

AO-501    Al 

AO-509    A4 

AO-544    A2 

AO-658    A3 

AO-730    Al 

AO-820    Al 

AO-825    A2 

AO-830    A2 

Clean  Scrub  C2 

Clear  Thru  CI 

Clear  Thru-Plus  CI 

Orange  Grime  Away  with  Pumice  E4 

Stainless  Steel   CI 

Strip  Off A4 

Ted  Plus  C2 

USDA  Citrus  Cleaner  A4.C1 

American  Paper  &  Supply,  Inc. 

Ampaco  All  Purpose  Polish   A7 

Ampaco  Drain  Opener  And  Maintainer  LI 

Ampaco  Emulsion  Bowl  Cleaner  C2 

Ampaco  Liquid  Porcelain  &  Bowl 

Cleaner   C2 

Ampaco  Surface  Scum  Remover  A4 

Bar  Suds    Al 

Pantastic  Al 

American  Paper  &  Twine  Co. 

Apt  Safety  Solvent    K2 

Concept  Hospital  Disinfectant  Deodor- 
izer      C2 

Germicidal  Cleaner  &  Deodorant CI 

Heavy  Duty  Degreaser  Concentrate 

#882    A4 

Hysil  Anti-Stick  Multi-Purp  Silicone 

Spy   H2 

American  Paper  Towel  Co. 

Aptco  Penetrating  Pro-Mate  A8 

Pro-Mate    A8 

American  Petrofina  Marketing,  Inc. 

Fina  White  Oil  100  USP  Light    HI 

Fina  White  Oil  190  USP  Heavy  HI 

Fina  White  Oil  210  USP  Heavy  HI 

Fina  White  Oil  350  USP  Heavy  HI 

Fina  White  Oil  55  USP  Light    HI 

Fina  White  Oil  70  USP  Light    HI 

Fina  White  Oil  75-T  HI 

Fina  White  Oil  85  USP  Light    HI 


Fina  White  Oil  85-T  HI 

Fina  White  Oil  95-T  HI 

American  Power  Ind.  LTD 

Crystal  Solv-Plus  A4 

Power  Solv  Plus    A4 

American  Pressure 

Steam  &  Pressure  Cleaner   Al 

American  Pride  Industrial  Supply 

Screw  Loose    H2 

American  Products 

T.M.B.C CI 

American  Products  Co. 

StarBright    CI 

American  Products,  Inc. 

All  Purpose  Cleaner   A4 

Ampro-Blitz  Al 

Citrus  Chisel    A4A8 

GD  8    A4 

Speed  Clean  CI 

American  Puro-Shine  Industries 

Puro-Shine  Al 

Puro-Shine  HDC  Al 

Puro-9    Al 

American  Refining  & 
Manufacturing  Inc. 

Heavy  Duty  All  Purpose  Cleaner  ..    A4A8 

American  Sanitary  Products,  Inc. 

TS  Solid  Bar  Citrus    CI 

TS  Solid  Bar  Floral  CI 

TS  Solid  Bar  Gold    CI 

TS  Solid  Bar  Green CI 

TS  Solid  Bar  Green  Apple  Mint    CI 

TS  Solid  Bar  Honeysuckle  CI 

TS  Solid  Bar  Red   CI 

TS  Solid  Bar  Silver CI 

TS  Solid  Bar  Spearmint   CI 

TS  Solid  Bar  Spice  CI 

TS  Solid  Bar  Sweet  Pine    CI 

American  Sanitary  Supply  Co. 

Activated  Pine  Type  Disinfectant CI 

Alive    L2 

Break-Away  Al 

BL-2000 El 

Formula  222  Fly  &  Roach  Spray  Fl 

Formula-222  Insecticide   Fl 

FS  55  Foam  Cleaner  Germicidal  Cln  & 

Deo   CI 

FS  55  Foam  Cleaner  Germicidal 

Clnr&Deod CI 

GR-49  Gum  Remover  CI 

J-L  Concentrate  Al 

Jet  Spray    Al 

Kleer  Out  Drain  Treatment  LI 

L.H.S.  Liquid  Hand  Soap  El 

Magic  Shine  Stainless  Steel   A7 

Mint-Dis  Disinfectant   CI 

MSR-14  Mildew  Stain  Remover   PI 

MU-88  Insect  Killer   Fl 

New  DC-91  Spray  Clnr  Degrsr  w/Foam 

Actn CI 
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OC-22  Oven  and  Grill  Cleaner A8 

OR-850  Water  Soluble  Odor  Remover  CI 
P.C.  1000  Cream  Cleanser  Concentrate    C2 

Pine  Oil  Disinfectant  CI 

Pink  Cream  Antiseptic  Hd.  Clr    El 

Pink  Creme  Bacteriostatic  Hnd  Lotn. 

Soap    El 

Q  A  General  Type  Detergent  Cleaner- 

Dsnf Dl 

R.A.  760  Residual  Roach  Liquid  F2 

RF-80  Room  Fogger  Fl 

RDC-85  Residual  Insecticide  F2 

S.D.  25  Air  Sanitizer  and  Surface  Disnf.  CI 

Super-Go   Al 

SS-215  Silicone  Spray    HI 

VR^7  Vandalism  Mark  Remover  Kl 

American  Saw  &  Mfg.  Company 

Band-Ade PI 

Lenox  Lube  PI 

Lenox  Lube  C/Al  Cutting  Lubricant  ....  PI 

American  Scientific  Products 

S/P  Laboratory  Detergent  Concentrate  Al 
American  Shortening  &  Oil  Co. 

Lubrikol  H2 

American  Specialty  Products 
Corporation 

Aero-Lube   H2 

Ameri-Treat  11    G6 

Ameri-Treat  33   G7 

ASP  Ameri-San  23  Bowl  Sanitizer  ....  C2 
ASP  Deo-San  19  Hospital  Disinfectant 

Deo   C2 

ASP  Dyno  Power  Heavy  Duty  Cleaner  A4 
ASP  Easy  Does  It  Sprayable  Porcln 

Clnr CI 

ASP  Easy  Kleen  16 CI 

ASP  Fail  Safe  Fumeless  Liq.  Drain 

Opener LI 

ASP  Jolt  One-Shot  Drain  Openw/odor 

Blnkt  LI 

ASP  New  Rid'em  Plus  ULVDry  Mist 

InsctKil  Fl 

ASP  Springtime  Air  Sntzr  &  Surf. 

Disnf CI 

ASP  Stop-N-Go  C2 

ASP  Take  Notice  Non-Acid  Creme  Clns 

Cone    C2 

ASP  Terminator  Roach&Ant  Crawl 

InsctKill    F2 

ASP  Triple  Play  Mint  Disinfectant    ....    CI 

ASP  2  Plus  1  Glass  Cleaner  CI 

Dri-Out H2 

Freez-It H2 

FGL  White H2 

Gold  Tone  HI 

No-Foolin'   CI 

No-Foolin'  RTU    CI 

Persist    H2 

Qik  Oven  &  Grille  Cleaner    A8 

Shield  CI 

Therma-Flo  Acid  Drain  Opener  LI 

American  Supply  Company 

Excellent  Foam  Cleaner   A4 

American  Synergistics,  Inc./ 
ChemStation  Division 

GP  1225 Al 

GP  1450  Al 

GP  1600 Al 

GP  1625  Al 


GP  1700 Al 

HD5170   Al 

HD  5190   Al 

HD  5260   Al 

HD  5300   Al 

HD  5395   Al 

HD  5505   Al 

HD  5550   Al 

HD  5775   Al 

HD  5860   Al 

HD5870   Al 

HD  5880   Al 

HD  5965    Al 

KP  3225  Al 

KP  3325 Al 

KP  3350 Al 

KP3575  Al 

KP3675  Al 

KP  3775  Al 

KP3950  Al 

Smoke  House  Cleaner A8 

VC  2105    Al 

American  Water  Science 

Anti-Foam  2-3  G7 

Dispersant  Treatment  1 0-2 1    G7 

Formula  #4-74  Boiler  Water  Treatment  G6 
Formula  #4-96  Boiler  Water  Treatment  G7 
Formula  #4-98  Boiler  Water  Treatment  G7 

Formula  #7-7  Water  Softener  Resin PI 

Formula  #8-77  Cooling  Water  Treat- 
ment        G7 

Formula  #8-83  Cooling  Water  Treat- 
ment        G7 

Formula  10-1 1  Dispersant  Treatment  ..  G7 
Formula  10-12  Dispersant  Treatment  ..    G6 

Formula  10-13  Dispersant G6 

Formula  10-15  Dispersant  Treatment  ..    G6 

Formula  10-18  Rust  Dispersant   G6 

Formula  10-2  Dispersant  Treatment  ....  G7 
Formula  10-3  Dispersant  Treatment  ....    G7 

Formula  10-4  Dispersant G6 

Formula  10-5  Dispersant G6 

Formula  10-8  Dispersant G6 

Formula  15-13  Oxygen  Corrosion  Con- 
trol      G7 

Formula  15-5  Oxygen  Corrosion  Contl    G6 
Formula  15-8  Oxygen  Corrosion  Con- 
trol      G6 

Formula  17-1  Treatment  Steam  Line  ..  G7 
Formula  17-14  Steam  Line  Treatment  G6 
Formula  17-15  Steam  Line  Treatment  G6 
Formula  17-2  Steam  Line  Treatment  ..  G6 
Formula  17-25  Steam  Line  Treatment  G6 
Formula  17-7  Steam  Line  Treatment  ..  G6 
Formula  17-8  Steam  Line  Treatment  ..  G6 
Formula  19-1  Water  Supply  Treatment  G7 
Formula  19-10  Water  Supply  Treatment  G2 
Formula  19-12  Potable  Water  Supply 

Treat   G7 

Formula  19-12  Water  Supply  Treatment  G2 
Formula  19-13  Water  Supply  Treatment  G2 
Formula  19-16  Water  Supply  Treatment  G3 
Formula  19-18  Water  Supply  Treatment  G5 
Formula  19-19  Water  Supply  Treatment  G5 
Formula  19-2  Potable  Water  Supply 

Treat  G7 

Formula  19-2  Water  Supply  Treatment  G2 
Formula  19-21  Water  Supply  Treatment  G2 
Formula  19-3  Water  Supply  Treatment  G3 
Formula  19-4  Water  Supply  Treatment  G2 
Formula  19-6  Water  Supply  Treatment  G2 
Formula  19-7  Water  Supply  Treatment  G2 
Formula  19-7  Water  Supply  Treatment  G2 
Formula  19-9  Water  Supply  Treatment    Gl 

Formula  2-1  Anti-Foam    G7 

Formula  2-5  Anti-Foam    G6 

Formula  4-10  Boiler  Water  Treatment  G7 
Formula  4-11  Boiler  Water  Treatment  G6 
Formula  4-15  Boiler  Water  Treatment  G6 
Formula  4-16  Boiler  Water  Treatment     G7 


Formula  4-17  Boiler  Water  Treatment  G6 
Formula  4-2  Boiler  Water  Treatment  ..  G6 
Formula  4-25  Boiler  Water  Treatment  G6 
Formula  4-28  Boiler  Water  Treatment  G6 
Formula  4-3  Boiler  Water  Treatment  ..  G6 
Formula  4-30  Boiler  Water  Treatment  G6 
Formula  4-31  Boiler  Water  Treatment  G6 
Formula  4-34  Boiler  Water  Treatment  G6 
Formula  4-35  Boiler  Water  Treatment  G6 
Formula  4-36  Boiler  Water  Treatment  G7 
Formula  4-39  Boiler  Water  Treatment  G6 
Formula  4-41  Boiler  Water  Treatment  G7 
Formula  4-46  Boiler  Water  Treatment  G6 
Formula  4-47  Boiler  Water  Treatment  G6 
Formula  4-48  Boiler  Water  Treatment  G6 
Formula  4-51  Boiler  Water  Treatment  G6 
Formula  4-52  Boiler  Water  Treatment  G6 
Formula  4-59  Boiler  Water  Treatment  G6 
Formula  4-64  Boiler  Water  Treatment  G6 
Formula  4-73C  Boiler  Water  Treatment  G6 
Formula  4-75  Boiler  Water  Treatment  G6 
Formula  4-78  Boiler  Water  Treatment  G6 
Formula  4-8  Boiler  Water  Treatment  ..  G6 
Formula  4-80  Boiler  Water  Treatment  G6 
Formula  4-86  Boiler  Water  Treatmemt  G6 
Formula  4-87  Boiler  Water  Treatment  G6 
Formula  4-89  Boiler  Water  Treatment  G6 
Formula  4-9  Boiler  Water  Treatment  ..  G6 
Formula  7-44  Iron  Oxide  Remover  ....  G6 
Formula  8-2  Cooling  Water  Treatment  G7 
Formula  8-78  Cooling  Water  Treatment  G7 

Formula  9-1  Descale  G6 

Formula  9-3  Descale  G6 

Formula  9-9  Descalant  Treatment    G7 

Metla-Cota  Oxygen  Corr.  Control  295-1  G6 

Microbiocide  1-12  G7 

Oxygen  Corrosion  Control  15-7  G6 

Steam  Line  Treatment  17-31    G7 

Steamline  Treatment  Formula  17-26   ..    G6 

Steamline  Treatment  17-32  G7 

10-20  Dispersant  G7 

17-30   G6 

2-5  Anti-Foam  G6 

4-83   G6 

5-18   G7 

American  Water  Technologists,  Inc. 

AB  503    G6 

AB  520    G6 

AB  520  M  G6 

AB  522    G6 

AB  532    G6 

AB  534    G6 

AB  537    G6 

AB  540    G6 

AB  570    G6 

AB  581    G6 

AB  590    G6 

AB-503L  G6 

AB-503L   G6 

AB-536    G7 

American  Water  Treatment 

SLT-200 G6 

115  G2 

1524  G7 

1553  G6 

1580  G7 

1588  G7 

2100  G6 

33-L  G6 

444  G6 

448  G6 

55  G6 

99  G6 

American  Water  Treatment,  Inc. 

Formula  No.  10-M    G6 
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Formula  No.  1524-A  G7 

Formula  No.  33  G6 

Formula  No.  452  G6 

Formula  No.  55  G5 

Formula  No.  56  G5 

Formula  No.  77  G5 

American  Wax  Company,  Inc. 

#6503  Freezer  Cleaner    A5 

Aluminum  Cleaner  &  Degreaser    CI 

Ark  General  Purpose  Cleaner/Degreaser  CI 

Ark  Heavy  Duty  Degreaser    CI 

Buckingham  Aluminum  Cleaner  And 

Polish    A7 

Buckingham  No.  7016  Stripper   A4 

Buckingham  Non  Ammoniated  Stripper  A4 

Buckingham  Pine  Deodorant    CI 

Buckingham  Safety  Electrial  Cleaner  ..    K2 
Buckingham  Super  HJJ.  Hard  Sur- 
face CI A4.A8 

Buckingham  Window  Cleaner   CI 

Buckingham  10%  Sanitizer D2 

Citrisolve  CI 

Degreaser  Concentrate    A4 

Degresol  Al 

Detergent  F-ll  A4 

Formula  7271    Dl 

Glass  &  Frame  Cleaner CI 

H.  S.  Cleaner  Al 

H.D.  Hard  Surface  Cleaner A4 

Hard  Surface  Cleaner  Non-Butyl  ..    A4.A8 

Hot  Shot    Al 

Liquid  Scrub  Soap CI 

Neutral  Cleaner  CI 

No.  71  Cleaner   CI 

No.  7478  Cleaner   Al 

Pine  Oil  Disinfectant  Coef.  5  CI 

Pink  Cleaner   CI 

Pink  Lotion  Hand  Soap    El 

Rando CI 

Saf-T-Solvent K2 

Showcase  Cleaner  CI 

Super  Cherry  Odor  Counteractant   CI 

Synthetic  Cleaner    Al 

Up-Keep A4.A8 

15%  Liquid  Soap  El 

40%  Liquid  Soap  El 

American  West  Oil  Company 

Am  west  FG  100  AW  Food  Machinery 
Oil  HI 

Amwest  FG  32  AW  Food  Machinery 
Oil  HI 

Amwest  FG  460  AW  Food  Machinery 
Oil  HI 

Amwest  Packers  Oil  T-75 HI 

Americhem 

Blitz  A4 

Boot-Hill   F2 

Crawl-Kil  F2 

Draineze LI 

Americhem 

FWT-555  G7 

Americhem 

Green  Lightning    A4 

Kleen  Quik    C2 

Kleer-Vue    CI 

Mag-I-Bol    C2 

Mig-I-San C2 

Opal  Deluxe  Hand  Soap  E4 

San-I-Sept   Dl 

Scent-Gard  C2 


Americhem 

SC-105  G6 

Americhem 

Z-Ox A3 

Americhem  Inc. 

Super-D   Al 

Amerigo,  Inc. 

All-San  D2.Q3 

Amersept  128    D2 

Amersept  256    D2 

Amersept-64    D2 

Big  Break Bl 

Big-Piney  CI 

Booster  Laundry  Degreaser    Bl 

Citrus  Kleen CI 

Dairy-San  D2 

Deo-San  A3 

Egg  Wash  HSM140    Ql 

Emerald  Green  Dish  Detergent Al 

Formula  AS  Al 

Formula  1    A2 

Grease  Release    A8 

H.D.  HSM  Det  394   A2 

RD.  PLD Bl 

Hi-Foam  Hand  Dish    Al 

HSM  Safeway  Descaler    A3 

HW  L.T.D G6 

L.A.  Built  Laundry  Detergent Bl 

L.T.D Al 

Liquid  Chlorine  Sodium  Hypochlorite  Bl 

Liquid  Jolt  Plus  Bl 

Liquid  Ox    Bl 

Neutral  All  Purpose  Cleaner Al 

Pink  Lotion  Hand  Soap    El 

Pink  Pot  N  Pan  Delux    Al 

Powder-Ox  Bl 

Powdered  Chlorine  10%  Dry  Bleach  ..  Bl 

Powdered  Concrete  Floor  Cleaner   CI 

Powdered  Hand  Soap   C2 

Protergent Bl 

Pure   Bl 

Pure  200 Bl 

Pwd.Mach.Det,    Al 

Sani-Bowl    C2 

Sanichlor   Al 

Smoke  House  Cleaner  HSM  100  A8 

So-Soft  B2 

Sour/Soft   B2 

Super  Flush   C2 

Super  GPC  Concentrate    Al 

Super  Smokehouse  Cleaner  HSM  200  A2 

Amerikem  Laboratories  Ltd. 

Atomic  Action  Oven  and  Grill  Cleaner  A8 

Greasebuster    Al 

Kern  Kleen D2 

Ameritech  Corporation  of  VA 

Bio-Zolv    L2 

Foam  Brite C2 

Amitron  Chemical  Corporation 

XL-70 CI 

Amoco  Chemical  Company 

Indopol  H-100  HI 

Indopol  H-15  HI 

Indopol  H-1500  HI 

Indopol  H-1900  HI 

Indopol  H-25  HI 


Indopol  H-300  HI 

Indopol  H-35  HI 

Indopol  H-40  HI 

Indopol  H-50  HI 

Indopol  L-10   HI 

Indopol  L-100   HI 

Indopol  L-14  HI 

Indopol  L-50   HI 

Amoco  Oil  Company 

Amdex  Grease  No.  2EP  H2 

American  Industrial  Oil  MV H2 

American  Industrial  Oil  No.  100   H2 

American  Industrial  Oil  No.  150   H2 

American  Industrial  Oil  No.  220   H2 

American  Industrial  Oil  No.  32   H2 

American  Industrial  Oil  No.  320   H2 

American  Industrial  Oil  No.  46   H2 

American  Industrial  Oil  No.  460   H2 

American  Industrial  Oil  No.  68    H2 

Amoco  Amolube  Motor  Oil  SAE  10W  H2 
Amoco  Amolube  Motor  Oil  SAE  20- 

20W H2 

Amoco  Amolube  Motor  Oil  SAE  30  ..  H2 

Amoco  Amolube  Motor  Oil  SAE  40  ..  H2 

Amoco  AW  Oil  No.  100    H2 

Amoco  AW  Oil  No.  150    H2 

Amoco  AW  Oil  No.  32    H2 

Amoco  AW  Oil  No.  46    H2 

Amoco  AW  Oil  No.  68    H2 

Amoco  C-3  Fluid    H2 

AmocoCompressorOilNo.no   H2 

Amoco  Compressor  Oil  No.  260   H2 

Amoco  Coupling  Grease  H2 

Amoco  Cylinder  Oil  No.  1000  H2 

Amoco  Cylinder  Oil  No.  460  H2 

Amoco  Cylinder  Oil  No.  680  H2 

Amoco  Food  Grade  Gear  Oil  EP  1000  H2 

Amoco  Food  Grade  Gear  Oil  EP  220  H2 

Amoco  Food  Grade  Gear  Oil  EP  320  H2 

Amoco  Food  Grade  Gear  Oil  EP  460  H2 

Amoco  Food  Grade  Gear  Oil  EP  68    ..  H2 

Amoco  Food  Grade  Gear  Oil  EP  680  H2 

Amoco  Food  Grade  Gear  Oil  320   HI 

Amoco  Food  Grade  Gear  Oil  680   HI 

Amoco  FG  Chain  Oil  100    HI 

Amoco  FG  Cylinder  Oil  No.  9025 HI 

Amoco  FG  Gear  Oil  1000    HI 

Amoco  FG  Gear  Oil  220    HI 

Amoco  FG  Gear  Oil  460    HI 

Amoco  FG  Gear  Oil  68    HI 

Amoco  FG  Grease  No.  0    HI 

Amoco  FG  Grease  No.  1    HI 

Amoco  FG  Grease  No.  2   HI 

Amoco  FG  Hydraulic  Oil  100-EL   HI 

Amoco  FG  Hydraulic  Oil  32-EL  HI 

Amoco  FG  Hydraulic  Oil  46-EL  HI 

Amoco  FG  Hydraulic  Oil  68-EL  HI 

Amoco  FG  Oil  100  HI 

Amoco  FG  Oil  32  HI 

Amoco  FG  Oil  68  HI 

Amoco  FG  Trolley  Lubricant  HI 

Amoco  FM  Grease  No.  1355  HI 

Amoco  Hydraulic  Oil  All- Weather    ....  H2 

Amoco  Lithium  Multi-Purp.  Grease  ....  H2 
Amoco  Multi-Purp  Gear  Lubrant  SAE 

80W-90  H2 

Amoco  Multi-Purp  Gear  Lubrcnt 

No.85W-140  H2 

Amoco  Multi-Purp  Gear  Lubricant  No. 

140    H2 

Amoco  Multi-Purp  Gear  Lubricant  No. 

80W H2 

Amoco  Multi-Purp  Gear  Lubricant  No. 

90    H2 

Amoco  NT-45  Process  Oil  HI 

Amoco  Packers  Technical  Oil    HI 

Amoco  Refrigeration  Compressor  Oil  H2 

Amoco  Spindle  Oil  A  H2 

Amoco  Spindle  Oil  C  H2 

Amoco  Superla  DCO  55  HI 


11-27 


Amoco  Superla  DCO  75  HI 

Amoco  Syntholube  Polybutene  Oil  No. 

14    HI 

Amoco  Syntholube  Polybutene  Oil  No. 

15-H   HI 

Amoco  Syntholube  Polybutene  Oil  No. 

25H  H2 

Amoco  Syntholube  Polybutene  Oil  No. 

300H  HI 

Amoco  Syntholube  Polybutene  Oil  No. 

95H  HI 

Amoco  Trough  Grease   HI 

Amoco  Trough  Grease  Soft   HI 

Amoco  White  Mineral  Oil  No.  10-NF  HI 

Amoco  White  Mineral  Oil  No.  13-NF  HI 

Amoco  White  Mineral  Oil  No.  15  HI 

Amoco  White  Mineral  Oil  No.  18-USP  HI 

Amoco  White  Mineral  Oil  No.  21-USP  HI 

Amoco  White  Mineral  Oil  No.  31-USP  HI 

Amoco  White  Mineral  Oil  No.  35-USP  HI 

Amoco  White  Mineral  Oil  No.  5-NF  ..  HI 

Amoco  White  Mineral  Oil  No.  7-NF  ..  HI 

Amoco  White  Mineral  Oil  No.  9-NF  ..  HI 

Amoco  White  Oil  AFP  HI 

Amoco  White  Oil  No.  8-T  HI 

Amoco  White  Oil  No.  9-T  HI 

Amoco  Worm  Gear  Oil    H2 

Amoco  100  Heat  Transfer  Oil    HI 

Amoco  1000  Fluid    H2 

Amoco  200  Heavy  Duty  Moior  Oil  SAE 

30    H2 

Amoco  200  Heavy  Duty  Motor  Oil  SAE 

40    H2 

Amoco  200  Heavy  Duty  Motor  Oil 

20W-20  H2 

Amoco  200  Motor  Oil  SAE  10W    H2 

Amoco  300  Motor  Oil  SAE  10W    H2 

Amoco  300  Motor  Oil  SAE  20-20W  ..  H2 

Amoco  300  Motor  Oil  SAE  30    H2 

Amoco  300  Motor  Oil  SAE  40    H2 

Amoco  300  Motor  Oil  SAE  50    H2 

Amocool  Soluble  Oil    H2 

AmocoMulti-PurpGearLubSAE80W-  140Mult 

Grd   H2 

Amogas  Ashless  Engine  Oil  H2 

Amogas  Engine  Oil  H2 

Amojell  Clear  Lubricant  HI 

Amojell  Petrolatum  Amber  (USP)  HI 

Amojell  Snow  White HI 

Amokon  Oil  No.  32    H2 

Amokon  Oil  No.  68    H2 

Amolite  Oil  No.  22  H2 

AmoliteOil  No.  32  H2 

Amolite  Oil  No.  68  H2 

Amolith  Grease  #2    H2 

Amolith  Grease  #8516    H2 

Amolith  Grease  All  Weather    H2 

Amolith  Grease  No.  1  H2 

Amosol  Naphtha  No.  395-HF Kl 

N  White  Mineral  Oil  No.7  HI 

Perma-Flo  Oil  No.  22  H2 

Perma-Flo  Oil  No.  32  H2 

Perma-Flo  Oil  No.  68  H2 

PermagearEP  100  Lubricant    H2 

PermagearEP  1000  Lubricant   H2 

Permagear  EP  150  Lubricant   H2 

Permagear  EP  220  Lubricant    H2 

Permagear  EP  320  Lubricant   H2 

Permagear  EP  460  Lubricant   H2 

Permagear  EP  68  Lubricant   H2 

Permagear  EP  680  Lubricant   H2 

Reda  HE.  Motor  Fluid  H2 

Rykon  Oil  MV    H2 

Rykon  Oil  No.  100   H2 

Rykon  Oil  No.  220   H2 

Rykon  Oil  No.  32  H2 

Rykon  Oil  No.  46  H2 

Rykon  Oil  No.  68   H2 

Rykon  Premium  Grease  No.  0  H2 

Rykon  Premium  Grease  No.  0  EP  H2 

Rykon  Premium  Grease  No.  1   H2 

Rykon  Premium  Grease  No.  1  EP  H2 


Rykon  Premium  Grease  No.  2  H2 

Rykon  Premium  Grease  No.  2  EP  H2 

Rykon  Premium  Grease  No.  3  H2 

Rykotac  EP  Grease  H2 

Super  Permalube  Grease  H2 

Superla  Mineral  Oil  10-NF HI 

Superla  Mineral  Oil  13-NF HI 

Superla  Mineral  Oil  18-USP HI 

Superla  Mineral  Oil  21-USP HI 

Superla  Mineral  Oil  31-USP HI 

Superla  Mineral  Oil  35-USP HI 

Superla  Mineral  Oil  5-NF  HI 

Superla  Mineral  Oil  6-NF HI 

Superla  Mineral  Oil  7-NF HI 

Superla  Mineral  Oil  9-NF HI 

Supermil  Grease  M-125    H2 

Supermil  Grease  No.  1157  H2 

Synthogear  EP  220  Lubricant H2 

Synthogear  EP  320  Lubricant  H2 

Synthogear  EP  460  Lubricant  H2 

Synthogear  EP  680  Lubricant  H2 

Amoco  Petroleum  Additives 
Company 

Amoco  6863    H2 

Amoco  6919C  H2 

Amos,  R.  W.  &  Sons,  Inc. 

Dynamo  A4 

Ampion  Corporation 

Alkali-25   G6 

Allin-1  Boiler  Water  Treatment  G7 

Am-Tech  Tower  &  Condenser  Cleaning 

Kit  PI 

Amine  Return  Line  Treatment  #  12D  G6 

Amine  Return  Line  Treatment  #6D  ....  G6 

Amine  Return  Line  Treatment  #91 D  ..  G6 

Ampicide  9    G7 

Ampicide-10    G7 

Amptrol  P   G7 

Amptrol  P  NC  G7 

Amptrol  PM    G7 

Amptrol  PM  NC   G7 

Amptrol  SC  G7 

Amptrol  SCH    G7 

Boiler  Water  Treatment  #P-402  G6 

Boiler  Water  Treatment  #306  G7 

Boiler  Water  Treatment  #307  G6 

Boiler  Water  Treatment  #308  G6 

Boiler  Water  Treatment  #309  G7 

Boiler  Water  Treatment  #3090  G7 

Boiler  Water  Treatment  #312  G7 

Chelate  "C"  Boiler  Water  Treatment  ..  G6 

Chelate  Boiler  Treatment  E    G6 

City  Formula  B.W.T G6 

Cooling  Water  Treatment  #103    G7 

Cooling  Water  Treatment  #104    G7 

Cooling  Water  Treatment  #105    G7 

Cooling  Water  Treatment  #107    G7 

Cooling  Water  Treatment  #113    G7 

Dryacid  Descaler  and  Cleaner   A3 

Flake  Caustic  Soda   G6 

Formula  S-4  G6 

Greasgo    Al 

Hex-Phos#15    G6 

Hex-Phos  #30    G6 

Hot  &  Cold  Water  System  Treat G6 

Idle  Boiler  Lay-Up  Treatment   G6 

Liquid  Acid  Descaler   A3 

Liquid  Drain  Cleaner    LI 

Liquid  Hand  Soap  El 

Liquid  Oxygen  Scavenger G6 

Lo  CP    G7 

New  Colloid  Boiler  Water  Treat  P-l  ..  G6 

Nitrex-B  G7 

Organic  Boil  Out  #10  G7 

Organic  Boil  Out  #20  Al 


Ox-Scav  G6 

Oxygen  Scavenger  "S"   G6 

Phosphate  Control  G6 

Polymer  Alkali  #25  G6 

Polymeric  Adjunct  "A"  G6 

Polymeric  Adjunct  C G6 

PCA  Boiler  Water  Treatment  G6 

Retort  and  Cooling  Water  Conditioner  G5 

T.S.P G6 

Velox  All  Purpose  Cleaner  Al 

Amptrak  Industries 

Lightning  A4A8 

Lotion  Hand  Soap  El 

Oven  &  Grill  Cleaner  A8 

Amrep,  Inc. 

Acco  Zyme    L2 

Acid  Detergent    A3 

Advadet   PI 

Aero  Chem  Moisture  Guard  H2 

Ammoniated  Wax  Stripper  CI 

Amstrip    A8 

Ant,  Roach,  &  Spider  Residual 

w/Dursban  F2 

Anti-Seize  Compound  H2 

Apple  Blossom  Repco-Air  Deodorant 

Spray  CI 

Aqua-Kill  Insecticide    F2 

Arctic  Temp  -50  Degrees  Grease  H2 

Astrodet  A4 

Automatic    Al 

Baby  Powder  Deodorant  Spray    CI 

Bio-Syn   CI 

Blue  Whiz   C2 

Bolex   C2 

Bon-Aire   CI 

BC-404    A4 

BC-808    A4 

BWT-100  G6 

BWT-101  G6 

Chain  Lube    H2 

Chem-Lift    Al 

Chemodet  CI 

Citra-Syn   CI 

Clear  Lemon  10  Disinfectant  C2 

Clear-Mint  10    CI 

Clear-Pyne  CI 

Coco  All  40%  Concentrate  El 

Coco-15  El 

Coil  Cleaner PI 

Command    Al 

Control  750  D2 

Creamy  Pink   Al 

CLT-100    G6 

CWT  350  G4 

CWT  500  G7 

CWT-2000  G7 

CWT- 300  G7 

CWT-8000  G7 

D-70  Concrete  Cleaner  A3 

Defense  Residual  Insecticide    F2 

Descaler  #Two  A3 

Descaler  No.  1  Lime  And  Scale  Re- 
mover       A3 

Dip  Strip    C1.C3 

Dish-A-Clean  Al 

Dual  Synergist  Space  Spray  Insecticide    Fl 

El  Capitan   CI 

Emulsi  Concentrate  CI 

Emulsi  Regular   CI 

EDF-3    G7 

Foam-It    A4A8 

Fog  Kill  Oil  Base  Insecticide  Fl 

Frosty  Pearl  El 

Glass  Shine   CI 

Gold  Grease H2 

Halt    LI 

High  Load   H2 

High  Load  Red  Gear  Lube  SAE  80W90  H2 
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High  Load  Red  Gear  Lube  SAE 

85W140 H2 

HiCon    A4 

Husky A4 

HDC-303  Al 

HFC  80    A4 

Jel-Sol    CI 

Klink    Al 

Lemon  Oil  Polish    CI 

Lemon  Repco-Air  Deodorant  Spray  ....    CI 

Limo  Sol   CI 

Liquid  Ice  Melter    CI 

Liquidate   LI 

Lithium  EJ>.  Grease   H2 

Lo-Odor  C3 

LDS-20    Al 

Mean  Green  Al 

Medi-Clean    El 

Mild  CI 

Mint  Repco-Air  Deodorant  Spray    CI 

Misty  Abrasive  Foam  Cleaner   CI 

Misty  Accur-Spray  II  Wasp&Homet 

Killer  Fl 

Misty  Accur-Spray  Wasp  &  Hornet  Kil- 
ler     F2 

Misty  All  Purpose  Cleaner  CI 

Misty  All  Purpose  Silicone H2 

Misty  Ant  &  Roach  Spray   F2 

Misty  Ant,  Roach  &  Spdr. 

ResJn.w/Diaz F2 

Misty  Ant,  Roach.&Spdr.  Res.  Insecti- 
cide    F2 

Misty  Anti-Crawl  Residual  Insecticide     F2 

Misty  Anti-Seize  Lubricant H2 

Misty  Aqueous  Residual  Spray    F2 

Misty  Banish  F2 

Misty  Barrier  Cream  E4 

Misty  Bath  and  Tile  Cleaner    C2 

Misty  Bayberry  Air  Freshener   CI 

Misty  Belt  Dressing    PI 

Misty  Biodet- 128    Al 

Misty  Biodet-256    A4 

Misty  Biodet-64    Al 

Misty  Biodet-90    CI 

Misty  Brake  &  Parts  Cleaner  Kl 

Misty  Circuit  Board  Cooler   PI 

Misty  Citra  Clean   CI 

Misty  Citrus  Fresh  Hosp  Spray 

Disnf&Deod   CI 

Misty  Conquer  Time  Dispense  Synth 

Inset Fl 

Misty  Conquest  Fl 

Misty  Contact  &  Circuit  Board  Cleaner  K2 

Misty  Control    F2 

Misty  Disinfectant  Foam  Cleaner CI 

Misty  Dry  Lubricant  H2 

Misty  Dry  Moly  Lubricant  H2 

Misty  Dualcide    F2 

Misty  Engine  Degreaser  Kl 

Misty  Foamy  Chlorinated  Cleaner  Al 

Misty  Foamy  Lube   HI 

Misty  Fog  Away  F2 

Misty  Fog-It    Fl 

Misty  Forest  Glen  Dry  Deodorizer CI 

Misty  Gear  &  Chain  Lubricant H2 

Misty  Gen.  Purp.  Fly.  Insect  Killer,.3P    Fl 

Misty  Glass  &  Mirror  Cleaner  CI 

Misty  Glycol  Air  Freshner  Baby  Powder  CI 
Misty  Glycol  Air  Sanitizer  Aloha  Frag.  CI 
Misty  Glycol  Air  Sanitizer  Lemon  Lime  CI 
Misty  Glycol  Air  Sanitizer  Mint  Frag.  CI 
Misty  Glycol  Air  Sanitizer  Orange  Frag.  CI 
Misty  Glycol  Air  Sanitizer  Spice  Frag.  CI 
Misty  Glycol  Air  Santzr  El  Capitan 

Frag CI 

Misty  Graphite  Penetrant  and  Lubricant  H2 

Misty  Green  All  Purpose  Cleaner    CI 

Misty  Green  Glass  Cleaner CI 

Misty  Green  Spot  Cleaner  Solvent  CI 

Misty  Green  Stainless  Steel  Cleaner    ..    CI 

Misty  Green  Tub  &  Tile  Cleaner  CI 

Misty  Gum  Remover CI 


Misty  High  Purity  Safety  Solvent    Kl 

Misty  Hospital  Disinfectant  Deodorant  CI 
Misty  Hospital  IE  Disinfectant  &  Deo.  CI 
Misty  Industrial  Aqueous  Emulsf.  Cone.  Fl 

Misty  Insect  Killer    Fl 

Misty  Insect  Spray    Fl 

Misty  II  Disinfectant  &  Deodorant    ....    CI 

Misty  II  Flying  Insect  Killer,.6P    Fl 

Misty  Jato  Power  Pac  Cartridge  CI 

Misty  Jelled  Vandalism  Mark  Remover   CI 

Misty  Knock-Out Fl 

Misty  Lemon  Peel  Dry  Deodorizer    ....    CI 

Misty  Liquid  Disinfectant  D2 

Misty  Malodor  Neutralizing  Fogger  ....    CI 

Misty  Misticide  Fl 

Misty  Mizer  Air  Sanitizer CI 

Misty  Mizer  Air  Sanitizer  Lime  CI 

Misty  Mizer  Air  Sanitizer  Mint   CI 

Misty  Mizer  Economy  Insecticide   Fl 

Misty  Mizer  Insecticide    F2 

Misty  Mizer  Odor  Neutralizer  Bayberry  CI 
Misty  Mizer  Odor  Neutralizer  Bouquet  CI 
Misty  Mizer  Odor  Neutralizer  Lilac  ....  CI 
Misty  Mizer  Odor  Neutralizer  Lime  ..  CI 
Misty  Mizer  Odor  Neutralizer  Odorless   CI 

Misty  Moisture  Guard  H2 

Misty  Mountain  Air  Dry  Deodorizer  ..  CI 
Misty  Multi-Purpose  Disinfectant 

Cleaner   CI 

Misty  Multi-Purpose  Insecticide  Fl 

Misty  Oven  and  Grill  Cleaner    A8 

Misty  P.C.O.  Prof.  Flying  Insect  Killer    Fl 

Misty  Painless  Stainless   A7 

Misty  Penetrating  Lubricant  H2 

Misty  Pine  Air  Freshener  CI 

Misty  Powder  Puff  Residual  Insecticide  F2 

Misty  Protects-All  CI 

Misty  Ready  Shine  Glass  Cleaner   CI 

Misty  Residual  Contact  Spray    F2 

Misty  Room  Fogger   Fl 

Misty  Safety  Solvent  K2 

Misty  Safety  Solvent  JJ  Kl 

Misty  Septi-Clean   E2 

Misty  Silicone  Lubricant  Spray   HI 

Misty  Silicone  Mold  Release  HI 

Misty  Slip-Shot  H2 

Misty  Snappy  Apple  Dry  Deodorizer  ..  CI 
Misty  Solvent  Cleaner  and  Degreaser      K 1 

Misty  Special  Foam-It A4.A8 

Misty  Special  Glass  Cleaner  Concen- 
trate      CI 

Misty  Spot  Remover  Kl 

Misty  Stainless  Steel  Cleaner  A7 

Misty  Surface  Disinfectant  &  Air  Deod.  CI 

Misty  Talc  Dry  Deodorizer CI 

Misty  Textile  Grade  Dry  Silicone  Spray  HI 
Misty  Total  Release  Odor  Counteractant  CI 

Misty  Utility  Cleaner    CI 

Misty  Vandalism  Mark  Remover  CI 

Misty  Waterless  Hand  Clnr 

w/Pumice(Aer)   E4 

Misty  White  Guard  HI 

Misty  White  Guard  Supreme  with  PTFE  HI 

Misty  White  Lithium  Grease   H2 

Moly-G  Grease  H2 

Moly-Grease    H2 

Multi-Power CI 

Nab CI 

Neo-San  Dl 

Neutra  Clean   Al 

No.  Ten  Concentrated  Glass  Cleaner  ..  CI 
One  Shot  "Foamy"  Grmcdl  Clnr  & 

Deod.  RTU  CI 

Oven  &  Grill  Cleaner  A4.A8 

Ox-Off  Acid  Base  Descaling  Detergent   A3 

OCS  CI 

Paradet  A4.A8 

Pine  Oil  Cleaner   CI 

Pine  Oil  Disinfectant  CI 

Pink  Sudsy  Ammonia  CI 

Porcelain  &  Tile  Cleaner   A3 

Proco   PI 


Quat-22    Dl 

Red  Grease    H2 

Release H2 

Repco  Coolant  #2  PI 

Repco-Chlor CI 

Repco-Dyne  C2 

Repco-Tox  Space  Spray  Insecticide  Fl 

Repco-Tox  Space  Spray  Insecticide 

Cone Fl 

Reprosolve  Al 

RP-134  Industrial  Safety  Solvent  K2 

RP-33  Industrial  Safety  Solvent  K2 

RST-203  Heavy  Duty  Liquid 

Detrgnt  Cone A4.A8 

Safety  Solvent  K2 

Secure  Bowl  &  Urinal  Cleaner C2 

Sewer  Solvent  CI 

Sila-Clean    CI 

Sludge  Floe  LI 

Sof-T   B2 

Space-Spray  Fl 

Spray-Sect   Fl 

Steam-O-Clean    Al 

Strip-Off C3 

Super  Creme   C2 

Super  Impact  Grease  H2 

Super  Pine  Odor  Disinfectant  CI 

Super  Reprosolve    A4 

Super  5000  (10w40)   H2 

Super-Solve  Industrial  Safety  Solvent  K2 
Superfilm  Hydraulic  Oil  IS046 

(SRL381C)   H2 

Superfilm  Hydraulic  Oil  lOwt  (RL381)  H2 
Superfilm  Hydraulic  Oil  20wt  (RL382)  H2 
Superfilm  Hydraulic  Oil  30wt  (RL384)  H2 
Superfilm  Multi-Viscosity  Industrial  Oil  H2 
Surge  Heavy  Duty  Liquid  Detergent 

Cone A4.A8 

Take-Off    Al 

Tridet  A4 

Trio    C2 

Tuffplate  w/PTFE  H2 

Visa   CI 

White  Guard    HI 

Amsoil  Inc. 

Farm  Tractor  Hydraulic/Trans.  Oil  H2 

Gear  Lube  SAE  80W-90 H2 

Moly  Fortified  Heavy  Duty  Synthetic 

Grs H2 

QL  Complex   A1.B1 

Synthetic  Polymer  Food  Grade  Grease  HI 

The  Metal  Protector    H2 

Am  tech  Products,  Inc. 

Advance  Bl 

Attack Bl 

Brite  Bl 

Brite  White    Bl 

Chief   Bl 

Chlorite    Bl 

Fybr-Sof B2 

Lift  Bl 

Liqui-Det  Bl 

Marathon   Bl 

Neu-Tex  Bl 

Olympic  Bl 

Pinnacle  Bl 

Reclaim    Bl 

RX  Bl 

Strike  Bl 

Syntrox    Bl 

Ultra  Bl 

Varox  Bl 

Amtex  Chemical  Co. 

Amtex  Bleach    B1.G4 

Amtex  Cleaner  1  A8.C1 
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Amtex  QA-10    D2 

Amtex-A-Plus   A3 

Amtex-AC  A3 

Amtex-Blast  Al 

Amtex-Chlor   Al 

Amtex-CIP  Al 

Amtex-CL   CI 

Amtex-DG  Al 

Amtex-Foamup   Al 

Amtex-FC    Al 

Amtex-Moil  HI 

Amtex-MPY    A4 

Amtex-WC A8.C1 

Amtex-WC-SILC A8.C1 

Amtex-WCX   CI 

Control  Al 

Dishwash  Al 

Solv-It    CI 

Thick-Quick Al 

Top  Gun Al 

Top  Gun  Cone A4 

WC-Boost   A8 

Amtex  Chemicals  and  Equipment, 
Inc. 

Rust-Not  #1  PI 

Amvac  Chemical  Corporation 

Alco  Bug  Spray  F2 

Amway  Corporation 

Aerosol  Oven  Cleaner A8 

All  Fabric  Bleach    Bl 

All-Purpose  Spray  Adjuvant  A1.E1 

Allano    E4 

Auto.  Dshwshr  Comp-Soft  Water  For- 
mula        Al 

Auto.  Dshwshr  Compound-8.7%  P  For- 
mula        Al 

Automatic  Dishwasher  Compound  Al 

Chlorine  Bleach  Bl 

Chrome  &  Glass  Cleaner   CI 

Concntrted  Fabric  Softener  &  Bri- 

ghtener    B2 

Dish  Drops A4 

Engine  Degreaser    Kl 

Germicidal  Concentrate  &  Sanitizer  ....    Dl 

Hard  Water  Film  Remover  A3 

Industroclean  A4.C1 

Industroclean  Heavy  Duty 

Cleaner   A4.B1.C1 

Kool  Wash  Gentle  Liquid  Detergent   ..    Bl 
L.O.C.  High  Suds  Liquid  Organic 

Cleaner   A4 

L.O.C.  Regular  Liquid  Organic 

Cleaner   A4.C1.E4 

Metal  Cleaner   A6 

Pre-Wash  Laundry  Spray   Bl 

Pursue  Broad  Spectrum 

Dsnfctnt/Deodrzr    C2 

Pursue  Foam  Cleaner  Germicidal  CI 

Pursue  Germicidal  Concentrate    CI 

Pursue!  Disinfectant  Cleaner    A4.C2 

Quick-Killing  Bug  Spray    Fl 

Smashing  White  Laundry  Booster  B2 

SA8  Limited  Phosphate  Laundry 

Compound A4J31 

SA8  Liquid  Detergent  A4£l 

SA8  Liquid  Detergent  w/Fabric  Softener  B2 
SA8  Phosphate  Free  Laundry  Com- 
pound     A431 

Tri-Zyme   Bl 

Water  Softening  Compound  G231 

Wonder  Mist  H2 

Zoom  Instant  Spray  Cleaner  A4.C1 

Zoom  Spray  Cleaner  Concentrate  ....  A4.C1 
3-D  Formula  Concrete  Floor  Clng. 
Comp CI 


AmPro  Chemical  Company 

AmPro  D-C  Al 

AmProP-D-G   Al 

An-Fo  Manufacturing  Company 

Acid-Du  A3 

An-Fo  Insecticide  #2 Fl 

Bottle  Wash-Du  A2 

Chlorinated  Dish-A-Du  Al 

Dairy-Du  Double  Action  Cleaner Al 

Dairy-Du  Milkstone  Remover    A3 

Double  Strength  Liquid  Dairy-Du   Al 

Du-Suds  Al 

Egg-Du  #7  Ql 

Floor-Du    A4 

Fly-Du  Aerosol   Fl 

Iodu   D2 

Liquid  Pipe  Line-DU    Al 

Milk-Master  Al 

Pipe  Line-Du  Dl 

Pipe  Line-Du  A  Dl 

Prime  Smokehouse  Cleaner   A8 

Sani-Du   D2 

Sterl-Aid    Dl 

Super  Wash-Du  Bl 

Super-Du  A3 

Thrifty-Chlor  Dl 

Trouble  Shooter Dl 

Vac-Line-Du   A2 

Analab  Laboratories,  Inc. 

A-N  Concentrate  Al 

Citron  CI 

Formula  582  Heavy  Duty  CI 

Heftee  Blue  Al 

Hi-Pine CI 

Lavender  Liquid  Soap  E4 

LaFleur  Liquid  Soap  El 

Lemon  Floor  Cleaner   CI 

Lime  All    CI 

Mint  Deodorant  Cleaner  CI 

Mint  Floor  Cleaner  CI 

Mintee  Detergent  Disinfectant   CI 

Nutra  Kleen  Floor  Cleaner  CI 

Odorid   CI 

Orange-Solve  CI 

Pan  Degreaser  Al 

Penta  Pine  Disinfectant  CI 

Pine  Deodorant  Cleaner   CI 

Pine  Scrub  Floor  Cleaner  CI 

Pink  Lotion  Hand  Soap    E4 

Sani-Derm  Sanitizing  Hand  Soap  E2 

Septic  Zest  LI 

Steem  Kleen    Al 

Superfoam  Liquid  Hand  Soap    El 

Wintergreen  Drip  Fluid  C2 

Analytics,  Inc. 

"Scrubb-Up"    E2 

Anchor  Corporation 

B-202A    G6 

B-224A    G6 

B-227A    G6 

C-370  G7 

Anderson  Chemical  Company 

A-Dine  Sanitizer  D2 

Adjust  PH-7  Al 

Aerol  X    Al 

Aerol  X  Chlorinated   Al 

Aerol  X-10 A4 

Alkali  #100  NF  A2 

Alkali  #109   A2 


Alkali  #110   A2 

Alkali  #112   A2 

Alkali  #112  NF  A2 

Alkali  #120   A2 

Alkali  #90   A2 

Alkali  #90  NF  A2 

Alkali  WT-100    A2.G1.G6 

Alkali  110  NF  A2 

Alpha-Det    Al 

An  Lube  10  H2 

An-Bowl  HP-75 A3 

An-Break  Bl 

An-Break  Plus  Bl 

An-Brite  Bl 

An-Care  Antiseptic  Hand  Cleaner   El 

An-Care  Hair  &  Body  Shampoo    E4 

An-Care  Lotion  Soap    El 

An-Care  Moisturizing  Hand  Lotion  E4 

An-Care  Stainless  Steel  Polish  & 

Cleaner  A7 

An-Care  500  Tile  Clean  A3 

An-Care  600    Al 

An-Care  625    A4 

An-Care  695  Spray  and  Wipe    Al 

An-ChlorHD A1.Q1 

An-Det  2000   Al 

An-Fab  Bl 

An-Foam  D    Al 

An-Gest  L2 

An-Gest  L2 

An-Klor  Plus  A2 

An-Lube  P-30   H2 

An-Quest  Bl 

An-Quest  D   Bl 

An-Soft  1000  El 

An-Solv   Al 

An-Sour  Bl 

An-Tec  LF  D2 

An-Tec  101    Dl 

An-Tec  110   D2 

Analox  De-lime  A3 

Analox  L-10    A3 

Analox  L-20    A3 

Analox  TFM   A3 

Anderson's  An-O-Dine    Dl 

Anderson's  Liquid  An-Chlor  Q1.A1 

Aqua  Treat  G2 

Assault  Liquid  A2 

Assualt  A2 

Attack Al 

ADC  MACH  LSR A3 

AN  GLO  85 Al 

AN-Lube  SW-20  H2 

Balance  PH-7 CI 

Beck  Tower  Algaecide   G7 

Beta-Chlor  Al 

Bex  LS-133  G6 

Bex  Phos  G2.G5.G6 

Bex  TPP    G6 

Bio-Clean  "NP"  Al 

Bio-Clor"NP"  A1.Q1 

Bio-ClorPlus  Al 

Bio-Foam  Al 

Bio-Gen  "NP"   Al 

Bio-Lox  "NP"    A3 

Bio-Lox  NP-2   A3 

Bio-Lox  NP-4   Al 

Blitz  A2 

Boro-Anox  Bl 

Champo  Hair  and  Body  Shampoo   C2 

Chloro-Anite  Deluxe  701    Al 

Chloro-Anox    Bl 

Clout    Bl 

Combat    A2 

Conquer  Bl 

CLR  Compound    Al 

Dermatize E2 

Ecosolv    CI 

Egg  Cleaner-Chlorinated  A1.Q1 

Egg-Chlor    A1,Q1 

Egg-Wash  Chlorinated    A1.Q1 

Fast  Action    Al 
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Fomate  Al 

Fornax    A1.E1 

Foment  Al 

Fomite  Liquid   Al 

Food  Plant  Spray  Fl 

Full  Radius    Al 

Generate  Al 

Geron  I D2 

Geronite  B-25   A2 

Geronite  L-20    A3 

Guide  Bl 

Hand-Glo  E2 

Hercules  Bl 

Hyprox  Bl 

Hyprox  D  Bl 

HD  Detergent    Al 

Liquid  An-Break  Bl 

Liquid  An-Chlor  Egg  Cleaner    Ql 

Liquid  Caustic  Potash  45%    A2 

Liquid  Chloro-Anite   Al 

Liquid  Silk  'n  Soft  B2 

Litalox   A3 

Litalox  C-10    A3 

Litalox  C-5  LF    A3 

Litalox  D-600  LF   A3 

Litalox  D-800    A3.Q2 

Litalox  HF  A3 

Litalox  LF  A3 

Litalox  MF-400  A3 

Litalox  XHF    A3 

Litcho  X A3 

Machine  SE  Al 

Magna-Chlor  Al 

Magna-Chlor  Plus  Al 

Micro-Boost  A  PI 

Micro-San    PI 

Micro-Soak    PI 

Micro-Wet  A  Al 

Micro-Wet  N  Al 

Micro-Zyme  P-100    PI 

Micro-Zyme  P-200   PI 

Micro-Zyme  P-300   PI 

Microlox  C-104  LF  A3 

Microlox  C-105  Sudsless   A3 

Microlox  C-108  LF  A3 

Microlox  C-110  LF  A3 

Microlox  Special  #20  "LF' A3 

Microlox  Special  #40  LF   A3 

Microlox  Special  100  LF   A3 

Microlox  Special  30   A3 

Microlox  Special  50  LF   A3 

Microlox  Special  70   A3 

MB-9615  G5.G7 

Neutra-Lox  Bl 

Neutra-Soft    B2 

New  View   CUM 

Nitric  Acid  A3 

Nitrolox  333    A3 

Nitrolox  555    A3 

Nitrolox  777    A3 

Novex Bl 

Penetrate    Bl 

Perform    Bl 

Prevent  Al 

Pro-Lox   A3 

PC-750  G5 

PC-953  G5.G6 

PC-984  G5 

PT-210  G1.G5 

PT-229  G3.G5 

PT-450  G3.G5 

PT-675  G2,G5,G6 

PT-690  G2.G5.G6 

PT-830  A2.G1.G6 

Red  Tile  Floor  Cleaner  A4 

Reg  13  D2.Q4 

Restore  A4 

Rezolv    CI 

Rust-Lox    A3.B1 

S-100  Floor  Cleaner   CI 

San-Lube  S-60  H2 

Sca-Lox   A3 


Scanadol  No.  30   Bl 

Scanalite Al 

Silk  'n  Soft B2 

Sokanate  X    A2 

Stellar CI 

Super  An-Chlor  A2 

Superlox  X-40  A3 

SA-4095  G6 

SC-1220  G5.G6 

SC-1240  G6 

SC-1415  G5.G6 

SC-1430  G5.G6 

SC-1822  G6 

SC-1866  G5.G6 

SL-3020  G5.G6 

SL-3115  G5.G6 

SL-3160  G6.G5 

SL-3380  G5.G6 

SL-3390  G5.G6 

SL-3475  G6 

SO-2122 G5.G6 

SO-2133  G5.G6 

SO-2144 G6 

Tec-An  A2 

Tec-AnD-16  Al 

Tec-An-20  Ql 

Top  Gun CI 

TEC-AN  B-10  Al 

Vortex    Al 

Vortex  II    Al 

Wallup  Bl 

Z  85  Alkali  Defoamer Q5 

Z-50Defoamer    Al 

Z-55  Defoamer    Al 

Z-90  A1.Q5 

Z-94  Egg  Defoamer    Q5 

50%  Caustic  Soda  A2 

75%  Phosphoric  Acid  A3 

Anderson  Chemical  Company,  Inc. 

Alkasteem    G6 

Alkasteem  228  G6 

Alkasteem  232  G6 

Anco  Ice  Machine  Cleaner  A3 

Anco  Water  Treatment   Gl 

Anco  Water  Treatment-S    G3 

Anco-Ox  1010  G6 

Anco-Ox  1030  G6 

Ancoclean  5020  A3 

Ancool  3103    G7 

Ancool  3303    G7 

Ancool  3400    G3.G5.G7 

Ancool  3403    G3.G5.G7 

Ancool  3410    G2.G5.G7 

Ancool  3413    G2.G5 

Ancool  3420    G5.G7 

Ancool  3423    G5.G7 

Ancool  3700MP    G7 

Ancool  3760    G6 

Ancosteam  2000    G6 

Ancosteam  2010   G6 

Ancosteam  2015   G6.G7 

Ancosteam  2030   G6 

Ancosteam  2040   G6 

Ancosteam  2045   G6 

Ancosteam  2050   G6 

Ancosteam  2510   G6 

Ancotreat  1100    G6 

Ancotreat  1140    G6 

Ancotreat  1143    G6 

Ancotreat  1150    G6 

Ancotreat  1160    G6 

Ancotreat  1190    G6 

Ancotreat  1200    G6 

Ancotreat  1203    G6 

Ancotreat  1230    G6 

Ancotreat  1240    G6 

Ancotreat  1300    G6 

Ancotreat  1340    G6 

Ancotreat  1400    G6 

Ancotreat  1520    G6.G7 


Ancotreat  1600    G6 

Ancotreat  1610    G6 

Ancotreat  1620    G6 

Ancotreat  1630    G6 

Ancotreat  1640    G6 

Ancotreat  1650    G6 

Ancotreat  1660    G6 

Ancotreat  1670    G6 

Ancotreat  1680    G6 

Ancotreat  1690    G6 

Ancotreat  1700    G6 

Ancotreat  1701    G6 

Ancotreat  1705    G6 

Ancotreat  1750    PI 

Anti-Foam  Braxon G6 

Antifoam  BW    G6 

Braxon  #1    G6 

Braxon  #2    G6 

Braxon  132   G6 

Chillex-B  G6 

Cooling  Water  Treatment-CSA    G7 

Cooling  Water  Treatment-JWA    G7 

Korromeen  G6 

Ox-Gem  Mp    G6 

Polybrax  185   G6 

Sweetex   Gl 

SR-2  G7 

Anderson  Industrial  Chemical,  Inc. 

Shur-Kleen  A4 

Sure  Cleen  A4 

Z.I.P CI 

Anderson  Industrial  Sales 

Anderson  Germicidal  Cleaner Dl 

Sewer  Solvent  LI 

Anderson  Oil  &  Chemical  Co.,  Inc. 

Lusol  Cleaner  Degreaser Al 

Anderson-Stolz  Corporation 

Sol-vet  150    G6 

Sol-Vet  NBD  G7 

Sol-Vet  01   A3 

Sol-Vet  02  A3 

Sol-Vet  03  A3 

Sol- Vet  08  A3 

Sol-Vet  120A G6 

Sol- Vet  120AC   G6 

Sol-Vet  120L  G6 

Sol- Vet  120LP  G6 

Sol-Vet  146  G6 

Sol- Vet  163  G6 

Sol- Vet  201  G7 

Sol- Vet  33  G6 

Sol-Vet  332  G6 

Sol-Vet  333  G6 

Sol-Vet  334  Gl 

Sol-Vet  341PC    G6 

Sol-Vet  341PCB   G6 

Sol- Vet  341PCD  G6 

Sol- Vet  341PCN  G6 

Sol-Vet  345  G6 

Sol- Vet  345  N  G6 

Sol-Vet  346  G6 

Sol- Vet  348  G6 

Sol- Vet  348  PC  G6 

Sol-Vet  348D G6 

Sol-Vet  348DX  G6 

Sol-Vet  348X G6 

Sol- Vet  352  G6 

Sol-Vet  353  G6 

Sol-Vet  421  X  G7 

Sol-Vet  426  G7 

Sol-Vet  432  G5.G7 

Sol-Vet  45  G6 

Sol-Vet  54D G7 
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Sol-Vet  543  G6 

Sol-Vet  599C  G7 

Sol-Vet  599D G7 

Sol-Vet  599DX  G7 

Sol-Vet  599J   G7 

Sol-Vet  599K  G7 

Sol-Vet  613  G6 

Sol- Vet  615  G6 

Sol- Vet  617  G6 

Sol-Vet  617A G6 

Sol-Vet  657  G6 

Sol-Vet  658  G6 

Sol- Vet  88  G7 

Sol- Vet  88SP  G7 

Sol-Vet900L  PI 

Sol-Vet  900LP PI 

Sol-Vet  94  G6 

Sol-Vet  99  G6 

Anderson,  J.  F.  Distributors,  Inc. 

AC  200  Low  Foam  Degreaser  A4 

AC  210  All  Purpose  Cleaner   A4 

AC  500  Grease  Off  Al 

Andrews  Chemical  Products  Co. 

Butyl-K    A4 

Angelina  Chemical  Company 

Heavy  Duty  Cleaner  Degreaser    ....    A4A8 

Lemon  Disinfectant  C2 

Mint  Disinfectant C2 

Pine  Odor  Disinfectant   CI 

Angler  Industries 

Chlormate  263  Al 

Power  Punch  3    A2 

Angus  Chemical  Corporation 

Alko  90   A2 

Alko  90-BQ  A2 

Alko  90-T  Tree  Wash  A2 

Alko  90-400  X    A2 

Anga  Blue   Al 

Anga-San  D2 

Angel  Blue Al 

Angus  QT-164  Dl 

Chlorinated  Cleaner Al 

Clean-Me  Al 

DO-49    CI 

Glissen  A3 

Hot  Rod  LI 

Hot  Rod  Liquid  Drain  Opener  LI 

Laundry  Bleach  Bl 

Polt45  Al 

Smokey    A2 

Smokey  Foam   Al 

Trolley  Polish    A2 

XS-6  Chlor    Al 

727  L  Bl 

Anti-Seize  Technology  Inc. 

#201  Action  Concentrated  Liquid 

Detrgnt    A1JE1 

"Heavy  Duty"    A4 

Action  Eze  Liquid  Cleaner  #322   ..    A4.A8 

Blue  Clean  Al 

Antietam  Paper  Co.,  Inc. 

Blue  Ridge  All  Purpose  Cleaner   A4 

Blue  Ridge  Cleaner-Degreaser  Al 

Blue  Ridge  Non  Butyl  Cleaner Al 

Blue  Ridge  Quat  Germicidal  Cleaner  ..  Dl 


Antiodorant  Technologies,  Inc. 

Antiodorant  Water  Soluble  Concentrate   CI 

Apache  Chemical  Company 

All  Purpose  Cleaner   A2 

Apache  Egg  Cleaner  Ql 

Heavy  Duty  Steam  Cleaning  Compound  A2 
Low  Suds  Laundry  Compound  No.  2       Bl 

Pinklor  Dl 

Soft  Velvet  Hand  Soap  El 

10%  Chlorine  Bleach    Bl 

Apache  Enterprises 

Little-Chief    Al 

Power  Chief Al 

Apex  Best  Chemical 

Break-Away  Degreaser  CI 

Egg  Wash    Ql 

Foam  Down  Meatroom  Cleaner  Al 

Apex  Chemical  Supply 

Formula  359    Al 

Apex  Distributing  Co.  Inc. 

All  Purpose  Cleaner  Degreaser Al 

Apex  Formula  131  Cleaner-Degreaser     A4 

Apex  Engineering  Products 
Corporation 

Rydlyme    A3 

Apex  Janitorial  Supplies,  Inc. 

Foaming  Glass  &  Utility  Cleaner  CI 

Apex  Products,  Inc. 

Liqui-Bac  L2 

Peni-Lube H2 

Vandal  Mark  CI 

Apex  Services 

A.S.  47  Al 

Clean  Concentrate  A4 

Flo-Way  LI 

Flow-Way  Drain  Opener LI 

Formula  74  Steam  Cleaner  Liquid  Al 

K-Kleen  CI 

Apollo  Chemical  &  Supply 

Extra  Heavy  Duty  Lift-Off  CI-De- 
greaser  A4A8 

Apollo  Chemical  And  Supply 
Company 

Big  4   Al 

Apollo  Industries,  Inc. 

All  Kleen  CI 

All  Purpose  Cleaner   CI 

Ant  &  Roach  Residual  Spray  F2 

Antiseize    H2 

Aqua-Cide  Residual  Spray  F2 

Barrier  Residual  Insecticide  F2 

Battery  Terminal  Cleaner  PI 

Belt  Dressing  PI 

Blonde  Bomb    CI 

Bright  Shine    CI 


Brite  Shine  CI 

Chewing  Gum  Remover  CI 

Citrus  Foam  CI 

Clean  &  Fresh  All  Purpose  Cleaner  ....  CI 
Clean  &  Fresh  Tub  Tile  &  All  Purp. 

Clnr  CI 

Com  Kleen K2 

Dissolve  K2 

Dry  Silicone  Spray   HI 

Dual  Synergist  Insect  Spray  Fl 

Envi-Cide  CI 

Envi-Cide  I    CI 

Envi-Cide  II  CI 

Flying  Insect  Killer  Fl 

Flying  Insect  Killer  No.  II    F2 

Gel  Vandal  Mark  Remover CI 

Germicidal  Spray  Cleaner CI 

Glass  &  Mirror  Cleaner    CI 

Glass  Cleaner CI 

High  Purity  Contact  Cleaner K2 

Industrial  Strength  Insect  Killer  F2 

Insect  Killer  Fl 

Moisture  And  Corrosion  Preventative 

Aer H2 

Motor  Degreaser  &  Equipment  Cleaner  K2 

MCP  2000  H2 

One  Shot   Fl 

Orange  All  CI 

Oven  Cleaner A8 

Pine  All   CI 

Rust  Free  H2 

Safety  Solvent  K2 

Silicone  Release  Agent  HI 

Sparkle  CI 

Spice  Aire    CI 

Stainless  Steel  Cleaner   A7 

Strip-It  Baseboard  Cleaner  &  Wax  Strip.  A4 

Sweet  Scent  CI 

The  Centsible  All  Purpose  Cleaner   ....    CI 

The  Centsible  Glass  Cleaner CI 

The  Centsible  Penetrating  Lubricant    ..    H2 

The  Centsible  Solvent  Degreaser  K2 

The  Centsible  Stainless  Steel  Cleaner      A7 

The  Centsible  Surface  Polish   CI 

Times-Up  Total  Release  Fogger F2 

Total  Release  Fogger   F2 

TFE  Lubricant  Release  Agent    HI 

TKO  Aqueous  Insecticide  F2 

White  Lithium  Grease  Lubricant   H2 

Zap-Em  Wasp  and  Homet  Killer  F2 

Apollo  Maintenance  Supply  Inc. 

Bath-Lite   C2 

Break-Thru Al 

Lemon  Liquid  Hand  Soap El 

Liquid  Drain  Opener  LI 

Multi  Purpose  Foaming  Cleaner C2 

Neutral  Cleaner  A4 

Ring-Go  C2 

Safe-N-Kleen  Al 

Apollo  Technologies 

Apollo  Technologies  Foamy  Lube  HI 

Blast  Safety  Solvent   K2 

Chain  and  Cable  Lubricant  H2 

Contact  Cleaner  K2 

Dry  Glide HI 

Eliminator   C3 

Food  Grade  White  Lube  HI 

Food  Lube  HI 

Kwik-Kleen  A2 

Moly  Kote  Dry  Moly  Lubricant  H2 

Power  Foam A2 

Power  Strip   A2 

Sani  Foam   Al 

Side  Kick H2 

Suds  Al 

Super  Solve  Al 

Syn-Solv    Al 

Tron  Contact  Cleaner  K2 
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Apperson  Chemicals,  Inc. 

Ex-Skale A3 

Apple  Products 

High-Kill  Fly  &  Mosquito  Spray  Fl 

Applied  Biochemists,  Inc. 

Septictrine   L2 

Applied  Chemical  Services,  Inc. 

ACS-100   G6 

ACS-103   G6 

Applied  Chemical  Technology 

PWT-4207  G2 

STPP-30  G2 

Applied  Development  Co.,  Inc. 

Triple  "D"  Lux    Al 

Applied  Research,  Inc. 

Aero  Guard  Fly  &  Roach  Spray Fl 

Ancon PI 

Applied  Research  Flux  Off K2 

Ar-Reen  "Q"    C2 

Belt-D    PI 

Bolt  Buster  NT H2 

Bolt  Buster  NT.  (Aerosol)  H2 

BTC  PI 

C-Breeze  Disinfectant  Deodorant  CI 

Chain  &  Cable  Lube  H2 

Citrus  Grease-Odor  Control    CI 

Contact  Plus    K2 

Cream-Klean  Mint  "Q "  A6.C2 

Cream-Klean  Mint  "Q" A6.C2 

D-Foam   Al 

Dual  Kill  Insect  Killer  Concentrate  F2 

Dual  Sect  Concentrate  Insecticide    Fl 

Electro-Klean  K2 

Enz-Away    L2 

Focus  CI 

Fresh  Aire  Air  Sanitizer  &  Surface 

Dsnft  CI 

GB  Breakdown   CI 

Hi-P  Contact  Cleaner   K2 

High  Viscosity  Silicone  Lube  HI 

Inhibit    H2 

Kleer  Vue  A    CI 

Kleer-Vue  "Q"  CI 

Knock-Out-Super  Emulsifiable  Spray 

Cone Fl 

Lemon-Dis  #22  Lemon  Odor  Dsnft  Deo 

Clnr  A4 

Liquid  Strip  C3 

Lite  Eze  H2 

Long  Shot  Residual  Insecticide    F2 

Mint-Dis  #22  Mint  Odor  Dsnft  Deo. 

Clnr  CI 

MPG  AA"A"  HI 

Painless  Stainless    A7 

Pine  Feet  "Q"    CI 

Pine  Sect  "Q"    CI 

Pine-Dis  #22  Pine  Odor  Dsnft  Deo-Clnr  CI 

Quat  #44  Mint  Odor  Ensinfectant CI 

Sanitary  Lube    H2 

Seize-Proof    H2 

Sentry  Residual  Roach  Liquid   F2 

Silicone  Lube  "BT"  HI 

Skin  Shield  Cream    B4 

Spray  Adhesive   PI 

Super  Brute   Al 

SSC    CI 

T-F-Eze   H2 


Two  Phase  Bowl  Cleaner  Disinfectant  C2 

White  Ease H2 

X-Tape  PI 

Applied  Specialties,  Inc. 

AS  1035  LI 

Formulation  BEC-640  Al 

Apter  Industries,  Incorporated 

Appro  Killer  Fog  Spray    Fl 

Appro  Powerclean  Al 

Approquat    CI 

Aquaphenate    D2 

E-Z  Grill  &  Oven  Cleaner   A8 

Easy  A4.A8 

Grease  Zone CI 

Hang  Time  CI 

Macro  Concentrate  Super  D  Al 

Phenz  A4 

Pinky   El 

Xtra  Duty  C Al 

Yellow  CI 

Aptus  Systems,  Inc. 

Burlee A4 

Aqua  Engineers 

AE-1  Al 

B-Emulsifier    Al 

Enviro-Kleen   Al 

Kleen-Up  Al 

Truck  Wash  Supreme   Al 

444  A4.C1 

Aqua  Laboratories,  Inc. 

Aqua  Chem  214S    G6 

Aqua  Chem^U2    G6 

Aqua  Chem-6    G7 

Aqua  Chem-6S    G7 

Aqua  Chem-8    G7 

Aqua  Chem-8S    G7 

Aqua  Chem-80S    G7 

Aqua-Buf  G6 

Aqua-Chem-214    G7 

Aqua-Chem-60    G7 

Aqua-Chem-60S    G7 

Aqua-Chem-80    G7 

Aqua-Coll    G6 

Aqua-Coll-D    G7 

Aqua-Coll-P G6 

Aqua-Coll-PS    G6 

Aqua-Gard  G7 

Aqua-Gard-10    G7 

Aqua-Gard-2   G7 

Aqua-Gard-20    G7 

Aqua-Phos  G6 

Aqua-Phos-D  G6 

Aqua-Treet  2875  G7 

Aqua-Treet  2900  G7 

Aqua-Treet  4-D  G7 

Aqua-Treet  420  G7 

Aqua-Treet  450D G7 

Aqua-Treet-22  G7 

Aqua-Treet-4  G7 

Aqua-Treet-40  G7 

Aqua-Treet-42  G7 

Aqua-Treet-450  G7 

Aqua-Treet-8  G7 

Aqua-Treet-80  G7 

Aquamine G6 

Aquamine-2  G6 

Aquamine-5  G6 

AH-2AD    G7 

Deoxit-D    G6 

Deskale    G7 

GB-60    G6 


Liquid  Deox-It  G6 

Mud-Out-500  G7 

RL-300  G6 

Aqua  Labs,  Inc. 

Alkatrol    G6 

Alkatrol  P    G6 

Hardness  Scavenger  L G6 

Hardness  Scavenger  P  G6 

Oxy-Scav  L  G6 

Oxy-Scav  P  G6 

Polymer  Adjunct  B   G6 

RLT  91-D    G6 

Aqua  Prep,  Inc. 

B-227  G7 

B-228  G6 

B-232  G6 

B-233  G6 

B-234  G6 

B-235  G6 

B-237  G6 

B-238  G6 

B-245  G6 

B-246  G6 

B-247  G6 

B-248  G6 

B-250  G6 

B-251  G6 

B-270  G6 

B-271  G6 

B-288  G6 

B-290  G6 

B-291  G6 

B-292  G6 

B-293  G6 

B-294  G6 

B-295  G6 

B-296  G6 

B-297  G6 

B-298AF   G6 

CL-102  PI 

CWA   G7X1 

LSA  G1.G6 

WT-100   G2 

WT-101    G2.G7 

WT-102   G3.G6 

Aqua  Process,  Inc. 

AP-707  G7 

AP-755  G7 

Product  3867  G6 

Product  5164  Oil  Dispersant G5 

3006  G7 

3015  G6 

3270  G6 

3405  G6 

3620  G6 

3640  G6 

3850  G6 

3900  G6 

Aqua  Products,  Incorporated 

Aqua  "M"    Al 

Aqua  Floor  Scrubber A4 

Aqua  Heavy  Duty  Degreaser-Cleaner  A4 

Aqua  Maid  Bl 

Aqua  San-Det    Dl 

Aqua  Scale  A    A3 

Aqua  Super  Gor  Al 

Aqua-LMV  Al 

Aqua  Science,  Inc. 

Alk-Phos   Al 

Alklor  P  Al 

Alklor-12  Al 
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Aqua  Cide  WIS G7 

Aqua  Cide  W30 G7 

Aqua  Cide  W5  G7 

Aqua-SHC  E2 

Aquacide  DCD-2  Al 

Aquacide-8332 D2 

AC-Kleen  P  Al 

Boilout-40    A2 

BWT  14K    G6 

BWT-A10    G6 

BWT-PIO  G6 

BWT-10  G6 

BWT-110  G6 

BWT-114  G6 

BWT-14  G6 

BWT-14AF  G5.G7 

BWT-15  G6 

BWT-20  G6 

BWT-210  G6 

BWT-220  G6 

BWT-230  G6 

BWT-24  G6 

BWT-280  G6 

BWT-290  G6 

BWT- 30  G6 

BWT- 34  G6 

BWT-410  G6 

BWT-432  G6 

BWT-432F G6 

BWT-433  G6 

BWT-434  G7 

BWT-435  G6 

BWT-436  G6 

BWT-491  G6 

BWT-514  G6 

BWT-6  G6 

BWT-60  G6 

BWT-600  G6 

BWT-614  G6 

BWT-70  G6 

BWT-80  G6 

BWT-824  G6 

BWT-84  G6 

BWT-84A    G6 

BWT-84A+   G6 

BWT-844  G6 

BWT-90  G6 

BWT-910  G6 

BWT-920  G6 

Chlorokleen  II  Al 

CLT-1SDF  G7 

CLT-15F   G7 

CLT-150    G7 

CLT-415  F G7 

CLT-5271    G6 

CLT-7F   G7 

CLT-8F   G7 

CLT-9F   G7 

CT-USDA   G5 

CWT-30F G7 

CWT-444  G5 

CWT-930  G7 

D-Phos-22C  A3 

D-Phos-37   A3 

D-Phos-80   A3 

DSC-DSP G6 

DSC-DSP+    G7 

DSC-19    G7 

DSC-99    G7 

DSC-99F  G6 

DSP-101    G6 

DSP-110    G6 

DSP-1101    G7 

DSP-2001    G7 

DSP-201    G7 

DSP-2010    G7 

DSP-310    G6 

DSP-3101    G6 

DSP-401    G6 

DWS-860  G3 

EZY-005    CI 

F.P.C.  Lube  100    H2 


FPC  Lube  205  H2 

Grease-Away  CI 

Isan-DSC  D2 

Isan-FDS   D2 

Isan-HSS  Sanitizing  Hand  Scrub  E2 

KKA-Plus    A8 

Liebert  Humidifier  Pan  Treatment  G6 

M-Scrubl8   Al 

M-Scrub22  Al 

M-Scrub47  Al 

Nue-Kleen  P   Al 

OS-070 G6 

OS-551  G6 

OS-751  G6 

Phos-A-San    D2 

SLT-170 G6 

SLT-200  G6 

SLT-210  G6 

SLT-220  G6 

SLT-230  G6 

SLT-271  G6 

SLT-280  G6 

SLT-29  G6 

SLT-527  G6 

SLT-871  G6 

Task-Master  Al 

Titan  PI 

Titan  II  PI 

Aqua  Sure,  Inc. 

Aqua  Sure    G2 

Septic  Treat  S50L  CI 

Aqua  Therm,  Inc. 

#400  G7 

#401  G7 

#420  G7 

#451  G2 

#601  G6 

#602  G6 

#610  G6 

#611  G6 

#616  G7 

#617  G7 

#618  G6 

#620  G6 

#621  G6 

#622  G6 

#623  G6 

#624  G6 

#631  G6 

#632  G6 

#640  G6 

#641  G6 

#645  G6 

102  G6 

103  G6 

420A    G7 

440  G6 

643  G6 

646  G6 

647  G6 

Aqua  Treat  Chemicals,  Inc. 

B-200  G6 

B-201  G6 

B-202  G6 

B-204  G6 

B-205  G6 

B-206  G6 

B-207  G6 

B-209  G6.G2 

B-211  G6.G2 

B-212  G6 

B-212X    G6 

B-214  G6 

B-215  G6 

B-217  G6 


B-222  G6 

B-223  G6 

B-242  G6 

B-246  G6 

B-250  G6 

B-254  G6 

B-256  G6 

B-257  G6 

B-260  G6 

B-262  G6 

B-262X    G6 

B-263  G6 

B-264  G7 

B-265  G6 

B-268  G6 

B-271  G6 

B195    G6 

B203    G6 

B210    G6 

B213    G6 

B214A  G6 

B216-30  G6 

B218    G6 

B226-30  G6 

B227    G6 

B229    G6 

B230    G6 

B231    G2 

B232    G6 

B233    G6 

B234    G6 

B235    G6 

B236    G6 

B237    G6 

B238    G6 

B240    G6 

B241    G6 

B243    G6 

B247    G6 

B252    G7 

B266    G6 

B267    G6 

B272    G6 

B283    G6 

C-510  G3 

C-512  G7.G2 

C315    G2.G5.G6 

C508    G5 

C547    G5 

C589    G5.G7 

269  G6 

Aqua  Tri 

All-Clear  Chlor-Right  Gran- 
ulated   D2,G5,G7,Q4 

All-Clear  Chlor-Right  Tab- 
lets   D2,G5,G7,Q4 

Aqua  Witch,  Inc. 

Aqua  Witch  Bio-Safe  Industrial  Cleaner  Al 
Aqua-Chem,  Incorporated 

Antifoam  B   G6 

PWT-7000  G3 

3043  G6 

3044  G6 

3045  G6 

4000  G6 

6000  G7 

6002  G6 

6003  G6 

6004  G6 

6083  G6 

8016  G7 

8026  G7 

8036  G7 

9083-B  G6 
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Aqua-Clear  Co. 

#400  G7 

#616  G7 

#621  G6 

#622  G7 

#623  G7 

#631  G6 

#632  G6 

#640  G6 

#641  G6 

#641  G6 

#644  G6 

#645  G6 

#646  G6 

400S  G7 

401  G7 

616  G6 

616FSS    G6 

616S  G6 

616SA    G6 

616SFA    G6 

Aqua-Dynamics 

A-4130  G7 

A^1140  G7 

A-4150  G7 

B-3000  Water  Treatment    G6 

B-3010  Water  Treatment    G6 

B-3020  Water  Treatment    G6 

B-3040  Water  Treatment    G6 

B-3100  Water  Treatment    G6 

B-3110  Water  Treatment    G6 

B-3130  Water  Treatment    G6 

B-3150  Water  Treatment    G6 

B-3220  Water  Treatment    G6 

B-3230  Water  Treatment    G6 

B-  3280  Water  Treatment    G6 

B-3300  Water  Treatment    G7 

B- 3600  Water  Treatment    G6 

B-3610  Water  Treatment    G6 

B-3650  Water  Treatment    G6 

B-3670  Water  Treatment    G6 

C-  3900  Water  Treatment    G7 

C-3910  Water  Treatment    G7 

C-3930  Water  Treatment    G7 

L-3800  Water  Treatment G7 

L-3810  Water  Treatment G7 

T-4210  Water  Treatment G7 

T-4210  Water  Treatment G7 

T-4340  Water  Treatment G7 

T-4380  Water  Treatment G7 

Aqua-Lyte,  Inc. 

AquaLyteBlOOOL  G6 

Aqua  Lyte  B102L  G6 

B  205  Boiler  Water  Treatment  G6 

B  235  Condensate  Line  Treatment  G6 

C  305  G7 

Aqua-Serv  Engineers,  Inc. 

A-104  Algaecide  G7 

A-105  Microbiocide    G7 

A-106  Algaecide  G7 

A- 108  Microbiocide    G7 

A-109  Microbiocide    G7 

A-109  Microbiocide    G7 

Antimicrobial  7413  G7 

B-201-P  G6 

C-318  Gl 

Water  Treatment  Microbiocide  7420  ..  G7 

0332  G2.G5 

0336  Gl 

2200  G6 

2202  G6 

2203  G6 

2204  G6 

2206  G6 


2206  G6 

2210  G6 

2211  G6 

2212  G6 

2213  G6 

2219  G6 

2230  G6 

2266  G6 

2280  G6 

2281  G6 

2282  G6 

2284  G6 

2294  G6 

2301  G6 

2302  G6 

2304  G6 

2305  G6 

2307  G6 

2308  G6 

2311  G6 

2313  G6 

2315  G6 

2315  G6 

2330  G2.G6 

2330  G2.G6 

2331  G6 

2331  G6 

2361  G6 

2362  G5.G6 

2363  G5.G6 

2382  G6 

2382  G6 

2383  G5 

2383  G6 

2384  G5 

2710  G6 

2712  G6 

2714  G6 

2717  G6 

2740  G6 

3240  G6 

3241  G6 

3242  G6 

3243  G6 

3243  G6 

3246  G6 

3247  G6 

3248  G6 

3248  G7 

3251  G6 

3348  G6 

3441  G7 

3443  G6 

3446  G6 

4596  G6 

4596  G6 

4615  G7 

4616  G7 

4618  G7 

4691  G7 

4691  G7 

4692  G7 

4692  G7 

4712  G5.G7 

4935  G7 

5425  A3 

7212  Microbiocide    G7 

7215  Microbiocide    G5.G7 

7423  Microbiocide    G7 

8230  G7 

8251  G3 

8690  G7 

8692  G7 

Aquafine  Chemical  &  Equipment 
Co. 

Ace's  P-40   G2.G6 

Aces  Scalemate  A3 

BP-233  G6 

BP-234  G6 

BP-235  G6 


BP-237  G6 

BP-239  G6 

BP-240  G6 

BP-241  G6 

BP-242  G6 

BP-243  G6 

BP-244  G6 

BP-245  G6 

BW  201   G6 

BW  203  G6 

BW  205  G6 

BW  209  G6 

BW211   G6 

BW  213  G6 

BW  214  G6 

BW  215  G6 

BW  216  G6 

BW  218  G6 

BW-200  G6 

BW-202  G6 

BW-204  G6 

BW-206  G6 

BW-207  G6 

BW-208  G6 

BW-210  G6 

BW-212  G6 

Foamtrol    G6 

NAL-305  G6 

NAL-310  G6 

NAP-327   G6 

NAS-324   G6 

NAS-325   G6 

NAS-326   G6 

T-414  G6 

Tornado  Nut  &  Bolt  Loosener  Penetrant  H2 

Turbotrol   G6 

Ultra-Fine HI 

Ultra-Pure    HI 

Aquaness  Chemical  Company 
Div.  of  Magna  Corporation 

Calnox  214    G6 

Calnox  214  DN  G6 

Aquaphase  Laboratories,  Inc. 

Aquaphase  pH-CPL-45-USDA  G6 

Aquaphase  R-Tec-1  M-Adjunct-USDA  G7 

Aquaphase  R-Tec-4  M-USDA   G7 

Aquaphase  R-Tec-4D-USDA   G7 

Aquaphase  RTEC-4  Adjunct-A-USDA  G7 

Aquaphase  S-Tec-10  G7 

Aquaphase  S-Tec- 11   G7 

Aquaphase  S-Tec-11  A    G7 

Aquaphase  S-Tec-16A    G7 

Aquaphase  S-Tec-18  G7 

Aquaphase  S-Tec-2  G7 

Aquaphase  S-Tec-2A    G7 

Aquaphase  S-Tec-6  G7 

Aquaphase  S-Tec-6A    G7 

Aquaphase  Tritone-D-1-USDA G6 

Aquaphase  Tritone-D-2-USDA  G6 

Aquaphase  Tritone-D-3-USDA G6 

Aquaphase  Tritone-D^-USDA  G6 

Aquaphase  101-P-USDA    G7 

Aquaphase  1120-USDA   G2 

Aquaphase  11 30-SP    G2 

Aquaphase  121-P-USDA    G7 

Aquaphase  123-AUW-USDA  G6 

Aquaphase  1708-A-USDA  Antifoam  ..  G7 

Aquaphase  1835-D   G5 

Aquaphase  2001  USDA   A3 

Aquaphase  300-P-USDA    G6 

Aquaphase  300-USDA-SA  G6 

Aquaphase  312-SA-USDA  G6 

Aquaphase  41 0-USDA    G6 

Aquaphase  410-USDA-SA  G6 

Aquaphase  5 10-A-USDA   G6 

Aquaphase  520-D-USDA   G6 

Aquaphase  721-B-USDA    G7 
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Aquaphase721-BX-USDA  G7 

Aquaphase721-USDA    G7 

Aquaphase  722-BX-USDA  G7 

Aquaphase-A-Tec-SAF-1-USDA   G7 

Aquaphase-C-Tec-SBF-1-USDA    G7 

Aquaphase-CL-3-USDA  G6 

Aquaphase-1120-MS-USDA  G2 

Aquaphase-124-B-DDW-CL-USDA  ....  G7 

Aquaphase-124-B-DDW-D-USDA  G7 

Aquaphase-124-B-DDW-P-USDA  G7 

Aquaphase-124-B-l-DDW-D-USDA   ..  G7 

Aquaphase-124-B-l-DDW-P-USDA    ..  G7 

Aquaphase-124-UW-SP-USDA    G6 

Aquaphase-124-UW-SP-2-USDA  G7 

Aquaphase-124-UW-SP-3-USDA  G6 

Aquaphase-1904-D-USDA   G5 

Aquaphase-721-BED-USDA G7 

Aquaphase-722-BED-USDA  G7 

Aquaphase-722-BXWEZ-l-USDA  G7 

Aquaphase-723-BED-USDA G7 

Aquaphase-723-BXWEZ-SPZA-USDA  G7 
Aquaphase-723-BXWEZrSPZA- 1 

USDA  G7 

Aquaphase-724-BED-USDA  G7 

Aquaphase-724-BXWEZrl-USDA  G7 

Aquarius,  Inc. 

Blitz  A4.A8 

Stainless  Steel  Cleaner   A7 

Aquasure,  Inc. 

Aquasure  400 G7 

Aquasure  430 G7 

Aquasure  431  G7 

Aquasure  601  G6 

Aquasure  602 G6 

Aquasure  610  G6 

Aquasure  612 G6 

Aquasure  620 G6 

Aquasure  632 G6 

Aquasure  643 G6 

Aquasure  644 G7 

Aquatec  Chemical  International, 
Inc. 

All-Met  Descaler  A3 

AB  500    G6 

AB  503    G6 

AB  520    G6 

AB  520M G6 

AB  522    G6 

AB  532    G6 

AB  534    G6 

AB  570    G6 

AB  581    G6 

Boiler  Antifoam  1   G6 

Bulldozer  G7 

BWT  300  G6 

BWT-55  G6 

Chemicator  Form.  No.  875  Cool  Wtr. 

Cntrl    G7 

Chemicator  Form.  No.  877  Cool  Wtr. 

Cntrl    G7 

Chemicator  Formula  No.  870  Cool  Wtr 

Cntl  G7 

Chemicator  Refill  Tube  J-2    G7 

Chemicator  Refill  Tube  P&O  G7 

Chemicator  Refill  Tube  101   G7 

Cleaner  II  Al 

Cleaner  NS    A4 

Cleaner-AM  A3 

Clow  2015  A1.G6 

Clow  2207  G6 

Clow  2525  G6 

Clow  2551  G7 

Clow  2561  G7 

Clow  2630  G7 

Clow  2640  G7 


Clow  2650  G7 

Clow  3020  G2 

Clow  8000  LI 

Clow  8001  LI 

Clow  8002  LI 

Clow  8003  LI 

Clow  8009  LI 

Clow  8010  LI 

Clow  8021  G6.L1 

Clow  8024  LI 

Clow  8105  LI 

Clow  8106  LI 

Clow  8107  LI 

Clow  8121  LI 

Clow  8122  LI 

Clow  8230  LI 

Corroban    G3 

Corrofilm  G6 

Descaler  G  A3 

Descaler  G  Inhibid  Acid  A3 

Descaler  60   A3 

F-44  G2.G6 

HPC  304   G7 

HPC  500   G7 

HPC  506   G7 

HPC  900   G7 

HPC-307    G7 

HPC-905    G7 

K-25  Phosphate  Pearls    G2 

K-72  Corrosion  Control    PI 

KleenKoil  Al 

KP-20  Cooling  Water  Control   G7 

KP-40  Cooling  Water  Control   G7 

KP-50  Cooling  Water  Control   G7 

L-94  Closed  System  Control    G7 

M-40    G7 

Neutra  Solv   A4 

Organic  3  G6 

Organic  4  G6 

Organic  5  G6 

Oxygen  Inhibitor  F  G6 

Peromeen  267    G6 

Peroscav  214  G6 

Polymerized  Phosphate  142   G6 

Polyphos  F G2 

Polyphos  L    G2 

Polyphos  1110  G6.G2 

Polyphos  1115  G2 

Polyphos  44  G2.G6 

Polytrcat  B-200-S   G6 

Polytreat  B-200-SV  G7 

Polytrcat  B-400-S   G6 

Polytreat  B-400-SV  G6 

Polytreat  Z-300-S    G6 

Polytreat  Z-300-SV  G7 

Polytreat  Z340-S   G6 

Rapid  Clean  G  A3 

Rapid  Clean  60   A3 

Steamprep  WS2601  G6 

Steamprep  WS2603  G6 

Steamprep  WS2604  G6 

Steamprep  WS2605  G6 

Steamprep  WS2607  G6 

Steamprep  WS2609  G6 

Steamprep  WS2610  G6 

Steamprep  WS26 11  G6 

Steamprep  WS26 12  G6 

Steamprep  WS2620  G6 

Volamine  14    G6 

Volamine  2    G6 

Volamine  4    G7 

Volamine  6    G6 

WS-37    G6 

WS^OA  G6 

WS^*1    G6 

WS-62   G6 

WS2105  Passivox  G6 

WS21 12  Passivox   G6 

WS2120  Passivox   G6 

WS2121  Passivox   G6 

WS2411   G6 

WS2413  G6 


WS2449  G6 


2007  

fifi 

2020  r.fi 

2025  

..    G6 

2030  

G6 

2040  

...  PI 

2115  

G6 

2124  

G6 

2202  

..    G6 

2205  

G6 

2206  

G6 

2221  

G6 

2255  

G6 

2257  

G6 

2285  

G6 

2325  

G6 

2327  

G6 

2383  

G6 

2432  

G6 

2515  

G6 

2527  

G6 

2555  

G6 

2556  

G6 

2557  

G6 

2600  

G6 

2610  

..    G6 

2615  

G6 

2617  

G6 

2620  

G6 

2625  

G6 

2635  

G6 

2675  

G6 

3022  

G2 

3023  

G7 

3031  

..    G7 

3202  

G6 

3205  

G7 

3402  

G7 

3422  

G6 

3436  

G7 

3801  

G7 

3810  

G7 

3812  

G7 

3865  

G7 

3867  

G5.G7 

3872  

G5.G7 

4051  

G2 

4054  

G2.G6 

4061   

G3 

4072  

G2 

4074  

G2 

4101  

G5.G7 

8004  

LI 

8006  

LI 

8007  

...  LI 

8020  

LI 

8022  

LI 

8023  

LI 

8025  

LI 

8040  

LI 

8041  ... 

LI 

8108  

...  LI 

8220  

...  LI 

8917  

Q5 

Aquatherm,  Inc. 


Boiler 
Boiler 
Boiler 
Boiler 
Boiler 
Boiler 
Boiler 
Boiler 
Boiler 
Boiler 
Boiler 


Bn 


Boiler 
Boiler 
Boiler 


lei 


Water  Treatment  SA-2 G6 

Water  Treatment  TA   G6 

Water  Treatment  705  G6 

Water  Treatment  707  G6 

Water  Treatment  750  G6 

Water  Treatment  752  G6 

Water  Trtmnt  Formula  AF-2  ....  G6 

Water  Trtmnt  Formula  AOH  ....  G6 

Water  Trtmnt  Formula  DA   G6 

Water  Trtmnt  Formula  610  G6 

Water  Trtmnt  Formula  708  G6 

Water  Trtmnt  Formula  7 1 1   G6 

Water  Trtmnt  Formula  711-H  ..  G6 

Water  Trtmnt  Formula  715  G6 

Water  Trtmnt  Formula  715-N  ..  G6 
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Boiler  Water  Trtmnt  Formula  720  G6 

Formula  KA G6 

Aquatreat,  Inc. 

BWT  208  G6 

BWT  215  G6 

BWT  217  G6 

BWT  219M  G6 

BWT  222  G6 

BWT  224  G6 

BWT  226  G6 

BWT  254  G6 

BWT  266  G6 

BWT  266M  G6 

BWT  269  G6 

RLT  212    G6 

Aquatrol  Laboratories,  Inc. 

Balancer  BWT  FM-1    G6 

Balancer  BWT  FM-2    G6 

Balancer  BWT  FM-3    G6 

Balancer  BWT  FM-4    G6 

Balancer  BWT  FM-5    G6 

Balancer  FM  No.  6    G6 

Basic  BWT  FM-1    G6 

Basic  BWT  FM-2  G6 

Basic  Formula  No.  3  G6 

Aquatrol/ 

Div.  of  Momar,  Incorporated 

Aquatrol  B-3016   G6 

Aquatrol  B-3020   G6 

Aquatrol  B-31 08   G6 

Aquatrol  B-3210   G6 

Aquatrol  B-3412   G6 

Aquatrol  B-3513   G6 

Aquatrol  B-3514   G6 

Aquatrol  B-3515   G6 

Aquatrol  B-3562   G6 

Aquatrol  B-3607   G6 

Aquatrol  B-3730   G6 

Aquatrol  B-3900   G7 

Aquatrol  B-41 18   G6 

Aquatrol  B-4336   G6 

Aquatrol  B-4338   G6 

Aquatrol  B-4377   G6 

Aquatrol  B-4463   G6 

Aquatrol  B-4524   G6 

Aquatrol  B-4540   G6 

Aquatrol  B-4542   G6 

Aquatrol  B-4561    G6 

Aquatrol  B-4562   G6 

Aquatrol  B-4564  G6 

Aquatrol  S-6600    PI 

Aquatrol  S-6645    PI 

Aquatrol  S-6795    Al 

Aquatrol  WPC-39   G7 

Aquatrol  WPC-63   G6 

AquaTrol  ALG-400 G7 

AquaTrol  B-3007    G6 

AquaTrol  B-3401    G6 

AquaTrol  B-3635    G6 

AquaTrol  B^J127    G6 

AquaTrol  B-4325    G7 

AquaTrol  B-4326    G6 

AquaTrol  B^365    G6 

AquaTrol  B-4522    G6 

AquaTrol  B-4523    G6 

AquaTrol  B^545    G6 

AquaTrol  B^t551    G6 

AquaTrol  B^552    G6 

AquaTrol  B-4553    G6 

AquaTrol  BP-361    G6 

AquaTrol  BP-362    G6 

AquaTrol  BP-363   G6 

AquaTrol  C-1230    G7 

AquaTrol  C-1240    G7 

AquaTrol  C-1270P   G7 


AquaTro 

AquaTro 

AquaTro 

AquaTro 

AquaT 

AquaTro 

AquaTro 

AquaTro 

AquaTro 

AquaTro 

AquaTro 

AquaTro 

AquaTro 

AquaTro 

AquaTro 

AquaTro 

AquaTro 

AquaTro 

AquaTro 

AquaTro 

AquaTro 

AquaTro 

AquaTro 

AquaTro! 

AquaTro 

AquaTro! 

AquaTro! 

AquaTro 

AquaTro! 

B-3701 

B-3735 

B-4330 

B-4334 

BP-320 

P-5538 


C-1271P   G7 

C-1275P   G7 

C-1276P   G7 

C-1282    G7 

C-1287    G7 

C-1290    G7 

C-1295    G7 

C-1360    G7 

C-1365    G7 

C-2150    G7 

P-5530  G2 

P-5539  G2 

P-5635  G3 

S-6855  PI 

S-6908  L2 

WPC-13    G6 

WPC-14    G6 

WPC-16    G6 

WPC-20    G6 

WPC-27    G6 

WPC-30    G7 

WPC-40    G6 

WPC-43    G6 

WPC-60    G7 

WPC-64    G6 

WPC-71P   G7 

WPC-80P    G7 

WPC-82    G7 

WPC-90    G7 

G6 

G6 

G6 

G6 

G6 

G2 


AquaTech 

BWT  110  G6 

BWT  112  G6 

BWT  270  G6 

BWT  275  G6 

BWT-10  G6 

BWT-10L G6 

BWT-100  G6 

BWT-101-AF G6 

BWT-111  G6 

BWT-180  G6 

BWT-181  G6 

BWT-270-S  G6 

BWT-272  G6 

BWT-273  G6 

BWT-274  G6 

BWT-275  G6 

BWT-337-LM  G7 

BWT- 360  G6 

BWT-361  G6 

BWT-440  G7 

CWT  108  G7 

CWT  25  G7 

CWT-100  G6 

CWT-101  G7 

CWT-169  G7 

CWT- 300  G7 

CWT- 323  G7 

CWT- 521  G7 

CWT-523  G7 

CWT-524  G7 

CWT-525  G7 

CWT-537  G7 

PWT-67  G6 

RLT-10    G6 

RLT-15    G6 

RLT-20    G6 

RLT-35    G6 

UA-100    G7 

AquaTerra  Biochemical  Corp.  of 
America 

Alive  Bacteria/Enzyme  LS-1471    L2 


Alive  Bacteria/Enzymes  (LS-1472)   L2 

Bacterial  Enzyme  Waste  Disposer  L2 

BPS-2020  L2 

Enzo  A1.B1 

Enzo  Plus Bl 

Exod CI 

ExodO  CI 

FPCC  Al 

GSHGD-1    L2 

LS-RC   L2 

LS-1470  Alive  Bacteria  Enzyme   CI 

Scrub-Zyme  C1.L2 

Aquonics,  Inc. 

Aquonics  407 G5.G7 

Aquonics  408 G5.G7 

Ar  Chem  Corporation,  The 

Guardian  Rat  Bait  F3 

Parapel  F3 

Rodere  F3 

Arcal  Chemicals,  Inc. 

#20  Stainless  Steel    A7 

"Compound-302"  CI 

"D-Scent"  CI 

"Fumeless  Acid  Cleaner"    A3 

"MCR"-12   Al 

'Tracer"  Al 

"Uni-Clean"  Al 

A-l  18  Concrete  Cleaner  Al 

Arcal  B-500  G7 

Arcal  C-650  G7 

Arcal  Tank  Cleaner  II  A2 

AME  2000  Al 

Chain  Lub#l  H2 

Chlorinated  Cleaner  HD  Al 

Crust-Strip  A2 

D'  Scale  #24    A3 

Enviro  Clean  Al 

Enviro  Wash   Al 

Formula  20  (Aerosol)   A7 

Kloro-Alk  (Powder)    Al 

PC  Cleaner Al 

Rout-Out    A2 

Super  Bio  Wash    Al 

163-A  A4 

Archem,  Inc. 

#41 1  Powerfilm  Hydrl  Oil 

Anti-Leak  10W/40  H2 

#433  Powerfilm  Hydrlc  Oil  ISO  100 

SAE  30  H2 

#433  Powerfilm  Hydrlc  Oil  ISO  32  SAE 

10    H2 

#433  Powerfilm  Hydrlc  Oil  ISO  68  SAE 

20    H2 

#525  Pwrflm  Air  Cmprsr  Oil  ISO  100 

SAE30  H2 

#525  Pwrflm  Air  Cmprsr  Oil  ISO  32 

SAE  10  H2 

#525  Pwrflm  Air  Cmprsr  Oil  ISO  68 

SAE  20  H2 

#526  Pwrflm  Air  Cmprsr  Oil  w/Moly 

ISO  32 H2 

#526  Pwrflm  Air  Cmprsr  Oil  w/Moly 

ISO  68 H2 

#526  Pwrflm  Air  Cmprsr  Oil  Moly  ISO 

100    H2 

#718  Powerfilm  E.P.  Gear  Lube 

85w/140    H2 

#800  Molyfilm    H2 

#810  Powerfilm  NLGI  #00  H2 

#810  Powerfilm  NLGI  #1  H2 

#810  Powerfilm  NLGI  #2  H2 

#810  Powerfilm  NLGI  #3 H2 

#825  Powerfilm  White  Food  Grease   ..    HI 
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A.C.  Mist  Economy  Insecticide   Fl 

A.P.C.  All-Purpose  Cleaner   CI 

Alkalean  Al 

Alkali-90   A2 

Aluminate    A3 

Aqua  Concentrate   Fl 

Aqua  Concentrate   Fl 

Archem's  Mop-Away    F2 

Archem,  Inc. 

Arclean A4 

Archem,  Inc. 

AC  Aqua  Insecticide  Fl 

AC  Concentrate  A4 

AC  Industrial  Odor  Killer CI 

AC  Multi-Clean  Al 

AC  Steam  Cleaner A4 

AC-Extra   Al 

AC-Foam  A4 

AC-m    A4A8 

AC-Plus  Al 

AC-Power    Al 

AC-Tox    Fl 

AC-200    K2 

Banish    F2 

Barrier  Cream    E4 

Biotile    C2 

Bolex   C2 

BWT-100  G7 

BWT-101  G6 

BWT-400  G7 

BWT-401  G6 

Chlorinated  Machine  Dish  Wash.  Com- 
pound        Al 

Citri  Clean  E4 

Cotl-Itc A4.A8 

Combo  Dl 

Complete   D2 

CLT-100    G6 

CWT-1000  G7 

CWT-2000  G7 

CWT-500  G7 

Deluxe  Concrete  Cleaner   CI 

Double-Tox   Fl 

Econosol  Heavy-Duty 

Cleaner/Degreaser A4 

Egg  Wash    Q1.Q2 

Eliminator    CI 

Fast  Kill  Fl 

Fastrak  H2 

Flash  Klenze   A3 

Foam  HI  A4 

Free  Flow LI 

Free-Up   H2 

Gee-Wizz  Liquid  Scouring  Creme  A6 

Glass  Shine   CI 

Grip   PI 

Gritty  w/Volcanic  Pumice  Hand  Cleaner  E4 

GPC  General  Purpose  Cleaner  Al 

Hand  Dish  Washing    Al 

Heavy  Duty  Packing  House  Cleaner   ..    Al 
Heavy  Duty  Steam  Cleaning  Compound  A2 

HI-P  Contact  Cleaner   K2 

I.S.C.H El 

Insect  Spray  F2 

Jel  Sol    Kl 

Kleen  Waterless  Hand  Cleaner E4 

Klink    Al 

L.H.C El 

Mint-O-Solv    CI 

Moisture  Guard  H2 

Multi-Power A4 

Nature  Solv  Aerosol   CI 

Nature  Solv  510  Parts  Cleaner  De- 
greaser  CI 

Nature  Solv  620  Grease  Trap  Maintainer  CI 

Nature  Solv  730    CI 

Nature  Solv  840  Engine  Degreaser   ....    CI 
Nature  Solv  950  Tar  &  Asphalt  Re- 


mover       CI 

Neutra-Clean  Al 

Non-Acid  Bowl  Cleaner  CI 

Number  Ten  Concentrate   CI 

Odor  Eater  L2 

01'  Sass    A4 

Ovec  A8 

Ovec  Oven  &  Grill  Cleaner  (Aerosol)      A8 

Ox-Off  A3 

OVEC  Ammoniated  Oven  Cleaner    ....    A8 

Power  Fog  Fl 

Pro  Steam  High  Sudsing  Powder  Al 

Purge   D2,Q4,G4 

PHC-2    Al 

PY-3  Fogger    Fl 

Real  Lemon  CI 

Red  Hot  LI 

Residu-Kill    F2 

Rust-Solv  H2 

Sani-Bowl    C2 

Sani-Hand    E2 

Sani-Lube  Food  Equipment  Lubricant      HI 

Sila-Clean    A7 

Silicone  Spray  HI 

Smoke  House  Cleaner A2 

Smoothie  Waterless  Hand  Cleaner  E4 

So-Klean    A2.C3 

Special  Concrete  Cleaner   A4 

Steam  Power  CI 

Sulfac  A3 

Super  Degreaser    A4 

Super  Foam  Oven  and  Carbon  Cleaner    A8 

Super  Klean  A4 

Touch-Up  All  Purpose  Cleaner    CI 

Trakleen  A1.H2 

Tru  Touch   El 

TFE  Release    H2 

You  Wont  Believe   Bl 

Arco  Chemical  Company 

Chillsafe  Inhibited  Propylene  Glycol  G7.P1 
Propylene  Glycol  USP    PI 

Arcool,  Inc. 

Boil  Out  #1    A2 

Liquid  Boil  Out  A2 

Scrub  All  Al 

Super  Solv  Al 

Arcot  Manufacturing  Corporation 

Deluxe  Concrete  Cleaner  9542  CI 

Golden  Yellow  Concrete  Cleaner  9541  CI 
Mean  &  Green  Heavy  Duty  Cleaner  No. 

1091    CI 

Multi-Clean  9650  Multipurpose  Cleaner  A4 
Peroxygen  Low  Foam  Laun  Detrgnt  No. 

9570    Bl 

Power  Clean  9595  A2 

Scrub-Less  9638C  CI 

Solve  it  No.  1093   A4 

Solvelt  Concentrated  1093-B   Al 

Arden  Sales 

Arden  Foam-Ban  Q5 

Ardochlor#15  D2 

Extra  Heavy  Duty  Al 

Hand  Dishwashing  Compound  Al 

Kwik  Acid  Cleaner  A3 

ZipChlor  D1.Q4 

Ardent,  Inc. 

Hands  Down   E4 

Ardmor  Chemical  Company 

Ardbrite  Al 


Hot  Tank  70    A2 

Meat  Hook  Soaker    A2 

Steam  Kleen  #60  A2 

201  Laundry  Detergent  Bl 

Area  Distributors,  Inc. 

Action  Brite  Mild  Acid  Detergent  Rnvtr  C2 

All  Clear    CI 

Area  Liq.  Disin-Klean  Grmcdl  Spr&Wp 

Clnr  C2 

Area  Liquid  Life  Forms  En-Z-Matic  ..    CI 

Area  Soft-Skrub  Creme  Cleanser  A6 

ABC  330  Automatic  Toilet  Bowl 

Cleaner  C2 

Dead  Eye  Fl 

Di-Sect  ULD  F2 

Disin-Klean   C2 

Easy  Brite    C2 

En-Z-Matic    L2 

For  Dishes,  Pots  &  Pans  Al 

Goof-Off    CI 

Old  Reliable E4 

React  Plus   CI 

Reliable  H.D E4 

Spectrum  Bowl  Cleaner    C2 

Spectrum  DS  CI 

T-D-R Al 

Total  Care  RC  Foaming  Rstrm  &  Bowl 

Clnr  C2 

Two-In-One  CI 

Windy  Flower  Fresh  CI 

Windy  Sugar  &  Spice  CI 

Argo  Chemical  Inc. 

Agrotreat  OS700  G6 

Agrotreat  701BT-C  G6 

Agrotreat  701 BT-S    G6 

Agrotreat  702BT-CS  G6 

Agrotreat  703BT  G6 

Argyle  Avian  &  Mfg.  Inc. 

Avi-San   Al 

Aristo  Chem,  Inc. 

Aristo-Kleen  All  Purpose  Cleaner   Al 

Aristochem  Residual  Insecticide F2 

Aristoview  CI 

AC  300  Lemon  Disinfectant/Detergent 

Deod   CI 

AC  302  Mint  Disinfectant  Deodmt-Clnr.  CI 

Bowlsheen  U  C2 

Bowlsheen  X  C2 

Cherri-0  CI 

Creme  Clenz   A6.C2 

CFC+ Chlorinated  Foaming  Cleaner   ..    Al 

Do-It-AU    CI 

ElectraSolv K2 

FS-I  Foaming  Cleaner  &  Degreaser  ....    Al 

High  Heat    LI 

L.A.B LI 

LemonAide    CI 

Medephene  CI 

Mild  Acid  Detergent  A3 

Mirapel  Hard  Surface  Cleaner/Polish  ..    CI 

Mosquito  Fogging  Spray    F2 

Multi-Purpose  Acid  Cleaner-Delimer  ..    A3 

Ox-Off  A3 

Penelube H2 

Resist  Moisture  &  Corrosive  Preventer    H2 

Satin  Shine    CI 

Soap  &  Scum  Remover  &  Water  Con- 
ditioner       Al 

Soft  Stuff  E4 

Super  High  Heat  LI 

Superior  A4 

Sweet  &  Gentle  Al 

Ultimate  A4 
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Versatile  CI 

Versatile  Multi-Purpose  Cleaner CI 

Arizona  Malsbary  Sales  &  Service 
Corp. 

Hot  Sewer  Pipe  Cleaner  LI 

Arizona  Quality  Chemicals 

Lit-Ning  Lube   H2 

Arka  Labs 

Chain  &  Cable  Lubricant   H2 

Citcon  VOC CI 

CTF-10    H2 

Dermo-Shield E4 

Formula  414  All  Purpose  Cleaner   CI 

Formula  69-13  HI 

Formula  69-14  HI 

Formula  69-15  HI 

Formula  825  Glass  Cleaner    CI 

Lectrasafe  910  K2 

No  Grab  H2 

NR  28    PI 

Red  Devil H2 

Star-Strip  22    C3 

Syla-Glide  421  HI 

SMR-50  Silicone  Spray    HI 

SS-201  Safety  Solvent  (Aerosol)  K2 

TFE  Release    H2 

WP  35   H2 

Arkansas  Pad-Ex,  Inc. 

Intense  Cleaning  Systems  A-l  Com- 
pound        Al 

Intense  Cleaning  Systems  A-2  Com- 
pound        Al 

Arkay  Distributors 

Assault  C2 

Bowl  Fresh    „ C2 

Destroy LI 

Arledge  Chemical 

SuperPower    Al 

Armatic  Inc. 

Super  Kleaner   Al 

Armor  All  Products  Corp. 

Clean  Start  A8.C1 

Cleaner/Degreaser  A8.C1 

Armor  Research  Company 

Aerogreas  H2 

Airguard  1000  CI 

Aqua-Bomb  Insecticide  Fl 

Armor  Action  All  Purpose  Cleaner   ....    CI 
Armor  Action  Foam  Disinfectant 

Cleaner   CI 

Armor  Armor  55  H2 

Armor  Bomber  Insect  Spray  Fl 

Armor  Bomber-S  Insect  Spray  Fl 

Armor  Break  It  Parts  &  Brake  Cleaner    Kl 
Armor  Brite  Stainless  Steel  Cleaner  ....    A7 

Armor  Cold  Kleen A5 

Armor  Contactor  K2 

Armor  Drizit    PI 

Armor  Dry-27  Dry  Lubricant  H2 

Armor  E-Z  Kill  F2 

Armor  Foody  Silicone  Spray   HI 

Armor  Hoodlum  Vandalism  Mark  Re- 
mover       Kl 


Armor  Longevity  Battery  Terminal 

Cleaner   PI 

Armor  Molly  Moly-Micro-Film  H2 

Armor  Oasis  Waterless  Hand  Cleaner  ..  E4 

Armor  Protector  Barrier  Cream   E4 

Armor  R.D.  30  Hospital  Disinfectant 

Deo '. CI 

Armor  Refresh  Mint  Air  Sanitizer  CI 

Armor  Refresh  Pine  Air  Freshener CI 

Armor  Repels    CI 

Armor  S.A.M.  Wasp  &  Hornet  Killer  ..  F2 

Armor  Slide  Silicone  Lubricant   HI 

Armor  Softy  Belt  Dressing  PI 

Armor  Spot-XS  Kl 

Armor  Static  Safety  Solvent  &  Contact 

CI Kl 

Armor  SR-36  Scale  Remover  A3.P1 

Armor  Unloc  Penetrating  Lubricant  ....    H2 

Armor  Unloc-It   H2 

Armor  Vision  Glass  Cleaner CI 

Armor  White  Lightning  Lithium  Grease  H2 

Armor  27  A8 

Armor  27  Foaming  Oven  Cleaner   A8 

Armor  413  PI 

Armorox  A3 

APC  Al 

Blast  LI 

Bomber    Fl 

Boomerang G6 

Brite  Stainless  Steel  Cleaner A7 

C.C.L.-39  Chain  &  Cable  Lubricant    ..    H2 

C.D.C Dl 

Con  Cleen    CI 

Dermakleen   El 

Dishz   Al 

DB-17    Bl 

Force    LI 

FS-17  B2 

Gloss  Bacteriostatic  Creme  Cleanser  ..    CI 

Handy C2 

Hydrokill   F2 

Impress A4 

Kid  Gloves E4 

L.H.S El 

LS-17  Bl 

M.D.  82  Kl 

Neutral  Al 

Neutral  Ph  Balanced  Neutral  All 

PurpClnr  A4 

Neutralizer  CI 

Nitre-Grit  E4 

No-Rinse   A4JH 

Pink  Panther    E4 

Power  Al 

Remains  F2 

Safe-T-Lube HI 

Scavenger G6 

Sealz  Teflon-Tape  H2 

Sentry CI 

Simply  Citrus  CD CI 

Simply  Citrus  DM CI 

Simply  Citrus  N.S.C CI 

Slip-N-Grip  Multi-Purpose  Grease 

w/PTFE  H2 

Sparkle  Al 

Spray  N'Stay  Foaming  Cleaner    CI 

Staff-X  C2 

Steamer   Al 

Sudsy  Al 

Suppress  CI 

Tiger  Paw    E4 

Time  Bomb  Fl 

Treet  G6 

True  Grit   E4 

Unique  Al 

Unique  Citrus    A4 

Unique  H.D Al 

Zymex   L2 

Armour  and  Company 

Armour  Standard  Detergent  110  A2 


Arnold's  Sales 

Asco  Foaming  Disinfectant  Cleaner  ....  C2 

Glass  &  Utility  Cleaner    CI 

Arol  Chemical  Products  Company 

ArodetAA-350  Al 

Arodet  DYN    Bl 

Arodet  R-100  Al 

Arodet  SC  Special  Al 

Arodet  ST    Al 

Arodet  25  S  Al 

Arodet  60  T  Soft  Al 

Arofos  326  Al 

Arol  Descaler G7 

Arol  I.B.W.T G7 

Arol  Sac  G6 

Arolmine   G6 

Arolphos    G6 

Arolsite    G6 

Arolterge  RAB    Al 

Arolterge  100  M   Al 

Arolube  LB-300    H2 

Bonansa  A4 

Coconut  Soap  40%   A1.E1 

Crystal  Bright  Green  Label Al 

Crystal  Bright  Red  Label   Al 

Detergent  CR  Al 

General  Cleaning  Fluid  EMC-175   K2 

Hi  Foam  Powder  Al 

Laundry  Compound  MG  Bl 

Liquid  Hand  Soap  El 

Loradet  1-201  A4 

Polyphase  LHAS-5  Metal  &  Water 

Treatment   G6 

Polyphase  Steam  Treatment  S-201  G6 

Siturge   Al 

Arpin  Dairy  Inc. 

Acid  Concentrate  A3 

Chlorinated  Alkali  A2 

Chlorinated  All-Purpose  Cleaner   Al 

Chlorinated  CIP  Alkali   Al 

GC-3  Chelated  Caustic  CIP  Cleaner    ..  A2 

Nu-Trol    Al 

Super  Acid  Cleaner  A3 

Arrochem,  Inc. 

Antifoam  AFF-10    G5 

Antifoam  AFF-100   G5 

AFF-1  Defoamer  G5 

KJ-82  A4.A8 

Arrow  Chemical  Corp. 

#128  Oil  Eater  Al 

#132  Oven-Klean    A8 

"Powdered  Butyl"   Al 

Alkaline  Powdered  Drain  Opener LI 

All  Purpose  Water  Soluble  Degreaser 

#125    CI 

All  Purpose  Water  Soluble  Degreaser 

100    A4 

All  Purpose  Water  Soluble  De- 
greaser 115   A4.A8 

All  Purpose  Water  Soluble  De- 
greaser 135  A4A8 

Citrus  Degreaser   CI 

Citrus  Powder   CI 

Coil-Clean   PI 

Concentrate  HD  Detergent  and  Cleaner 

100    A4 

Concentrate  HD  Detergent  and 

Cleaner  115  A4.A8 

Concentrate  HD  Detergent  And 

Cleaner  135 A4.A8 

Degreaser  "0"  #127  CI 
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Formula  148    Al 

Hard  Surface  Cleaner  100 A4 

Hard  Surface  Cleaner  110  A4 

Hard  Surface  Cleaner  115  A4.A8 

Hard  Surface  Cleaner  135  A8.A4 

HD  Industrial  Cleaner  100   A4 

HD  Industrial  Cleaner  115   A4.A8 

HD  Industrial  Cleaner  135   A4.A8 

Neutral  Cleaner  Al 

Odor  Eliminator CI 

Odor  Go  #1   CI 

Odor  Go  #2  CI 

Odorless  Disinfectant/Cleaner D2 

Orange  Plus  Super  #451  CI 

Powdered  Enzymes  L2 

Pyrenone  General  Purpose  Liquid  Insect.  Fl 
Tile  &  Grout  Cleaner   A4 

Arrow  Chemical  Products,  Inc. 

Arofect  Pine  Odor  Disinfectant    CI 

Arrow  Super  M  Dl 

Chlori  San  Sanitizer   D2 

FP  Special  Detergent Al 

FP-10  Al 

FP-15  „.  Al 

FP-18  Al 

FP-20  Liquid  Hand  Cleaner  El 

FP-35  Hand  Dishwash  Pots-Pans  Al 

FP-38  Cement  Floor  Cleaner  (Pwdr)  ..  A4 

FP-45  Hvy  Dty  Clnr  Cement  Floors    ..  CI 

FP-70  Hand  Cleaner  Powder    C2 

Pine-O-San CI 

X234  Liquid  Degrcaser A4 

150  Arrow  Sanitizer   D2 

Arrow  Maintenance  Supply,  Inc. 

Aerosol  Glass  Cleaner CI 

Arrow  Power  Foam  CI 

Arrow-Cream  CI 

Arrow- Magnolia  International,  Inc. 

Alltreat-300   G7 

Aquacide   Fl 

Arrow  Kleen   Al 

Arrow  Safety  Solvent  And  Super  De- 
greaser  Kl 

Arrow  Solv    A4 

Belt  Dressing  PI 

Blast  Solv    Al 

Bole  Aire  C2 

Bulldozer  A4 

Citosene  10    CI 

Cocoanut  Oil  Hand  Soap  (Concentrated)  El 

Coil-Ite  PI 

Contact  Cleaner  K2 

Deodorant  Blox  C2 

Deodorant  Cakes  C2 

Dri-M-Lube  H2 

Dual  -  27  Dl 

Dual  Hospital  II  Cleaner-Disinfectant      Dl 

Flush  Off  Kl 

Fogging  Spray  Concentrate Fl 

Food  Processor's  D'Grees   Al 

Graffiti  Remover  CI 

Grime  Off   E4 

Heavy  Duty  Degreaser   Kl 

Hi-Slip  HI 

Hospital  Disinfectant Dl 

Hydrolytic  Enzyme  Bacteria  Cmplx  L2 

Ido-Bac  Hand  Wash  Sanitizer    E2 

Lemon  Odor  Disinfectant-Cleaner  C2 

Lemonene    CI 

Luball  H2 

Magna-Lube  All-Purp.  Silicone  Lub. 

Spray  HI 

Marks  Off   Kl 

Mint  Odor  Disinfectant-Cleaner  CI 

Mr.  Brite  Porcelain  Cleaner  C2 

No  Lock  H2 


No-Con    PI 

Odo-Rout  CI 

Orange  Deodorant  CI 

Oven  Protector PI 

Penilube  H2 

Pine  Odor  Disinfectant  CI 

Pine  Odor  Disinfectant  Cone  (Phenol- 
Type)  CI 

Pine  Oil  Disinfectant,  Coef.  5    CI 

Pink  Pearl  Hand  &  Body  Soap El 

Power  Concentrate    C2 

Power  Foam CI 

Power  Kleen    A8 

Protection  E4 

Quick  Kill   Fl 

R.LS.-15 F2 

Red  Hot  LI 

Remuv-Ox  A3 

S.O.C Kl 

Safety  Solve Kl 

Sani-Lube HI 

Satin  Suds  Dyna  Lotion    Al 

Seal-Ease  H2 

Siltrol  H2 

Soc  Oven  &  Griddle  Cleaner  A8 

Steam  Solv    Al 

Steel  Bright  A7 

Super-Solv  A4 

Tef-Lube    H2 

Trak-Lube    H2 

Vita  Pine  Pure  Pine  Oil  Disinfectant  ..    CI 

Vita-Pine   CI 

Whirlpool  Drain  Opener  LI 

Whomp    LI 

Wonder  Solv   A4 

40%  Pure  Coconut  Oil  Hand  Soap El 

Arrowhead  Chemicals,  Inc. 

Arrow  Kleen  64 Dl 

Release A4A8 

Release  2  Al 

Arrowhead  Janitor  Supply 

Slick  6  Stainless  Silicone  Spray  HI 

Arspec  Inc. 

AR-Melt  A4 

Jo  Jo's  Magic  Formula    C2 

Art  Mattson  Distributing  Co. 

Hand  Dishwashing  Compound  Al 

KP  Grill  And  Oven  Cleaner  A4JC1 

PWCLab-174  Al 

Special  Degreaser   A4JC1 

Art  Snyder  Sanitary  Supply  Co. 

Snyder's  Speedy  Spray   A4 

Snyder's  Speedy  Trust Dl 

Snyder's  Super  Speedy  Concentrate  ....  Al 

Speedy  Grease  &  Scum  Remover   Al 

Speedy  Grease  Tamer  Al 

Asepsis  Inc. 

Omni  Calcium  Hypochlorite D2 

Ashland  Chemical  Company 

Light  Mineral  Oil  70,  NF  HI 

Light  Mineral  Oil  90,  NF  HI 

Mineral  Oil  200,  USP  HI 

Mineral  Oil  350,  USP  HI 

Pliobond  20  PI 

Sodium  Hypochlorite  Solution  10%  ....  04 
Sodium  Hypochlorite  Solution  12.5%  04 
Tectyl  400C  PI 


Tectyl  506   PI 

Tectyl  506EH    PI 

Ashland  Oil,  Incorporated 

Elix  Grease  #2  HI 

Asiatic  Petroleum  Corporation 

Shell  Ondina  Oil  17   HI 

Asinco,  Inc. 

A  Subsidiary  of  American 

Industries,  Inc 

Apt  A8 

Al  Jiffy  All  Natural  Degreaser  Cleaner    CI 

Compel  Clear  Drain  Opener  LI 

Depend  Germicidal  Spray  Cleaner  & 

Deod CI 

Ex  One-Shot  Drain  Opener  w/  Odor 

Blanket   LI 

Exterm  Residual  Insecticide  F2 

Joust  CI 

Kitchen  Mate  A8 

KO  F2 

Lemon  Scrub  CI 

Max    Al 

Mule  HI  E4 

Probe   H2 

Purlube HI 

Rally    Al 

Sure   E4 

Terminal  PI 

The  Fog  Fl 

Virene  Hospital  Strength  Dsnfctnt.- 

Deod C2 

ZB-3  Power  Penetrant H2 

Asplund  Supply,  Inc. 

Apex  Plus    D2 

Floor- 1  Heavy  Duty  Pine  Cleaner   CI 

Gold  Dust  Satin  Polish  CI 

Task  1  Attack  Heavy  duty  Industrl 

Dgrsr.    Al 

Task  1  Neutra  Clean  Neutral  Cleaner  CI 
Task-1  Grease-FOE  Commercial  De- 
greaser    Al 

Task-1  Industrial  Stmth  Multi-Purp  Clnr  CI 

Associated  Chemical 

Brute  Force  +    CI 

Associated  Chemical  Co.,  Inc. 

Tuff  'n'  Easy    A8 

Associated  Chemists,  Inc. 

#607  Al 

All  Purpose  Steam  Clning  Comp.  8550  Al 

All  Purpose  Steam  Clning  Comp.  8650  Al 

AC- 10    Al 

AC-15    Al 

AC-15LF    Al 

AC-17    Al 

AC-5    Al 

AL-20 A3 

AL-34 A3 

AL-50 C2 

Concrete  Etch  &  Cleaner  #634 A3 

Crown  DSC  Dl 

DL-14 A4 

DL-18 CI 

DL-28 Al 

DL-67 Al 

DL-68 A4 

DL-88 Al 

Extra  Hvy  Dty  Steam  Clning  Comp 
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8670    A2 

FC-20  A2 

Heavy  Duty  Degreaser   A4 

Hvy  Dty  Steam  Cluing  Compound  8560  Al 
Hvy  Dty  Steam  Clning  Compound  8660  Al 

LK-20 Al 

LK-40 Al 

Royal  Grand  Slam  A3 

Spray  Cleaner  #480  A4 

Templex  3037  Floor  Soap  Concentrate    CI 

Time-Saver  Spray  Cleaner  CI 

3640  Gel  Degreaser Kl 

797  A4A8 

844  Degreaser  Kl 

851  A4.C1 

Associated  Janitor  &  Paper 
Company 

Disinfectant  Cleaner  DC64  CI 

Disinfectant  Washroom  Cleaner  C2 

Glass  &  Mirror  Cleaner    CI 

Associated  Milk  Producers,  Inc. 

Super  Sanitizer    D2.G4 

Assorted  Products 

Food  Safe  Lubricant  HI 

Astor  Products,  Incorporated 

Dixisol  Hand  Scrub El 

White  Arrow  Bleach  D231 

Astor  Supply  Company 

Astor  N-Zyme  CI 

Astor  Odor-Out  Lemon  CI 

Astor  Supply  Company,  Inc. 

Antiseptic  Hand-Cleaner  Lotion  El 

Formula  214    Al 

Formula  412    Al 

Germicidal  Cleaner  Dl 

Giant  Auto  Scrubber  Detergent    Al 

Han-Sof  Liquid  Soap    El 

Hard  Surface  Cleaner   A4 

Power-Kleen  All  Purp  Clnr  &  Degr.   ..    Al 
Pressure  Washer  Detergent  Al 

Astra  Industrial  Services  Inc. 

Aqua  Flow  Lubricants  VA10  HI 

Astro  Chemical  and  Equipment 

Company/ 

A  Division  of  Farmer  &  Associates, 

Inc. 

Sudzy  General  Purpose  Cleaner  Cone.     Al 

Astro  Chemical  Corp. 

Astro-Solve   K2 

Astro-Turge  Al 

Astro  International  of  Louisiana, 
Inc. 

Special  Vent  &  Kitchen  Cleaner    ..    A4A8 

Astro  Products,  Inc. 

Acid  Clean  A3 

Acid  Foam  A3 

Astro  Clean  ACP-10  Al 

Astro  Clean  ACP-15  A4A8 


Astro  Clean  ACP-50  A4 

Astro  Clean  ACP-55  A4 

Astro  Lube  H2 

Astro  Max  #1     A8 

Astro  Soft    Al 

Astro-Ho    Al 

Astrosan  E2 

AP  1000  D2.Q3 

Bac-Up  Bio  Active  Cultures  In  Liquid  L2 

ConClean  A4 

Counter  Strike  CI 

Dazzle    Al 

Easy  Scrub  Liquid  Concrete  Cleaner  ..  A4 

Floor  Scrub   A4 

Foam  Clean  #20    Al 

Foam  Clean  EP-50    Al 

Foam  Clean  EP-55    A4A8 

Foamit   Al 

Foamklor  Al 

Formula  II   A8 

Four  Plus  Al 

HD  Chlorinated  Al 

Liquid  Live  Micro  Organisms    L2 

Max  Foam  A2 

Nova  2000  A2 

Nova  3000  A2 

Nova  4000  A2 

Pan  Wash  Al 

Power  Foam Al 

Rich'n  Thick  Hand  Cleaner    El 

Scrub  "S  Clean    A4 

Smokehouse  Special  A8 

Super  Clean  500   Al 

Super  Rich  Concentrate    A4 

SCS-100  Al 

SCS-45  A8 

SRN#2    Al 

Trolley  Wash  Al 

Astrochem  Industries 

Astro-Bryte    Al 

At-Chem,  Inc. 

Alive    L2 

At-Chem  Concept   CI 

At-Chem  Mint  CI 

At-Chem  Pine  Odor    CI 

At-Chem  Top-35  CI 

At-Chem  Tough C2 

Clean  Brite A4 

Cold  Solvent  Degreaser    K2 

Easy  Clean  CI 

Fresh    C2 

Fresh  Scent  Disinfectant  Deodorant  ....  CI 

FS4225  Al 

FS  4500  CI 

FS  4525  CI 

FS  4550  Al 

Germicidal  CI 

Glass  &  Surface  Cleaner CI 

Grafitti  Remover  CI 

GP  1050  Al 

GP  1125  Al 

GP  1150 Al 

GP  1200  Al 

GP  1200 Al 

GP  1225  Al 

GP  1250  Al 

GP  1300  Al 

GP  1450  Al 

GP  1550  A4 

GP  1600  Al 

GP  1625  Al 

GP  1700  Al 

GP  1750 Al 

GP  1800 A4 

GP  1875  Al 

HD  5015    Al 

HD  5025    Al 

HD  5055    Al 


HD  5065   Al 

HD  5075    Al 

HD  5090    Al 

HD  5100    Al 

HD  5105    Al 

HD  5125    Al 

HD  5150    Al 

HD  5160    Al 

HD  5170    Al 

HD  5175    Al 

HD5190    Al 

HD  5200    Al 

HD  5205    Al 

HD  5225    Al 

HD  5260    Al 

HD  5300    Al 

HD  5305    Al 

HD  5325    Al 

HD  5375    Al 

HD  5395    Al 

HD  5400   CI 

HD  5425    Al 

HD  5450    Al 

HD  5475    Al 

HD  5505    Al 

HD  5550   Al 

HD  5575   Al 

HD  5600   Al 

HD  5625   A4 

HD  5650   A4,C1 

HD  5675    Al 

HD  5700   Al 

HD  5725    Al 

HD  5775    Al 

HD  5800    Al 

HD  5860    Al 

HD  5870    Al 

HD  5875    Al 

HD  5880    Al 

HD  5925    CI 

HD  5965    Al 

HD5975    Al 

KP  3000  Al 

KP  3150  Al 

KP  3175  Al 

KP  3200  Al 

KP  3225  A2 

KP  3250  Al 

KP  3300  Al 

KP3325  Al 

KP  3350  Al 

KP  3450  Al 

KP  3550  Al 

KP  3575  Al 

KP  3625  Al 

KP  3675  Al 

KP  3725  Al 

KP  3750  Al 

KP  3775  Al 

KP  3825  Al 

KP  3925  Al 

KP  3950  Al 

Medic-5   CI 

NA/7    C2 

Pink  Lotionized  Hand  Soap    E4 

RTU  Clean-Brite  CI 

Sanitizer  Plus  D2 

Scrub-Eze A6.C2 

Shower  Power  C2 

Silicone  Spray  Lubricant HI 

Smoke  House  Cleaner  A8 

Solvent  Cleaner/Degreaser   K2 

VC  2105    Al 

Atco  International 

Germ-Aid  C2 

Atco  Manufacturing  Company 

"Glee"  Liquid  Machine  Dishwash  De- 
tergent    A2 
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dLime  &  d'Coconut   E4 

A.F.D.-20  Al 

A-T  Concentrate   CI 

A-TPlus    CI 

A-T  Plus  K    Al 

A-T  Plus  K  Oven  Cleaner    A8 

A-T  Plus-K  (Aerosol)  A8 

A-T  Plus-K  Ammoniated  Oven  Cleaner  A8 

A-T  201  Concentrate A4 

A- 161  Velvet  Suds   Al 

A-231  Jewel Al 

Algex  G7 

All-Pro  A4 

Alube-500    H2 

Aquatox  (Aerosol)  Fl 

Aquatox  (Bulk)   Fl 

Arctic  Blue    H2 

Atco  Dy-Sorb    CI 

Atco-Sil   HI 

Atco-Strip    C3 

Atcorex  Porcelain  Cleaner   C2 

Atox  A3 

Attack  Residual  Insecticide F2 

ATA  Lemon    CI 

ATA  Mint    C2 

ATA  Pine CI 

Belt  Grip    PI 

Big  "A"    CI 

Big  Ben   F2 

Big  Daddy  Al 

Black  Disinfectant  Coef.  5  CI 

Black-Out A8 

Blanco  Max  HI 

Blast  Fl 

Blue  Gran.  Sewer  &  Drain  Solvent  LI 

Boratex  111   G6 

Broadside  Al 

Buckaroo  (Aerosol)  K2 

Buckaroo  (Bulk)    K2 

Bull's  Eye  Space  Spray  Fl 

Bullyboy    Al 

Can  Do A4 

Chain  Lube    H2 

Chain  Lubricant H2 

Champ   H2 

Char-Off A8 

Citrex  CI 

Citrol  Gold    CI 

Clean-Cut D2 

Cloud  9  Germicidal  Foaming  Cleaner      C2 

Coil  Brite  PI 

Con-Tec  K2 

Counter-Attack  Super  Residual  Spray   ..  F2 

Dead-eye  Insecticide  Fl 

Deadline  Powdered  Insecticide F2 

Deck  Mate  F2 

Dermastat E2 

Destroyer  CI 

Dispel  H2 

Drain-Free   LI 

Drain-X    LI 

DCD  Disinfectant  Cleaner   D2 

Econ-O-Sept    Dl 

Electrosol  25  (Aerosol)  K2 

Electrosol  25  (Bulk)   K2 

Ez-Duz-It  E4 

EG-90  Expandable  White  Grease  H2 

Flash  Egg  Wash    Ql 

Flex  Seal   PI 

Flexon  Chain&Cable  Lubricant  Protec- 
tant        H2 

Flurry  Al 

Foam  Out CI 

Foam-It    A4 

Fog  Away    Fl 

Food  Plex    HI 

Food-Sil  Silicone  Release  HI 

Food-Si!  Silicone  Spray    HI 

Formula  No.  67  Steam  Cleaner   A2 

Formula  411    CI 

Free  Hand    E4 


G.O.-85wl40  H2 

Garb-Spray  Insecticide   F2 

Grout  Renew  CI 

Guard  Invisible  Barrier  Cream  E4 

Hand-Spring E4 

Handi  Waterless  Antiseptic  Skin  Clean- 
ser    El 

Hang-Up  Jr.  C2 

Hang-Up  Sr C2 

Heroe  Al 

Hydroco  BT-70  G7 

Hydroco  BT-75  G7 

Hydroco  BT-78  G7 

Hydroco  BT-80  G6 

Hydroco  BT-82  G6 

Hydroco  CT-10  G7 

Hydroco  CT-15   G7 

Hydroco  CT-20  G7 

Hydroco  R-200   A3 

HydroCo  HWS-125  G7 

HydroCo  R-215  PI 

HydroCo  SL-101  G6 

HydroCo  SL-105  G6 

Ice-Go    CI 

Impact    H2 

J.D.  901  Jell  Degreaser Kl 

K.O.  "2"  F2 

Kling  "N"  Kleen  Bowl  &  Porcelain 

Cleaner   C2 

Kool  It  H2 

KA-GO  C-601  Acid  Cleaner   A3 

Levelox413  G7 

Moly  D  Lubricant  H2 

Multi-HY  Multi  Grade  Hydraulic  Oil       H2 
Multi-HY  Multi  Grade  Hydraulic  Oil 

SAE10  H2 

Mulu-HY  Multi  Grade  Hydraulic  Oil 

SAE20  H2 

Multi-HY  Multi  Grade  Hydraulic  Oil 

SAE30  H2 

MM445    Al 

Non-Acid  Bacteriostatic  Sani-Klenz  ....    C2 
Non-Acid  Creme  Cleanser  Sani-Klenz     A6 

NC-76    A4 

Odor-Out   CI 

Palms  Up  E4 

Penadine Dl 

Premium-90  H2 

Prep-A-Lube    H2 

Presto  HD    Al 

Pride  El 

Pure  &  Simple  (Bulk)  HI 

Pure  and  Simple  (Aerosol)  HI 

Purge   CI 

Purple  Power  CI 

Red  Hot  LI 

Revu  CI 

Rig  Wash  10  Al 

Rig  Wash  30  Al 

RigWash-20  Al 

Rowdy   E4 

Rush  A2 

Rustore  CI 

Sani-Lube HI 

Silicone  Spray  HI 

Skalonite    G7 

Space  Patrol  Fl 

Sparkle  A-230  Al 

Steamtrol  220    G6 

Steel  Guard  Stainless  Steel  &  Metal 

Pish  A7 

Super  ASR  C2 

Super  Mildox  Al 

Surge   El 

SS  Magic  A7 

T-Flex  All  Purpose  Dry  Lubricant  H2 

Taskmaster A2 

Temtrol    H2 

Top  Brass CI 

Unitrol  805    G7 

Universal   El 


Vandex  CI 

WG^150  White  Grease   HI 

Zap  PI 

Atco  Products-Services 

Disinfect  Deodorant  Spray   CI 

Insect  Spray  F2 

Sanitize    D2 

Athea  Laboratories 

ACL-921    G7 

ASB-901    G6 

ASB-908    G6 

ASR-932   G6 

Chlorinated  Foaming  Cleaner  Al 

Citra  Clean E4 

Citrus  Waterless  Hand  Cleaner E4 

Digestant  2500  L2 

Digestase  APD  900  L2 

Digestase  FDE  750  L2 

Digestase  GTD  655  L2 

Digestase  KFP  585   L2 

Digestase  SDE  340  L2 

General  Purpose  Powdered  Detergent      Al 

Grape  Sewer  Sweetener   CI 

Grit  Waterless  Hand  Cleaner   E4 

Hi  Heat    LI 

Liquid  Steam  Cleaning  Concentrate  ....    Al 

Live  Micro  535  L2 

Lotionized  Hand  and  Body  Soap  E4 

MB-300   G7 

MB-305   G7 

MB-320   G7 

MB-325   G7 

O.G.S.  Oven,  Grill  &  Smokehouse 

Cleaner   A8 

Orange  Degreaser   CI 

Orange  Drain  Cleaner  CI 

Orange  Squirt  Concentrate  CI 

Orange  Squirt  Ultrabase   CI 

OR-600    G6 

Pot  &  Pan    Al 

Powdered  Hand  Soap   C2 

Powdered  Laundry  Detergent  Bl 

Powdered  Steam  Cleaner   Al 

Super  High  Heat   LI 

Super  Power  #1  A4 

Super  Solv  #1    A4 

SB-500  G6 

Tower  Algaecide  10    G7 

Athena  Chemical  Corp. 

Athena  Floor  and  Wall  Cleaner  A4 

Athena  Machine  Dishwashing  Com- 
pound        Al 

Athens  Janitor  Supply  Co.,  Inc. 

Atomic  Action  A4 

Attack Al 

AA  Fly  Spray    Fl 

AJS-32  All-Purpose  Cleaner A4.A8 

Germcdl  Spray  &  Wipe  Util  Cln  &  Surf 

Deo   CI 

Glass  Cleaner CI 

Heavy  Duty  Concrete  Cleaner   A4 

Hospital  Disinfectant  Deodorant C2 

Liquid  Hand  Soap  El 

Liquid  Steam  Cleaner  A2 

Pine  Oil  Disinfectant  Coef.  5  CI 

Pine  Type  Disinfectant  Coef.  5    CI 

Sewer  Solvent   LI 

Space  Spray  No.  3    Fl 

Special  Cleaner  Al 

Spray  Lubricant  HI 

Super  Pink  C2 
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Atkins  Chemical  Co,  Inc. 

Break-A-Way Al 

Foamer  Liquid  Germicidal  Foaming 

Cleaner   C2 

Limesolv    A3 

San-A-Dish    Al 

San-A-Klor   Al 

San-A-Lotion  Al 

San-A-Mation    Al 

San-A-Suds   Al 

Atlanta  Broom  Co. 

Coconut  Oil  Liquid  Hand  Soap   El 

Atlanta  Distribution  Master 
Services 

Bowl  Kleen  Everday  Bathroom  Cleaner  C2 

Contact  Ant  &  Roach  Killer F2 

Drain  Ez  Concentrated  Alkaline  Drain 

Opn  LI 

Foamy  Mint  Disinfectant/Deodorant 

Clnr  CI 

Hands  On  Luxury  Hand  Soap    El 

Kleen  Glass  Ammoniated  Glass  Cleaner  CI 
Lemon  Kleen  Disinfectant-Cleaner  ....  C2 
Neutral  Kleen  All  Purpose  Neutral  Clnr  A4 

Pine  Scent  DisinfectantyDeodorant  CI 

See  Spray  Aerosol  Glass  Cleaner CI 

Soft  Pearl  Liquid  Shower  Soap    E4 

Stainless  Shine  Stainless  Steel  Cleaner  A7 
Top  Gun  Heavy  Duty  Degreaser   ..    A4.A8 

Atlantic  Chemical  &  Equipment  Co. 

Ace  Closed  System  Treatment-Liquid      G7 

Ace  Coil  Cleaner PI 

Ace  Stainless  Silicone  Release  Spray       HI 

Foam  N  Clean    PI 

LPW-NB  Cleaner-Degreaser PI 

Masterclean   Al 

NSC  16  Nickel-Safe  Ice  Machine 
Cleaner   A3 

Atlantic  Chemicals,  Inc. 

Direx    A3 

KD-4   A2 

KM-2  Cleaner  A2 

Atlantic  Fitness  Products/ 
A  Div.  of  the  Fitness  Corp.  of 
America 

Machine  Lubricant    HI 

Atlantic  Products,  Inc. 

AP  Sanitizer-Cleaner D2 

I  O  Clean  D2 

Quatravex C2 

Atlantic  Safety  Distributors 

SDC  100    A4 

Atlas  Copco  Industrial  Compressors 

GA-FG  (Food  Grade)   HI 

Atlas  Manufacturing  Company 

Atlas  108  Sewer  Pipe  Cleaner   LI 

Atlas  1 15  Truck  and  Car  Wash    Al 

Atlas  122  Laundrbrite  Bl 

Atlas  125  Ice  Melt    CI 

Atlas  304  Algi-Rid  NF  G7 

Atlas  318  e-L.I.M.-inate  Liquid  Ice  Melt  CI 


Atlas  500  All  Purpose  Cleaner  A4 

Atlas  502   A4 

Atlas  503  Liquid  Dishwash    Al 

Atlas  504  Heavy  Duty  Cleaner  & 

Degreaser   A4.A8 

Atlas  506  Pure  Coco.  Hand  Soap 

AlmAOdr   El 

Atlas  507  40  Plus   El 

Atlas  508  Window  Cleaner CI 

Atlas  509  Sudsng  Ammn.  All-Pur.Cl.       CI 

Atlas  512  Drain  Free LI 

Atlas  517  Kl 

Atlas  520  Concrete  Truck  Cleaner  A3 

Atlas  522  Solvo  K2 

Atlas  523  Safety  Solvent    K2 

Atlas  525  Blue  Concentrate  Cleaner  ..  Al 
Atlas  539  Paint  And  Decal  Remover  ..    C3 

Atlas  540  Liquid  Steam  Cleaner    Al 

Atlas  542  Disinfectant A4 

Atlas  548  Spray-Off  Oven  Cleaner  ....  A8 
Atlas-306  Hvy  Dty-All  Purp  Non 

Btyl  Clnr  A4.C2 

AT-110  Steam  Cleaner  Al 

AT-1 11  Extra  H  D.  Steam  Cleaner  ....    A2 

AT-4005 Al 

AT-4007 Al 

CCDE  Concentrated  Clnr-Detergent- 

Emlsfr  Al 

Ferrocator  208  A2 

Lemon  Odor  Disinfectant  A4.C1 

Pine  Odor  Disinfectant  CI 

1006  Al 

1007  Al 

1015  Al 

103  Chlm  Mach.  Dishwashing  Cmpnd.    Al 

104  Delux  Mach.  Dishwashing  Cmpnd.  Al 

106  Concrete  Cleaner  A4 

1104  Al 

117  Blue  Spry  Car  Wash  Det Al 

4002  Al 

407  Low  Temp.  Heavy  Duty  Cleaner      A5 

5003  A4 

543  Disinfectant  Sanitizer-Deodorant  ..  D2 
547  Off  Concentrated  Hvy  Dty  Clnr  ..    A 1 

562  Heavy  Duty  Cleaner    A4 

563  Heavy  Duty  Cleaner-Degreaser  ....    A4 

700  Tox  Fl 

7005  A3 

701  Nox-Al  Residual  Roach  &  Insect 
Spry  F2 

702  Fog-9  Insecticide   Fl 

705  Bug-Go  Oil  Base  Insecticide Fl 

Atlas  Minerals  &  Chemicals,  Inc. 

Chempruf  120  Thinner  PI 

Epoxybond  Plumber  Seal  (Cartridge)  ....  PI 
Rezklad  Water-Washable  Grout  Black  ..  PI 
Rezklad  Water- Washable  Grout  Dark 

Brown  PI 

Rezklad  Water-Washable  Grout  Gray  ..  PI 
Rezklad  Water-Washable  Grout  Maple 

Brown  PI 

Rezklad  Water-Washable  Grout  Mea- 
dow Grn.  PI 

Rezklad  Water-Washable  Grout  Quarry 

Red   PI 

Rezklad  Water-Washable  Grout  Seaway 

Blue PI 

Rezklad  Water-Washable  Grout  White     PI 

Atlas  Supply  Company 

Tazco  Toilet  Bowl  Cleaner C2 

Atmosphere  Chemicals  Company 

Atmozyme  DOC-700    L2 

Liquid  Atmozyme  DOC-450    CI 

Liquid  Atmozyme  TDC-600  L2 


Atochem  Canada,  Inc. 

Ato-Clean  L.F A3 

Ato-Foam  C Al 

Ato-Kleen    A2 

Ato-Lube  300    H2 

Ato-Sure A3 

Ato-Terg    Al 

Atochem  CL.P Al 

Atochem  F.C CI 

Atochem  G.L A2 

Atochem  H.D Al 

Atochem  K.P A2 

Atochem  100  A2 

Atochem  3  Al 

Atochem  40  A2 

Atochem  7  Al 

Atochem  96  A2 

Atoclean  S  A3 

Atomic  Steam  Company 

Asco  Steam  Cleaner   Al 

Atsco  Products 

Atsco  Knock  Outl   CI 

Atwell  Chemical  Corp. 

A- 100  Bottlewash  Compound  A2 

A-15  Al 

A-20  Al 

A-50  A3 

A-80  Machine  Dishwashing  Detergent  A2 

Atwell  Atchlor Al  Jl 

Atwell  GDC  Detergent  Sanitizer   D2 

Atwell  L-S-R  A3 

Atwell  Power  Plus Al 

Atwell  1000  D2 

Atwell  15  A2 

Atwell  965  Alkaline  Cleaner   A2 

Boiler  Water  Treatment    G6 

C  F  C  Plus  Al 

Cloro-Clean  Al 

Concentrated  All  Purpose  Detergent    ..  Al 

Degreaser  A8 

Excel    Al 

Free  Flow  L2 

Heavy  Duty  Cleaner-Degreaser   Al 

Hi-Alk   A2 

Kleen  Plus  General  Purpose  Cleaner  ..  A4 

Klordet  Al 

Kloro-Kleen  Al 

Kool  Kleen    A5 

L  H  S  Liquid  Hand  Soap   El 

LPP    A4 

LPP-I  Al 

Oven  Cleaner A8 

Pine  Scrub  CI 

Pot  and  Pan  Cleaner  Al 

X-Tra  Clean  Al 

Aurora  Manufacturing  Corp. 

Auro-Clean    Bl 

Auro-Gel    Al 

Aurosan   D2 

Duro-Clean    Bl 

Enduro  Auro-Bac    Al 

Enduro  Auro-Chlor  Al 

Enduro  Auro-Move  Liquid  Al 

Enduro  Auro-Power    A2 

Enduro  Duro-Bac    A2 

Enduro  Duro-Chlor  Al 

Enduro  Duro-Solv  Liquid  Al 

Enduro  Foam  Cleaner  Al 

Enduro  G.  P.  Cleaner   Al 

Enduro  Herco    A2 

Enduro  Metal  Wash    A3 

Enduro  No.  1  Cleaner  Al 
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Enduro  Smoke  House  Cleaner  Al 

Enduro  Super  G-P  Cleaner  Al 

Enduro  2  Cleaner    Al 

Liqui-Chlor    Bl 

Ausbond  Laboratories 

Ausbond  AA-2  Food  Machinery  Grease  HI 

Ausbond  FG  300  Lube  Oil  HI 

Ausbond  Lube-O-Seal  Grease    HI 

Austin  Chemical  Company 

Clear  Lemon  Dsnfctnt  Coef.  10  C2 

Glass  Cleaner CI 

Lemon  Coef.  8  Disinfectant  C2 

Lime  Cleaner  A4 

Mintene  Disinfectant  C2 

Pink  Lotion  Hand  Dshwshing  Detrgnt  Al 

Austin  Distributors 

Advanage  A4 

Austin  Diversified  Products,  Inc. 

Advanage  Colorless Al 

Advanage  II  Al 

Auto  Magic  of  Houston 

Odor  Digester    CI 

Auto  Wax  Company,  Inc. 

Pressure  Wash  HD  19  Al 

Pressure  Wash  JB  20    Al 

Pressure  Wash  JB-20  Liquid    Al 

Auto-Chlor  System 

Altersolve Bl 

Auto-Chlor  Auto-Kleen Al 

Auto-Chlor  G.O.K.  Grill  &  Oven  Kleen  A8 

Auto-Chlor  Hand  Soap  El 

Auto-Chlor  Laundry  Break  Bl 

Auto-Chlor  Laundry  Detergent  Bl 

Auto-Chlor  Laundry  Detergent  Plus  ....  Bl 

Auto-Chlor  Laundry  Sour  Bl 

Auto-Chlor  Rinse  Aid  Al 

Auto-Chlor  Sani-Gel  E2 

Auto-Chlor  Solid  Duty   A2 

Auto-Chlor  Solution-IO    D2 

Auto-Chlor  Special   Al 

Auto-Chlor  Tough  Break    Bl 

Auto-Chlor  746  Cleanser   CI 

Bar  Tender Al 

Bi-Kleen Al 

Bio-Flow   L2 

Chlorinated  Laundry  Destainer Bl 

Chlorinated  Machine  Detergent   Al 

D-Grease   A8 

Detergent  Break Bl 

DS  33 Dl 

Fabric  Softener   B2 

Glass  Kleen  CI 

Hi-Solids  Rinse  Aid    Al 

Hood-Kleen  Al 

Institutional  Machine  Detergent  Al 

Laundry  Pre-Spot    Bl 

Low-Temp  Machine  Detergent Al 

Low-Temp  Rinse  Aid  Al 

Machine  Detergent   Al 

Machine  Detergent  No.  2  Al 

Pot  &  Pan    Al 

Regular  Detergent  Al 

Rinse  Aid  Plus    Al 

Scale-Away  A3 

Soft  &  Sour  B2 

Soft/San  B2 

Solution  CL  D2 


Solution  QA    D2 

Solution-San    D2 

Special  Bar  Cleanser  Al 

Special  Floor  Soap    A4 

Super  Red  Detergent  Al 

Super  8 D2 

T.B.C.  Toilet  Bowl  Cleaner  C2 

Auto-Chlor  Systems 

Liquid  Soak  Tank  Cleaner   A4.A8 

Automated  Cleaning  Systems 

Division/ 

Rug  Doctor,  Inc. 

ACS  Quat  Cleaner Dl 

Automation  Equipment,  Inc. 

Car  Wash  Compound   Al 

Automotive  &  Industrial  Associates 

Associates  Oil  &  Grease  Absorbent  II 

Autotrol  Corporation 

Chlorinating  Tablets   G4 

Autumn  Chemical 

Autumn  Freezer  Floor  Cleaner  AS 

Avatar  Corporation 

Avatech  70 HI 

Avatech  80 HI 

Citation  210  HI 

Citation  350  HI 

Citation  55  HI 

Citation  70  HI 

Citation  90  HI 

Avril,  Incorporated 

Anderol    Al 

Anderol  Liquid  Hand  Soap  El 

Av-Pine   CI 

Av-Rinse   D2.E3 

Av-Strip  CI 

Avril  All  Purpose  Blue  A4 

Avril  Bowl  Brite  C2 

Avril  Egg  Wash  #1   Ql 

Avril  Egg  Wash  #2  Ql 

Avril  Egg  Wash  #3  Ql 

Avril  Egg  Wash  #4  Ql 

Bio-Trol  D  D2 

Cleaner-Degreaser  A4 

Formula  108  Liquid  Pressure  Wash 

Cmpd A4 

Formula  108  Powdered  Pressure  Wash 

Cmpd Al 

Formula  17  All  Purpose  Cleaner   A4 

Formula  34  Non-Butyl  Cleaner-De- 
greaser    CI 

Formula  825  Pwdr.  Hand  Soap  w/Borax 

Base C2 

FC-10  A4 

G-89  A4 

GB-954  Drain  Opener  &  Grease  Trap 

Clnr  LI 

GC-55    Al 

H-41  Al 

Hi-Suds    Al 

Liquid  Detergent  Al 

Mechanic's  Liquid  Hand  Soap   El 

MP-45    A2 

Oxylite  Oxygen  Bleach  Al 

Rose  Creme  Pink  Lotion  Hand  Soap  ....  El 


Spray  Foam  Degreaser   A4.A8 

Stainless  Steel  Soak    Al 

SP-57  A3 

Ultroglas    Al 

White  &  Bright  Laundry  Detergent 

w/Borax Bl 

3-D  A3 

Ayers  Distributing  Co. 

Sun-Rey  Disinfectant    CI 

Sun-Rey  Germ  A  Way   CI 

Sun-Rey  Gum  Remover   PI 

Sun-Rey  Klean  A  Way  CI 

Sun-Rey  Oven  &  Grill  Cleaner   A8 

Sun-Rey  Stainless  Steel  Cleaner A7 

Sun-Rey  Tub  &  Tile  Cleaner  CI 

Aztec  Specialty  Chemicals,  Inc. 

BD-Foam  Clean Al 

Crystal  Power  Cleaner    Al 

GP  Command    Al 

Aztron  Chemical  Services  Inc. 

Strips-It    A8 

Strips-It  Plus   A8 

Azure  Blue  Inc. 

G.O.P Al 

Terrafoam-T Al 

Terrasol    A4.A8 

B  &  A  Distributing  Company 

Agent  0004    A3 

Agent  0013   H2 

B  &  A  Anti-Microbial  Hand  Soap  El 

B  &  A  Laundry  Bleach Bl 

B  &  A  Laundry  Wash Bl 

B  &  A  001    A4 

B  &  A  0010  Chlorinated  CIP  Cleaner  A2 

B  &  A  0012    A2 

B  &  A  0015  Chlorinated  Cleaner A2 

B  &  A  0016  General  Cleaner Al 

B  &  A  002    Al 

B  &  A  0037  Smokehouse  Cleaner  A8 

B  &  A  42-Q    D2 

B&A  0091  Trolley  Oil   HI 

B&A41I  Sanitizer-Cleaner   D2 

B  &  B  Blending,  Inc. 

Bubbles  H.D Al 

Drain  Aid  LI 

Food  Plant  Cleaner  Al 

Mean  Green  Al 

Ultra  CI 

Ultra-d  CI 

B  &  B  Brand,  Inc. 

Acid  Brightener  (Liquid)    A3 

All  Foammy    Al 

B.T.  9005  G6 

B-Power  Al 

Bar  Chlor D2 

BarChlorL.C Dl 

Bar  M  R A3 

Bar  Pink  Concentrate   Al 

Bar  Q  200   Al 

Bar  Rus    A2 

Bar  S.F A3 

Bar  Scale  Aid    A3 

Bar-D-Slime D2 

Bar-E-Too   E2 

BigB  Al 

Brand  46    A4 

Brand  64   Al 
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BL-30 H2 

C.P.  Clean  A2 

C.T.  9205  G7 

C-M-Clean  Ql 

Circle  Acid    A3 

Circle  F  Acid  A3 

Circle  Shine  A8 

Citrus  Special    Al 

Citrus  Special  I  A2 

Qean  Chlor  Al 

Dock  Swab    A4 

Foam  Bar  8   Al 

Full  Power  A8 

General  Cleaner Al 

Hi  Chlor  A.S D2 

Hot  Deal    A2 

Hot  Soap   A2 

Hot  Tip    A3 

Kwick Al 

Launder   Bl 

Liquid  HDX Al 

O.P.  Clean  A2 

Potassium  Permanganate PI 

Raise    A4.A8 

Render  Clean  Al 

Royal  Spec Al 

Shelly  Shine    Ql 

Sodium  Metabisulfite    PI 

Steampot    Al 

Steampot  Plus   Al 

Steampot  X   Al 

Super  Brite  Suds  Al 

SurWashHF A2 

SurWashHT A2 

SurWashK  A2 

SurWashLJC A2 

SurWash  R.C A2 

Sur-Wash  A2 

Sur-Wash  KS  A2 

SPP    Al 

SS  Bright  A3 

Tanks  Clean  Chlor    A1.Q1 

Turg  Al 

WL-40-3    H2 

4591  A2 

B  &  B  Products 

Freedom  C2 

B  &  B  Products 

Orange  Solve  CI 

B  &  B  Specialties  Inc. 

Stain-Less  Steel  Cleaner  A7 

B  &  B  Tritech  Inc. 

A-21  Al 

B  &  B  Lemon-A  Disinfectant    A4 

B  &  B  Lotion  Like  Hand  Soap    El 

B  &  B  MPS A3 

B  &  B  Plax  A3 

B  &  B  Prep  Al 

B  &  B  Special  M    Al 

B  &  B  Super  Foam  Al 

Blitz  A2 

Concentrate  21  Al 

D-700  H2 

Decca-Solv  Al 

Expose  Al 

EW112   Ql 

Glow    A2 

HT40L    A2 

HT40   A2 

K-Strip  A2 

Lab-3  A1.B1 

Multi-Clean   Al 

Process-A  A3 


Rinse  Clean   PI 

Sewer  Solvent    LI 

TX40    A2 

U-l  Al 

Uni-Clean Al 

125  A2 

221   A3 

713  Jet  1    Al 

892-A  Al 

892-X  Al 

897  Bl 

967  A4 

B  &  C  Associates 

Eager  Beaver  Al 

B  &  D  Paper  &  Chemicals 

Bowl  Cleaner C2 

Digesto  L2 

Drain  Pipe  Cleaner  &  Opener    LI 

L  100  Al 

Porcelain  Cleaner  Concentrate   A3 

Scale  &  Lime  Remover    A3 

Spray  and  Wipe  CI 

B  &  G  Company 

Allrat  II    F3 

B  &  G  Diazinon  4E    F2 

B  &  G  Malathion  57-E  F2 

B-A-I-D  F2 

Ban  Bug  Instant  Fogger   Fl 

Ban  Bug  U  Insect  Killer  Fl 

Ban  Bug  40  Insect  Killer   Fl 

Cythion  50  Oil  Soluble  Concentrate    ....  F2 

Diazinon  4E  F2 

Diazinon  4S  F2 

Pyrenone  Emulsifiable  Concentrate   Fl 

Pyrenone  Food  Plant  Fogging  Insecti- 
cide    Fl 

Pyrenone  General  Purpose  Household 

Spray  Fl 

Pyrenone  General  Purpose  Spray  Fl 

Pyrenone  PCO  Roach  Concentrate Fl 

Syn-Py  Fl 

Syn-Py-Fog   Fl 

Syn-Py-Te   F2 

Syn-Py-2   F2 

Syn-Py-3  Emulsifiable  Concentrate  Fl 

SYN-PY-3-LV  Fl 

Tapp  1-9-E  Emulsifiable  Concentrate    ..  Fl 

Tarla-Diphas  Blue  F3 

Tarla-Diphas  Green  F3 

B  &  G  Sales  &  Service,  Inc. 

No.  1    A4 

B  &  H  Chemical 

Protein  &  Milkstone  Remover  A3 

Sani-Lube HI 

B  &  K  Industries 

See  Clean  Multi  Purpose  Cleaner Al 

B  &  L  Control  Service  Inc. 

BL  20 G6 

Formula  DL-1543   G7 

Formula  DL- 1545   G5.G7 

Formula  DL-1546  G5.G7 

B  &  L  Neeley,  Inc. 

Cleaner  L-103   Al 

Cleaner  L-140   A2 


Cleaner  L-145   A2 

Cleaner  Liquid  No.  20    Al 

Cleaner  MSR-Acid   A3 

Cleaner  MSR-Acid  Cone A3 

Cleaner  P-101    Al 

Cleaner  P-120    A2 

B  &  R  Products,  Inc. 

APC  A4.A8 

B  &  R  Sanitizer-Cleaner D2 

Citrus  Wash  Al 

Conveyor  Lube   H2 

IO  Clean    D2 

Liquid  Hand  Soap  El 

Quatavex-1  C2 

Wash  Clean  A4 

B  &  W  Products  Inc. 

Super  Power  499  A4 

B  and  L  Supply  Company 

562  Liquid  Cone.  Hvy  Dty  Clnr-Dgrsr    A4 

BASF  Wyandotte  Corporation 

Plurafac  D-25  Surfactant Al 

Plurafac  RA-43  Surfactant   Al 

Pluronic  L-101  Polyol  Q5 

Pluronic  L-121  Polyol  Q5 

Pluronic  L-61  Polyol  Q5 

Pluronic  L-62LF  Polyol    Q5 

Pluronic  L-81  Polyol  Q5 

B  P  Oil  Co. 

Autran  C-3  H2 

Autran  Dexron  II/Mercon  ATF    H2 

Autran  Type  F  H2 

BP  All  Season  10W-40  H2 

BP  Multigear  80W140    H2 

BP  Multigear  80W90    H2 

BP  Multigear  85W140    H2 

BP  Special  30   H2 

EldoranA-100  H2 

Eldoran  A-68  H2 

Energear  EP  100  H2 

EnergearEP  150  H2 

Energear  EP  220  H2 

Energear  EP  320  H2 

Energear  EP  460  H2 

Energear  EP  68  H2 

Energear  EP  680  H2 

Energrease  GG-S  H2 

Energrease  HT-SF  H2 

Energrease  LS-EP  10B   H2 

Energrease  LS-EP  15B   H2 

Energrease  MM-EP  2  H2 

Energrease  P-EP  2 H2 

Premex  Single  Grade  30  Motor  Oil  ....  H2 

Premex  10W-40 H2 

Turbinol  T-100    H2 

Turbinol  T-150    H2 

Turbinol  T-22    H2 

Turbinol  T-32    H2 

Turbinol  T^6    H2 

Turbinol  T-68    H2 

Vanellus  C  Extra  15W-40 H2 

Vanellus  C-Extra  40  Motor  Oil    H2 

Vanellus  MCS-3  10W  Motor  Oil  H2 

Vanellus  MCS-3  30  Motor  Oil  H2 

Vanellus  MCS-3  40  Motor  Oil  H2 

Vanellus  MCS-3  50  SG/CD  Motor  Oil  H2 

Vanellus  MG  15W-40  H2 

Wm  Penn  Premium  10W^t0 H2 

Wm  Penn  Special  30  Motor  Oil  H2 

Wm  Penn  Turbo  Supreme  15W-40   ....  H2 
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B  P  Oil  Inc. 

Bearing  Gard  H2 

Bearing  Gard  LT  H2 

Bearing  Gard  MK  H2 

BP  All  Season  10W-30  H2 

BP  All  Season  5W-30  H2 

BP  Energol  CS-15  H2 

BP  Energol  CS-22  H2 

BP  Energol  DC-1500    H2 

BP  Energol  DC-600-C    H2 

BP  Energol  DC-680-C    H2 

BP  Energol  EM  Motor  Oil  SAE  10W  H2 

BP  Energol  EM  Motor  Oil  SAE  20W  H2 

BP  Energol  EM  Motor  Oil  SAE  30  ....  H2 

BP  Energol  EM  Motor  Oil  SAE  40  ....  H2 

BP  Energol  EM  Motor  Oil  SAE  50  ....  H2 

BP  Energol  HL- 100    H2 

BP  Energol  HL- 150    H2 

BP  Energol  HL-220    H2 

BP  Energol  HL-32    H2 

BP  Energol  HL-46    H2 

BP  Energol  HL-68    H2 

BP  Energol  HLP-C32  H2 

BP  Energol  HLP-C68  H2 

BP  Energol  LPT-32 H2 

BP  Energol  LPT-68 H2 

BP  Energol  NT- 150  Oil   H2 

BP  Energol  NT-68  Oil    H2 

BP  Energol  OE- 100    H2 

BP  Energol  OE- 150    H2 

BP  Energol  OE-22    H2 

BP  Energol  OE-275    H2 

BP  Energol  OE-46    H2 

BP  Energol  OE-68    H2 

BP  Energol  Protective  SAE  20 H2 

BP  Extra  Duty  Gear  Oil  SAE  140  H2 

BP  Extra  Duty  Gear  Oil  SAE  80  H2 

BP  Extra  Duty  Gear  Oil  SAE  90  H2 

BP  Mineral  Gear  Oil  SAE  140 H2 

BP  Mineral  Gear  Oil  SAE  80  H2 

BP  Mineral  Gear  Oil  SAE  90 H2 

BP  Mineral  Oil  H-C5   H2 

BP  Mineral  Oil  L-10  H2 

BP  White  Oil  NF-70  HI 

BP  White  Oil  NF-90  HI 

BP  White  Oil  T-100   HI 

BP  White  Oil  T-60  HI 

BP  White  Oil  T-80   HI 

BP  White  Oil  USP-200  HI 

BP  White  Oil  USP-350  HI 

Facto  Motor  Oil  30  H2 

Factopet  PA-NF HI 

Factopet  STC  HI 

Factopure  FM-0  HI 

Factopure  FM-2  HI 

Factopure  NF-1 30  HI 

Factopure  NF-90  HI 

Factopure  T- 70    HI 

Factopure  US P- 185  HI 

Factopure  USP-350  HI 

Factovis  43    H2 

Factovis  65    H2 

Factran  Grease  EP  No.  0    H2 

Factran  Grease  EP  No.  1    H2 

Factran  Grease  EP  No.  2    H2 

Factran  Grease  EP  No.  3    H2 

Gearep  OG  H2 

Nitrex  Super  Premium  10W-30   H2 

Nitrex  Super  Premium  20W-50   H2 

Nitrex  Super  Premium  5W-30   H2 

Premex  10W-30 H2 

Premex  5W-30 H2 

Super  Bearing  Gard  Grease  EP  No.  0  H2 

Super  Bearing  Gard  Grease  EP  No.  1  H2 

Super  Bearing  Gard  Grease  EP  No.  2  H2 

TurbinolT-115    H2 

Vanellus  C  Extra  10W30  Motor  Oil    ..  H2 

Vanellus  C-Extra  30  Motor  Oil    H2 

Vanellus  MCS-3  20 H2 

WM  Penn  Premium  20W-50    H2 


WM  Penn  Premium  5W-30    H2 

WM  Penn  Turbo  Supreme  10W-30  ....  H2 

B  S  C  Mechanical  Contractors 

BWT  110  G6 

BWT  275  G6 

BWT-10  G6 

BWT-111  G6 

BWT-180  G6 

BWT-181  G6 

BWT-272  G6 

BWT- 360  G6 

BWT- 361  G6 

CWT-100  G6 

CWT-108  G7 

CWT-169  G7 

PWT-67  G6 

RLT-10    G6 

RLT-15    G6 

RLT-35    G6 

B  T  R  Valve  Sealants,  Inc. 

BTR  234  Valve  Sealant  &  O'Ring  Lu- 
bricant    HI 

B  Z  D  International,  Inc. 

Subdu  IP   L2 

B.  F.  Laboratories 

Grease  Cut  Al 

Par  Floor  Cleaner   Al 

B.  G.  Chemicals 

Bee  Gee  Germicidal  Spray  &  Wipe 

Cleaner   C2 

Bee  Gee  Glass  Cleaner  CI 

Foam-A-Way  C2 

B.  N.  E.  Corp. 

Stomp-14  A2 

B.F.G.  Chemicals,  Inc. 

CRT  Screen-Care    CI 

Duz-It  H2 

DB  &  PC  CI 

DB  &  PC  Thick    CI 

H.D.  Foam  All  Purpose  Cleaner CI 

Hi-Pure  Contact  Cleaner K2 

Hi-Pure  Plus    HI 

Paint  &  Varnish  Stripper    C3 

Restaurant  Maintainer  Al 

Scrub  Less  C2 

Super  Perform  Al 

Unique  Grease  Red  Spray  Grease    H2 

B.M.  &  W.  Sales  &  Service  Inc. 

BigG  Al 

B-D  Chemical  Co.,  Inc. 

All  Purpose   CI 

Bar  Sink  Sanitizer  D2 

Degreaser  Al 

Eze  Strip    Al 

Germ-A-Clean  CI 

H.D.  Degreaser   A4.A8 

H.D.  Powder  1  CI 

H.D.  Powder  2 Al 

H.D.C.  Powder   Al 

Hi  Suds    CI 

Liquid  Fry  Out    Al 

Medi-Clean    D2 


B-K  Chemical  Company 

Acid  Clene  BK   A3 

B-K  Cone Al 

Bot.  Glo  BK    A2 

BK  Cloral    Al 

BK  Cloral  Ad    Al 

BK  Derust  4    A2 

BKKlenerE   A2 

Fom-it    Al 

Gen.  Clene  BK    Al 

Klene  Vat  50  A2 

Bacon  Products  Corporation 

Rat  Free  F3 

Bacteria  Concepts,  Inc. 

DB-X100  CI 

DB-X200  CI 

Bada  Company,  The 

Red  Man    H2 

Badger  Soap  Company 

Liquid  Detergent  A4 

Badger  State  Chemical  Co. 

All  Purpose  Spray  Cleaner  &  Spot  Re- 
mover       CI 

AAA  Insecticide   Fl 

Bowl  and  Porcelain  Cleaner  C2 

Citra  Klear  CI 

Citra-Kreme  E4 

Citra-Scrub E4 

Citra-Sol    CI 

Citralene  NS    CI 

Clean  and  Thaw    A5 

Coco  Soap  El 

Commander  Al 

Commodore  CI 

Concentrated  Odor  Control  CI 

Contact  Cleaner  K2 

CL-400  G7 

CL-405  G7 

CL-410 G7 

CL-415  G7 

CT-200  G7 

CT-205  G7 

CT-210  G7 

CT-220  G7 

CT-225  G7 

CT-230  G7 

DSD  Disinfectant  D2 

Degreaser  And  Engine  Cleaner    Kl 

Dr-Op  Granular  Drain  Opener  LI 

Dual  Action  Odor  Control    CI 

Enzymes  300  L2 

Formula  10  Degreaser Al 

Four  Way  Disinfectant   Dl 

General  Purpose  Liquid  Cleaner A4 

Germ-I-Dine  Disinfectant  D2 

Germicidal  Cleaner  Dl 

Germicidal  Cleaner  Dl 

Granular  Deodorant  CI 

Grease  Breaker    Al 

Grease  Eliminator  L2 

Heavy  Duty  Industrial  Cleaner  A4 

Heavy  Duty  Industrial  Cleaner  A4 

Heavy  Duty  Liquid  Drain  Cleaner  LI 

High  Pressure  Washer  Concentrate    ....    A4 

High-Glo   Al 

I-S-C  Disinfectant  D2 

Inhibited  Chemical  Water  Meter 

Cleaner   A3 

Insecticide  R-3  F2 

Knock  Out  Insect  Spray  Fl 
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Lemon  Odor  Control  CI 

Liquid  Drain  Opener  LI 

Liquid  Enzymes L2 

Liquid  Ice  Melt  A5 

Liquid  Steam  Cleaning  Concentrate  ....  Al 

Lotionized  Hand  Soap E4 

Machine  Dishwashing  Compound   Al 

Machine  Dishwashing  Concentrate    ....  Al 

Mint  Deodorant  CI 

MB-300  G7 

MB-305  G7 

MB-320  G7 

MB-325   G7 

Non  Acid  Lime  And  Scale  Remover  ..  Al 

Non-Acid  Lime  and  Scale  Remover    ..  CI 

Non-Flammable  Safety  Solvent    Kl 

Non-Flammable  Safety  Solvent   Kl 

Odor  Control  and  Degreaser CI 

Odor  Control  And  Degreaser  CI 

Oil  and  Grease  Eliminator   LI 

Organic  Acid  Detergent    A3 

Organic  Water  Systems  Cleaner G7 

OR-605    G6 

Paint  Stripper  C3 

Plastic.  Tile,  &  Shower  Cleaner  CI 

Powdered  Concrete  Cleaner  A4 

Powdered  Hand  Soap   C2 

Powdered  Steam  Cleaning  Compound  Al 

Primer    PI 

Rust  And  Corrosion  Preventative  H2 

Safety  Solvent  Kl 

Silicone  Lubricant  HI 

Silt  &  Sand  Remover   LI 

Smokehouse  Cleaner  A8 

Snow  and  Ice  Inhibitor  CI 

Soap  and  Scum  Remover  A4 

Spray  Geaner  Concentrate  CI 

Super  Clean  CI 

SB-500  G7 

SB-510  G6 

SB-520  G7 

SB-525  G6 

SB-535  G6 

SB-555  G6 

SR-700  G6 

SR-705  G6 

SR-710  G6 

SR-715  G6 

SR-715  G6 

Tower  10  Algaecide   G7 

Triple  Duty  Boiler  Treatment  G6 

Triple  X  Sewer  Compound  LI 

Water  Soluble  Non-Flammable  Cleaner  Al 

Baer  Supply  Company,  Inc. 

Baer  Cage  Wash   A3 

Dyn-O-Mite  II  Al 

Eura-Cote  Maintainer   Al 

Float  Germicidal  Cleaner   CI 

House  Of  Panda  Brand  No  152  Cleaner  A4 

Mint  Foam  Surgical  Hand  Soap  El 

Panda  Gold  Lemon  C2 

Phylm  Free    CI 

Polar-Baer  A5 

Bags  Etc. 

Tough  &  Easy  E4 

Bahcall  Chemical  &  Supply  Inc. 

Auto-Dish  HD  Liq  Chlor  Mach  Dshwsh 

Cone Al 

Brighten-All  Dl 

Clean-All  High  Active  Neutral  Beads  Al 
Clean-All  High  Suds  Laundry  Detergent  Al 
Controlled  Suds  Laundry  Detergent  ....    Bl 

Delete  L2 

Delimer   A3 

Duo-Cept  CI 


DW-70  Penetrating  Oil  &  Moisture  Re- 
mover     H2 

Fluff  Pink  High  Active  Built  Beads  ....  Al 
Gentle-Touch  Laundry  Powder  Fabric 

Soft.  B2 

Germicept    CI 

Gladiator  Built  Liquid  Laundry  Deter- 
gent    Bl 

Klenze  Chlor.  Machine  Dishwashing 

Cmpd Al 

Lancer  Liquid  Laundry  Builder   Bl 

Lemon  Duo-Cept  CI 

Meta  Bryte  A7 

Pre-Kleen  Laundry  Solvent  &  Pre-Soak  Bl 

Sani-Dip  Bactericide  And  Disinfectant  D2 

Skoot   Kl 

Total  Liquid  Laundry  Sour  Softener    ..  B2 
Value  Line  Bahcall  Chlor  Mach 

DshwshCmpd  Al 

Whisper  Liquid  Laundry  Softener   B2 

White-All  Liquid  Laundry  Bleach   Bl 

White-Lightnin  Lo-Suds  Laundry  Det  B2 

Whiz-Bang  Carbonated  Alkali   Bl 

Wipe  Out  Vandal  Mark  Remover    CI 

Zingo  Liquid  Laundry  Detergent   Bl 

Bahr  Sales  &  Service  Inc. 

B-500  L2 

Baird  Industries 

Hard  Hat  Cleaner    Al 

Baker  Cheese  Factory  Inc. 

Baker's  All-Purpose  Cleaner  Al 

Baker's  Caustic    A2 

Baker  Performance  Chemicals,  Inc. 

CL-9814/MC-100   A4 

CL-9815/MC-500   Al 

Duz-It-All    CI 

Baker,  H.  J.  &  Bro.,  Inc. 

Eliminol  A-2A  CI 

Eliminol  N-100A  CI 

Eliminol  N-7CA    CI 

Eliminol  NNZ-A  CI 

Eliminol  N2NZ-A  CI 

Eliminol  S-2A   CI 

Eliminol  S2NZ-A    CI 

Bakewell  Chemical  Company 

Focus  Bl 

Nu-Soft    B2 

Power  Break    Bl 

Balandis  Chemical  Company 

Gem  Degreaser   A4 

Gem  Rust  Killer    PI 

Rust  Prime  PI 

Balcones  Minerals  Corp. 

Absorb-N-Dry   Jl 

Balkamp,  Incorporated 

NAPA  Chain  &  Cable  Lube  Balkamp 

765-1370  H2 

Spray  Belt  Dressing    PI 

Ball  Chemical  Company 

Ball-Co  Heavy  Duty  Wax  &  Finish 


Stripper   A4 

Ball-Co  Hi  Suds  Industrial  Cleaner  ....    A4 

Banish    CI 

Believe  It  C2 

Bust  Up   Al 

Dual  Purpose  F2 

Eliminate   L2 

Low-Suds  Laundry  Detergent  Bl 

Luv-It  A8 

Spot  Away  CI 

Ball  Industries 

Ball  De-Limer  A3 

Ball  Formula  NP  15-3    A4 

Ball  Insect  Killer  Fl 

Ball  Quad  10  D2 

Ball  Residual  Ant  &  Roach  Killer  F2 

Ball-O-Cide  Wettable  Powder  Insecti- 
cide     F2 

Ball-O-Solv   CI 

Castillian  Liquid  Hand  Soap    El 

D.P.I.  Dual  Purpose  Insecticide   F2 

De-Grease-It    Al 

Ever-Green  All  Purpose  Cleaner    CI 

F.C.C.  Floor  Conditioner  And  Cleaner     A4 

Hi  Foam  N.B.  Cleaner-Degreaser Al 

Insect-All  Spray F2 

Jelled  Engine  Cleaner  &  Degreaser  ....    CI 

Liquid  Detergent  Al 

Lo  Temp  De-Car  A5 

Lustersheen   CI 

N.B.  Cleaner-Degreaser    Al 

Now  All  Purpose  Cleaner  CI 

Oven  Cleaner A8 

Pink  Liquid  Detergent  Al 

Red-Eye  General  Purpose  Cleaner  A4 

RTU  Spray  Clean   CI 

Septicare  Antiseptic  Hand  Soap  E2 

Spray  Clean  Heavy  Duty  Cleaner  & 

Dgrsr  A4.A8 

Stainless  Steel  Cleaner  &  Polish    A7 

Steam-It  Al 

Steam-It  II  Al 

Stripit  Baseboard  Stripper A4 

Vandalism  Mark  Remover   CI 

Ballantyne  Pest  Control  Co. 

Mouse  Bait    F3 

Rat  And  Mouse  Bait  F3 

Balmar  Corporation 

Artic-U-Late    Al 

Bug  'NTomb F2 

Bug  Off  Water  Based  Insecticide Fl 

Chare*   A8 

Close-N-Counters    Al 

Controlex  G7 

Controlex  L  G6 

Controlex  300   G7 

Controlex  301    G6 

Controlex  302   G6 

Controlex  303   G7 

Controlex  440   G7 

Controlex  442   G7 

Controlex-XL G6 

CRP111    C2 

E-Lemon-Aid'r A4 

En-Tox-I-Cate   Fl 

Exit  17  LI 

Germ  Muncher    L2 

Glitter  Porcelain  Cleaner C2 

Gone  With  The  Wind  Fl 

Honey  Bare  Concentrated  Liquid  Skin 

Clnr  El 

Klean  Tech    Al 

Klean  Tech  II    Al 

Lemon  Surf  'R  CI 

Multi  Klean  A4 

Multi  Klean  D   A4 
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NB-100    Al 

Pine  Tech  CI 

Pine's  Way  CI 

Purity-4    CI 

Re-Nu A3 

Safe  Tech  Kl 

Safety  Tech  1    Kl 

Steam  Klean  Liquid    A2 

Stuff  Concentrated  Cleaner A4 

The  Wizard  of  Grime   Al 

Top-This  Disinfectant-Cleaner  Dl 

Treat-Mint  Disinfectant  CI 

40%  Pure  Coconut  Oil  Hand  Soap El 

Bama  Supply  Company 

Dry-Slide  HI 

Bancroft  Paper  &  Chemical  Co. 

Al-Pine  CI 

Al-Pine  II  Pine  Odor  Disinfectant    CI 

Angel  Soft  Antiseptic  Lotion  Hand  Soap  E4 

April  Shower  Lotionized  Soap  E4 

Automatic  Machine  Dishwash    Al 

Automatic  Machine  Warewash  Al 

AP101  All  Purpose  Cleaner  A4 

Bancroft  Bleach  Bl 

Bano-Dyne  Iodine  Hand  Sanitizer  E2 

Bayou  Blaster  Room  Fogger    Fl 

Big  Job  Liquid  Cleaner A4.A8 

Big  Job  Spray-N-Wipe  Cleaner   A8.C1 

Big  Mack  CI 

Bole  Best  Clinging  Bathroom  Cleaner     C2 

Boot  Hill  Residual  Insecticide   F2 

Buck  Liquid  Laundry  Sour  B2 

Buck  Shot  Space  Spray  Insecticide   Fl 

Bull  Dozer  Drain  Opener  LI 

BDG-82  Kl 

Cardinal  Low-Acid  Bowl  Cleaner   C2 

Clean-N-Clear  CI 

Coconut  Oil  Hand  Soap    El 

Cutter  Cleaner-Degreaser   A4 

Dawn  II   B2 

Dawn  Laundry  Detergent   Bl 

Debbie's  Sudsing  Creme  Cleanser   A6 

Deodorant  Blocks   C2 

Doe  Alkaline  Liquid  Laundry  Booster     Bl 
Double  Action  Hospital  Disinfectant  ..    CI 

Dove  Soft  Fabric  Softener   B2 

Down  n  Out   LI 

Food  Handler's  Antiseptic  E-2  Hand 

Soap    E2 

Fry-Kleen  Deep  Fat  Fryer  Cleaner A2 

Gentle  U  Hand  Dishwash  Detergent    ..    Al 

Ghost  Town  Residual  Insecticide  F2 

Glass  -N-  More  CI 

Graveyard  Residual  Insecticide    F2 

Guardian  Foam  Cleaner-Degreaser  ..  A4.C1 

GEM  Stainless  Steel  Cleaner  A7 

Hard  Water/Heavy  Soil  Chlorine  Pow- 
der Bl    Bl 

Hawk  All  Purpose  Cleaner  A4 

Heavy  Duty  Scatfat  Al 

Heyday  Neutral  Cleaner  A4 

Hospital  Disinfectant-Deodorant C2 

Hot  Stuff  Oven  &  Grill  Cleaner A8 

JP-83  Machine  Dishwash   A2 

Kleer  Glass  Cleaner    CI 

Lemon  Fresh  Disinfectant  C2 

Lemon  Fresh  Hospital  Disinfectant-Clnr  CI 

Lilac  Malodor  Counteractant    CI 

Liquid  Live  Micro  Organisms  Drain 

Wolves    L2 

Liquid  Live  Micro  Organisms  Grs. 

Monkeys   L2 

Liquid  Live  Micro  Organisms  Scaven- 
gers   L2 

Liquid  Live  Micro  Organisms  Sewer 

Rats  L2 

LD  100 A4.C1 

M-PPlus   Dl 


M-P  Plus  Foaming  Disinfectant-Cleaner  CI 

Mechanical  Warewash    Al 

Metal  Brite  Stainless  Steel  Cleaner 

(Aer.) CI 

Metal-Brite  Stainless  Steel  Cleaner 

(Bulk)    A7 

Mint  Fresh  Disinfectant/Cleaner CI 

Mo-Jo-Lan  Waterless  Hand  Cleaner  ....  E4 
Mo-Jo-Pum  Waterless  Hand  Cleaner  ....  E4 

MD  100  CI 

Nitro-Kleen    A4 

O-J  Heavy  Duty  Waterless  Hand 

Cleaner   E4 

Open-24  LI 

Orange  Oil  Solvent  Degreaser   CI 

Orange  Oil  Solvent  Degreaser   CI 

Osage  Orange  Citrus 

Cleaner/Degreaser A4.A8 

Oven  &  Griddle  Cleaner A8 

Oven  Off  Oven  And  Grill  Cleaner A8 

Phosphate-Free  Imprvd.  B.  L.  C A4 

Pink  Magic    A4 

Power  Kleen    A4 

Professional  Hand  Soap    El 

PD  100  CI 

Quick  Draw  Dualcide  Insecticide F2 

Ready  For  Use  Hand  Soap  El 

RIP  II  All  Purpose  Delimer   A3 

Silky  U  Liquid  Hand  Soap  El 

Solve-X  Safety  Solvent  K2 

Special  Foam  Meatroom  Cleaner  Al 

Speed  Shine  Glass  &  Mirror  Cleaner  ..    CI 

Spring  Mint  CI 

Stan  San  Sanitizer  D2 

Ster-Dyne C2 

Sun  Brite  Liquid  Laundry  Detergent  ..    Bl 

Super  Mint  C2 

Super  Soap El 

Swash  Al 

Tombstone  Insect  Killer  Fl 

Tri-Action  Germ.  Detergent  A4 

W.P.  40  Penetrant  Penetrating  Lubricant  H2 

Wax  Stripper  Al 

White  Knight  Toilet  Bowl  Cleaner    ....    C2 

Winter-Mint  C2 

Zero-Cold  Freezer  Cleaner  A5 

80%  Pure  Pine  Oil  Disinfectant  CI 

Banester  Services 

D-2000  Al 

Bango  Dist. 

BD-5    Al 

Bankle  Supply  Company 

Lem  N  Clean  El 

Banks  Industries,  Incorporated 

Solar  Shine    A7 

Banner  Chemical  Corporation 

Atomic  Ice  Melter  Pellets  CI 

Ban-A-Mint  Disinfectant CI 

Ban-Dri    Jl 

Coconut  Oil  Liquid  Hand  Soap    El 

Concentrated  Neutral  Cleaner  CI 

Drain  Opener  Crystals LI 

Drain  Opener  Heavy  Duty   LI 

Express  Metal  Cleaner   A3 

Formula  158  Lemon  Disinfectant  ....  A4.C1 

Fragrant  Deodorant  Blocks  Pine C2 

Fragrant  Deodorant  Crystals  Cherry  ....    CI 

Glycozone  Disinfectant  Dl 

Green  N'  Clean  Snow  and  Ice  Melter       CI 

Heavy  Duty  Glass  Cleaner  CI 

High  Flash  Safety  Solvent  Cleaner    ....    K2 


Jet  Concentrate    A4 

Leader  Pine  Oil  Deodorant  CI 

Less  Work  CI 

Lightning  Degreaser  A4,A8,C1 

Lime  &  Film  Remover  A3 

Liquid  Ice  Melter    A5.C1 

Lotion  Hand  Cleaner E4 

Meta-Clean    CI 

Mint  Deodorant  CI 

No  Rinse  Disinfectant-Sanitizer-Deod.  D2 

Oven  &  Grill  Cleaner  A8 

Pine  Scrub  Soap    CI 

Pine-O-Pine  Disinfectant CI 

Porso-Clean  A3 

Snow  White  Bowl  Cleaner  C2 

Steam-Away  Cleaner Al 

Strip  with  Ease    CI 

Supreme  Pine  Oil  Fragrant  Deod.  Clnr.  CI 

Synco  All  Purpose  Cleaner CI 

Terrazzo  Cleaner  CI 

Winter  Safe  CI 

Banner  Industries 

"Bandit"  Al 

AOR-927  G6 

ASB-901    G6 

ASB-908    G6 

ASR-932   G6 

Bio-Clean  Al 

Chlorinated  Foaming  Cleaner  Al 

Clean  and  Thaw    A5 

Digestant  250 L2 

Digestant  2500 L2 

Flying  Insect  Killer  Fl 

Food  Equipment  Lubricant  HI 

Grease  Cutter A4 

Live  Micro-Organisms    L2 

Machine  Dish  Detergent  Al 

Orange  Drain  Cleaner  CI 

Oven  and  Smokehouse  Cleaner   A8 

Powdered  Laundry  Detergent  Bl 

Powdered  Steam  Cleaner   Al 

Spray  Fog    Fl 

Banner  Labs,  Inc. 

Bake  Off  408  A8 

Ban-Scent  625  CI 

Bandit  207  Al 

Blast  Off  Steam  Cleaner  709   CI 

Charge  506    El 

Clean  Ice  708    A5 

Coil  Clean  Akaline  Coil  Cleaner  703    ..  PI 

Concrete  Cleaner  D-204  A4 

Crystal  Klear-C-GC-401  Glass  Cleaner  CI 

Crystal  Klear-R-GC-402  Glass  Cleaner  CI 

Degreaser  D-201   A4 

Descaler  One  A3.P1 

Eliminate  1915    A2 

Emulsy  Green  209 CI 

Emulsy200   Kl 

Excel  Cleaner  101  Al 

Freez-Flor  755  A5 

Knock-Out  208   Al 

Orange  Crush  753  CI 

Orange  Plus  215    CI 

Safety-Degreaser  DS-202   A4.A8 

Slugger  205-1    Al 

Sparkle  Tub  And  Tile  Cleaner  404   ....  CI 

Super  D  Green  203  A4 

TSM  150  Chlorinated  Heavy  Duty 

Cleaner   Al 

Banner  Solutions,  Inc. 

"C-Thru"    CI 

C-X  Heavy  Duty  Cleaner  Al 

C-21  Cleaner/Degreaser   A4.A8 

C-22  Cleaner/Degreaser   A4.A8 

C-25  All  Purpose  Cleaner A4 
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Drain-Free   LI 

DC-1    Al 

Heavy-Clean  H.D.  Cleaner-Dgrsr.  Cone.  Al 

High  Foam  A4 

Low  Foam  Al 

Low  Temp  Cleaner  A5 

Oven  &  Grill  Cleaner  Al 

P-X  Al 

P-3   A4.A8 

Re-Move  Concrete  Cleaner  and  Etcher  A3 

S-ll    D2 

S-16   Dl 

S-18   D2 

Scram  A4 

SC-1  Steam  Cleaner   Al 

Z-14  A4 

Barbecue  King  Company 

Barbecue  King  Cleaner  A8.C1 

Barclay  Chemical  Company,  Inc. 

Air  Con  BX  G7 

Air  Con  LN  G7 

Air  Con  LS   G7 

Air  Con  LS  220    G7 

Air  Con  LS  330    G7 

Air  Con  414 G7 

Algeacide  CR    G7 

Alka  Sperse  G6 

Alkasperse  101    G6 

Bar  Kern  No.  4  G6 

Bar  Kern  303  G6 

Bar-Kern  No.  3   G6 

Caustic  Soda   G6 

Dispersall  FE-10   G6 

Dispersall  FE-1000   G6 

Dispersall  HT    G6 

Kern  Coll  C  G6 

Kem  Coll  M    G6 

Kern  Coll  MS    G6 

Kem-X  G6 

Kem-X-E  G6 

N  S  Powder  G6 

Oxogon    G6 

Oxotrol  G6 

Volamine  G6 

Volamine  RL-2  G6 

Volamine  RL-202  G6 

Volamine  SDP G7 

Volamine  101    G6 

Barco  Chemicals  Company 

Apex  Al 

Barco  High  Tech  Shopblaster  A4.A8 

Barco  Pink  Lotion  Handsoap   El  ,A8 

Barco  Residual  Insecticide  F2 

Barco  Sol  C2 

Betsall    Dl 

D-O-  Mint  CI 

Epog Al 

Lime  &  Scale  Remover    A3 

Mild  Millie    C2 

Pheno  Bar  Pine  Odor  Disinfectant 

Cleaner   CI 

Sani-5  CI 

Spirit  of  76    Dl 

Super  Maid    C2 

Zippo  Al 

Barco  Chemicals  Division,  Inc. 

Act  10    A4 

Airofresh   CI 

Attack F2 

B.  C.  Concentrate   A4 

B.  C.  Hospital  Disinfectant  Deodorizer  C2 
Barco-Met  Institutional  Chlorina- 

tedClnsr A6 


Delight  A4 

Delight  55   A8 

Dooms-Day   Fl 

Enzact  Universal  Enzymes  L2 

Epog  Steam  Cleaner  Compound  Al 

Exo-Therm  LI 

Lime-X A3 

Maxim  A4 

No.  103  Garbo-Dis   CI 

Number  51  Insecticide    F2 

Perm-A-Sect  Residual  Spray    F2 

Pink  Antiseptic  Lotion  Hand  Soap  El 

Quatergent  Dl 

Rout  A4 

Royale  Ceramic  XZT   A3 

Sanite  A3 

Sparklize    CI 

Spray-Det Al 

Steel  Shine A7 

Super/Super  Bar-Con    CI 

Zippo  Concentrate  A4 

Barco  Supply  of  Klamath,  Inc. 

Barco  Sani-Cal    D2 

Barco  Supply  Company 

Super  Dazzle  Bl 

Super  Speed  Spray    Al 

Bardahl  Manufacturing 
Corporation 

Bardahl  Food  Machinery  Grease   HI 

Bardan  Industrial  Chem  Corp. 

Formula  #BD-707  A4 

Bardon  Industries  Inc. 

Bardon's  B-1000   Al 

Bardon's  Green  Essence   E4 

Bardon's  Liquid  Live    L2 

Bardon's  Omni  B  A4 

Bardon's  Oven  Cleaner  A8 

Bio-Treat  MD  1  G7 

Glisten   CI 

Grease-Ez-II Al 

Grill  Cleaner   A8 

Liquid  Live   L2 

Liquid  Live  Plus   CI 

Neutra  Steam  G6 

Oxy-Gon  II   G6 

Prevent  Plus  L2 

Protect-All  300    G6 

Protect-All  300SP   G6 

Protect-All  301    G6 

Protect-All  302    G6 

Protect-All  303    G6 

Protect-All  400    G6 

Protect-All  503    G6 

STI-101    Al 

Bardon  Industries,  Inc. 

Bardon  I  Concentrate    CI 

Below-Zero    A5 

Shine  N  Glow  A7 

Spray-Foam  Al 

Barken 

All  Purpose   Al 

All  Purpose  Cleaner  Degreaser A4.A8 

Criteria  E-Z  Clean  A4.A8 

Criteria  E-Z  Clean  II  A4.A8 

H.D.  Degreaser   Al 

H.D.  Degreaser  A4 

Hi  Suds    CI 


Barker  Enterprises 

Acid  Cleaner  A3 

Caustic  G6 

Caustic  Foamer  Al 

D.D.S.S G6 

Degreaser  C-725   Al 

Foam  Ringer  Al 

Food  Plant  C-2    Al 

Fryer  Boil    A2 

M-25    LI 

Mite-C   Al 

MMR-25    Al 

Phosphoric  Acid,  75%    A3 

Poly  2    G7 

Product  SLT-1  G6 

Product  182  G6 

Sodium  Hydroxide,  Dry   A2 

Sodium  Hydroxide,  50% A2 

STP-1  G6 

Barkoff  Container  and  Supply  Co. 

Bug-Off  Plus  F2 

CDDPlus    C2 

CDD  Plus  Germicidal  Foaming  Cleaner  C2 

Deluxe  Plus  CI 

Eat-N-Go  Plus  L2 

Kleen  N  Sheen   CI 

Sparkle  Plus  CI 

Take-It-Off  Plus    CI 

Wax  Attack  Plus  CI 

Barkonwood  Corporation 

Electro-Solv  K2 

GSHGD-1    L2 

Pen-A-Lube  H2 

Spra-Away  A4 

Viking  4 A4 

Barlyn  Chemicals 

Activator  5000  L2 

Antiseptic  Liquid  Hand  Soap  Concen- 
trate    El 

B.A.C L2 

Bar-Lo  Cherry  Deodorant  CI 

Bar-Lo  Pine  Oil  Deodorant CI 

Bar-Lo-Cide  Formula  C-26 Dl 

Bar-Lo-Cide  Formula  M-28   D2 

Bar-Lo-Cide  Formula  P-30  Dl 

Bar-Lo-Cide  Fortified  Pine  Odor  Disinf  CI 

Bar-Lo-Cide  Mint  Disinfectant  C2 

Bar-Lo-Cide  Pine  Odor  Disinfectant   ..    CI 

Bar-Lo-Cide  Pine  Oil  Disinfectant  CI 

Barlyn  Citra  Solv    CI 

Barlyn  Mosquito  Fogging  Spray    F2 

Barlyn  Residual  Insecticide    F2 

Bartrol  Odor  &  Grease  Control    CI 

Bullet-Non-Butyl  Degreaser  Al 

Deoxidizing  Chemical  Cleaner  A3 

Dynamite  Cold  Oven  Cleaner A8 

Foam  Additive  Al 

Formula  CL-310   Al 

Formula  1000  Conveyor  Lube   H2 

Grease  Cutter Al 

Greaseless  Conveyor  Lubricant    H2 

Great  Scott  Butyl  Cleaner A4 

GC  Foam  Cleaner  Al 

Jell  Degreaser    Kl 

Liquid  Alive  Bacteria   L2 

Lo  Foam-A-Vac  Cleaner A4 

Odor  and  Grease  Control    CI 

Perform  Foaming  Cleaner Al 

Power  Cleaner  A4 

Power  Plus  A4.A8 

Push  L2 

Quarry  Tile  Cleaner    A4 

Safety  Solvent   Kl 
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Scum  Remover    Al 

Special  Lube  D   H2 

Steam  Cleaner  A I 

Strike  Degreaser/Cleaner Al 

Synthetic  Conveyor  Lube  H2 

Barnes  Maintenance  Supply 

Easy-Kleen  E4 

Easy-Kleen  with  Grit    E4 

Barnes  Motor  &  Parts, 
Incorporated 

Steam  &  Pressure  Cleaning  Compound   Al 

Baron  Chemical  Co.,  Inc. 

Blue  Boy  Hi-Foam  Concentrate  Al 

Bright  Red  Thick  Concentrated  Cleaner  A4 

Baron  Co.,  Int.,  The 

Blue  Power   Al 

Baron  Industries,  Inc. 

Baron  Tempered   LI 

Barr,  W.  M.  &  Co. 

See  Lawrence  Products,  Inc. 

zz 

Barrier  Coatings,  Inc. 

Bug  Bar  PI 

Barrier  Industries  Inc. 

All  Star  Pine  Cleaner  &  Deodorant  ....    CI 

Barcrobe Dl 

Bio-Barrier  Fresh  Mint  Disinfectant  ....  CI 
Bio-Barrier  Lemon  Detergent  Disnf 

Deod CI 

Bio-Barrier  Odrls-No  Rinse-Dis.-San.- 

Deo   D2 

Bio-Barrier  Pine  D    CI 

Blue  Krystal A4 

Blue  Pearl  Synthetic  Detergent Al 

BA-201    Al 

Choice   Al 

Clean  Itl  Neutral  Cleaner    CI 

Dari-San  D2 

FreeTM'Clear  A4 

Fresh  NClean    A4.A8 

KleanAll  A4 

Maverick   A4 

Muscle  Strip    CI 

Natural  Orange  Solvent  Emulsf.  Dgrsr  CI 
Orbit  Greaseaway  Foaming  Clnr  Cone 

Dgrsr  Al 

Oven-N-Grill  Cleaner  A8 

Relkem  "O'dorless   Al 

Relkem  "99"   A4 

Sanikleen  Hand  Soap    E2 

Slash    A4.A8 

Sof-Touch  15  Liquid  Hand  Soap  El 

Stainless  Steel  And  Metal  Polish  A7 

Super  Barcrobe   Dl 

Super  Septic  Germicidal  Hand  Wash  ....  E2 

Surpass  A4.A8 

Tempest  Al 

Top-Notch  Cream  Cleanser    CI 

Wildcat A4 

Barrington  Chemicals  Company 

BC-2080    A2 


BCC-2015   Al 

BCC-2020   A2 

BCC-2025   A2 

BCC-2030   A2 

BCC-2035   Al 

BCC-2040   A2 

BCC-2045   A2 

BCC-2075   A2 

BCC-2110   Al 

BCC-2115   Al 

BCC-2170   Al 

BCC-2175   Al 

BCC-2215   Al 

BCC-2225   CI 

BCC-2235   Al 

BCC-2275   Al 

BCC-2310   A3 

BCC-2315   A3 

BCC-2320   A3 

BCC-2325   A3 

BCC-2335   A3 

BCC-2340   A3 

BCC-2410  Chlorinated  Sanitizer   ..    D2.G4 

BCC-2420   D2 

BCC-2440  Acid  Sanitizer  D2 

BCC-2510   Q2 

BCC-2520   Q5 

BCC-2570   Ql 

BCC-2580   Ql 

BCC-2S90   Ql 

BCC-2615   Al 

BCC-2630   El 

BCC-2640   E2 

BCC-2670   A2 

Barth,  T.  &  Traum  Co. 

Cleaner/Degreaser  Al 

Bartin  Chemical,  Ltd. 

Clean  And  Thaw  A5 

Fly  Spray  F2 

Grese  Eze A4 

One  Clean   Al 

Oven  and  Smokehouse  Cleaner  A8 

Super  Bac    L2 

10%  Disinfectant  Sanitizer  D2 

Bartlett  Chemicals,  Inc. 

Bart-Lube  H2 

Bartlett  Multizyme    L2 

Boro  Handsoap    E4 

Dolphin  Red    A4 

Dolphin  Sodo-Chlor   D2 

Dolphin  Steam  Cleaner  A8 

Dolphin  SAC  A3 

Dolphin  281  Al 

Dolphin  305  A3 

Dolphin  400 D2 

Dolphin  401  D2 

General  Utility  Cleaner  Al 

Inhibited  Propylene  Glycol  PI 

Inhibited  Sulfamic  Acid   A3 

Iod-Dyne   D2 

Lavakleen C2 

Lemon  Klean  CI 

Mint  Disinfectant  #7  CI 

Oven  Fryer  &  Griddle  Cleaner A8 

Quid  Al 

TPS    CI 

Water  Soluble  Degreaser    Al 

306  A3 

Barton  Chemical  Corporation 

Chloro-San  Dl 

Savaday  Bleach  Bl 


Barton  Solvents  Inc. 

Barsol  Packers  Tech  Oil-A  HI 

Barsol  White  Oil  13A  NF HI 

Barsol  White  Oil  21 A  USP    HI 

Barsol  White  Oil  5A  NF HI 

Barsol  White  Oil  55    HI 

Barsol  White  Oil  70  NF  HI 

Barsol  White  Oil  8T-A  HI 

Barsol  White  Oil  9A  NF HI 

Barsol  White  Oil  9T-A  HI 

Barsol  White  Oil  90  NF  HI 

Barsol  White  Oil  90  Tech HI 

Barsol  White  Oil  90  Tech+    HI 

Mineral  Oil  Tech  80  HI 

140  Solvent  66/3  Kl 

Barton,  B.  G.  Sales  Associates 

Aero-Tape    PI 

Waterless  Hand  Cleaner  E4 

22-A  H2 

Basco  Distributing 

AP-60  General  Purpose  Detergent  Dgrsr  Al 
APP  General  Purpose  Detergent  De- 
greaser      Al 

Basic  Chemical  Services,  Inc. 

Basic  1335-L  A2 

Basic  1401  L  Al 

Basic  1450  PM  A2 

Basic  735-L  Al 

122-P  Al 

Basic  Products 

"Spray-Te*"  Degreaser  A4 

Bac  Man  Instant  Odor  Control  CI 

Clear-San  D2 

Clear-San  Disinfectant/Sanitizer  D2 

Easy-Kleen El 

Germ-A  Foam  CI 

Powder  Power  7    F2 

Scent-O-Lemon  Di- 

sinf.-Deod. -Cleaner A4.C1 

Scent-O-Mint  Disinf.-Cleaner  Deodo- 
rant       CI 

Scent-O-Pine  Disinf.-Cleaner-Deodorant  CI 

Sharp-Shooter   CI 

TD  Concentrate  CI 

Wintex  CI 

Basic  Supply  Company,  Inc. 

Clear  Image  CI 

Nature's  Way  L2 

Power  Foam C2 

Basol  Laboratories,  Inc. 

Basol  Concentrate  Al 

Basol  Sol  C2 

Sparkle  Tone  C2 

Basso  Chemicals,  Incorporated 

Sure  Clean  121    A2 

Sure  Clean  141    A3 

Battleground  Maintenance  Supply 

Heavy  Duty  Action  Al 

Bauer,  J.  G.,  Inc./ 
Bauer  Chemical  Co. 

Wash  Away  Al 
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Baumann  Paper  Co.  Inc. 

Furious  Phil  LI 

Baver  Chemical  Company 

Sunglow  Germicidal  Cleaner   D2 

Sunglow  Germicidal  Cleaner   D2 

Baver  Custodial  Supply  & 
Consulting  Co. 

Duro  Blue  Label   Al 

Duro  Germicidal  Cleaner   D2 

Baxter  Manufacturing  Company 

Special  Compound  #10  Al 

Super  Compound  #8  A1.Q1 

Bay  Supply  &  Chemical  Co.,  Inc. 

Double  Action  Liquid  Alive  Bacteria    ..  L2 
Bay  Tech  Chemical  Company 

Pro  Tech  Permethrin-10  Multi-Use  Inset,  F2 

Bay  West 

Antimicrobial  Soap  El 

Lotion  Soap  Cartridges  El 

Medicated  Lotion  Soap  El 

Medicated  Lotion  Soap  Cartridges  El 

Bay-State  Power  Equipment 

Cleanz  All   CI 

Baychem 

Bay  603  A2 

110-L  Liquid  Acid  Cleaner A3 

140-L  Steam  Detergent  (Premium)    ....  Al 

167-P  Rust  Remover  A2 

174-LFoamer   Al 

300-P  Acid  Rust  Stripper  A3 

301-P  System  Cleaner A2 

302-P  Klor  Al 

99-P  GPC-A11  Purpose  Cleaner    Al 

Bayer  Supply  Co.,  Inc. 

Reflection CI 

Baylor  Chemical  Company 

Ammo  Strip  CI 

Hard  Surface  Cleaner   A4 

Beach  Chemical,  Inc. 

BCI  Acid  Free  C2 

Beacon  Distributors  Inc. 

N.B.D.  Grease  Cutter   Al 

Bear  Enterprises 

Bear  Super  Bowl  Cleaner  C2 

Big  Bear  Cleaner A4.A8 

Crystal  Clear  CI 

Foam-n-Rinse    Al 

No  Rinse  Concentrate  D2 

Bear  Paw  Company,  The 

Boiler  Chmcl  Liq  Org  Colloid  A-00   ..    G6 


Boiler  Chmcl  Liq  Org  Colloid  A-01    ..  G6 

Boiler  Chmcl  Liq  Org  Colloid  A-02   ..  G6 

Boiler  Chmcl  Liq  Org  Colloid  A-05    ..  G6 

Boiler  Chmcl  Liq  Org  Colloid  Q-00   ..  G6 

Boiler  Chmcl  Liq  Org  Colloid  Q-01    ..  G6 

Boiler  Chmcl  Liq  Org  Colloid  Q-02   ..  G6 

Boiler  Chmcl  Liq  Org  Colloid  Q-05   ..  G6 

Boiler  Water  Treatment  WSL-L  G6 

Boiler  Water  Treatment  900-G  G6 

Boiler  Water  Treatment  900-Q  G6 

Boiler  Water  Treatment  900-S  G6 

Boiler  Wtr  Treat  Liq.  Orgnc  Colloid 

LQ05  G6 

Boiler  Wtr  Treat  Liq.  Orgnc  Colloid 

L05    G6 

Cooling  Tower  Liquid  Water  Treatment 

PHR G7 

Steam  Line  Treatment  SLT-A    G6 

Steam  Line  Treatment  SLT-C    G6 

Steam  Line  Treatment  SLT-M  G6 

Beaver  of  Birmingham,  Inc. 

BD-20    A4 

Royal  W Al 

SC-10  Al 

SC-15  Al 

Beaver  of  Jackson,  Inc. 

#2  Chemical Al 

"Big  B"  Misty  Multi-Purpose  Cleaner  A4 

Beaver  Shine  Glass  Cleaner  CI 

Pink  Panther   Al 

Sudsy  Al 

Beaver  of  Wisconsin 

Beaver  Liquid  Hand  Soap  El 

Butch  Beaver  Al 

Misty  Beaver  A  Spray-On  Miracle 

Cleaner   CI 

Speedy  X-10    Al 

Beaver  Chemical  Inc. 

Beaver's  Detergent  Sanitizer  Dl 

Beaver's  Revelation  Miracle  Cleaner  ..    Al 

Formula  22  Odorless  Insect  Spray  Fl 

Fortified  Germicidal  Cleaner    A4 

Polar-Kleen  Freezer  Cleaner A5 

Beaver  Research  Company 

"Kleen-Up"    Al 

Ammoniated  Oven  Cleaner A8 

Battery  Terminal  Cleaner  and  Protector    PI 

Bea  Feet  Disinfectant  Deodorant  C2 

Bea  Shk  Heat-Stable  Release  Agent    ..    HI 

Bea-Chrome  Metal  Polish  CI 

Beaver  Bea-Kleen  C2 

Beaver  Germicidal  Cleaner A4 

Beaver  Silicone  Spray  HI 

Bendiocide  F2 

Bio-Bea    CI 

Block  Out    CI 

Bolt-Buster    H2 

Boot  Hill  Dry  Mist  Insect  Killer   Fl 

Brite  Blue    C2 

BEA  Meat  Foam  Al 

Chain  &  Cable H2 

Clear-View CI 

Containment  All  Purpose  Cleaner    CI 

Dressing  for  V-Flat-Round  Belts   PI 

Dry-Moly  H2 

DR-224    A4.A8 

End-Con  PI 

Fantastic  Kl 

Geronimo  Drain  Opener  LI 

Geronimo  II  Prilled  Drain  Opener  LI 

Grease  Go    CI 


GB915   Al 

Hi-P  Contact  Cleaner    K2 

Insect  Blaster  Super  Fog.  Insect  Killer  Fl 
Instant  Kleen  Germicidal  Clnr  & 

Deodmt  CI 

Invisible  Skin  Shield  E4 

KleerVu    CI 

Kleer  Vu  Glass  &  Utility  Cleaner   CI 

Kwik  Strip  CI 

Lavish  Stainless  Steel  Cleaner  &  Polish  A7 

Master  Lube H2 

Micro  Guard    CI 

No  Grab  H2 

Non-Flammable  Spray  Red  Spray 

Grease  H2 

NB  215    Al 

One-Shot   LI 

Pink  Power    A4 

Safe  Flo  L2 

Safe-Flo  CI 

Safety  Lube  HI 

Sanilube  HI 

Shine-On   A7 

Silicone  Lubricant  HI 

Silicone  Spray  Food  Grade HI 

Super  Bea  Kleen  A4 

Supreme  Bowl  Cleaner  C2 

Surface  Scum  Remover A4 

Tef-Tape    PI 

Terp-A-Klean CI 

Three-Gly CI 

Velvet  Scrub  Non-Acid  Creme  Clnsr. 

Cone    C2 

Waterless  Hand  Cleaner  E4 

Wax  Stripper  A4 

Wyte-Ease  Lithium  White  Grease    H2 

Beaver  Supply  Co. 

Stainless  Steel  and  Metal  Polish    A7 

Bechtel  Chemical  Corporation 

BC  Pine  Quat    CI 

Purple  Fury   A4 

Beck  Distributing  Company,  Inc. 

C.C.C A4 

O-So  Quick  A8 

Scale  Solv    A3 

Beck,  A.  C.  Chemical  Div. 

See  Anderson  Chemical  Company 

zz 

Becker  Oil  Company 

C  &  R  70  USP  Light  White  Mineral  Oil  HI 

C  &  R  90  USP  Light  White  Mineral  Oil  HI 

Beet  Chemical  Co..  Inc. 

Beet  Sept  Dl 

Chemical  Cleaner   A3 

Heavy-Duty  #102   Al 

Heavy-Duty  #147    Al 

Penny  Curtiss  Form.#3  All  Purp 

Clnr&Dgrs    CI 

Penny  Curtiss  Form#2  All 

Purp.Clnr&Dgrsr    A4 

Plus    Al 

Sani-Clean  Dl 

Steam  Cleaner  Al 

Super  CI 

Bedard  Brothers,  Inc. 

Dilutable  Gen  Purp  Panther  All  Purp 

Clnr  A4 
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Leopard  Disinfectant  Cleaner  CI 

Lynx  Bowl/Tile  Porcelain  Cleaner  C2 

Rinse  Free  Tiger  Floor  Stripper  CI 

Super  Puma  Toilet  Bowl  Cleaner C2 

Bee  Ess  Industries  Inc. 

Powdered  Cleaning  Compound    Al 

Bee-Chem,  Inc. 

B-1000  Al 

B-50  A3 

Gleen   CI 

Melt-Away  Al 

Pro-Cleen  E4 

Bee-Kim  Co.,  Inc. 

Super  Power    Al 

Beehive  Machinery,  Incorporated 

Deboner  Cleaner  A2 

Deboner  Cleaner  B7 1372   A2 

Behnke  Lubricants,  Incorporated 

Jax  Air  Tool/Rock  Drill  Oil  SAE  20  ..  H2 

Jax  Dexron  JJ  A.T.F H2 

Jax  Gear-Guard  Synthetic  H2 

Jax  Gear-Guard  Synthetic  Winter H2 

Jax  H-P  Industrial  Gear  Oil  ISO  100  ..  H2 

Jax  H-P  Industrial  Gear  Oil  ISO  150  ..  H2 

Jax  H-P  Industrial  Gear  Oil  ISO  220  ..  H2 

Jax  H-P  Industrial  Gear  Oil  ISO  460  ..  H2 

Jax  H-P  Industrial  Gear  Oil  ISO  68  ....  H2 

Jax  Hydra-Plate  150   H2 

Jax  Hydra-Plate  32   H2 

Jax  Hydra-Plate  46   H2 

Jax  Hydra-Plate  68   H2 

Jax  Magna  Plate  36-1    HI 

Jax  Magna  Plate  36-2  HI 

Jax  Magna-Kote  412  H2 

Jax  Magna-Kote  990  H2 

Jax  Magna-Plate  1000  H2 

Jax  Magna-Plate  1100  H2 

Jax  Magna-Plate  140FG   HI 

Jax  Magna-Plate  140MV    H2 

Jax  Magna-Plate  200 H2 

Jax  Magna-Plate  250  FG    HI 

Jax  Magna-Plate  300  H2 

Jax  Magna-Plate  33-0  HI 

Jax  Magna-Plate  33-1   HI 

Jax  Magna-Plate  33-2  HI 

Jax  Magna-Plate  36-0  HI 

Jax  Magna-Plate  36-2  HI 

Jax  Magna-Plate  400 H2 

Jax  Magna-Plate  44  HI 

Jax  Magna-Plate  44-0  HI 

Jax  Magna-Plate  44-1   HI 

Jax  Magna-Plate  44-2   HI 

Jax  Magna-Plate  5  H2 

Jax  Magna-Plate  500 H2 

Jax  Magna-Plate  500-0  H2 

Jax  Magna-Plate  500-1    H2 

Jax  Magna-Plate  500-2  H2 

Jax  Magna-Plate  60  HI 

Jax  Magna-Plate  600  H2 

Jax  Magna-Plate  600-1   H2 

Jax  Magna-Plate  600-2  H2 

Jax  Magna-Plate  62  HI 

Jax  Magna-Plate  64  HI 

Jax  Magna-Plate  66  HI 

Jax  Magna-Plate  700  H2 

Jax  Magna-Plate  72 HI 

Jax  Magna-Plate  74  HI 

Jax  Magna-Plate  76  HI 

Jax  Magna-Plate  78  HI 

Jax  Magna-Plate  8  H2 

Jax  Magna-Plate  800-1   H2 


Jax  Magna-Plate  800-2  H2 

Jax  Magna-Plate  85W140FG   HI 

Jax  Magna-Plate  86  HI 

Jax  Magna-Plate  88  HI 

Jax  Magna-Plate  90  H2 

Jax  Magna-Plate  90FG   HI 

Jax  Magna-Plate  90MV    H2 

Jax  Magna-Plte  140 H2 

Jax  Multi-Purpose  Gear  Oil  300  H2 

Jax  Multi-Purpose  Gear  Oil  500  H2 

Jax  Premium  A-P  Oil   H2 

Jax  Premium  Hydraulic  Oil  ISO  100  ..  H2 

Jax  Premium  Hydraulic  Oil  ISO  150  ..  H2 
Jax  Premium  Hydraulic  Oil-Heavy  ISO 

68    H2 

Jax  Premium  Hydraulic  Oil-Light  ISO 

32    H2 

Jax  Premium  Hydraulic  Oil-Medium 

ISO  46 H2 

Jax  Premium  Hydraulic  Oil-Type  Z  ....  H2 

Jax  Premium  RP  Rotary  Pump  Oil    ....  H2 

Jax  Syncomp  46    H2 

Jax  Titan  SAE  30   H2 

Jax  Titan  10W10  H2 

Jax  Titan  15W40  H2 

Jax  Unitran    H2 

Jax  Way-Tac  100    H2 

Jax  Way-Tac  150    H2 

Jax  Way-Tac  220    H2 

Jax  Way-Tac  46    H2 

Jax  Way-Tac  68    H2 

JAX  Premium  Natural  Gas  Engine  Oil  H2 

MP  Gear  Oil  GL-5  SAE  140  w/Paratac  H2 

MP  Gear  Oil  GL-5  SAE  90  w/Paratac  H2 

Bel-Rae  Chemical  &  Industrial 
Products 

Bel-Rae  Blue  CI 

Bel-Rae  Power  Pack  CI 

Black  Mark  Remover   A4 

Liquid  Hand  Soap  E4 

Multi-Purpose  Cleaner/Stripper    Al 

Neutral  A4 

No-Film  A4 

Non-Acid  Bowl  Cleaner  C2 

Paint  &  Varnish  Remover C3 

Safety  Solvent  K2 

Strip  Clean  Al 

Bel-Ray  Company,  Incorporated 

Amber  Grease  H2 

B-R  Divider  Oil  No.  169   HI 

B-R  Divider  Oil  No.  95   HI 

B-R  Solv  Resistant  Grease  H-25    HI 

Bakerylube  H2 

Bakerylube  No-Tox  AG   HI 

Bakerylube  Regular H2 

Bakerylube  260  H2 

Bakerylube  400  H2 

Bel  Ray  TWB-38    H2 

Bel-Ray  Amber  Grease  1    H2 

Bel-Ray  Amber  Grease  2  H2 

Bel-Ray  Amber  XH  Grease   H2 

Bel-Ray  Anti-Wear  Lube  0 H2 

Bel-Ray  Anti-Wear  Lube  00 H2 

Bel-Ray  Anti-Wear  Lubricant  1   H2 

Bel-Ray  Anti-Wear  Lubricant  2  H2 

Bel-Ray  Anti-Wear  Lubricant  3  H2 

Bel-Ray  Anti-Wear  Lubricant  4  H2 

Bel-Ray  Anti-Wear  Lubricant  5  H2 

Bel-Ray  Anti-Wear  Lubricant  6  H2 

Bel-Ray  Anti-Wear  Lubricant  7  H2 

Bel-Ray  AD  Lubricant  30 H2 

Bel-Ray  AD  Lubricant  40  H2 

Bel-Ray  AD  Lubricant  50 H2 

Bel-Ray  Bakerylube  WB    H2 

Bel-Ray  Bio-Bel  Hydraulic  Oil    H2 

Bel-Ray  Compuvac  Oil  SAE  30 H2 

Bel-Ray  Compuvac  Oil  SAE  40 H2 


Bel-Ray  CC  No-Tox  Anti-Wear  Lubri- 
cant 10    HI 

Bel-Ray  CC  No-Tox  Anti-Wear  Lubri- 
cant 20    HI 

Bel-Ray  CC  No-Tox  Anti-Wear  Lubri- 
cant 30    HI 

Bel-Ray  CC  No-Tox  Gear  Oil  80    HI 

Bel-Ray  CC  No-Tox  Gear  Oil  90    HI 

Bel-Ray  CC  No-Tox  PL  Lubricant    ....  HI 

Bel-Ray  CLB  23  H2 

Bel-Ray  DEB  Comp.  Lube  100   H2 

Bel-Ray  DEB  Comp.  Lube  150  H2 

Bel-Ray  DEB  Comp.  Lube  32  H2 

Bel-Ray  DEB  Comp.  Lube  46  H2 

Bel-Ray  DEB  Comp.  Lube  68  H2 

Bel-Ray  EPO  600   H2 

Bel-Ray  EPO  900   H2 

Bel-Ray  No-Tox  Anti-Wear  Lubricant 

10    HI 

Bel-Ray  No-Tox  Anti-Wear  Lubricant 

20    HI 

Bel-Ray  No-Tox  Anti-Wear  Lubricant 

30    HI 

Bel-Ray  No-Tox  AL  Lube  HI 

Bel-Ray  No-Tox  Chain  Lube  2500    ....  HI 

Bel-Ray  No-Tox  Chain  Lube  65    HI 

Bel-Ray  No-Tox  Chain  Lubricant  150  HI 

Bel-Ray  No-Tox  Comp.  Oil  40    HI 

Bel-Ray  No-Tox  Compressor  Oil  10  ..  HI 

Bel-Ray  No-Tox  Compressor  Oil  20  ..  HI 

Bel-Ray  No-Tox  Compressor  Oil  30  ..  HI 

Bel-Ray  No-Tox  CSL  HI 

Bel-Ray  No-Tox  EP  Gear  Oil  140  HI 

Bel-Ray  No-Tox  EP  Gear  Oil  250  HI 

Bel-Ray  No-Tox  EP  Gear  Oil  80  HI 

Bel-Ray  No-Tox  EP  Gear  Oil  85  HI 

Bel-Ray  No-Tox  EP  Gear  Oil  85W/140  HI 

Bel-Ray  No-Tox  EP  Gear  Oil  90  HI 

Bel-Ray  No-Tox  Filler  Oil  30    HI 

Bel-Ray  No-Tox  Gear  Oil  140  HI 

Bel-Ray  No-Tox  Gear  Oil  250  HI 

Bel-Ray  No-Tox  Gear  Oil  75  HI 

Bel-Ray  No-Tox  Gear  Oil  80  HI 

Bel-Ray  No-Tox  Gear  Oil  90  HI 

Bel-Ray  No-Tox  Gear  Oil  90/140    HI 

Bel-Ray  No-Tox  Grease  AA-1  #0   HI 

Bel-Ray  No-Tox  Grease  AA-1  #00  ....  HI 

Bel-Ray  No-Tox  Grease  AA-1  #1    HI 

Bel-Ray  No-Tox  Grease  AA-1  #2   HI 

Bel-Ray  No-Tox  Grease  AA-1#000  ....  HI 

Bel-Ray  No-Tox  H.D.  Hyd  Oil  32 HI 

Bel-Ray  No-Tox  H.D.  Hyd  Oil  46  HI 

Bel-Ray  No-Tox  H.D.  Hyd  Oil  68  HI 

Bel-Ray  No-Tox  Ht  Transfer  Fl  HI 

Bel-Ray  No-Tox  Hy-Lo  Grease  #1    ....  HI 

Bel-Ray  No-Tox  HD  Grease  #0  HI 

Bel-Ray  No-Tox  HD  Grease  #00  HI 

Bel-Ray  No-Tox  HD  Grease  #1  HI 

Bel-Ray  No-Tox  HD  Grease  #2  HI 

Bel-Ray  No-Tox  HD  Grease  #3  HI 

Bel-Ray  No-Tox  HD  Grease  0  TC HI 

Bel-Ray  No-Tox  HD  Grease  2  TC HI 

Bel-Ray  No-Tox  KL  Lube  HI 

Bel-Ray  No-Tox  Minus  90  Grease HI 

Bel-Ray  No-Tox  Oil  150    HI 

Bel-Ray  No-Tox  Oil  1600    HI 

Bel-Ray  No-Tox  Oil  300    HI 

Bel-Ray  No-Tox  Oil  900    HI 

Bel-Ray  No-Tox  Open  Gear  Grease    ..  HI 

Bel-Ray  No-Tox  PL  Lubricant  HI 

Bel-Ray  No-Tox  Silicone  Valve  Seal  HI 
Bel-Ray  No-Tox  Steam  Cylinder  Oil  ..  HI 
Bel-Ray  No-Tox  White  Grease  (Aer- 
osol)      HI 

Bel-Ray  No-Tox  1023  Silicone  Grease  HI 

Bel-Ray  PA  Grease  H2 

Bel-Ray  Refrig  Comp  Oil  300  H2 

Bel-Ray  Refrig.  Comp.  Oil  100  H2 

Bel-Ray  Refrig.  Comp.  Oil  150  H2 

Bel-Ray  Refrig.  Comp.  Oil  200  H2 

Bel-Ray  Refrig.  Comp.  Oil  500  H2 

Bel-Ray  Steam  Cylinder  Oil  130  H2 
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Bel-Ray  Steam  Cylinder  Oil  150  H2 

Bel-Ray  Steam  Cylinder  Oil  250  H2 

Bel-Ray  SC  1  Compressor  Fluid  115  HI 

Bel-Ray  SC  1  Compressor  Fluid  32    ..  HI 

Bel-Ray  SC  1  Compressor  Fluid  46    ..  HI 

Bel-Ray  SC  1  Compressor  Fluid  68    ..  HI 

Bel-Ray  SE  2  Lube  2000   H2 

Bel-Ray  SE2  Lube  1000  H2 

Bel-Ray  SE2  Lube  140  H2 

Bel-Ray  SE2  Lube  200  H2 

Bel-Ray  SE2  Lube  250  H2 

Bel-Ray  SE2  Lube  40  H2 

Bel-Ray  SE2  Lube  50  H2 

Bel-Ray  SE2  Lube  65  H2 

Bel-Ray  SE2  Lube  75  H2 

Bel-Ray  SE2  Lube  90  H2 

Bel-Ray  SE2  Lube  90/140   H2 

Bel-Ray  Waterproof  Chain  Lube   H2 

Bel-Ray  500  No-Tox  Oil    HI 

Bel-Ray  6  In  1  Fluid H2 

Chloro  Cleaner    K2 

Molylube  MD-88-E  Fluid  H2 

Molylube  RX-1    H2 

No-Tox  Grease    HI 

No-Tox  Grease  AA-1    HI 

No-Tox  HD  Grease  1  TC  HI 

No-Tox  Silicone  Lubricant  HI 

Raylene  AW  Hydraulic  Fluid  0   H2 

Raylene  AW  Hydraulic  Fluid  00  H2 

Raylene  AW  Hydraulic  Fluid  1    H2 

Raylene  AW  Hydraulic  Fluid  2   H2 

Raylene  AW  Hydraulic  Fluid  3   H2 

Raylene  EP  Lube  1  H2 

Raylene  EP  Lube  2  H2 

Raylene  EP  Lube  3  H2 

Raylene  EP  Lube  4  H2 

Raylene  EP  Lube  5  H2 

Raylene  EP  Lube  6  H2 

Raylene  EP  Lube  7  H2 

Raylene  EP  Lube  8  H2 

Raylene  Multi-Vis  Hyd  Oil  520  H2 

Termalene  Ball  &  Roller  BRG  H2 

Termalene  EP  Grease  HR  #0  H2 

Termalene  EP  Grease  HR  #00 H2 

Termalene  EP  Grease  HR  #1   H2 

Termalene  EP  Grease  HR  #2  H2 

Termalene  Grease  #1    H2 

Termalene  Grease  #2    H2 

Termalene  WG    H2 

Termalene  WG- 150  H2 

Termalene  WG-40  H2 

Termalene  87  Grease    H2 

Belk  Chemical  &  Industrial 
Supplies 

Anti-Crawl  Residual  Insecticide  F2 

Bacti  Dl 

Big  Dog  Concrete  Cleaner  A4 

Chemial  &  MainL  Supplies  Glass  Clnr  CI 

Iodo-175  Concentrated  Iodine    D2 

Liq.  Steam  Clnr.  All  Purp.  Hvy  Dty   ..  A2 

Liquid  Hand  Soap  15   El 

NB.  66    Al 

Panacea    Fl 

Pine  Oil  Disinfectant  Coef.  5  CI 

Pink  Cleaner    A4 

Pink  Satin  Hand  Soap  El 

Stainless  Steel  Cleaner   A7 

Bell  Chem  Corporation 

BC-100A   A2 

Bell  Chemical 

Bell  Heavy  Duty  Steam  Cleaning  Cmpd.  A2 

Bell  Phos  A3 

Bell  Power  El 

Bell  21  Al 


Bell  41   Al 

C-N-F Al 

Emulsipine  CI 

Heavy  Steam  Al 

Incredible  Hulk  A4 

Kool  Kleen    A5 

Pressure  Clean  Al 

Sub  Zero    A5 

Topnotch   Al 

Uni-Steam   Al 

Warhorse   A4 

Work-Horse  A4 

19  All  Purpose  Cleaner  A4 

99  A4.C1 

Bell  Chemical  Company 

Belco  Bell-Solve  A4 

Belco  Blast  Grease  &  Oil  Remover    A1.L1 

Belco  Bole  Gleem  C2 

Belco  Chewing  Gum  Remover PI 

Belco  E-Z  Shine  Metal  Cleaner  A7 

Belco  Grime-Off  A2 

Belco  Lgntng  Drain  &  Pipe  Opener LI 

Belco  Mag  Rust  &  Scale  Remover   ....    A3 
Belco  Magic  Mist  Sil.  Spr. 

Lub.&Rel.AgL    HI 

Belco  Magic  Mist  Silicone  Lubricant       HI 

Belco  W-S-I  Indtrl  Scale  Solvent  PI 

Formula  #18    H2 

KD-30    Fl 

Magic  Mist    HI 

Bell  Chemical,  Inc. 

pH  Adjust  Down  A3 

pH  Adjust  Up    Al 

Alone  A2 

BellEnzE  Al 

Bell  Enz  Seven   Al 

Bell-Clo  A4JJ1 

GP-I  Alkaline  Circulation  Cleaner  Al 

GP-II  Acid  Cleaner  A3 

GP-m  General  Cleaner  Al 

Laundry-Kleen  Bl 

Bell  Laboratories,  Inc. 

"Rodent  Cake"  F3 

Contrac  All-Weather  Blox    F3 

Contrac  Paraffinized  Cake    F3 

Contrac  Rat  and  Mouse  Bait    F3 

Di-Blox    F3 

Dispose    CI 

Ditrac  Tracking  Powder   F3 

Eraze  Rat  And  Mouse  Bait F3 

Final  Rat  And  Mouse  Bait   F3 

Isotrac  Tracking  Powder  F3 

Liqua-Tox    F3 

P.C.Q.  Rat  &  Mouse  Bait F3 

Quintox  Mouse  Seed F3 

Quintox  Rat  &  Mouse  Bait    F3 

ZP  Rodent  Bait   F3 

ZP  Tracking  Powder  F3 

Bell  Maintenance  Products  Co. 

#108  Big  Red    Al 

#111  Spearmint  C2 

#112  Coconut  Oil  Hand  Soap El 

#124  Pink  Lotion  Dish  Detergent  Al 

Bell  #1094  Pepperidge  Cleaner    Al 

Pink  Lotion  Hand  Soap  #125  El 

106  Blue  Cleaner A4 

Bellco 

Big  B  Concentrate  Al 

The  Original  1000  Plus  Sewer&Drain 
Solv  LI 


Belle  Applications  Corp. 

Belle  Acid  H   A3 

Komplete  Al 

Supreme  A2 

Belzona  America,  Inc. 

Release  Agent  PI 

Ben -Mar  Paper  Co. 

Elite  Klean  Pine    CI 

Elite  Pine  Oil  Cleaner  CI 

Ben bow  Chemical  Packaging,  Inc. 

Aclade  10 A3 

Aclade20 A3 

Alka  Clean  Al 

Alka  Clean  LF CI 

BenChlorPDR  Al 

BenChlor20  Al 

Ben  Chlor  25  Al 

Boost   Al 

Bottlewash  86   A2 

Convoslip-30  H2 

Elbow  Grease    Al 

General  Cleaner  (Liquid)    Al 

Soil  Whip    Al 

Tackle    Al 

Bench  Mark  Technologies 

B-NTG  AA   HI 

B-NTG  Clear  HI 

B-NTG  1-1  Clear   HI 

B-NTO-10   HI 

B-NTO-100  HI 

B-NTO-140  HI 

B-NTO-20   HI 

B-NTO-30   HI 

B-NTO-40   HI 

B-NTO-50   HI 

B-NTO-90   HI 

Bench  Mark  HD  NTG  Clear    HI 

Bench  Mark  NTG  Open  Gear    HI 

Bench  Mark  NTO  Chain  Lube  #  2200  HI 
Bench  Mark  NTO  Chain  Lube  #150  ..  HI 
HT  Grease  H2 

Bench  Products 

Blue  Fire   CI 

Ice  Blue  CI 

Sparklene  Bl 

Spiffy  Bl 

Spring  Fresh    Bl 

Super  Concentrated  Sparklene   Bl 

Time  Release  CI 

Valley  Pride Bl 

Benckiser-Knapsack  GmbH 

Albaphos  AFV G5 

Albaphos  AGK   G5 

Albaphos  AMK  G5 

Albaphos  ASD G5 

Albaphos  ASK G5 

Albaphos  ASK/DK   G5 

Albaphos  AST/DK    G5 

Albaphos  AVP G5 

Albaphos  GKF G7 

Albaphos  K  50  L G2 

Albaphos  K  50  LV  G2 

Albaphos  K  82  L G2 

Albaphos  KSF  14   G6 

Albaphos  187L    G2 
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Benco 

Perfect  Blend  Glass  Cleaner  CI 

Perfect  Blend  Neutral  Cleaner   CI 

Perfect  Blend  Non-Butyl  Cleaner CI 

Benda  Products 

Benda  Bright  Al 

Benda  Econo  32  Disinfectant  A4 

Benda  Econo  64  Disinfectant  A4 

Benda  One  Step  Pine  Odor  Disinfectant  CI 

Grill  &  Oven  Cleaner  A8 

Kleen   Bl 

Liquid  Kleen  Liquid  Laundry  Detergent  Bl 

Metal  Glow  A3 

Power  Solv    A4.A8 

Response  Liquid  Alkali  Booster Bl 

Bengal  Chemical,  Inc. 

Bengal  Mouse  Bait   F3 

Bengal  Chemical,  Inc. 

Roach  Spray    F2 

Benlo  Chemicals,  Inc. 

Cleaner  Caustic  AB- 100  A2 

Benman  Industries  Inc. 

Bensan  Foaming  Cleanser C2 

Big  Shot  A4 

Blue  Goose  Creme  Cleanser  Concen- 
trate      C2 

Carbonizer  Oven  and  Grill  Cleaner  ....    A8 

Clean  As  A  Whistle    CI 

Coco  15%  Ready  to  Use  Liquid  Hand 

Soap    El 

Coco  40%  Liquid  Hand  Soap  Concen- 
trate    El 

Crystal  Clear  CI 

Crystal  Clear  Concentrate  CI 

Free  Spirit   Al 

Freeze  A  Way  CI 

Fresh  Start  CI 

Heavy  Duty  Cleaner  Degreaser    A4 

Heavy  Duty  Concrete  Cleaner   A4.A8 

Hot  Stuff  Al 

Onward  Disinfectant  Detergent    Dl 

Out  For  The  Count   F2 

Prilled  Drain  Opener  LI 

Ready-Aim-Fire  Residual  Insecticide  ....  F2 
Renegade  Ammontd  Wax  Rmvr  &A1I 

Purp  Clnr    A4 

Right  Stuff  CI 

Rise  and  Shine  Foaming  Cleaner  Al 

Spearmint  Deod.  Disnfct  Multi-Purp 

Clnr  C2 

Squeeky  Clean  A3 

Swear  Off    CI 

White  Water  Pine  DCD    CI 

Bennett  Paper  Company 

Breakway  Al 

Benson  &  Zimmerman  Company 

B  &  Z  Hot  Tank  H  D  A2 

B  &  Z  Medium  L  A4 

B  &  Z  Powdered  Full  A2 

B  &  Z  Powdered  Medium    Al 

Benz  Oil,  Incorporated 

A-1004-CookerOil  H2 

Benz  Spirits  CI 


BWO  10 HI 

BWO  100 HI 

BWO  15 HI 

BWO  22 HI 

BWO  68 HI 

BWO-5 HI 

Dexron  II  H2 

Flomite  579  H2 

Food  Machinery  Grease   HI 

Gearmaster  80W/90 H2 

Gearmaster  85W/140 H2 

Gearol  150  H2 

Gearol  7  Cmpd   H2 

Gearol-460  H2 

Petraulic  100   H2 

Petraulic  150  H2 

Petraulic  220   H2 

Petraulic  32  H2 

Petraulic  46   H2 

Petraulic  68   H2 

Petraulic-XX    H2 

SAEEDL-10W/30  SF/CC   H2 

SAE  EDL-30  SF/CC  H2 

SAE  Tulane  30   H2 

SAE  Unifilm  15W/40  SF/CE  H2 

SAE  Unifilm-30  SF/CE    H2 

White-Sol  Coolant HI 

White-Sol  Paper  Release  Oil    HI 

Berke  Products,  Inc. 

Heavy  Duty  Butyl  Cleaner  A4 

503  Pine  Odor  Disinfectant  &  Deodo- 
rant      CI 

Berkebile  Oil  Co.,  Inc. 

Berkebile  2  +  2  Spray  Silicone  Lubri- 
cant    H2 

Berkebile  2+2  Clean  Brake    K2 

Berkebile  2+2  Elec  Cont  Plugs&Points 

Cln  K2 

Berkebile  2+2  Super  Penetrant  Lubri- 
cant    H2 

Berkel,  Incorporated 

Berkel  Food  Machine  Grease  HI 

Berkel  Food  Machine  Oil  HI 

Berkshire  Products 

Green  Machine   CI 

Herman  Chemical  Company 

Bermacide  72 D2 

No.  149  Surface  Scum  Remover   A4 

Bernardo  Chemicals  Ltd. 

Gastoxin  Fumigation  (Tab.,Pell.,Sach.)  F4 

Bernhardt  Bros.,  Incorporated 

P.  O.  W A4 

Bernite  Products,  Inc. 

Bemite  AR Al 

Bernite  115    Al 

Bemite  141    Al 

Bemite  29    Al 

Bemite  35    A2 

Bemite  39    A2 

Besco  Chemical  Company 

Cleaner  No.- 100    Al 

Heavy  Duty  Cleaner  Al 


Besco  Chemicals  Corporation 

#371  Safe  T  Solvent  K2 

All  Purpose  Cleaner   CI 

Besco  Germquat  64  Al 

Besco  Sanisol    D2 

CRT  Screen-Care    CI 

De  Aqua  Lube  H2 

Dri-Mol    H2 

Glass  Cleaner CI 

Hi-P  K2 

Imperial  Sanitizer  Rinse   D2 

Skin  Shield    E4 

Solv  #500    Al 

Spray  and  Wipe  All  Purpose  Clnr CI 

Stainless  Steel  and  Metal  Polish    CI 

Wyte-Ease  H2 

Besel  Supply  Co. 

B-Kleen   Al 

Bessire  &  Company 

Spray  Silicone  Release   HI 

Besst  Chemicals,  Inc. 

Besst  Degrease    A4.A8 

Besst  Dishwashing  Detergent  Al 

Besst  101   G6 

Besst  101  S   G6 

Besst  103  G6 

Besst  103  S   G6 

Besst  106  G6 

Besst  107  G6 

Besst  108  G6 

Besst  109  G6 

Besst  109-S   G6 

Besst  112  G6 

Besst  124  G6 

Besst  125  G7 

Besst  126  S   G6 

Besst  208  A3.G5.G7 

Break   A4 

C.R.-100    K2 

Challenge  Al 

Champ   A3 

Chlor-Aid  Al 

Concre-Terge  A3 

Conquer  Al 

Crystal  Gear  CI 

CR  66    K2 

CR-66  Safety  Solvent  K2 

D.P.  7  H2 

D-Mold    Al 

De-Plus    CI 

Des  Liza  Spray  Silicone  Release   HI 

Flush  Away  LI 

Foam  Power CI 

Kleen  Off CI 

Liquid  Grease   H2 

Misty   El 

Panacea    A8 

Phosphonex   CI 

Powdered  Hand  Soap    C2 

Pure  Lube  (Aerosol)   HI 

Pure-Lube  (Bulk)  HI 

Quick  Wash  Al 

Rinse  Aid  G5 

See   CI 

Shield  E4 

Steel  Rite  A7 

Strawberry  Cream  E4 

Strawberry  Kleen  El 

Task  A4 

TEK  Al 

Vigilance   D2.Q3 
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Best  &  Donovan 

B  &  D  Magna-Plate  44  HI 

Best  n'  Show  Pet  Products,  Inc. 

Bright  n'  Shiney    Al 

Best  Chemical  Products  Company 

Wax  Stripper&Degreaser  Product  FC-61  A4 

Best  Maintenance  Supply  Co. 

Best  Liquid  Hand  Soap  E4 

Best  Shine  All-Purpose  Cleaner  &  Pol- 
ish     CI 

IF  Al 

Len-O-Lite  A4 

N  B  711  Non  Butyl    Al 

Qwik-Off  A4 

Super  Bowl    C2 

Best  Supply  Inc. 

Grease  Breaker   Al 

Best  Way,  Inc. 

SX-44 C2 

SX-44  Inhibited  Chemical  Cleaner C2 

Best- Way  Products 

Mechanic's  Mate   H2 

Bestall  Chemical  Corp. 

Control  A4 

Depth  Charge A4 

Eat-Em-Ahve L2 

Finally   C2 

Hand  Cleaner E4 

Vandal  Mark  Remover  CI 

Bestgo  Chemical  Company 

Super  Concentrated  Cleaner  7153    A4 

Besrway  Products  Company 

Bestocide  F2 

Betco  Corporation 

pH  7  Q CI 

pH7    A4 

AC/114    A3 

AF/315  CI 

AF/79  CI 

Best  Bet  A6.C2 

Best  Scent  -Cherry-  CI 

Best  Scent  -Neutral-   CI 

Best  Scent  Citrus  Bouquet   CI 

Best  Scent  Herbal   CI 

Best  Scent  Herbal  Fresh  CI 

Best  Scent  Lemon  CI 

Best  Scent  Lemon  Fresh  CI 

Best  Scent  Mountain  Air    CI 

Best  Scent  New  Green   CI 

Betco  Blue  Concentrate    Al 

Betco  Concentrate  Al 

Betco  Lemon  CI 

Betco  Mint CI 

Betco  Pine  Odor   CI 

Betco  Pine  Odor  Disinfectant  CI 

Betco  Pine  Scent  CI 

Betco  256 Dl 

Betco  88  CI 

Betstone  1205  Seal  Stripper  C3 


Betsy   CI 

Boil  Out  A8 

Bol  Maid   C2 

Chlorinated  Machine  Dishwashing 

Dtrgnt Al 

Cide-Bet  CI 

Citrus  Chisel    A4.A8 

Citrus  Scrub  Waterless  Hand  Cleaner   ..  E4 

Citrusolv    CI 

CitruFoam   CI 

CitruSolv  CS  CI 

CitruSolv  HF  CI 

CitruSolv  Spray  CI 

CitruSolv  WR   CI 

CitruSpray   CI 

Clear  Image  CI 

Clear-Bet  CI 

CSD/116    K2 

Deep  Blue   CI 

Deep  Blue  (Aerosol)  CI 

Deep  Freeze  A5 

Double  Time   E4 

DC/403    Al 

DT/78  C2 

E-2  E2 

Electronic  Contact  Cleaner  K2 

Factory  Formula    CI 

Foaming  Chlorinated  Cleaner Al 

Forest  5    CI 

FI/20    Fl 

Geraldine  A4 

Glass  Cleaner CI 

Glybet  II  Citrus  Bouquet    CI 

Glybet  II  Fresh  &  Clean  CI 

Glybet  U  Mountain  Air CI 

Glybet,  Baby  Powder   CI 

Glybet,  Citrus  Bouquet  CI 

Glybet,  Fresh  &  Clean    CI 

Glybet,  Talc  CI 

GO/134    Al 

GR/15    CI 

Kling    CI 

Kling  Bowl  &  Porcelain  Cleaner  C2 

Liquid  Chisel  Al 

Liquid  Chlorinated  Cleaner Al 

Low  Foam  Detergent    A4 

Low  Pressure  Boiler  Compound  G7 

LD/140  Bl 

LP/40  H2 

M.A.D A3 

Metabet    Dl 

Natural  Degreaser,  Deodorizer  209    ....    CI 

Never  B4  Al 

New  Push L2 

ND/316    CI 

NF/143  K2 

One  Shot    D2 

Oven  Jell   A8 

OC/139    A8 

OC/55    A8 

Pull C2 

Push  Liquid  Drain  Opener   LI 

PB/361  F2 

PB/362  F2 

Ride  On  Al 

RA/25    F2 

Safe  Bet  C3 

Sani-Scrub  E2 

Sanibet  D2 

Smoke  House  Cleaner Al 

Speed  Spray  CI 

Speedex   CI 

Spray  Foam  Al 

Stix  CI 

Super  Acid  Cleaner  A3 

Super  Kemite A4 

Sure  Bet  C2 

SC/50  K2 

SL/45  HI 

SP9162  CI 

SP/71N C2 

SP/73N C2 


SPC/106  Al 

SP108G   CI 

SP9143 A4 

SP9177  Low  Foam  Spray  Cleaner  A4 

SR/509  Al 

SW/65    A7 

SW/65  Stainless  Steel  Cleaner/Polish       CI 

Tile  Clean    A3 

Tilly  Al 

Top  Flite   A4 

TB  Plus   CI 

TB-93  TB  Plus  Spray 

Disinfectant/Deodmt CI 

TR/23  Fl 

Ultra  2000   A4 

Wake  Up  Plus  CI 

Water-Based  SP-434  Special  Purpose 

Clnr  A4 

Winning  Hands  Antiseptic   E4 

Winning  Hands  Coconut  El 

Winning  Hands  E-2  Hand  Cleaner E2 

Winning  Hands  Industrial  Hand  Cleaner  E4 

Winning  Hands  Lotion   E4 

Winning  Hands  PCMX  E4 

Winning  Hands,  Pumice  E4 

Winning  Hands,  Waterless   E4 

WB/365   Fl 

WB/366   F2 

WC/117   CI 

WH/30  F2 

WH/32  F2 

WS/115    Kl 

1201  Citrus  Cleaner  Degreaser CI 

1202  Heavy  Duty  Cleaner  Degreaser  ..    A4 

1203  Emulsifiable  Solvent  Cleaner   ....    CI 

1204  Acid  Conditioner  A3 

1206  Urethane  Dry  Stripper  C3 

1207  Non-Methylene  Chloride  Stripper   C3 

1208  Water-Based  Citrus 
Cleaner/Dgrsr A4.A8 

1280  Clean-Up  Solvent  PI 

1281  Moisture  Cure  Urethane  Thinner     PI 

1282  CRU  Thinner  PI 

1283  Oil  Modified  Urethane  Thinner  ....  PI 

Betcon,  Kibler  and  Druid 

BWT-12  G6 

BWT-14  G6 

BWT-7  G6 

BWT-80  G7 

BWT-9  G6 

CQ-5    G6 

CQ-50    G6 

CQ-6    G6 

CQ-7    G6 

CQ-8    G6 

CWT-164 G7 

Betti her  Industries,  Inc. 

Special  Whizard  Grease   HI 

Better  Water  Inc. 

SC-200  G6 

Betterbilt  Chemicals 

ACD A3 

AP-23  Concentrate    CI 

Bat-Re-Nu  Battery  Terminal  Clnr  & 

Protec    PI 

Belt-Lifp  Belt  Dressing  PI 

Betterbilt  Basic  Concentrate  Al 

Bio  Kleen Al 

Chain-N-Cable  Lubricant-Protectant    ..    H2 

Clean-Line  LI 

Dri-Mol  Moly-Micro-Film   H2 

Foamy  Lube HI 

Kwick  Kleen  HD A4 
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Kwick  Kleen  M Al 

KO  LI 

Lectro-Magic  K2 

Lectro-Magic  I K2 

Lectro-Magic  II  K2 

Lith-O-Lube H2 

No  Sting  Wasp  &  Hornet  Spray  #2  F2 

No  Sweat  PI 

P.  W.  C Al 

Pen-A-Trate  H2 

Pure-Sil    HI 

Red  Devil CI 

Red  Devil  R.D.X CI 

Safety  Solvent  Degreaser  &  Cleaner  ..  K2 
Safety  Solvent-I  Degreaser  &  Cleaner  K2 
Safety-Si  1  Textile  Grade  Dry  Silcn 

Spray  H2 

Seal-It  Pipe  Thread  Sealer   PI 

See  Thru  Glass  Cleaner    CI 

See-Thru-I   CI 

Skinsurance  B4 

Slick  All  Purpose  Silicone  Lubricant  ..  H2 
Slick  II  All  Purpose  Silicone  Lubricant   H2 

Sparkle-Brite   Al 

Steel  Beam  A7 

Verti-Clean  All  Purpose  Cleaner  CI 

Verti-Clean-I  All  Purpose  Cleaner  CI 

Bettman,  H.  &  Co.,  Inc. 

80  D  White  Oil   HI 

Betz  Entec,  Incorporated 


Betz  Entec  CPS  1    

G6 

Betz  Entec  CPS  2  

G6 

Betz  Entec  CPS  3  

G6 

Betz  Entec  CPS  4  

G6 

Betz  Entec  CPS  5  

G6 

Betz  Entec  CPS  6  

G6 

Betz  Entec  CPS-7   

G6 

Betz  Entec  Opti-Meen  51  

G6 

Betz  Entec  Opti-Sperse  10   

G6 

Betz  Entec  Opti-Sperse  1 1    

G7 

Betz  Entec  Opti-Sperse  12   

G7 

Betz  Entec  Opti-Sperse  21    

G6 

Betz  Entec  100    

G6 

Betz  Entec  101    

G6 

Betz  Entec  102    

G6 

Betz  Entec  103    

G6 

Betz  Entec  104    

G6 

Betz  Entec  105    

G6 

Betz  Entec  106    

G6 

Betz  Entec  109    

G6 

Betz  Entec  110    

G6 

Betz  Entec  111    

G6 

Betz  Entec  1 12    

G6 

Betz  Entec  113    

G6 

Betz  Entec  114    

G6 

Betz  Entec  116    

G6 

Betz  Entec  117    

G6 

Betz  Entec  118    

G6 

Betz  Entec  119    

G6 

Betz  Entec  120    

G6 

Betz  Entec  121    

G6 

Betz  Entec  122    

G6 

Betz  Entec  124    

G6 

Betz  Entec  125    

G6 

Betz  Entec  130    

G6 

Betz  Entec  131    

G6 

Betz  Entec  132    

G6 

G7 

G6 

Betz  Entec  141    

G6 

Betz  Entec  142    

G6 

Betz  Entec  143    

G6 

Betz  Entec  144    

G7 

Betz  Entec  145    

G6 

Betz  Entec  146    

G6 

Betz  Entec  147    

G6 

Betz  Entec  148    

G6 

Betz  Entec  158    

G5.G7 

Betz  Entec  160    G5.G7 

Betz  Entec  161    G5.G7 

Betz  Entec  162    G5.G7 

Betz  Entec  163    G5.G7 

Betz  Entec  164   G5.G7 

Betz  Entec  165    G5.G7 

Betz  Entec  166    G5.G7 

Betz  Entec  167    G5.G7 

Betz  Entec  168    G5.G7 

Betz  Entec  169    G5.G7 

Betz  Entec  170    G5.G7 

Betz  Entec  171    G5.G7 

Betz  Entec  172    G5.G7 

Betz  Entec  173    G5.G7 

Betz  Entec  174    G2.G5.G6 

Betz  Entec  175    G2.G5.G7 

Betz  Entec  176    G6.G2.G5 

Betz  Entec  177    G7 

Betz  Entec  178    G5.G7 

Betz  Entec  179    G5.G7 

Betz  Entec  180    G5.G7 

Betz  Entec  181    G5,G7 

Betz  Entec  182    G5.G7 

Betz  Entec  184    G5.G7 

Betz  Entec  185    G5.G7 

Betz  Entec  186    G5.G7 

Betz  Entec  187    G5.G7 

Betz  Entec  188    G5.G7 

Betz  Entec  189    G5.G7 

Betz  Entec  196    G5.G7 

Betz  Entec  197    G5.G7 

Betz  Entec  198    G5.G7 

Betz  Entec  203    G5.G7.L1 

Betz  Entec  204    G7.L1 

Betz  Entec  205    G7.L1 

Betz  Entec  231    G5.G7 

Betz  Entec  232    G7.LI 

Betz  Entec  234    G5.L1.G7 

Betz  Entec  244    G6 

Betz  Entec  250    Al 

Betz  Entec  310A  G5.G7 

Betz  Entec  312    G5.G7 

Betz  Entec  313    G7.G5 

Betz  Entec  314    G7.G5 

Betz  Entec  315    G5.G7 

Betz  Entec  316A  G5.G7 

Betz  Entec  317A  G5.G7 

Betz  Entec  318    G7.G5 

Betz  Entec  319    G3.G5.G6 

Betz  Entec  320    G5.G7 

Betz  Entec  321    G5.G7 

Betz  Entec  322    G5.G7 

Betz  Entec  324    G5.G7 

Betz  Entec  325    G5.G7 

Betz  Entec  326    G5.G7 

Betz  Entec  327    G5.G7 

Betz  Entec  328    G5.G7 

Betz  Entec  329    G5.G7 

Betz  Entec  330    G5.G7 

Betz  Entec  3307    G7 

Betz  Entec  332    G7.G5 

Betz  Entec  333    G2.G5.G7 

Betz  Entec  3330    G7 

Betz  Entec  336    G5.G7 

Betz  Entec  3382    G7 

Betz  Entec  3384    G7 

Betz  Entec  3385    G7 

Betz  Entec  3386    G7 

Betz  Entec  3395    G7 

Betz  Entec  340    G5.G7 

Betz  Entec  345A  G5.G7 

Betz  Entec  346    G7 

Betz  Entec  349    G5,G7 

Betz  Entec  350    G5.G7 

Betz  Entec  351    G5.G7 

Betz  Entec  355    G5.G7 

Betz  Entec  356    G5.G7 

Betz  Entec  357    G5.G7 

Betz  Entec  361    G5.G7 

Betz  Entec  362    G5.G7 

Betz  Entec  365    G5.G7 

Betz  Entec  367    G5.G7 


Betz  Entec  368    G7 

Betz  Entec  370    G7 

Betz  Entec  372    G5.G7 

Betz  Entec  392    G5.G7 

Betz  Entec  400    G5.G7 

Betz  Entec  402    G5.G7 

Betz  Entec  403    G5.G7 

Betz  Entec  404    G5.G7 

Betz  Entec  410    G5.G7 

Betz  Entec  411    G5 

Betz  Entec  412    G5.G7 

Betz  Entec  413    G5.G7 

Betz  Entec  414    G5.G7 

Betz  Entec  417    G5.G7 

Betz  Entec  421    G2.G5.G6 

Betz  Entec  422    G2.G5.G7 

Betz  Entec  423    G2.G5.G6 

Betz  Entec  436    G5.G7 

Betz  Entec  440    G5.G7 

Betz  Entec  441    G7 

Betz  Entec  442    G5.G7 

Betz  Entec  443    G5.G7 

Betz  Entec  445    G5.G7 

Betz  Entec  4701    G6 

Betz  Entec  4704    G6 

Betz  Entec  4790    G6 

Betz  Entec  500    G6 

Betz  Entec  501    G6 

Betz  Entec  502    G6 

Betz  Entec  503    G6 

Betz  Entec  504    G6 

Betz  Entec  505    G6 

Betz  Entec  506    G6 

Betz  Entec  507    G6 

Betz  Entec  508    G6 

Betz  Entec  509    G6 

Betz  Entec  510    G6 

Betz  Entec  511    G6 

Betz  Entec  512    G6 

Betz  Entec  513    G6 

Betz  Entec  550    G5.G7 

Betz  Entec  551    G5.G7 

Betz  Entec  552    G5.G7 

Betz  Entec  553    G5.G7 

Betz  Entec  554    G5.G7 

Betz  Entec  555    G5.G7 

Betz  Entec  557    G5.G7 

Betz  Entec  558    G5.G7 

Betz  Entec  559    G5,G7 

Betz  Entec  560    G5,G7 

Betz  Entec  600    L1.G1 

Betz  Entec  610    LI 

Betz  Entec  615    LI 

Betz  Entec  617    LI 

Betz  Entec  620    G6.L1 

Betz  Entec  622    G1.L1 

Betz  Entec  623    LI 

Betz  Entec  625    LI 

Betz  Entec  640    LI 

Betz  Entec  641    G5.G7 

Betz  Entec  646    LI 

Betz  Entec  647    LI 

Betz  Entec  648    LI 

Betz  Entec  6601    G7 

Betz  Entec  6602    G7 

Betz  Entec  678    LI 

Betz  Entec  703    G6 

Betz  Entec  704    G6 

Betz  Entec  708A  G6 

Betz  Entec  709    G6 

Betz  Entec  711    G7 

Betz  Entec  711    G7 

Betz  Entec  713    G6 

Betz  Entec  715    G6 

Betz  Entec  716    G6 

Betz  Entec  717    G6 

Betz  Entec  718    G6 

Betz  Entec  720    G6.G2.G5 

Betz  Entec  721    G2,G6,G5 

Betz  Entec  722    G6 

Betz  Entec  725    G6,G5,G1 

Betz  Entec  726    G6.G3.G5 
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Betz  Entec  728    G6 

Betz  Entec  730    G3.G5.G6 

Betz  Entec  734    G6.G5 

Betz  Entec  740    G6 

Betz  Entec  741    G6 

Betz  Entec  742    G6 

Betz  Entec  743    G7 

Betz  Entec  744    G6 

Betz  Entec  747A  G6 

Betz  Entec  748    G6 

Betz  Entec  750    G7 

Betz  Entec  751    G7 

Betz  Entec  800    G7 

Betz  Entec  809    G6 

Betz  Entec  817    G7 

Betz  Entec  818    G6 

Betz  Entec  819    G6 

Betz  Entec  822    G6 

Betz  Entec  840    G6 

Betz  Entec  841    G7 

Betz  Entec  842    G7 

Betz  Entec  843    G7 

Betz  Entec  903    G6 

Betz  Entec  913A  G5.G7 

Betz  Entec  929    G5.G7 

Betz  Entec  942    G5.G7 

Betz  Entec  946    G6 

Betz  Entec  947    G6 

Betz  Entec  948    G6 

Betz  Entec  960    CI 

Betz  Entec  961    CI 

Betz  Entec  963    CI 

Betz  International,  Inc. 

CDS-101    G6 

CDS-102   G6 

CDS-107   G6 

Betz  Laboratories,  Incorporated 

Actophos   G6 

AFS   G6 

Balanced  Polymer  AFG-I  G6 

Balanced  Polymer  AFG-II    G6 

Balanced  Polymer  AFG-ffl  G6 

Balanced  Polymer  AFG-IV G6 

Balanced  Polymer  CF-I G6 

Balanced  Polymer  CF-II  G6 

Balanced  Polymer  CF-m   G6 

Balanced  Polymer  CF-IV  G6 

Balanced  Polymer  5223A  G6 

Balanced  Polymer  5278    G6 

Balanced  Polymer  5279A  G6 

Balanced  Polymer  600    G6 

Balanced  Polymer  6112    G6 

Balanced  Polymer  6129    G6 

Balanced  Polymer  6253   G6 

Balanced  Polymer  6293    G6 

Balanced  Polymer  6321A  G6 

Balanced  Polymer  6347    G6 

Balanced  Polymer  6349A  G6 

Balanced  Polymer  6380    G6 

Balanced  Polymer  6413    G6 

Balanced  Polymer  6474   G6 

Balanced  Polymer  6477B   G6 

Betz  AD-9  G6 

Betz  CDE-973FG    G6 

Betz  DA-1292  G6 

Betz  DA-999  G6 

BetzDG-1634  G5.G7 

Betz  Ferrospersc  HP  G7 

Betz  Inhibitor  30K-33327  G5.G7 

Betz  Inhibitor  30K-33328  G5.G7 

Betz  Inhibitor  30K-33331  G5.G7 

Betz  Inhibitor  30K-33409  G5.G7 

Betz  Inhibitor  30K-33417  G5.G7 

Betz  Inhibitor  30K-33428  G5.G7 

Betz  Inhibitor  30K-33510  G5.G7 

Betz  Inhibitor  35K-35000  G5.G7 

Betz  Inhibitor  35K-35004  G5.G7 

Betz  Inhibitor  38K-  38000  G5.G7 


Betz  Inhibitor  38K-  38001    G5.G7 

Betz  Inhibitor  38K-  38002  G5.G7 

Betz  Inhibitor  38K-  38003  G5.G7 

Betz  H-4  PI 

Betz  KI-5  PI 

Betz  Liquimine  Series  ID  G6 

Betz  Liquimine  Series  Dl-P   G6 

Betz  Liquimine  Series  12  P   G6 

Betz  Liquimine  12 G6 

Betz  Neutrameen  NA-7  G6 

Betz  Polymer  1192   LI 

Betz  Slimicide  C-107   G5.G7 

Betz  2020 G5.G7 

Betz  2023 G5.G7 

Betz  2040 G5.G7 

Betz  2045 G5.G7 

Betz  2050 G5.G7 

Betz  2060 G5.G7 

Betz  2080 G5.G7 

Betz  2090 G5.G7 

Betz  25K-25183    G5.G7 

Betz  35A   G2.G5.G2 

Betz  403 G7 

Betz  415  G5.G7 

Betz  430 G7 

Betz  541  G6 

Betz  542  G6 

Betz  543  G6 

Betz  547  G6 

Betz  65 G7.G1.G5 

Chelant  CL-2  G6 

Corr-Shield  736  G5 

Deposit  Control  407C  G5.G7 

Deposit  Control  409   G5.G7 

Deposit  Control  419   G5.G7 

Deposit  Control  436   G5.G7 

Deposit  Control  445   G5.G7 

Deposit  Control  492   G5.G7 

Domestex  377   G2.G5 

Domestex  379   G5 

Domestex  380   G2 

Ferrosperse G6 

Foam-Trol  CT  C1.G7 

Foam-Trol  109 G7X1 

Foam-Trol  143 G7.L1 

Foam-Trol  144 G7.L1 

Foam-Trol  166  G7.L1 

Foam-Trol  174 G7X1 

Foam-Trol  175  G7.L1 

Foam-Trol  185  G7.L1 

Foam-Trol  187 G7X1 

Foam-Trol  205 G7.L1 

Foam-Trol  229  G7X1 

Foam-Trol  300 G7X1 

Foam-Trol  409 G7,L1 

Foam-Trol  444 G7X1 

Foam-Trol  474 G7.L1 

Hyzeen  G6 

Inhibitor  Betz  30K  Series  30060   ..    G5.G7 

Inhibitor  LHT    G5.G7 

Inhibitor  YV    G6 

Inhibitor  545   G5.G7 

Inhibitor  562C  G5.G7 

Inhibitor  750   G5.G7 

Inhibitor  751    G5.G7 

KI-2  PI 

MS-100    G2.G5.G7 

MS-120  P    G2.G7.G5 

MS-150    G2,G5,G7 

MS-160    G2.G5.G7 

MS-200  P    G1,G5,G7 

Neutrafilm  463    G7 

Neutrameen  NA-10  G6 

Neutrameen  NA-4  G6 

Neutrameen  NA-9  G6 

Opti-Meen  89810    G6 

Opti-Meen  8981 1    G6 

Opti-Meen  89812    G6 

Opti-Meen  89813    G6 

Opti-Meen  89814    G6 

Opti-Meen  89815    G6 

Opti-Meen  89816    G6 


Opti-Meen  89817    G6 

Opti-Meen  89818    G6 

Opti-Meen  89819    G6 

Opti-Meen  89820    G6 

Opti-Meen  89821    G6 

Opti-Meen  89822    G6 

Opti-Meen  89823    G6 

Opti-Meen  89824    G6 

Opti-Trol  1292 G6 

Opri-Trol  999 G6 

Orocol  16  G7 

Orocol  206-F  G7.G5 

Orocol  384  G6 

Orocol  68  G6 

Orocol  807  G2.G5 

Permacol    G6 

Poly-Floe  3    LI 


Polymei 
Polyme 
Polymei 
Polyme 
Polyme 
Polyme 
Polyme 
Polyme 
Polyme: 
Polyme: 
Polyme: 
Polyme: 
Polyme: 
Polyme: 
Polyme: 
Polymei 
Polyme 
Polyme 
Polyme: 
Polyme: 


1100    G6.L1 

HOOP   Gl 

1110    LI 

1110P   Gl 

1115L   LI 

1115LP  Gl 

1117L   LI 

1120    LI 

1120P   Gl 

1123L   LI 

1125L   LI 

1155    LI 

1160P   Gl 

1165L   LI 

1167L   LI 

1175    LI 

1180    LI 

1181    LI 

1190    L1.G1 

1195    LI 

Pre-Film  106   G7 

Pre-Film  108L  G7 

Pre-Film  807   G7 

PrekJeen  346   Al 

Resin  INX-  30    PI 

Resin  INX-32    PI 

Resin  INX-69    PI 

Slimicide  C-30    G5.G7 

Slimicide  C-31    G5.G7 

Slimicide  C-68    G7 

Slimicide  C-74  Slime  Control  Agent  G5.G7 

Slimicide  C-77P    G5.G7 

Slimicide  J-12   G7.G5 

Slimicide  364    G5.G7 

Slimicide  508    G5.G7 

Sulfite  FG    G5.G6 

Sulfite  5  G6 

Beverly  Industrial  Chemical 

Industrial  Hand  Cleaner   E4 

Bi-State  Chemical  Mfg.  Corp. 

Green  Clean  General  Purpose  Cleaner      CI 

Biava  Chemical  Corp. 

Guardquat  256  A4 

Guardquat  64  A4 

Bidall 

All  Purpose  Spray  Cleaner  &  Spot  Re- 
mover       CI 

AAA  Insecticide    Fl 

Bacteria  Cultures  L2 

Belt  Dressing  PI 

Bowl  And  Porcelain  Cleaner  (Bulk)    ..    C2 

Citra  Klear  CI 

Citra-Kreme  E4 

Citra-Scrub E4 

Citra-Sol    CI 

Citralene  NS    CI 
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Lube-Cote    HI 

Lube-It  H2 

Luster A3 

No-Tox Fl 

Odor  Neutzr  Lime  For  Time  Dispn. 

Units  CI 

Odorzene  CI 

Purge-It    LI 

PHD  22.5  Poultry  House  Disinfec- 
tant      A4.C1 

Quatrol  D2 

Quatsan    D1.Q3 

Quick  Kleen LI 

Rid-It  F2 

Shelf-Life  D2 

Shelf-Life  Concntrtd  Liq.  Santzr  Germ.   Q3 

SH-8  Insect  Killer  Fl 

Tek  Eze  HI 

Tek  EB-115  Egg  Destainer Q2 

Tek  EC-Ill  Chlorinated  Egg  Wash  ....    Ql 
Tek  EC- 1 1 3  Non-Foaming  Egg  Wash      Q 1 

TekED-117  Q5 

Tek  ET-C121  Chlorinated  Tray  Wash      Al 

Tek  ET-1 19  Tray  Wash    Al 

Tek  OS-30  Super  Cone.  Oil  Sol.  Insect.  F2 

Tek  Phene   A4 

Tek  SF-2  Super  Fog  Insect  Spray    Fl 

Tek  SH-8  Liquid  Insect  Spray   Fl 

Tek  SR  6  Residual  Insect  Spray F2 

Tek  W/E  5  Concntrtd  Emlsfbl  Insecti- 
cide     F2 

Tek  Zyme    L2 

Tek  101  Hook  and  Trolley  Cleaner  ....    A2 

Tek  105  Smokehouse  Cleaner   A2 

Tek  107  Shackle  Cleaner   A2 

Tek  123  General  Purpose  Cleaner  Al 

Tek  125  Gen.  Cleaner  Hvy  Dty  Alkln      Al 

Tek  127  Acidic  Cleaner   A3 

Tek  129  Retort  Cleaner G5 

Tek  131  Can  Rinse  G5 

Tek  133  Gen.  Purpose  Chlor.  Cleaner      Dl 

Tek  135  Rust  Stripper A3 

Tek  137  Heavy  Duty  Acidic  Cleaner  ..    A3 

Tek  143  Malodor  Controller CI 

Tek  145  Odor  Counteractant    CI 

Tek  147  Liq.  Cone.  H.D.  Alkaline  CI.     Al 

Tek  149  Foam  Additive   Al 

Tek  151    D2.Q4.E3 

Tek  153   D1.Q4 

Tek  155   Dl 

Tek  157   Al 

Tek  159   Al 

Tek  161    A1.Q1 

Tek  163   Al 

Tek  165   A2.Q1 

Tek  167   Q5 

Tek  169   Al 

Tek  171    Al 

Tek  173   Al 

Tek  175   A2 

Tek  177   A2 

Tek  179   A2 

Tek  181    A2 

Tek  183  A2 

Tek  185   Al 

Tek  187   Al 

Tek  189   A2 

Tek  191    A3 

Tek  193   A3 

Tek  195   Al 

Tek  197   A3 

Tek  199   G5 

Tek  201    A3 

Tek  203   A3 

Tek  205   A2 

Tek  207   Al 

Tek  211    A2 

Tek  213   A2 

Tek  215   Al 

Tek  217   Al 

Tek  219   Al 

Tek  221    Al 


Tek  223   Dl 

Tek  225   LI 

Tek  227   Al 

Tek  229   H2 

Tek  235   A2 

Tek  237   A2 

Tek  239  El 

Tek  241    D1.Q3 

Tek  251  Odorless  Concrete  Cleaner  ....  A4 

Tek  253  Heavy  Duty  Liquid  Cleaner  ..  Al 

Tek  255   G6 

Tek  257  Low  Foam  Laundry  Dtrgnt   ..  Bl 

Tek  261    CI 

Tek  263  Solvent  Degreaser  Bulk  Kl 

Tek  265  Liquid  Steam  Cleaner Al 

Tek  267  Liquid  Steam  Cleaner Al 

Tek  269  Steam  Cleaner Al 

Tek  271   Al 

Tek  273  Lime  and  Scale  Remover A3 

Tek  275  Unscented  Liquid  Hand  Soap  El 

Tek  277  Concentrate  A4 

Tek  281    Al 

Tek  283   Al 

Tek  285   Al 

Tek  309   D1.Q1.Q3 

Tek  311    CI 

Tek  317   Al 

Tek  319   A4 

Tek  321    H2 

Tek  323   A4 

Tek  325   CI 

Tek  327   CI 

Tek  329   El 

Tek  331    A2 

Tek  355   G6 

Tek  365  Bactericide    G7 

Tek-Eze  Sanitary  All  Purp  Silicone 

Spray  HI 

Tek-Phene  Cleaner-Disinfectant-Deod.  A4 

Tek-Trol  A4 

Tek-Trol  Disinfectant-Cleaner  Cone.  ..  CI 

Terg-Cide  Cncntrtd  Clnr.  Disinfnt Dl 

Time  Dispensing  Insecticide  Fl 

TEK-219  Oven  Cleaner    A8 

TEK -263  Solvent  Cleaner-Degrcaser 

(Aer.) Kl 

Biochem  Systems,  Inc. 

Aquasect    Fl 

Bi  Concentrate  Al 

Big  B  A3 

Bio  Lume  A3 

Bio-Dine    D2 

Biocool  1300  PI 

Biolube  White  Grease  HI 

Bionic  100  Al 

Bionic  50  Al 

Biopower  A8 

Biotherm    LI 

BioMine  D2 

BCM    A3 

Egg  Wash    Ql 

Formula  240    Al 

Formula  67    A3 

Formula  726    Al 

Laundrex  101  Bl 

Laundrex  102 Bl 

Laundrex  103 B2 

Laundrex  104 Bl 

Laundrex  106 Bl 

LMD    Al 

Medifect-Q A4.C1 

Microfect  C2 

Orange  Power    CI 

Prestol    Al 

Sprint  LI 

Steam  Away  Plus    Al 

SP  Algaecide  Dl 

Titan  A4 

Topgrade  A-300    A3 

Topgrade  A-500    A3 


Topgrade  A-600    A3 

Topgrade  D- 1800    Dl 

Topgrade  D-2000    D2 

Topgrade  GP-1000    Al 

Topgrade  GP- 11 00    Al 

Topgrade  GP-270   Al 

Topgrade  GP-800    Al 

Topgrade  H-2500    E4 

Topgrade  HA-1200  A8 

Topgrade  HA-1 500  A2 

Topgrade  HA-1600  A2 

Topgrade  HA- 1800  A2 

TGC  C2 

Biodynamics/ 
Div.  of  Gartel,  Inc. 

Purafresh   CI 

Biodyne  Chemical  Co. 

Bio-Foam  Al 

Biologic  Treatment,  Incorported 

Biotret  Enzyme/Bacteria  Treatment 
GS-7   L2 

Biological  Process  Company 

Bioprime    L2 

Bionomical  Chemicals  &  Services, 
Inc. 

"Blast"  Multi-Purp.  Steam  Cleaning 

Cone Al 

"Lemon  Scented"  Laundry  Detergent  ..    Bl 
"Max"  Liquid  Steam  Cleaning  Concen- 
trate      Al 

"Monster"  Ultra  Hot  Sewer  Solvent  LI 

Air-Kare CI 

Alpha  5000    A4A8 

AMC-9  A3 

APC-2    Al 

Big  "C"  Concentrate  A4A8 

Bionomical  RD-500    D2 

Bottle  Brite    A2 

Bottle-Wash  A2 

BDX  CI 

C-34  A4 

Chain  And  Conveyor  Belt  Lubricant  ..    H2 

Citra-King   CI 

Clog-Away  Drain  Opener  LI 

Degreaser  &  Deodorizer  CI 

Foam'NKleen    Al 

General  Purpose  Insecticide  Fl 

GC-3    Al 

GP-280  Al 

H.D.  Alkalene   A2 

Heavy  Duty  Form.  Liq.  Stm  Cleaning 

Cone Al 

Inhibited  Chemical  CI.  &  Oxidation 

Rmvr.    A3 

Liquid,  Live  Bio-Zymes  &  Bacteria    ....  L2 

Lubricant  TL  Concentrate  HI 

Lustre-Kleen  Acid  Detergent    A3 

LD-515 Al 

Mighty  Mort   Al 

MPD-550  Al 

Natu-Sol  Drain  Maintainer  CI 

Natu-Sol  Parts  Cleaner  CI 

Natu-Sol  Tar  Remover   CI 

No.  1  General  Smokehouse  Cleaner  ..  A2 
No.  23  Milkstone  &  Scale  Rmvr  Cone.  A3 
No.  5  Heavy  Duty  Smokehouse  Cleaner  A2 

Organic  Acid  Detergent    A3 

Put  It  To  It  Drain  Opener  LI 

Red  Hot  Sewer  Solvent LI 

S-311    A2 

Superus    Al 
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SGC-6    Al 

SH-26 A2 

T-4  A2 

Task  Master El 

X-10  Al 

150  Al 

Biopak  Chemical  Industries  Corp. 
See  Midwest  Biochemicals  Corp. 

ZZ 

Biotechnics,  Incorporated 

Alkaline  Deruster    A2 

BL-25  Bl 

CLP.  Acid  A3 

Chlorinated  C1S>.  Cleaner   A2 

Chloro-Det  Al 

Compound  AD  8  A2 

Compound  AF-A  Al 

Compound  AF-B  Al 

Compound  AF-C  Al 

Compound  AF-H Al 

Compound  AS-30  Al 

Compound  D-12A  A2 

Compound  ET-Special    Al 

Compound  IDC-30   D2 

Compound  K-260   A4.H2 

Compound  L  144    Al 

Compound  L  144NP  Al 

Compound  MSP-10  Al 

Compound  MSP-52  Al 

Compound  PS  1    Al 

Compound  PS-1  NP  Al 

Compound  PS2  A3 

Compound  RLB  1  Bl 

Compound  S  1    Bl 

Compound  S  2    Al 

Compound  SD  9   CI 

Compound  SD  9B  CI 

Compound  SS-33    K2 

Compound  T  1    Bl 

Compound  TL  40   HI 

Compound  TR  22 A2 

Compound  TRC  12  A2 

Compound  175  D   Al 

Compound  175  DNP Al 

Compound  175  F    Al 

Compound  175  F  NP    Al 

Compound  175  FJ  Al 

Compound  175  FJNP   A2 

CIP-300X A3 

D.C.  14    Al 

Dairy  Cleaner  14  NP Al 

Dart  081  K2 

Dart  162 A3 

Dart  254 H2 

Dart  286  Al 

Dart  312  A4 

Dart  354 Al 

Dart  403  A2 

Dart  733  Al 

Destain  Q1.Q2 

Dry  Acid   A3 

Hi-Power  Bl 

HighA.C Al 

HighA.C.  NP   Al 

HW  Bottle  Wash  Al 

Liqui-Kab  Special  Al 

Liquid  Bottle  Wash  A2 

Liquid  Hand  Soap  El 

Liquid  Neggate   A3 

LD  18 Bl 

Marvella  M   Al 

Marvella  P  A4 

Neggate   A3 

Power  Scrub  Concentrate  A4 

Smokehouse  SS  A2 

Smokehouse  SS  NP    A2 

Stainless  Cleaner  A3 

Supreme  63   A2 


SSHDBlueNP    Al 

3D's Al 

Biotek  Corporation 

Actisol   Al 

Biogest  CI 

Biotrol   L2 

Bowltek  Detergent  Thickened  Bowl 

Cleaner   C2 

Burley    E4 

Clearout  LI 

Deobuds  Activated  Chemical  Granules    CI 

Dura-Prep A4 

Force    H2 

Garf-Fight   CI 

High-Tek  K2 

Nemesis  Fl 

Nice  NTJry    CI 

Prism   CI 

Renew    A8 

Repel   Fl 

Sana-Derm  E2 

Smooth  Conditioning  Hand  Cleaner    ....  E4 

Smooth  Hand  Cleaner  E4 

Subtle  C2 

Subtle  Creme  Cleanser  A6 

Super  Bowltek  Toilet  Bowl  Cleaner    ..    C2 

Super  Strip  "A"  C3 

Tekcide  Wettable  Powder  Insecticide    ..  F2 

Tekfoam  C2 

Teksol  Dielectric  Solvent   K2 

Touchdown    E4 

Trump    LI 

BioGEE  International,  Inc. 

BioGEE  GT L2 

BioProducts,  Inc. 

Bio  Quat  45  D2 

BioQuat45  D2 

Bio  X  Degreaser  Al 

Neutrilite  Concentrated  All  Purp.  Clnr.  A4 

RTU  All  Purpose  Cleaner Al 

BioSentry,  Inc. 

AntifoamB   A1.Q5 

BioGuard  Bio-Quat  20   Q3 

BioGuard  Briteall    A3.Q2 

BioGuard  CL-600   D1.Q4 

BioGuard  DBC-A   Ql 

BioGuard  Iodine  Disinfectant  D2 

BioGuard  Liquid  Egg  Wash  101    ..    A1.Q1 

E-ZKleen    Al 

Sentricide  A4 

Birk  Paint  Manufacturers,  Inc. 

Birkothane  200  Reducer  PI 

Paint  Remover  and  Brush  Geaner  PI 

Birko  Corporation 

AcTec-100   A3 

Acid  Brite  No.  1    A3 

Acid  B rite  No.  2   A3 

Acid-Kleen  Al 

Acto-140    A131  J»l 

Ala-Quat    D2 

Alko-Kleen    Al 

Aluminate    A3 

Armour  Detergent  103    A2 

Bact-O-Stat    El 

BiTecll  Al 

Bi  Tec  14  Al 

Bi  Tech  66  Al 

Bi-Clor-Rite  D23133.Q4 

Bi-Quat    D2 


Bi-Tec  No.  14  Al 

Bi-Tec  77  H A131 

Bi-Tec  99-AC   A3 

Big  Red   A1.E1 

Birko  Aluminum  Cleaner  Al 

Birko  Bleach   A131 

Birko  Liquid  Sour  Bl 

Birko  MPBT   G6 

Birko  Sour  A331 

Birko  Waterless  Hand  Soap  E4 

Birko  White  Bl 

Birko-Surf  Bl 

Birkodyne    D2JE3 

Birkolene  CI 

Bitec  15  Al 

Bitec  55H Dl 

Bubble  Gum  AF   CI 

BC  Phenol  A4 

BMC  24X    A3 

Castor  Lube  C  HI 

Castor  Lube  No.  1  HI 

Challange  El 

Chelate  24L  A3 

Cherry  AF  CI 

Chlorofoam   Al 

Chloromatic  #3    Dl 

Chloromatic  No.  2 A  1,01 

Chlorotec  Dl 

Cir-Q-Late  A2 

Cirtec  CL  Dl 

Cirtec  CL-QR    Al 

Cirtec  SP  A2 

Cirtec  18    A2 

Cirtec  991    A2 

CL-33 Dl 

Deo-Kleen   A4 

Diactolate P131 

Dioxy-Chlor D2 

Displace  A3 

Double  XLON  Bl 

Dual  G6 

E-ZLube  H2 

Egg  Wash    Q1.Q4 

Fashun  Bl 

Fast  Break   Bl 

Foam  Kleen  Dl 

Fomacid  A3 

Freze-Kleen  A5 

Genzolate  Al 

Gre-Zof   Kl 

Grez-Out    B2 

Hansan  E2 

Hi-Cap  7-71  Al 

Hi-Chlor A131  31 

Hi-ChlorQD  D131 

Hydrolube   HI 

HW44L A231 

Jel-Ade  Al 

Kleen  Grind  PI 

Liqiri-Lon  Bl 

Liquid  Smokehouse  Cleaner  A2 

LiquikAK  Al 

Liquik  Bleach    Bl 

Liquik  CB   Al 

Liquik  CC   Al 

Liquik  Su  Tec  A8 

Liquik  1  Al 

Liquik  10  A131 

Liquik  100  Dl 

Liquik  125  CI 

Liquik  2  C.S Al 

Liquik  2  NuBlu   A1JL2 

Liquik  20  Al 

Liquik  250  A2 

Liquik  3  Al 

Liquik  30  A131 

Liquik  4  Al 

Liquik  5  A131 

Liquik  50  Al 

M.S.  Acid    A3 

Meta  Tec  2C  A2 

Meta  Tec  2C  Liquid   A2 
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Lube-Cote    HI 

Lube-It  H2 

Luster A3 

No-Tox Fl 

Odor  Neutzr  Lime  For  Time  Dispn. 

Units  CI 

Odorzene  CI 

Purge-It    LI 

PHD  22.5  Poultry  House  Disinfec- 
tant      A4.C1 

Quatrol  D2 

Quatsan    D1.Q3 

Quick  Kleen LI 

Rid-It  F2 

Shelf-Life  D2 

Shelf-Life  Concntrtd  Liq.  Santzr  Germ.   Q3 

SH-8  Insect  Killer  Fl 

Tek  Eze  HI 

Tek  EB-115  Egg  Destainer Q2 

Tek  EC-Ill  Chlorinated  Egg  Wash  ....    QI 
Tek  EC- 1 1 3  Non-Foaming  Egg  Wash     Q 1 

TekED-117  Q5 

Tek  ET-C121  Chlorinated  Tray  Wash      Al 

Tek  ET-1 19  Tray  Wash    Al 

Tek  OS-30  Super  Cone.  Oil  Sol.  Insect.  F2 

Tek  Phene   A4 

Tek  SF-2  Super  Fog  Insect  Spray    Fl 

Tek  SH-8  Liquid  Insect  Spray   Fl 

Tek  SR  6  Residual  Insect  Spray  F2 

Tek  W/E  5  Concntrtd  Emlsfbl  Insecti- 
cide     F2 

Tek  Zyme    L2 

Tek  101  Hook  and  Trolley  Cleaner  ....    A2 

Tek  105  Smokehouse  Cleaner    A2 

Tek  107  Shackle  Cleaner   A2 

Tek  123  General  Purpose  Cleaner  Al 

Tek  125  Gen.  Cleaner  Hvy  Dty  Alkln     Al 

Tek  127  Acidic  Cleaner   A3 

Tek  129  Retort  Cleaner G5 

Tek  131  Can  Rinse  G5 

Tek  133  Gen.  Purpose  Chlor.  Cleaner      Dl 

Tek  1 35  Rust  Stripper A3 

Tek  137  Heavy  Duty  Acidic  Cleaner  ..    A3 

Tek  143  Malodor  Controller CI 

Tek  145  Odor  Counteractant    CI 

Tek  147  Liq.  Cone.  H.D.  Alkaline  CI.     Al 

Tek  149  Foam  Additive   Al 

Tek  151    D2.Q4.E3 

Tek  153   D1.Q4 

Tek  155   Dl 

Tek  157   Al 

Tek  159   Al 

Tek  161    A1.Q1 

Tek  163   Al 

Tek  165   A2.QI 

Tek  167   Q5 

Tek  169   Al 

Tek  171    Al 

Tek  173  Al 

Tek  175   A2 

Tek  177   A2 

Tek  179   A2 

Tek  181    A2 

Tek  183   A2 

Tek  185   Al 

Tek  187   Al 

Tek  189   A2 

Tek  191    A3 

Tek  193   A3 

Tek  195   Al 

Tek  197   A3 

Tek  199   G5 

Tek  201    A3 

Tek  203   A3 

Tek  205   A2 

Tek  207   Al 

Tek  211    A2 

Tek  213   A2 

Tek  215   Al 

Tek  217   Al 

Tek  219   Al 

Tek  221    Al 


Tek  223   Dl 

Tek  225   LI 

Tek  227   Al 

Tek  229   H2 

Tek  235   A2 

Tek  237   A2 

Tek  239   El 

Tek  241    D1.Q3 

Tek  251  Odorless  Concrete  Cleaner  ....  A4 

Tek  253  Heavy  Duty  Liquid  Cleaner  ..  Al 

Tek  255   G6 

Tek  257  Low  Foam  Laundry  Dtrgnt   ..  Bl 

Tek  261    CI 

Tek  263  Solvent  Degreaser  Bulk  Kl 

Tek  265  Liquid  Steam  Cleaner Al 

Tek  267  Liquid  Steam  Cleaner Al 

Tek  269  Steam  Cleaner Al 

Tek  271    Al 

Tek  273  Lime  and  Scale  Remover A3 

Tek  275  Unscented  Liquid  Hand  Soap  El 

Tek  277  Concentrate  A4 

Tek  281    Al 

Tek  283   Al 

Tek  285   Al 

Tek  309   D1.Q1.Q3 

Tek  311    CI 

Tek  317   Al 

Tek  319   A4 

Tek  321    H2 

Tek  323   A4 

Tek  325   CI 

Tek  327   CI 

Tek  329   El 

Tek  331    A2 

Tek  355   G6 

Tek  365  Bactericide    G7 

Tek-Eze  Sanitary  All  Purp  Silicone 

Spray  HI 

Tek-Phene  Cleaner-Disinfectant-Deod.  A4 

Tek-Trol  A4 

Tek-Trol  Disinfectant-Cleaner  Cone.  ..  CI 

Terg-Cide  Cncntrtd  Clnr.  Disinfnt Dl 

Time  Dispensing  Insecticide  Fl 

TEK-219  Oven  Cleaner    A8 

TEK-263  Solvent  Cleaner-Degreaser 

(Aer.) Kl 

Biochem  Systems,  Inc. 

Aquasect    Fl 

Bi  Concentrate  Al 

Big  B  A3 

Bio  Lume  A3 

Bio-Dine    D2 

Biocool  1300  PI 

Biolube  White  Grease  HI 

Bionic  100  Al 

Bionic  50  Al 

Biopower  A8 

Biotherm    LI 

BioMine  D2 

BCM    A3 

Egg  Wash    Ql 

Formula  240    Al 

Formula  67    A3 

Formula  726    Al 

Laundrex  101  Bl 

Laundrex  102 Bl 

Laundrex  103 B2 

Laundrex  104 Bl 

Laundrex  106 Bl 

LMD    Al 

Medifect-Q A4.C1 

Microfect  C2 

Orange  Power   CI 

Prestol    Al 

Sprint  LI 

Steam  Away  Plus    Al 

SP  Algaecide  Dl 

Titan  A4 

Topgrade  A-300    A3 

Topgrade  A-500    A3 


Topgrade  A-600    A3 

Topgrade  D-1800    Dl 

Topgrade  D-2000    D2 

Topgrade  GP-1000    Al 

Topgrade  GP- 11 00    Al 

Topgrade  GP-270   Al 

Topgrade  GP-800    Al 

Topgrade  H-2500    E4 

Topgrade  HA-1200  A8 

Topgrade  HA-1 500  A2 

Topgrade  HA-1 600  A2 

Topgrade  HA- 1800  A2 

TGC  C2 

Biodynamics/ 
Div.  of  Gartel,  Inc. 

Purafresh   CI 

Biodyne  Chemical  Co. 

Bio-Foam  Al 

Biologic  Treatment,  Incorported 

Biotret  Enzyme/Bacteria  Treatment 
GS-7   L2 

Biological  Process  Company 

Bioprime    L2 

Bionomical  Chemicals  &  Services, 
Inc. 

"Blast"  Multi-Purp.  Steam  Cleaning 

Cone Al 

"Lemon  Scented"  Laundry  Detergent  ..    Bl 
"Max"  Liquid  Steam  Cleaning  Concen- 
trate      Al 

"Monster"  Ultra  Hot  Sewer  Solvent  LI 

Air-Kare  CI 

Alpha  5000   A4A8 

AMC-9  A3 

APC-2    Al 

Big  "C"  Concentrate  A4.A8 

Bionomical  RD-500    D2 

Bottle  Brite    A2 

Bottle-Wash  A2 

BDX  CI 

C-34  A4 

Chain  And  Conveyor  Belt  Lubricant  ..    H2 

Citra-King   CI 

Clog-Away  Drain  Opener  LI 

Degreaser  &  Deodorizer  CI 

Foam'NKleen    Al 

General  Purpose  Insecticide  Fl 

GC-3    Al 

GP-280  Al 

H.D.  Alkalene  A2 

Heavy  Duty  Form.  Liq.  Stm  Cleaning 

Cone Al 

Inhibited  Chemical  CI.  &  Oxidation 

Rmvr A3 

Liquid,  Live  Bio-Zymes  &  Bacteria    ....  L2 

Lubricant  TL  Concentrate  HI 

Lustre-Kleen  Acid  Detergent    A3 

LD-515 Al 

Mighty  Mort    Al 

MPD-550  Al 

Natu-Sol  Drain  Maintainer  CI 

Natu-Sol  Parts  Cleaner   CI 

Natu-Sol  Tar  Remover   CI 

No.  1  General  Smokehouse  Cleaner  ..  A2 
No.  23  Milkstone  &  Scale  Rmvr  Cone.  A3 
No.  5  Heavy  Duty  Smokehouse  Cleaner  A2 

Organic  Acid  Detergent    A3 

Put  It  To  It  Drain  Opener  LI 

Red  Hot  Sewer  Solvent LI 

S-311    A2 

Superus    Al 
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SGC-6    Al 

SH-26 A2 

T-4  A2 

Task  Master El 

X-10  Al 

150  Al 

Biopak  Chemical  Industries  Corp. 
See  Midwest  Biochemicals  Corp. 

zz 

Biotechnics,  Incorporated 

Alkaline  Deruster    A2 

BL-25 Bl 

CLP.  Acid  A3 

Chlorinated  C.I.P.  Cleaner   A2 

Chloro-Det  Al 

Compound  AD  8  A2 

Compound  AF-A  Al 

Compound  AF-B  Al 

Compound  AF-C  Al 

Compound  AF-H  Al 

Compound  AS-30  Al 

Compound  D-12A  A2 

Compound  ET-Special    Al 

Compound  IDC-30   D2 

Compound  K-260   A4JL2 

Compound  L  144    Al 

Compound  L  144NP  Al 

Compound  MSP-10  Al 

Compound  MSP-52  Al 

Compound  PS  1    Al 

Compound  PS- 1  NP  Al 

Compound  PS2  A3 

Compound  RLB  1  Bl 

Compound  S  1    Bl 

Compound  S  2    Al 

Compound  SD  9   CI 

Compound  SD  9B  CI 

Compound  SS-33    K2 

Compound  T  1    Bl 

Compound  TL  40   HI 

Compound  TR  22  A2 

Compound  TRC  12  A2 

Compound  175  D   Al 

Compound  175  DNP Al 

Compound  175  F    Al 

Compound  175  FNP   Al 

Compound  175  FT  Al 

Compound  175  FJNP   A2 

CIP-300X A3 

D.C.  14    Al 

Dairy  Cleaner  14  NP Al 

Dart  081  K2 

Dart  162  A3 

Dart  254 H2 

Dart  286 Al 

Dart  312 A4 

Dart  354 Al 

Dart  403 A2 

Dart  733  Al 

Destain  Q1.Q2 

Dry  Acid   A3 

Hi-Power  Bl 

HighA.C Al 

High  A.C.  NP   Al 

HW  Bottle  Wash  Al 

Liqui-Kab  Special  Al 

Liquid  Bottle  Wash  A2 

Liquid  Hand  Soap  El 

Liquid  Neggate   A3 

LD  18  Bl 

Maivella  M   Al 

Marvella  P  A4 

Neggate   A3 

Power  Scrub  Concentrate  A4 

Smokehouse  SS  A2 

Smokehouse  SS  NP    A2 

Stainless  Cleaner  A3 

Supreme  63   A2 


SSHDBlueNP    Al 

3  D's Al 

Biotek  Corporation 

Actisol   Al 

Biogest  CI 

Biotrol   L2 

Bowltek  Detergent  Thickened  Bowl 

Cleaner   C2 

Burley    E4 

Clearout  LI 

Deobuds  Activated  Chemical  Granules    CI 

Dura-Prep A4 

Force    H2 

Garf-Fight    CI 

High-Tek   K2 

Nemesis  Fl 

Nice  NDry    CI 

Prism   CI 

Renew    A8 

Repel   Fl 

Sana-Derm  E2 

Smooth  Conditioning  Hand  Cleaner    ....  E4 

Smooth  Hand  Cleaner  E4 

Subtle  C2 

Subtle  Creme  Cleanser  A6 

Super  Bowltek  Toilet  Bowl  Cleaner    ..    C2 

Super  Strip  "A"  C3 

Tekcide  Wettable  Powder  Insecticide    ..  F2 

Tekfoam  C2 

Teksol  Dielectric  Solvent   K2 

Touchdown    E4 

Trump    LI 

BioGEE  International,  Inc. 

BioGEE  GT L2 

Bio  Products,  Inc. 

Bio  Quat  45  D2 

Bio  Quat  45  D2 

Bio  X  Degreaser  Al 

Neutrilite  Concentrated  All  Purp.  Clnr.  A4 

RTU  All  Purpose  Cleaner Al 

BioSentry,  Inc. 

Antifoam  B   A1.Q5 

BioGuard  Bio-Quat  20   Q3 

BioGuard  Briteall    A3.Q2 

BioGuard  CL-600   D1.Q4 

BioGuard  DBC-A  Ql 

BioGuard  Iodine  Disinfectant  D2 

BioGuard  Liquid  Egg  Wash  101    ..    A1.Q1 

E-ZKleen    Al 

Sentricide  A4 

Birk  Paint  Manufacturers,  Inc. 

Birkothane  200  Reducer  PI 

Paint  Remover  and  Brush  Cleaner  PI 

Birko  Corporation 

AcTec-100   A3 

Acid  Brite  No.  1    A3 

Acid  B rite  No.  2   A3 

Acid-Kleen  Al 

Acto-140    A131JM 

Ala-Quat    D2 

Alko-Kleen    Al 

Aluminate    A3 

Armour  Detergent  103    A2 

Bact-O-Stat    El 

BiTecll  Al 

Bi  Tec  14  Al 

Bi  Tech  66  Al 

Bi-Clor-Rite D231.E3.Q4 

Bi-Quat    D2 


Bi-Tec  No.  14  Al 

Bi-Tec  77  H A131 

Bi-Tec  99-AC   A3 

Big  Red   A1.E1 

Birko  Aluminum  Cleaner  Al 

Birko  Bleach  A1.B1 

Birko  Liquid  Sour  Bl 

Birko  MPBT   G6 

Birico  Sour  A331 

Birko  Waterless  Hand  Soap   E4 

Birico  White  Bl 

Birko-Surf  Bl 

Birkodyne    D2.E3 

Birkolene  CI 

Bitec  15  Al 

Bitec  55H Dl 

Bubble  Gum  AF   CI 

BC  Phenol  A4 

BMC  24X    A3 

Castor  Lube  C  HI 

Castor  Lube  No.  1  HI 

Challange  El 

Chelate  24L  A3 

Cherry  AF  CI 

Chlorofoam   Al 

Chloromatic  #3    Dl 

Chloromatic  No.  2 A1.Q1 

Chlorotec  Dl 

Cir-Q-Late  A2 

Cirtec  CL  Dl 

Cirtec  CL-QR    Al 

Cirtec  SP  A2 

Cirtec  18    A2 

Cirtec  991    A2 

CL-33 Dl 

Deo-Kleen   A4 

Diactolate PI  31 

Dioxy-Chlor D2 

Displace  A3 

Double  XLON  Bl 

Dual  G6 

E-Z  Lube  H2 

Egg  Wash    Q1.Q4 

Fashun  Bl 

Fast  Break   Bl 

Foam  Kleen  Dl 

Fomacid  A3 

Freze-Kleen  A5 

Genzolate  Al 

Gre-Zof   Kl 

Grez-Out    B2 

Hansan  E2 

Hi-Cap  7-71  Al 

Hi-Chlor A131.P1 

Hi-ChlorQD  Dl£l 

Hydrolube    HI 

HW  44L  A231 

Jel-Ade Al 

Kleen  Grind  PI 

Liqui-Lon Bl 

Liquid  Smokehouse  Cleaner  A2 

LiquikAK  Al 

Liquik  Bleach    Bl 

Liquik  CB   Al 

Liquik  CC   Al 

Liquik  Su  Tec   A8 

Liquik  1  Al 

Liquik  10  A 131 

Liquik  100  Dl 

Liquik  125  CI 

Liquik  2  C.S Al 

Liquik  2  Nu  Blu   A1.H2 

Liquik  20  Al 

Liquik  250  A2 

Liquik  3  Al 

Liquik  30  A131 

Liquik  4  Al 

Liquik  5  A1.E1 

Liquik  50  Al 

M.S.  Acid    A3 

Meta  Tec  2C  A2 

Meta  Tec  2C  Liquid  A2 


11-61 


Metalist    A2 

Metalist  PW  A2 

Miri-Cal  A3 

MonlaunNo.  1    A131 

Monlaun  No.  2    A2.B1 

Monlaun  No.  3    Bl 

Neutra-Foam    Al 

Neutra-Foam  C   Al 

Neutra-Sol   Al 

Orange  Sol  CI 

Peroxy  Bleach  Bl 

Pine  Kleen  CI 

Poderoso    Al 

Poly-Tec Bl 

Pow-R-Scrab  Al 

Pronto    Al 

Purgit  Foam  A2 

Purgjt  R  Al 

PT-103  Al 

Remove   Al 

Resolve    Bl 

Rinsall    Al 

Rustec    A3 

S.P.D.E33  Al 

San-Dis    D2 

Sani-Clean  E2 

Sant-Acid  A3 

Scalite  SR    A3 

Sewage-Splitr LI 

Sewer  Cleaner  LI 

Shine-A-Line  A3 

Slip-Pin    HI 

Smok-Off A2 

Solv-Ink  PI 

Su  Tec  FG  Dl 

Super  Alkali A2 

Super  Chlor  D1.G431 

Super  Flock  LI 

Synchlorozene  PI 

Tecso  C   Al 

Tripe  Wash  No.  2-P   Al 

Trolleze    HI 

Vanilla  AF  CI 

Viking    A2 

Waconite44L    A2J31 

XLNT^»U2    Al 

XLNT^tU2  Liquid    A1A1 

Zy-Lon  A131 

10-Chlor D2 

10-Quat    E3 

Birmingham  Saw  Works 

Sharp  Edge  Hand  Cleaner E4 

Birsch  Industries,  Inc. 

"New"  Kem-Tronics   A4 

Accel   Al 

Active Al 

Auto  Scrub  Detergent  A4 

ABC  C2 

Birsch  Disinfectant  Creme  Cleanser  ....  A6 

Brilliance-Chlorinated  Al 

Brite  Glass  Cleaner  CI 

Bulk  Drain  Opener   LI 

Commercial  Fabric  Softener/Sanitizer  B2 

Concrete  Cleaner  CI 

Crystal   Al 

Dish  Glo    Al 

Galley  Shine  Stainless  Steel  Clnr  &  Pol  A7 

Gusto   Al 

Heavy  Duty  Cleaner/Stripper  A4 

Heavy  Duty  Powdered  Cleaner    Al 

Kem-Tronics    Al 

Knock-Out  Al 

Lemon  Odor  Disinfectant-Cleaner 

Coef.  7    A4.C1 

LOD  Detergent/Disinfectant  CI 

Oven  Cleaner  And  Degreasr A8 

Pine  Odor  Disinfectant   CI 


Pump  Spray  Detergent  Disinfectant  ....  CI 

POD  Pine  Scent  Detergent/Disinfectant  CI 

S.R.S.  Wax  Stripper  A4 

Sanitizer512   D2 

Spray  Silicone  Release  HI 

Summit    CI 

Winner's  Choice  Detergent/Disinfectant  CI 

Zest    Al 

Biscayne  Chemical  Laboratories, 
Inc. 

Acti-Sol   L2 

B-52  Residual  Insecticide  F2 

Baker's  Spray  Brand  Fl 

Bam   A4 

Bi-Sope    CI 

Bisco690  Al 

Bisco-Brite B2 

Blue  Boy   C2 

Blue  Boy  Tile  Cleaner   C2 

Blue  Mist  CI 

BCL  Detergent    A4 

BCL  Detergent  Concentrate   CI 

Econoline  LF  Detergent   B2 

Hi  Purity  No.  55  Contact  Cleaner   K2 

Oven  Cleaner A8 

Silicone  Spray  HI 

Sterizone  Disinfectant  Deodorant  C2 

Wallop  Wasp  &  Hornet  Spray  F2 

Window  Cleaner   CI 

5  Way  Spray   H2 

Bishop  Chemical  Inc. 

A-DA-Z  Combination  Spray F2 

Boric  Acid  Dust    F2 

Bishops  Sanitary  Maintenance 
Supply 

Degreaser/Emulsifier Al 

Bison  Laboratories  Inc. 

BL  Formula  S-3    Dl 

BL-S-20  Sanitizer  D2 

Crystal  Aqua  Chlorinating  Solution  ....  D2 

Black  River  Paper  Co. 

BPC  Bowl  &  Porcelain  Cleaner  A3 

DEG-15   Al 

Blackburn  Company 

Lectrosol  Cable  Cleaner  K2 

Lectrosol  Electric  Contact  Cleaner K2 

Lectrosol  Electric  Motor  Cleaner  K2 

Lectrosol  Moisture-Displacing  Lubri- 
cant     H2 

Lectrosol  Penetrating  Oil    H2 

Lectrosol  Silicone  Lubricant H2 

Blackhawk  Chemical 

Super  Tile    A4 

Blackhawk  Engineering 

645  G6 

Blaine  Industrial  Supply,  Inc. 

#1  Liquid  Dishsoap  Pot  &  Pan  Cleaner  Al 

"Purple  Power"    A4 

Actionl  Extra  Heavy  Duty  Cleaner- 

Dgrsr  A4.A8 

Blaine  C-Clear  Glass  Cleaner  CI 

C-Clear  Glass  Cleaner CI 


E-Z  Off  Concrete  Cleaner CI 

Foam-Kleen  Al 

Lemon  Disinfectant-Cleaner  CI 

Mint  Disinfectant-Cleaner CI 

Neutral  All  Purpose  Cleaner A4 

Pine  Odor  Disinfectant  CI 

Pink  Lotion  Hand  Cleanser El 

So-Bright  Laundry  Detergent  Bl 

Super  Cut E4 

Blair  Incorporated 

Blair  Deterg  Al 

Deterge  Neutral  Cleaner  A4 

Blanchard,  G  W  Company, 
Incorporated 

G.W.B.  Stainless  Steel  Clnr  Lemon 

Scent    A7 

Blew  Chemical  Company 

Active  No.  2    Al 

Active  No.  4   Al 

Liquid  Soap  No.  50 El 

Liquid  Soap  No.  52  El 

Liquid  Soap  No.  64 El 

Itiu  I  inr  Industries 

Tru-Blu  Concentrate   Al 

Blue  Bell  International 

Blue  Bell  Klear-Blue CI 

Blue  Boy  Products  Inc. 

Scale  Guard  FG-160  G6 

Blue  Coral,  Inc. 

Clear-Magic  CI 

Clear-Magic  Industrial  Strength 

Cln/Dgrs   A4 

Blue  Diamond  Exterminating  Mfg. 
Inc. 

Magnetic  Roach  Fd  M.R.F.  2000-Paste 

Form   F2 

Blue  Jay  Chemical  Corporation 

AB-1199    Kl 

Digester  Drain  Opener   LI 

Emulsion  Bowl  Cleaner  &  Disinfectant  C2 

Non  Combustible  Emulsifier    A4 

Blue  Line/ 

GAC  Janitorial  Supplies,  Inc. 

Tough  Job   Al 

Vee-Q  Heavy  Duty  Cleaner  Al 

Blue  Ribbon  Chemical,  <  <>.,  Inc. 

Blue  Ribbon  Desoiler  and  Descaler  ....  A3 

Blue  Ribbon  I   Al 

Blue  Ribbon  I  Extra   Al 

Blue  Ribbon  U A4 

Blue  Ribbon  D  Extra A4 

Blue  Ribbon  m  A8 

BRC  Lemon  15  Disinfectant    CI 

BRC  Odorless  Sanitizer  10  D2 

BRC  Pine  6  Disinfectant    CI 

Duzall A4 

Odotrac    CI 
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Blue  Star  Industries  Inc. 

Flo-Away  Liquid  Drain  Cleaner LI 

Blue  Valley  Corporation 

EGT  G6 

EGT-1    G7 

EGT-107   G6 

EGT-717   G7 

OS-330 G6 

SLT-102 G6 

2EGT  G6 

Blue  Valley  Laboratories 

Microbiocide  710  G7 

Microbiocide  71 1  G7 

Microbiocide  713  G7 

Microbiocide  716  G7 

Microbiocide  721  G7 

Microbiocide  723  G7 

Bluegrass/Kesco  Inc. 

#016-D  G6 

#030  Scale  Inhibitor  G6 

Bluegrass  #016-D   G6 

KB-510    G6 

KB-520    G6 

KB-520P   G7 

KB-540C  G7 

KB-540P   G7 

KB-710    G6 

KB-710C  G6 

KB-710M G6 

Polyphosphate  Water  Conditioner   G2 

Bluff  City  Service  Co.,  Inc. 

Magnum  130  A4 

Magnum  172  A1.H2 

Magnum  18  Al 

Magnum  44 Al 

Magnum  87  A4 

Bluffs  Sanitary  Supply 

Panhandle  Pride  Laundry  Soap Bl 

Bob  Agate  Chemicals 

Pink  Delite Al 

Bob  Parker,  Inc. 

Soc-Wright Al 

Bob  Settle  Sales  Co.  Inc. 

BS-32  Cleaner/Degreaser   Al 

B132BOCS  CI 

SAP   A4.A8 

Bockstanz  Brothers  Company 

Antiseptic  Lotion  Skin  Cleanser E4 

B.B.  Foam  Power  CI 

BB  Antiseptic  Liquid  Hand  Soap  El 

Dirt  Away  w/Grit  Heavy  Duty  Hand 

Clnr  E4 

Dirt  Away  Heavy  Duty  Hand  Cleaner  ..  E4 

Dish  Glo    Al 

E-2  Rated  Handwash  &  Sanitizer E2 

Golden  Rich  Hair  &  Body  Shampoo  ..  C2 
Grime  Chaser  with  Grit  Hand  Cleaner  ..  E4 

Grime-Be-Gone  with  Grit  E4 

Grime-Be-Gone  Waterless  Hand  Cleaner  E4 
Moisture  Rich  Hand  &  Body  Lotion  ....  E4 
Nice  TV  Dry  Double  Action  Insecticide  F2 
Nice  "N  Dry  Total  Release  Insect  Fogger  F2 


NBC  Non-Butyl  Deodorant 

Cleaner/Dgrsr Al 

Pearly  Lotion  Skin  Cleanser  E4 

Soft  As  Silk  Lotion  Hand  Cleaner  C2 

Sta-Clean  Stainless  Steel  Cleaner A7 

Boehringer  Ingelheim  Animal 
Health,  Inc. 

Anchor  Trap-N-A-Sak F3 

Boelter  Companies,  The 

Attack Al 

Big  Blue    CI 

Big  Bully  A4 

Breakthru  Al 

Bright  CI 

De-Solv  Hvy  Dty  Degrsr  Clnr  Strpr  A4.A8 

Liquid  Alive    L2 

Mir-Magic   CI 

Bogel  Sales,  Inc. 

Power  Plus  CI 

Boise  Western  Corporation 

B  &  C  Concentrate  Toilet  Bowl  Cleaner  C2 

Bac-Ta-Sol  600  L2 

Citra  Crystals  CI 

Clinging  Bowl  Cleaner  C2 

D-Zolve-It  Sulfuric  Acid  Drain  Opener  LI 
Delicate  Castile  Cone.  Liq.  Hand  Soap  El 
Dish-Eze  Hand  Dishwashing  Detergent   Al 

Dri-Mol  Moly-Micro-Film   H2 

Electro-Kleen  Safety  Solvent  Kl 

Enviro-Clean  100    A8 

Enviro-Clean  200    C2 

Enviro-Clean  50  (Aerosol)   CI 

Enviro-Clean  600    L2 

Enviro-Clean  90    C2 

Extend  New  Power  PI 

Fluorocarbon  Lubricant  All  Purp.  Dry 

Lub   H2 

Flying  Insect  Killer  Fl 

Foamy    C2 

Fog  Kill  (Thermal  Fog)    Fl 

Green  Lightning  Cone.  Alkaline  Dm. 

Opnr    LI 

Grime  Fighter    E4 

Handy E4 

Hi-P  Contact  Cleaner    K2 

HDC  1 15  Cleaner-Degreaser    A4.A8 

Ioda-Prep  Hand  Wash  Sanitizer  E2 

Lime  Away  De-Liming  Compound   ....    A3 

Liquid  Live  Bacteria  L2 

Lotion  Hand  and  Body  Soap    El 

Meat  Sope  Foaming  Cleaner    Al 

Metal  Bnte  Cleaner  &  Polish  A7 

Oven  &  Griddle  Cleaner A8 

Pen-lube  H2 

Pink  Creme  Hand  and  Body  Soap   El 

Porcelain  &  Bowl  P  &  B  Clean  C2 

Quatrasan  (MT-2)   Dl 

Sanaquat  (LM-1)  C2 

Sani-Dyne  Hand  Sanitizer E2 

Sani-Lube HI 

Sani-Quat  10-NR D2 

Sani-Quat  9  CI 

Showcase  CI 

Showcase  Mirror  &  Glass  Cleaner CI 

Silicone  Spray  HI 

Silicone  Spray  FG  HI 

Soft  Touch  E4 

Solv-85  Degreaser  Kl 

Spray  Fog    Fl 

Super  Clean  Concentrated  Cleaner A4 

Surface  Insecticide    F2 

White  Guard    HI 

4000  A4.A8 


Bola  Chemicals,  Ltd. 

Bola  #5    Al 

Bolotin  Inc. 

General  Cleaning  Agent   Al 

Orange  Plus  A4 

Phase  HI  Bowl  Cleaner C2 

Pink  Cream  Antiseptic  Hand  Soap  El 

Super  Scope Al 

Superscope  Plus Al 

Task  Masters  Floor  and  Wall  Cleaner  A4 

Task  Masters  Floor  Cleaner   A4 

Task  Masters  Stainless  Steel 

Polsh/Mntnr    A7 

Taskmasters  Hospital  Antsep.  Hand 

Soap    El 

Bolton-Berkley,  Inc. 

Glass  &  Utility  Cleaner    CI 

Liquid  Alive  Bacteria   L2 

Bomar  Industries,  Inc. 

Thrust-Out  Al 

Bonco  Manufacturing  Corporation 

Algaecide-Slimicide  No.  10   G7 

Aqua-Tex  CT  88  G7 

Bonco  BT-10  G6 

Bonco  BTL-17S    G6 

Bonco  SL-1   G6 

Bonco  SL-2  G6 

Bonco  SLCI G6 

Scale-Ox    A3 

Bond  Chemicals,  Incorporated 

Bond  OS  No.  4-556  G3 

Bond  HWI  2-1560 G3 

BondacNo.  363    Al 

Bondac  No.  725    Al 

Bondac  No.  768  LF    Al 

Bondac  No.  828C   Al 

Bondox  No.  4-2005 G6 

Bondstein  No.  1070    A3 

BWT  No.  029   G6 

BWT  No.  4-019    G6 

BWT  No.  4-1250L   G6 

BWT  No.  4-165    G6 

BWT  No.  4-170    G7 

BWT  No.  4-171    G6 

BWT  No.  4-174    G6 

BWT  4-075  G6 

BWT  4-155   G6 

BWT  4-160  G6 

BWT  4-161   G6 

BWT  4-162  G6 

BWT  4-167  G6 

BWT  4-169  G6 

BWT  4-172  G6 

BWT  4-181   G6 

Corobond  5-1367  G6 

D-Lox  4-2012   G6 

Felox  No.  550  G2 

Organic  Adjunct  No.  4-1900    G6 

Organic  Adjunct  No.  4-930    G6 

Organic  Adjunct  No.  4-932    G6 

Oxorbate  4-2025   G7 

Smokehouse  Cleaner  No.  810    Al 

Smokehouse  Cleaner  No.  812    Al 

Volabond  No.  5-1351    G6 

Volabond  No.  5-1352  G6 

Volabond  No.  5-1353  G6 

Volabond  No.  5-1355  G6 

Volabond  No.  5-1357  G6 

Volabond  No.  5-1361   G6 
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Volabond  No.  5-1362  G6 

Volabond  No.  5-1363   G6 

Voladene  No.  5-1331    G6 

Voladene  No.  5-1332   G6 

Voladene  No.  5-1333    G6 

Voladene  5-1331   G6 

Voladene  5-1332  G6 

Voladene  5-1333  G6 

Bond  Sanitary  Products 

Asidufoam  C2 

Bond  Special  Toilex   C2 

Bonded  Foods  Company 

Glass  Cleaner CI 

Low  Suds  Laundry  Detergent  Bl 

Quick-Foaming  Fat  &  Grease  Cleaner     A 1 

Bonded  Products  Company,  Inc. 

De-Solv    A4 

Bonide  Products,  Inc. 

Insect  Fog    Fl 

Bonner,  W.  C.  Co.,  Inc.,  The 

Whiten'   Bl 

Block-Enz   L2 

Citrisour  Bl 

Delime  A3 

Grease-Enz L2 

Laundry  Brightener  Bl 

Laundry  Softener  S/S    B2 

Prism    Bl 

Reflect  Bl 

Rust  Out    Bl 

S.S.T Al 

Sani-Bac  II  D2 

Special  Laundry  Break   Bl 

Split-Enz    Bl 

Sterilution    Al 

Super  Bon-Chlor  Briquets Al 

Super  Lusteraid  Al 

Suspension  Al 

Task  Force  A4 

TKO  Bl 

Ultimate  Al 

Bonnie  Chemspec 

Bongard  II  E4 

Bonnie  "G"  Lemon  Disinfectant-Cleaner  C2 

Bonnie  Bon  Sol  Al 

Bonnie  Dry  Dust  Insecticide F2 

Bonnie  Joy A4 

Bonnie  Kleen  20%    El 

Bonnie  L-P-0    LI 

Bonnie  Lass  Bl 

Bonnie  Mud-A-Way  Concentrate  LI 

Bonnie  Pine  All  6  CI 

Bonnie  Safe  Kl 

Bonnie  Sewer  Sol   LI 

Bonnie  Steam-Off  A.P Al 

Bonnie  Steam-Off  H.  D Al 

Bonnie  3AK  Cleaner A4 

CDS  Cleaner-Degreaser  Solvent A4 

Grease  Gun  In  A  Can  H2 

H.T.  20 A2 

M.D.W.  45 Al 

Phos-40    A3 

Pot  and  Pan  Cleaner  Al 

Ready-to-Use  Residual  Wtr-Bsd  Insctcd  F2 

Sana  Clean  Dl 

Sanaclor  Dl 

Sandy's  Kleen  Window  &  Glass  Clnr      CI 


Sudsing  Cleaner A6 

Super  Foam  C2 

Total  C2 

Veto  E4 

White  Luster   CI 

Bonus  Specialty  Company 

Krazy  Klean CI 

Krazy  Klean  Clinging  Foam  CI 

Borax  Paper  Products  Co. 

Heavy-Duty  Floor  Cleaner  CI 

Borco  Chemicals,  Incorporated 

Real-Ease  HI 

Borden,  Incorporated 

Krylon  Ail-Purpose  Sil.Spy 

No.l325/1325A    H2 

Krylon  Crystal  Clear  No.  1302    PI 

Krylon  Crystal  Clear  No.  1304    PI 

Krylon  Crystal  Clear  No.  1305A   PI 

Krylon  No.  1 327  Electric  Motor  Spy 

Clnr  K2 

Krylon  No.  1332  Let-Go    H2 

Krylon  No.  1347  Ten  4  Ind.  Stmgth 

Spray  H2JC2 

Krylon  No.  1349  Industrial  Silicone 

Lube    HI 

Boresow  Chemical  Co. 

Orange  Power  Brett E4 

Bosler  Supply  Company 

Foaming  Bathroom  Cleaner  C2 

Heavy  Duty  Foaming  Bathroom  Cleaner  A3 

Power  Jell    CI 

Safety-Chem  Concentrated 
Cleaner/Dgrsr  Al 

Boss  Labs 

Boss  Labs  All  Purpose  Cleaner  Al 

Boss  Labs  Butyl  Cleaner    A4 

Boss  Labs  Enzyme   L2 

Boss  Labs  Steam  Cleaner  A4 

PHC-70    Al 

Boss  Products 

Live  Bacteria  L2 

Bostik 

Bostik  Belt  Dressing  PI 

Bostik  Gasket  Remover    PI 

Bostik  Silicone  Lubricant  HI 

Bostik  Truck  Fleet  Brake  &  Parts 

Cleaner   PI 

Bostik  TFE  Lube H2 

Chem-Calk  1200  Aluminum  PI 

Chem-Calk  1200  Black PI 

Chem-Calk  1200  Translucent  PI 

Chem-Calk  1200  White    PI 

Chem-Calk  900  White    PI 

Never-Seez  White  Food  Grade  with 

PTFE  HI 

Silicone  Rubber  Sealant  Aluminum  PI 

Silicone  Rubber  Sealant  Black  PI 

Silicone  Rubber  Sealant  Bronze  PI 

Silicone  Rubber  Sealant  Clear   PI 

Silicone  Rubber  Sealant  White PI 


Boston's  Bar  Supply  and  Equipment 
Co. 

Sweet  Pine  Disinfectant/Cleaner/Deod.     CI 

Bowden  Industries,  Inc. 

BB  100    Al 

Bowie  Janitorial  Supplies 

Foamy  Spray  &  Wipe  C2 

Bowman  Distribution/ 
Barnes  Group  Inc. 

All  Purpose  Cleaner  No.  19451    CI 

Antiseptic  Hand  Cleaner  E4 

Belt  Dressing  No.  21905    PI 

Biodyne  A8.B1.C1 

Black  Silicone  Rubber  Adhsv  Slnt 

No21437  PI 

Bowman  C.I.D.  Citrus  Industrial  Degrsr  CI 

Bowman  Cream  Cleaner/Polish   C2 

Bowman  Electric  Motor  Cleaner   Kl 

Bowman  Engine  &  Equipment  De- 
greaser  CI 

Bowman  Flying  Insect  Killer  Fl 

Bowman  Foaming  Cleaner  A4.A8 

Bowman  Glass  Cleaner  Concentrate  ..  CI 
Bowman  Heavy  Duty 

Cleaner/Degreaser A4 

Bowman  Heavy  Duty 

Cleaner/Germicide   Dl 

Bowman  Heavy  Duty  Steam  Cleaner ..  Al 
Bowman  Liquid  Industrial  Deodorant  CI 
Bowman  Loctite  Gasket  Maker 

No.22011    PI 

Bowman  Loctite  Make-A-Metal 

No.22008    PI 

Bowman  Loctite  Super  Glue  Adhesive  PI 
Bowman  Neutral  Floor  &  Wall  Cleaner  Al 

Bowman  Non-Acid  Bowl  Cleaner  CI 

Bowman  Parts  Cleaner  CI 

Bowman  Residual  Insecticide  F2 

Brake  Cleaner  No.  19440  PI 

BD  7-77  Penetrating  Oil  No.  21777    ..    H2 

Chain  &  Cable  Lube  No.  19452    H2 

Clear  Silicone  Rubber  Adhsv  Seal 

No21435  PI 

Clear  Silicone  Rubber  Adhsv  Seal 

No21438  PI 

Food  Grade  Lubricating  Oil  No.  21954   HI 

Food  Grade  Silicone  HI 

Food  Grade  White  Grease  No.  21955  HI 
Gasket  &  Decal  Remover  No.  19475    ..  PI 

Gasket  Cement    PI 

Gasket  Cement  No.  21902   PI 

Gasket  Maker  No.  22811    PI 

Glass  Cleaner CI 

Glass  Cleaner  No.  21941    CI 

Graffiti  Remover  No.  19450 CI 

Heavy  Duty  Electric  Motor  Clnr. 

No.21958    K2 

Hevi-Duty  Silicone  Lube  No.  21946  ..  H2 
Hi  Heat  Penetrating  Gel  Lube  No.21413  H2 

High  Strength  Thread  Locker  PI 

High  Temperature  Food  Grade  White 

Grease  HI 

Hydraulic  Sealant  No.22828  PI 

Insect  Killer Fl 

Medium  Strength  Thread  Locker  PI 

Open  Gear  &  Fifth  Wheel  Lubricant  ..  H2 
Penetrating  After  Lock  Adhesive 

No.22007    PI 

Penetrating  Thread  Locker  No.22807    ..  PI 

Pipe  Sealant  With  Teflon   PI 

RTV  Black  Silicone  Gasket  Maker 

#21439    PI 

Shaft  &  Bearing  Mount  No.22810  PI 

Silicone  Lube  No.  21900   H2 
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Stainless  Steel  Clnr  &  Prtctr  No.21996  CI 
Stainless  Steel  PST  Pipe  Sealant- 

No.22035    PI 

Superfast  Adhesive  No.22802    PI 

Teflon  Dry  Lube  No.  19462  H2 

Under-Coating  No.  21903  PI 

Welding  Anti-Spatter  No.  21957   PI 

White  Lube  Lithium  Grease  No.  2191 1  H2 
White  Silicone  Rubber  Adhsv  Seal 

No21436  PI 

Work  Force  PSR  Hand  Cleaner  No. 

21333    E4 

Bowman  Floor  Inc. 

Pine  Forest  5  CI 

Bowman  Supply  Company 

Bowman  505  Cleaner  Degreaser    A4 

Bowmark  Industries 

Amps   K2 

Crystal   CI 

Drout  De  Moisturant  H2 

Foam  Up   A4 

FC-10  D2 

Headless  Al 

Mellow  Machine  Dishwashing  Com- 
pound      Al 

Micron  CI 

Mule  Kick  Idustrial  Degreaser- 

Cleaner   A4.A8 

No  More  Thaw   A5 

No  Time  All  Purpose  Cleaner    CI 

Outshine  All  Purpose  Polish  A7 

Powderful  Powdered  Hand  Soap    C2 

Power  Foam CI 

Power  House  A4 

Resolve    CI 

Resolve  L CI 

Resolve  L LI 

Sani-Lube HI 

Shot-Gun H2 

Steel  Bow  Cleaner  &  Polish  A7 

Teffy    H2 

White  Guard    HI 

Bowsher  Chemical  &  Supply 
Company 

Double  Shot Al 

High  Foam  Al 

Lime-Off   A3 

Scale-Off  A3 

Vat  Cleaner  Powder   A2 

Boxberger,  Inc. 

Foaming  Disinfectant  Cleaner    CI 

Hospital  Disinfectant  Deodorant CI 

Ultra  Bll 35  Cleaner-Degreaser  Al 

Ultra  Bl  148  Foaming  Cleaner  Al 

Boy-Ko  Supply  Co. 

Disinfectant  Foaming  Cleaner    C2 

Pamper  Hand  And  Body  Soap  El 

Silicone  Spray  HI 

Triple  D  A4.C1 

Tuff-Stuff A4 

Boyd  Distributing  Co.,  Inc. 

Eco-Zyme    L2 

Boyle-Midway  Division 

Black  Flag  Flying  &  Crawl.  Insect  Killer  Fl 


Easy  Off  (Aerosol)   Al 

Easy-Off Al 

Sani-Flush   C2 

Boyle-Midway,  Inc. 

Black  Flag  Ant  &  Roach  Killer  Spray  ..  F2 
Black  Flag  Super  Spray  II  Pro  Stmt 
Form   F2 

Bradford  Derustit  Corp. 

BP  Metal  Cln  Rust/Oxide  Rmv  Type 
R-l  Liq  Al 

8P  Metal  Clnr  RustAJnd  RmvrType  R-l 
Pst  Al 

Bradley  Chemicals,  Inc. 

"Mr.  Smooth"  Hand  Cleaner    E4 

Bradley  Industrial  Chemicals,  Inc. 

"Free  It  Plus"  H2 

"Gone"  Foaming  Cleaner   A8.C1 

"Klear"  Glass  and  Mirror  Cleaner   CI 

"No  Sting"  Wasp,  Hornet  &  Yel  Jckt 

Kill F2 

"Slide"  Silicone  Mist HI 

"Swat"  Insect  Killer    Fl 

"Swish-Away"  Bowl  &  Porcelain 

Cleaner   C2 

"Whirlaway"  Acid  Drain  Opener  LI 

Aquakill  Fl 

B-14  Insecticide F2 

Contact  &  Circuit  Board  Cleaner K2 

Dual  Purpose  Spray Fl 

F.S.C.  200   Fl 

Grit  Em  Clean  Hand  Cleaner  E4 

Hospital  Type  Disinfectant  Deodorant      C2 

PSP-60  Al 

PSP-60Plus  Al 

Safety  Solvent  K2 

Brady  Industries 

Vandalism  Remover   CI 

Brady  Industries,  Inc. 

Glass  Cleaner CI 

N.B.C Al 

Oven  &  Grill  Cleaner  A8 

Stainless  Steel  Cleaner  &  Polish    A7 

Brambilla,  M.C.,  Company 

Derma  Soft  Hand  &  Skin  Cream  E4 

Brame  Specialty  Company,  Inc. 

LP  100  Bl 

Bramton  Company,  The 

Galley  I    L2 

Galley  B  L2 

Ken  Care  A4 

Outright  CI 

Branchemco,  Incorporated 

D    G6 

G    G6 

J  G6 

Liquid  Treatment  #1   G6 

Liquid  Treatment  #20  G6 

Salt  PI 

W  G6 

102  A3,G7J>1 


104  A3.P1 

112  PI 

113  PI 

1 15  PI 

116  PI 

201  G6 

214  G7 

215  G7.G2 

216  G7.G2 

218  G6.G2 

225  G7 

226  G7 

229  G7 

230  G6 

231  G7 

232  G7 

233  G7 

234  G7 

236  G7 

237  G7 

238  G7 

243  G7 

244  G7 

249  G3.G6 

252  G7 

261  G7 

262  G7 

263  G7 

264  G7 

265  G7 

267  G6 

275  G6 

276  G7 

277  G7 

278  G6 

315  G7 

316Biocide  G7 

380  D2 

400  G6 

405  G6 

406  G6 

408  G6 

409  G6 

410  G6 

416  G6 

418  G6 

420  G6 

425  G6 

428  G6 

43.1    G2.G6 

438  G6 

466  G6 

468  G6 

470  G6 

472  G6 

473  G6 

475  G6 

477  G6 

478  G6 

479  G6 

484  G6 

487  G6 

488  G6 

490  G6 

492  G6 

494  G6 

496  G6 

498  G6 

499  G6 

610  PI 

Brant  Bros.  Cleaner  &  Equipment 
Co. 

Molly  B-3    Al 

Molly  B-5    A2 

Molly  B-6    Al 

Bratcher  Industries 

Brat  Kleen-AR-200  Germicidal  Cleaner  CI 
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Brawner  Paper  Company,  Inc. 

BP-83  General  Purpose  Detergent 

Dgrsr A4 

Val-U-Line  Clear  Lemon  Dsnfctnt  CI 

Val-U-Line  Glass  Cleaner CI 

Val-U-Line  Lime  Cleaner  A4 

Val-U-Line  Pk  Ltn  Hnd  Dshwsh  Dtrgnt  Al 

Bre-Rin,  Inc. 

Septi-Cleer  L2 

Breeze  Cleaning  Concepts,  Inc. 

LB-35  Non-Butyl  Degreaser Al 

LB-40  Al 

Brenco  Corporation,  The 

Brenco  #490    G7 

Brenco  #545  Bromicide    G5.G7 

Brenco  #588    G7 

Brenco  #594-M  G7 

Brenco  #654  Boiler  Water  Treatment  G6 

Brenco  Kleens  All  CI 

Brenco  No.  106  SA  Gl 

Brenco  No.  230  A2 

Brenco  No.  232  Industrial  Cleaner Al 

Brenco  No.  245  Metal  Brite  A2 

Brenco  No.  246  Conveyer  Roller 

Cleaner   A2 

Brenco  No.  247  Pasteurizer  Cleaner  ..  Al 
Brenco  No.  248  Pasteurizer  Boil  Out  CI.  PI 

Brenco  No.  350  L.S.R A3 

Brenco  No.  375  Acid  Descaler A3 

Brenco  No.  490-R  Cooling  Tower 

Treatment   G7 

Brenco  No.  496  Cooling  Tower  Treat- 
ment      G7 

Brenco  No.  496  Pasteurizer  Water  Treat.  G7 
Brenco  No.  497  Cooling  Water  Treat- 
ment      G7 

Brenco  No.  498  Pasteurizer  Wtr  Treat- 
ment      G7 

Brenco  No.  585  G7 

Brenco  No.  600  Boiler  Water  Treat,  ..  G6 
Brenco  No.  601  Alkalinity  Builder  ....  G6 
Brenco  No.  602  Boiler  Water  Treatment  G6 
Brenco  No.  606  Boiler  Water  Treat  ..  G6 
Brenco  No.  608  Boiler  Water  Treat.  ..  G6 
Brenco  No.  653  Alkalinity  Builder  ....  G6 
Brenco  No.  654-P  Boiler  Water  Treat- 
ment      G6 

Brenco  No.  655  G6 

Brenco  No.  655-HD  Boiler  Water 

Treatment   G6 

Brenco  No.  655-P  Boiler  Water  Treat- 
ment      G6 

Brenco  No.  658-P  Boiler  Water  Treat- 
ment      G6 

Brenco  No.  659  Boiler  Water  Treatment  G7 
Brenco  No.  662  Boiler  Water  Treatment  G6 
Brenco  No.  666  Boiler  Water  Polymer 

Addt    G7 

Brenco  No.  667  Boiler  Water  Treatment  G7 
Brenco  No.  669  Boiler  Water  Treatment  G6 
Brenco  No.  672  Closed  System  Treat- 
ment      G7 

Brenco  No.  680  Steam  Line  Treatment  G6 

Brenco  No.  683  Steam  Line  Treatment  G6 

Brenco  No.  686  G6 

Brenco  No.  687  Return  Line  Treatment  G6 

Brenco  No.  688  Steam  Line  Treatment  G6 

Brenco  No.  689  G6 

Brenco  No.  692-P  Boiler  Water  Treat- 
ment      G6 

Brenco  No.  692-P  Cone  Boiler  Wtr. 

Treat  G6 

Brenco  No.  704  G6 

Brenco  No.  764  Liquidox  G6 


Brenco  No.  900  Nuggets    G2 

Brenco  No.  908  G2 

Brenco  No.  960  G3 

Brenco  No.  999  G2 

Brenco  No. 668  Boiler  Water  Treatment  G6 

Brenco  663    G6 

Brenco  766    G6 

Brennan's  Sales  Inc. 

Coil  Cleaner Al 

Restaurant/Institutional  Degreaser   Al 

Brent  Chemicals  Corporation 

'Round   A2 

Acid  Brightener  MB-0-260-107  A3 

Addit   G2 

Adhere   Al 

Advance  H2 

Alclen A1.Q1 

Approval    A3 

Blendet  Bl 

Brent  Builder  B2 

Brite-Gloss  A2 

Brite-Gloss  Concentrate  A    A3 

Brite-Gloss  Concentrate  B    A2 

Brite-Gloss  30  A2 

BC66    Al 

BCC  Detergent    Bl 

BSC  22    A4.A8 

Caustic  Stock  Solution  MB-0-260-102  A2 
Caustic  Stock  Solution  MB-0-260- 103  A2 
Caustic  Stock  Solution  MB-0-620- 101     A2 

Chelacid  2199  Cone A3 

Chlorinated  Superclen  Al 

Chlorinating  Liquid  D2 

Cip-Pres  Al 

Circulate Al 

Clak  Al 

Clenesco  Acid  Cleaner  A3 

Clenesco  Acid  Cleaner  Concentrate  ....    A3 

Clenesco  ARC  Dl 

Clenesco  Bottle  Cleaner  Al 

Clenesco  Brite  Surf  99   A3 

Clenesco  Calmatic  A1JL2 

Clenesco  Chlorinated  Cleaner Dl 

Clenesco  Chlorinated  NuClen  Al 

Clenesco  Clear D2 

Clenesco  CLC  A2 

Clenesco  Flexiclen    A1.Q1 

Clenesco  Flote  A1JL2 

Clenesco  Go!  Al 

Clenesco  Liquid  Bottle  Cleaner  A2 

Clenesco  Liquid  Cleaner A1.Q1 

Clenesco  Moov   A1.H2 

Clenesco  NuClen  Al 

Clenesco  Oxy-Brite  A3 

Clenesco  Sanidine  D2 

Clenesco  Winter  Lubricant  H2 

Clenesco  X-Sept   H2 

Complete   A2 

Con-AC   A3 

Condef  Q5 

Filler  Bowl  Cleaner  MB-O-260- 104    ..    Al 

Flote  n  A1JL2 

Flote  m  A1JL2 

Fome-D-Pres  PI 

General  Cleaner  MB-0-260- 105  Al 

HiCid  A3 

HiCid  Concentrate  A3 

Imperial  Instant  B2 

Insta-Kleen  A2 

Jar  Cleaner G5 

Linbreak  Bl 

Liquid  Enhance  Bl 

Liquid  Florclen    A4 

Liquid  75  Cleaner  A1.Q1 

Loop  A2 

Lumatic  589 A1JI2 

LFA   A3 

LFA  Concentrate  A3 


More A1.Q1 

Oxy-Gon    G6 

Pentacon Al 

Po  Go!   CI 

Sof-Met    A2 

Super  Advance    H2 

Super  Lumatic  589   A1JL2 

Super  Thrust    A1JL2 

Superclen  A1.Q1 

Thrust H2 

Thrust  3-C  Al 

Thrust-175  H2 

Twin-Det   Bl 

Ultra  Advance  H2 

Ultra  Advance  Plus  H2 

Brewer  Chemical  Corporation 

Hygienic  Hand  Soap  E2 

Laundry  Det  5    Bl 

Low-Temp  Detergent    Bl 

OdorEeze  CI 

Ortho  Silicate Bl 

Ultramar  J.  J.  All  Purp.  Liq.  Det  Al 

Ultramar  Liquid  Dishmachine  Det Al 

Ultrasan   PI 

10%  Dry  Bleach   Bl 

Brewer  Chemicals,  Inc. 

Xtra  Tuff  Heavy  Duty A4 

7345  Al 

Brewer  Environmental  Industries, 
Inc. 

Brewer  Food  Plant  Inhibitor  G7 

OdoRite  SE-A  CI 

OdoRiteOl    Al 

OdoRite  07-A    CI 

OdoRite  11    Al 

OdoRite  77-A    CI 

Bricide  Corporation 

"Best  Bet"    Al 

Bricide  #532    A3 

Bricide  #624    A3 

Bricide  #696    Al 

Bricide  #931    Al 

Bricide  Formula  #807  Al 

Bricide  Formula  #809  A2 

Bricide  Formula  #811  A3 

Bricide  Formula  #813  A3 

Brisque  Al 

Brute    A4 

Chemi-Jel  CI 

Conveyor  Lubricant H2 

Floor  Syn A4 

Foam-Up   A4 

Hi-Ho  Lotionized    El 

Liquid  Scrub  Soap CI 

LC  Industrial  Cleaner  Al 

Mapp  Cleaner  And  Degreaser    Al 

Medi-Soap  El 

Pink  Pearl    Al 

Rapid-Clean  CI 

Rapid-Clean  Plus  CI 

101  C2 

135  Al 

143  Al 

15%  Liquid  Hand  Soap  El 

20%  Liquid  Hand  Soap  El 

40%  Liquid  Hand  Soap  El 

Bright  Maintenance  &  Lighting 
Alternatives 

Bright  Plus  CI 

Bright  Scent  CI 
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Brighton  Chemical  Corporation 

Tuffy  Power  Foam  Degreaser Al 

Brighton  Cleaning  Supplies,  Inc. 

Glass  Cleaner CI 

Rough  Touch  E4 

Steel-A-Shine  Stainless  Steel  Cleaner  A7 

Brighton  Industries,  Inc. 

Bio-Zymes  L2 

Bnghton-All    C2 

Cleanall  Heavy  Duty  Stripper  Clnr  & 

Degr    A4 

Conquer  A4 

Lime-Off  A3 

Super-Foam  A4A8 

Truclean  A7 

Brighton  L.S.A.  Ltd. 

Multi-Purpose  Disinfectant  Cleaner  ....  CI 

X-Term    Fl 

Brightwell  &  Associates,  Inc. 

Bottle  Brite    A2 

Brilletane,  LTD. 

Bnlletane  No.  1  Al 

Brilletane  No.  2  A4 

Brilliant  Industries  Inc. 

All  You  Need    Al 

Envira-Solv    Al 

Brimmer  &  Teteak,  Inc. 

Alive!  L2 

Grade  A  Al 

Hy  Shine   A7 

Sani-Foam  C2 

Sure  Strip  CI 

Brissman-Kennedy,  Inc. 

Blue  Concentrate  All  Purpose  Cleaner  CI 

Breakthrough  Al 

Breakthrough  HI    A4 

BK  Cura-Solv  Degreaser    CI 

BK  Glass  &  Utility  Cleaner  CI 

BK  Sanitizer    D2 

BK  Stainless  Steel  Cleaner  A7 

BK  20%  Antiseptic  Liquid  Hand  Soap  El 

Glass  Cleaner CI 

Quick  &  Easy   E4 

Stainless  Steel  Cleaner  &  Polish    A7 

Stat  Dl 

Stat  II  Dl 

Vandalism  Mark  Remover   CI 

Bristol  Products 

Bristol-406  Chain  Lub    H2 

Brite  Chemical  Company 

Acid  Brite   A3 

Acidic  008  A3 

All-Purpose  Non  Flammable  Safety 

Solvent    Kl 

Apple  Blossom  Sewer  Sweetener  LI 

Bio-Kleen Al 

Bnte  &  White  Bl 

Bnte  N  Clear    CI 

Bnte  Acid  Salt  Cleaner A3 


Brite  Chain  Lube  H2 

Brite  Command  A4 

Bnte  Descaler   A3 

Bnte  Enz-O-Matic  Laundry  Detergent  Bl 

Brite  Foam-Kleen   Al 

Brite  Glide  Silicone  Spray   HI 

Brite  Glisten    Al 

Bnte  Hi-Lite    A7 

Brite  Laundry  Sour  Bl 

Bnte  Lift   CI 

Brite  Powdered  Laundry  Bleach  Bl 

Brite  Power  Al 

Brite  Quickwash   Al 

Brite  Smoke  House  Cleaner  A2 

Brite  Smokehouse  Cleaner  I  A8 

Brite  Smokehouse  Cleaner  II   A2 

Brite  Smokehouse  Cleaner  III    A4.A8 

Bnte  Super  Foamer  Al 

Brite  Super  X    A2 

Brite  Super-Kleen  Auto.  Dishwash 

Detrgnt    Al 

Brite  Ultra-Foam  Al 

Brite-Chloro-Matic  Hvy  Dty  Chlomtd 

Clnr  Al 

Brite-340   A2 

Bnte- 341  Chlorinated  CIP  Cleaner    ....  A2 

Brite- 342  Heavy  Duty  Alkaline  Cleaner  A4 

Brite- 343  General  Cleaner   Al 

Brite- 344   Al 

Brite- 345  Smokehouse  Cleaner    A8 

Brite- 346  Chlorinated  Cleaner   A2 

Brite-409  Trolley  Oil    HI 

Chloro-Brite Al 

Chloro-Brite  I    Al 

Chloro-Brite  II  Al 

Chloro-Brite  m  Al 

Concentrated  Inhibtd  Muriatic  Acid 

Clnr  A3 

CD  Cleaner  D2 

De-Grease    Kl 

Digestant  250 L2 

Drain-Away  LI 

Egg  Brite  Egg-Washing  Detergent  Ql 

Emlsn  Engine  Dgrsr  Tar  &  Asphlt 

RmvrJell   CI 

Floor  Brite  Al 

Foam  &  Kleen  D  Al 

Foam  Brite  All  Purpose  Cleaner    CI 

Free  Up  Nut  &  Bolt  Loosener  H2 

Grease  Away  Al 

Grease  Cutter A4 

Laundry  Detergent  Liquid Bl 

Lemon  Sewer  Sweetener CI 

Liquid  Hand  Soap  El 

Liquid  Sanitizer  Disinfectant    D2 

Lube  All  Gear  Oil  85W/140  H2 

Lube-All  Gear  Oil  80W/90  H2 

Lube-All  Hydraulic  Oil  ISO- 32   H2 

Lube-All  Hydraulic  Oil  ISO-46   H2 

Lube- All  Hydraulic  Oil  ISO-68   H2 

Mint  Deodorant  CI 

Multi-Purpose  Industrial  Degreaser-Clnr  A 1 

Non-Acid  Lime  and  Scale  Remover    ..  CI 

Oven  Solve    A8 

Packers  Tech  50  White  Oil   HI 

Paint  Remover  C3 

Penetrating  Oil  H2 

Precision  Instrmnt  &  Electmc  Parts  Clnr  K2 

Prime  Coat  PI 

Ready-To-Use  Non-Flammable  Solvent 

Dgrsr  Kl 

Sam-Plus   D2 

Sani-Plus    D2 

Shine  &  Shield    CI 

Silicone  Lube HI 

Spray  Fog    Fl 

Stericide  Dl 

Super  Power  #2  A4 

Super  Solv  #2   A4A8 

Trolley  Lube   HI 


Brite  House  Company,  The 

Arcade  Pine  Oil  Disinfectant   CI 

Bleach    B1JJ2 

Omni  Spray  B2.C1 

Pine  Oil  Cleaner   CI 

Brite  Ideas 

Wenol  Plus  K  Metal  Polish    A7 

Broadmoor  Products  Incorporated 

A-l  Cleaner  Al 

Broadmoor  CC  Plus    Al 

Clean-Up   Al 

Cleaner  Chlor  SF  Plus    Al 

Cleaner  CC    Al 

Cleaner  GP    Al 

Cleaner  SH    A2 

Cleaner  1200  Al 

Cleaner  225-C  A2 

Cleaner  308-C   A2 

Cleaner  408C  Al 

Cleaner  425-C  Al 

Cleaner  777  A2 

Cleaner  780  Foam  Liquid  Al 

Cold  Room  Cleaner A5 

Conditioner  FM  G2 

Conveyor  Lube   Al 

Electronic  Component  Cleaner  K2 

Foam  Special  Al 

Foam-Clean  Al 

Green  Stuff  E4 

HA-11    Al 

Jell  Special Al 

Key  Clean   A4 

Laundry  Power   Bl 

LCP   Al 

Metal  Prep  A3 

Moor  Chlor   Al 

MoorChlor-NF  Al 

Moor  Clean  CC  Al 

Moor  Clean  STL  A2 

Moor  Clean  30-K    A3 

Moor  Clean  425-C    A2 

Moor  Clean  6-BLL  Bl 

Moor  Clean  6-D    Al 

Moor  Clean  6-G    Al 

Moor  Clean  6-HC  Al 

Moor  Clean  6-K    Al 

Moor  Clean  6-86  Al 

Moor  Clean  6-88  Al 

Moor  Clean  71    A4 

Moor  Clean  95    A3 

Moor  Lube-H HI 

Moor-Lube  Industrial  Strength  Lubri- 
cant     H2 

Moor-Pen  Industrial  Strength  Penetrant  H2 

MC  #3   A3 

MC  Chlor  SF  Plus    Al 

MC  Metal  Prep   A3 

MC  Safe  Chlor    Al 

MC  Smokehouse  Cleaner  SF  A2 

MC30K    A3 

MG-1210  G6 

MG-1410  G6 

MG-1510  G6 

MG-1520  G6 

MG-1524  G6 

MG-9010  G2 

Natural  Solv  C CI 

Natural  Solv  W  CI 

Naturalsolv CI 

Orange  Stuff   E4 

Pan  Wash  Al 

PDM-4  Al 

Smokehouse  Cleaner  SF  Plus  A2 

W1013  A4 

700  A4 

900  A3 
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Brody  Chemical 

Air  Freshener  CI 

All  Purpose  Cleaner   CI 

All  Purpose  Detergent  CI 

Automatic  Scrubber Al 

Bathroom  Cleaner  CI 

Citrus  Degreaser   CI 

Cleaner  Concentrate    CI 

Concrete  Cleaner  CI 

Dishmachine  Descaler A3 

Dishmachine  Liquid    Al 

Disinfectant/Sanitizer    D2 

Fat  Fryer  Cleaner    A8 

Floor  Cleaner A4 

Grill  Cleaner  A8 

Hand  Soap  E4 

Industrial  Degreaser    A4 

Kitchen  Degreaser  A8.C1 

Non-Butyl  Degreaser Al 

Oven  Cleaner A8 

Toilet  Bowl  Cleaner   C2 

Tub  and  Tile  Cleaner   C2 

Brody  Chemical,  Inc. 

Brody  Chemical  Air  Freshener CI 

Brody  Chemical  All  Purpose  Cleaner       CI 
Brody  Chemical  Bath  &  Tile  Cleaner      C2 

Brody  Chemical  Belt  Dressing  PI 

Brody  Chemical  Disinfectant   CI 

Brody  Chemical  Drain  Opener  LI 

Brody  Chemical  Dry  Lubricant    H2 

Brody  Chemical  Foam  Disinfectant  ....    CI 

Brody  Chemical  Glass  Cleaner CI 

Brody  Chemical  Insecticide  Fog    F2 

Brody  Chemical  Insecticide  Powder    ....  F2 

Brody  Chemical  Moisture  Guard  H2 

Brody  Chemical  Open  Gear  Lubricant     H2 

Brody  Chemical  Orange  Solvent   CI 

Brody  Chemical  Oven  Cleaner A8 

Brody  Chemical  Penetrating  Lubricant     H2 

Brody  Chemical  Protection  Spray    CI 

Brody  Chemical  Residual  Insecticide  ....  F2 

Brody  Chemical  Safety  Solvent  K2 

Brody  Chemical  Silicone  Lubricant  ....    HI 

Brody  Chemical  Stainless  Polish   A7 

Brody  Chemical  Vandal  Mark  Remover  CI 
Foaming  Germicidal   C2 

Brogdex  Company 

Cleansan  537-2   D2 

Brookmeade  Hardware  &  Supply 
Company 

Emerald  Magic  Hand  Cleaner    El 

Orange  Touch    E4 

Brookside  International 

Cleaner  and  Degreaser  500  CI 

Brothers  Janitorial  Supply 

Brothers  Coconut  Oil  Liquid  Soap  El 

Brouk  Co. 

Absorb-Up  Jl 

Broward  Supply  Company 

Poly  1  Extra  Heavy  Duty  Cleaner- 
Dgrsr.    A4.A8 


Brown  FoodService 

Industrial  Degreaser    A4.A8 

Brown  Janitor  Supply  Co.,  Inc. 

Steen  Clean  &  Shine  CI 

Steen  Problem  Solver  CI 

Brown  Pharmaceutical  Co.,  Inc., 
The 

Heliogen  Sanitizer  D1.Q6 

Brown  Supply  Company 

Brownie  Citrus  Degreaser CI 

Brownie  Clear  Shine  CI 

Brownie  Super  Power  Al 

Brownie  Total  "Bathroom  Cleaner"  ....  C2 

Sparkle  Glass  &  Window  Cleaner  CI 

Velvette  Lotionized  Antiseptic  Hand 

Soap    E4 

Brown,  C.  D.  Company,  Inc. 

Energy  Plus  CI 

Phos  A3 

Pine  Magic CI 

Polar A5 

Premier Al 

Prestige    D2 

Topnotch   Al 

61   A4.C1 

613  A4.C1 

Brownsey,  L.  M.  Supply  Co. 

Automatic  Floor  Scrubber  Cleaner CI 

Bro-Det  Extra  Heavy  Duty  Cleaner 

Dgrsr  A4.A8 

Bro-Syn  All  Purpose  Cleaner  A4 

Brotol  No.  120    A4 

Citrus  Cln  Hvy  Dty  Non-Butyl 

Dgrsr  Clnr A4.A8 

Clear  Reflections  CI 

Exceed  C2 

Foamanol  Hand  Dish  Wash  Liquid    ....    Al 

Hand  Soap  El 

Liquid  Hand  Soap  El 

Problem  Solver   CI 

Vandal  Mark  Remover  CI 

Bruce  Supply  Co.,  Inc. 

Fluff  El 

Kleen  View   CI 

Rocky A4 

Tuffy   Al 

Bruce  Watkins  Supply 

Safe  Bowl  Brite C2 

Brugarolas,  S.A. 

Beslux  Blanco  Cadenas HI 

Beslux  White  Food  Grease  H2 

Brulin  &  Company,  Inc. 

Aerosol  "304"    CI 

All-Purpose  Cleaner/Degreaser CI 

Aqua-Safe    A4 

Bio-Zyme LI 

Bowlaide   C2 

Bowlette  C2 

Broadspec  128  CI 

Broadspec  256  CI 

Brulin  Cleanser  A6 


Brulin  E2  Skin  Cleanser  E2 

Brulinfoam  El 

Chyna-Bryte Al 

Cleaner/Degreaser  Concentrate CI 

CDQ A4 

CDQ  Aerosol  C2 

CL600    A2 

CL610    A2 

De-Odor  3600   CI 

Dish  Bright    Al 

Disinfectant  Cleaner  #6 A4 

Epitaph  3  Fl 

EXP  3385  Freezer  Cleaner  A5 

Formula  #350    Fl 

Formula  D-370    K3 

Formula  Five  CI 

Formula  71  Creme  Cleanser  A6 

Formula  815  GD  Al 

HP  Cleaner    Al 

Jet-O-Cide   C2 

KlearKut  Al 

LuberB   H2 

Medicated  Lotion  Soap  E4 

MKT/SANN.R D2 

Nature-Sol  Emulsion  CI 

Nature-Sol  Gel CI 

Nature-Sol  100    CI 

No-Foam   Al 

NPD  Unicide  128    CI 

NPD  Unicide  256   CI 

Octo-Solve  Al 

Oven  &  Grill  Cleaner  A8 

Quat  Clean  D2 

Quick  Spray  CI 

Quick  Spray  HD   CI 

QS4    D2 

Rust  and  Scale  Solvent  A3 

RTU  Liquid  Oven  &  Grill  Cleaner   ....  A8 

San-O-Han  El 

Sewer  Compound  #550  LI 

Silicone  Spray  HI 

Solvent  #3812   K2 

Solvent  Degreaser  Kl 

Solvent  Degreaser  (Aerosol)  K2 

Solvent  Degreaser  BT  K2 

Spray  Glass   CI 

Spray  Glass  RTU    CI 

Stay-Loose  (Aerosol)    CI 

Strike/3    Fl 

Sudsdown    Al 

Syndex  Al 

300  Cleaner  A4 

300-QR    A4 

711-SC  A2 

711SCHF  Al 

815  MX  HF  Al 

815  QR    CI 

815-MX  Al 

815AA  Al 

Bruske  Products 

Blot-It    Jl 

Release  D'Grease Al 

Skim-It  Al 

Bryan  Foods 

Bryan  Foods  L200 Al 

Bryan  Foods  L212 Al 

Bryan  Foods  L222 Al 

Bryan  Foods  L225 Al 

Bryan  Foods  L750 D2 

Bryan  Foods  PI  35  A2 

Bryan  Foods  P301  Al 

Bryan  Foods  P375  A2 

Bryan  Laboratories 

All  Purpose  Cleaner   A8 

B.L.  0080  D2 
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B.L.  0088  C2 

B.L.  1425 A4 

B.L.  244 F2 

B.L.  6666 Fl 

Bryan's  Mate  CI 

Free  It  Penetrating  Oil  &  Rust  Remover  H2 

Free-It    H2 

OWow  CI 

Power  Foam CI 

Ruff  N  Tuff    E4 

Soft  N"  Smooth   E4 

Super  Foam  CI 

Tuff  &  Ruff E4 

Bubeck  Service  Agency,  Inc. 

Boiler  Anti-Foam    G6 

BSC-101  G7 

BSC-226  G6 

BSC-233  G6 

BSC-234  G6 

BSC-235  G6 

BSC-236  G6 

BSC-237  G6 

BSC-241  G6 

BSC-244  G6 

BSC-249  G6 

BSC-250  G6 

BSC-253  G6 

BSC-287  G6 

BSC-288  G6 

BSC-295  G7 

BSC-393  G5 

Bubeck  Water  Services,  Inc. 

BWT-211  G6 

BWT-212  G6 

BWT-214 G7 

BWT-215  G7 

BWT-216  G6 

BWT-220  G6 

BWT-244 G6 

BWT-247  G6 

BWT-248 G7 

BWT-249  G6 

BWT-251  G6 

BWT-286  G6 

BWT-288  G6 

BWT-290  G7 

BWT-295  G7 

PWT-227  G2 

PWT-229  G2 

RLT-230    G6 

RLT-231    G6 

RLT-232    G6 

RLT-233    G6 

RLT-234 G6 

RLT-236    G6 

RLT-237    G6 

RLT-238    G6 

RLT-240    G6 

Buck  Head  Chemical  Company 

After  Glow CI 

All  Purpose  Liquid  Cleaner  Citrus  Scent  CI 
Axcel  Conrete  Etching  Compound  #204  A3 

Back  Track  Product  No.  007    A4 

Bug  Ban  Premier  Insecticide  #900  Fl 

Captain  Non  Irrit.  Dp  Cln  Pumc  Soap 

#402    E4 

Catapult  HI 

Chomp  L2 

Dead  End  Product  No.  020 F2 

Dream  Creme  Product  No.  021    A6 

Easy  For  Me  Total  Cleaning  Chem 

Cmpd#006 Al 

Electain  Prem.  Grd  Elctmc  Solv  Cln 

#909    K2 

Eliminator   H2 

Fine  Shine  Wtr-Bs  Stnls  Steel  Maint 


#902    A7 

Good  Stuff  El 

Pinnacle  Rplcmnt  for  Petro.  Slvnts  #002  CI 

Pursuit  BZ-304X  CI 

Renew  Solvent  Degreaser  &  Spot  Clnr 

#907    K2 

Resolve  Product  No.  019    K2 

Retain  Frozen  &  Rusted  Pts  Release 

#920    H2 

Rose  Bowl  C2 

Shot  Down  Wasp  Hom&Yell  Jacket  Kir 

#901    F2 

Slush  Air  Cond.  Tower  Clnr  &  Dsclr 

#202    A3 

Smart  Start  CI 

Stubby   CI 

System  Wise   G6 

Thermite  Acid  Air  Cond&Heat  Coil 

Cln#203 A3 

Tiger Al 

Tiger  Extreme  Duty  Cleaner  Cone.  #001  A4 
Transit  Boiler  Descaling  Compound 

#207    A3 

Turcon-S    LI 

Wide  Open  Di-Phase  Dm  Ln 

Opn&Mntnr  #201  LI 

Zytox  Inhibited  Acidic  Anti  Oxidant 

#200    A3 

10  Spot  Dermal  Antiseptic  Hand  Clnr 

#401    E4 

Buck  Head  Products  and  Systems 

Burlee Al 

Buckeye  International,  Inc. 

Buckeye  Acid  Bright A3 

Buckeye  Blue    A4.C2 

Buckeye  Bol-Clean  C2 

Buckeye  Bug-M    F2 

Buckeye  Dets Bl 

Buckeye  Down  &  Out    LI 

Buckeye  Dy-Phase  Bowl  Cleaner C2 

Buckeye  Dysept E2 

Buckeye  Dyshamatic  Al 

Buckeye  Glad-Lath'r  CI 

Buckeye  Glint  A7 

Buckeye  Liberate Al 

Buckeye  Middleweight  A4.A8 

Buckeye  Sani-Care  Quat-128   Al 

Buckeye  Sani-Q D2 

Buckeye  Sanicare   CI 

Buckeye  Sanicare  Lemon  Quat    A4.C1 

Buckeye  Sanicare  Mint  Quat   A4.C1 

Buckeye  Sanicare  Pine  Quat A4.C1 

Buckeye  Sanicare  Quat-128   A4.C1 

Buckeye  Sanicare  Quat-256   A4.C1 

Buckeye  Sanicare  Quat-64  A4,C1 

Buckeye  ShopMaster CI 

Buckeye  Sparkle   C2 

Buckeye  Spray  Clean   Al 

Buckeye  Straight-Up  CI 

Buckeye  Ten-4    CI 

Buckeye  Two-O-One    A4 

Buckeye  XL-100  CI 

Buckeye  2002   A7 

Workout  CI 

Buckley  Chemical  Company 

C124  Greasemaster  LI 

Buckley's  Janitorial  &  Paper 
Supplies 

Medi-Surg  Antiseptic  Lotionized  Liq 

Soap    El 

Pine  Pine  Odor  Disinfectant  CI 

Pink  Dish  Soap  Al 


Buckman  Laboratories,  Inc. 

Aery  G7 

Bronam  5  G7 

Bulab  9534    G6 

Bulab  9537    G6 

Bulab  9538    G6 

Bulab  9540    G7 

Bulab  9541    G6 

Bulab  9708    G6 

Bulab  9710    G6 

Busan  25    PI 

Busan  77    G7 

Busan  90   PI 

Busperse  47  PI 

BPS  320  G5 

BPS  321  G7 

BPS  322  G7 

BPS  323 G7 

BPS  327  G7 

BPS  328  G5 

BPS  3301  G6 

BPS  3302 G6 

BPS  3303  G6 

BPS  3320 G6 

BPS  3321  G6 

BPS  3322 G7 

BPS  3323 G6 

BPS  3340  G6 

BPS  3341  G6 

BSI  75   G6 

BSI  82  G6 

BSI  84  G6 

Casi  709  G7 

Casi  773  G7 

Casi-4 G6 

Dimet  G7 

DHI  6 G7 

DMAD  G7 

EAG  G7 

Hicat-1  LI 

M-5-1  G7 

MECT-5-CT    G7 

MTC-10  G7 

MTC-10WB  G7 

Phos  6    G6 

Phos  7    G6 

Spac  G6 

SADA    G7 

SASE  G6 

SDMBT  G7 

SPAD  G6 

TCMTB  1030    G7 

WSCP    G7 

WSCP-2  LI 

Bueno  Inc. 

Grease  Buster    A4 

Hand  Saver   E4 

Klean  All  A4 

Odor  Fresh CI 

Steamer  10  Al 

Steamer  20  Al 

Buffalo  Cleaning  Chemicals,  Inc. 

B.C.C.  108  Al 

B.C.C.  234  CI 

B.C.C.  311  CI 

B.C.C.  530-2  Al 

B.C.C.  731  A2 

BC-72  Bol  Maid  C2 

BCC  140C  Al 

BCC  141    Al 

BCC  260   Al 

BCC  268   A3 

BCC  286   A2 

BCC-351  Smokehouse  Cleaner    Al 

BCC-364   Al 

BCC-642   A3 
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BCC850-2   A2 

Pot-N-Pan  #145  Al 

RA/25  Insecticide  Spray  F2 

354  A2 

Buffalo  Industrial  Chemicals,  Inc. 

ALA  Boiler  Water  Treatment   G6 

B.I.C.  Steam  &  Condensate  Treatment  G6 

Formula  BR-1595-T   G5.G7 

Formula  DL-1543  G5.G7 

Formula  DL-1545   G5.G7 

Formula  DL-1546  G5.G7 

Formula  1115    G7 

Formula  1116    G7 

Formula  1117    G7 

Formula  2000-F G6 

Formula  2001-F G6 

Formula  2002-F G6 

Formula  2003-F G6 

Formula  2025-F G6 

Formula  2026-F G6 

Formula  2027-F G6 

Formula  2028-F G6 

Formula  2030-F G6 

Formula  2031-F G6 

Formula  2032-F G6 

Formula  2033-F G6 

Formula  2050-F G6 

Formula  2051-F G6 

Formula  2052-F G6 

Formula  2053-F G6 

Formula  2060-F G6 

Formula  2061-F G6 

Formula  2062-F G6 

Formula  2070-F G6 

Formula  2071-F G6 

Formula  2072-F G6 

Formula  2080-F G6 

Formula  2081-F G6 

Formula  2082-F G6 

Formula  2083-F G6 

Formula  2186-F G6 

Formula  2187-F G6 

Formula  2201-F G6 

Formula  2220-F G6 

Formula  2360-F G6 

Formula  2980-F PI 

H.P.P.  Boiler  Water  Treatment G6 

R.L.T.  Return  Line  Treatment   G6 

Buffalo  Soap  Corporation 

#1301  Bake  Pan  Cleaner Al 

#1302  Ammoniated  Floor  Cleaner  CI 

#1303  Low  Suds  Laundry  Detergent  ..    Bl 

#1304  Lemon  Deodorizer  CI 

#1305  Donut  Machine  Cleaner A2 

#1306  Oven  Cleaner  A8 

#1316  Glass  Cleaner  CI 

#1320  All  Purpose  Liquid  Cleaner A4 

#1321  All  Purpose  Powder Al 

#1324  140  Liquid  Hand  Soap  El 

#1326  120  Liquid  Hand  Soap  El 

#1330  Liquid  Laundry  Detergent  ....  A431 
P40  Pink  Lotion  Hand  Soap  El 

Bug  Man  Inc.,  The 

DryFogULD   Fl 

Building  Care  D\vJ 
Midland  Chicago  Corp. 

All  Purpose  Concentrate  A4 

Blue  Cleaner   CI 

Citrus  Cleaner/Degreaser    CI 

Cold  Solvent  Degreaser    K2 

Deluxe  Hand  Soap    El 

Emulsifiable  Solvent  Floor  Geaner  ....    A4 
Foaming  Degreaser  A4.A8 


General  Purpose  Degreaser Al 

Green  Cleaner  CI 

Heavy  Duty  Stripper  Degreaser  CI 

Heavy-Duty  Concrete  Etch  PI 

Liquid  Hand  Soap  E4 

Low  Foam  Cleaner  CI 

Neutral  Cleaner  A4 

Non-Acid  Porcelain  Bowl  Cleaner  C2 

Non-Ammoniated  Wax  Stripper  A4 

One  Step    A4 

Quarry  Tile  Cleaner    A4 

Quatron  H   D2 

Rinse  Aid  A4 

SR-1000  Seal  Remover C3 

Waterthane  Remover  C3 

Building  Equipment  &  Supply 
Corp. 

Besco  #100  Detergent  Al 

Besco  Heavy  Duty  Cleaner Al 

Building  Maintenance  Corporation 

HP-80  Contact  Cleaner  K2 

Skin  Guard E4 

Building  Maintenance  Supply 

Formula  "33"  A4 

Building  Services  Group  Inc. 

N233  Cleaner  Degreaser  A4 

Bulk  Specialty  Services 

BSS  A-320  Heavy  Duty  Meat  Room 
Cleaner   A4A8 

Bulkie,  Inc. 

Bulkie  Concentrate  FW  Al 

Bulkie  Concentrate  HD  Al 

Bulkie  Concentrate  XHD   Al 

Bull  Frog  Brand 

No.  102  Before  E2 

No.  150  Skum  Lifter A4 

No.  151  Air  Conditioner  Refrig.  Cleaner  A3 
No.  153  Metal  Cleaner  Acid  Action 

Type    A3 

No.  154  Grill  Frill  A8 

No.  155  Non  Acid  Pot  Shot  C2 

No.  161  Blue  Dew    CI 

No.  164  Cold  Toad  Al 

No.  165  Liquick    Al 

No.  166  No-Foam  Detergent    CI 

No.  168  Degreesir  A4 

No.  205  Oil  Foil   Al 

No.  207  Ruff-Stuff   A8 

Bull  Frog  Mfg.  Co. 

Tender  Loving  Care   E4 

Bullen  Companies,  The 

#256  Degreaser  Concentrate  Cleaner  ..    Al 

Acid  Foam  Cleaner  A3 

Ack-Ack  Insect  Spray  Fl 

Activ  O    A4 

Activ  Vm   Al 

Activ  VLTI  Hand  Cleaner  &  Sanitizer    ..  E2 

Activ  Vm  128-A CI 

Activ  Vm  2560A   CI 

Activ  Vm  28 D2 

Activ  Vm  64-A CI 

Activ  Vm-DSP  Al 


Activ  800  Al 

Activ  800  Superwet CI 

Ammoniated  Wax  Stripper  CI 

AFC-1    Al 

Blue  Max  A4.C1 

Boiler  Treatment  G6 

Brito  CI 

Captivate  Extra   CI 

Chemical  Cleaner  And  Deoxidizer A3 

Citrus  Cleaner  CD  CI 

Citius  Cleaner  NSC CI 

Citsolv   CI 

Clean  Crystal  CI 

Clean  N'  Safe    Al 

Clean  Up   CI 

Cold  Clean  Plus    A5 

Cold  Kleen A5 

Compactor  &  Kitchen  Insecticide    Fl 

CFC-101    Al 

CLP  A2 

CIP-2  A2 

Dazzle    CI 

Dermakleen  El 

Disinfectant-Sanitizer-Deodorizer D2 

Double  Power   Al 

Flocculant    LI 

Foam  Additive  Al 

Foam  Cleaner    C2 

Foaming  Activ  800  Al 

Food  Processing  Cleaner  and  Emulsifier  Al 

Glassheen  CI 

Grease  Cutter Al 

Grease  Emulsifier  &  Engine  Shampoo     Kl 

Grease  Off  A4 

Grease  Trap  Clnr  &  Drain  Field  Reno- 
vator       CI 

Hi  Sept400A A4 

Hi  Sept400A A4 

Hi-Sept CI 

Hi-Sept  400  CI 

HAC  Al 

HAC240  Al 

HD  Foaming  Detergent  A4 

Industrial  Lotion  Hand  Cleaner    El 

K.O.K A8 

Kettle  Cleaner  A8 

Lemo-Dis  CI 

Lime  Shine  Match  A3 

Lube  1100   A1JL2 

Lube  900  A1JL2 

LP  1   A3 

LPN  3    A3 

Medicated  Industrial  Lotion  Hand 

Cleaner   El 

Miracoil  2    PI 

Odor  Enz  CI 

Odor  Suppressant    CI 

Odorless  Wax  Remover  &  Heavy  Duty 

Clnr  A4 

Organic  Orange  CI 

Pine  Odor  Disinfectant  CI 

Pine  Quat  CI 

Pink  Cleaner  Concentrate  A4 

Pink  Lotion  Dish  Detergent   Al 

Pink  Lotion  Handsoap El 

Poten    A4 

Power  Cleaner  A4P1 

Power  Pak  D   CI 

Powr  Pak   A4 

Powr-Form  A4 

Pressure  Wash  Detergent   A4 

Pro-Sept  Dl 

PPM  1    Al 

PPM  2   Al 

PS  2  A3 

Release A4 

Residual  Insect  Spray  F2 

Roadtest  Al 

Rubber  Bum  Remover  &  Concrete 

Cleaner  CI 

Safety  Solvent  Kl 

Scale  Remover A3.P1 


11-70 


Scavenger G6 

Sept  One  400  CI 

Sept  One  400A   Al 

Sept  One  400A   Al 

Sept-One    D2 

Septin  C2 

Septin  P.F A4 

Septin  P.F.  400   CI 

Septin  PF400A  Al 

Septin  PF400A  Al 

Spearmint  C2 

Spontaneous  Emulsifier Al 

Spontaneous  Emulsifier  F  Al 

Spontaneous  Emulsifier  H.D Al 

Stainless  Steel  Polish    CI 

Steam  And  Return  Line  Treatment    ....  G6 

Steel  Shine  CI 

Sulfonyl  I  A4 

Sulfonyl  0  A4 

Sulfonyl  IV   A4 

Super  Grease  Cutter   Al 

SEO  Cleaner  Degreaser    A4 

Ure-Strip    C3 

View  Clean   CI 

Water  Base  Residual  Insect  Spray  II  ....  F2 

Whirlpool  C2 

Winterinse   CI 

1096  CI 

1097  A4 

1098  CI 

1099  CI 

15%  Handsoap El 

40%  Coconut  Oil  Handsoap  El 

803  Heavy  Duty  Steam  Cleaner  Al 

Bunzl  Consolidated  Packaging,  Inc. 

Bunzy  Meat  Room  Sanitizer D2 

Bunzl  Corporation 

Bunzy  All  Purpose  Cleaner    A4.C1 

Bunzy  Butyl  Degreaser  A4 

Bunzy  Coconut  Hand  Soap E4 

Bunzy  Creme  Cleanser  A6 

Bunzy  General  Purpose  Disinfectant 

Clnr  C2 

Bunzy  Glass  Cleaner  CI 

Bunzy  Heavy  Duty  Foaming  Degreaser  A 1 

Bunzy  Low  Acid  Bowl  Cleaner  C2 

Bunzy  No-Rinse  Disinfectant  D2 

Bunzy  Non-Acid  Bathroom  Cleaner    ..  C2 

Bunzy  Non-Butyl  Degreaser A4 

Bunzy  Pine  Cleaner CI 

Bunzy  Pink  Lotion  Hand  Soap  E4 

Bunzy  Super-Strength  Bowl  Cleaner  ..  C2 


Bunzl  I  .S.A.  Tampa,  Inc. 
Total  


Al 


Bur-Chem  Products  Inc. 


Bur-Chem  Brand  Cold  Room  Cleaner  A5 

Kitchen  Kleen  Up  Al 

Burge  Incorporated 

Break  Bl 

Color  Safe  Oxygen  Bleach  Bl 

Liquid  Laundry  Booster   Bl 

Liquid  Laundry  Destainer  Bl 

Burgess  Chemical  Corporation 

BAC  Burgess  Active  Cultures   CI 

Gean  Lemon  Disinf.-Deod. -Cleaner    ..  CI 

Clean  Mint  Disinf.-Cleaner  Deodorant  CI 

Clean  Pine  Disinf. -Cleaner-Deodorant  CI 

Mighty  Mike  Al 


Burke  Supply  Co.,  Inc. 

Blaze    Al 

Burks  Janitor  Supplies,  Inc. 

Burko  Zip-Kleen  Al 

Kleen-Kreem   El 

Burlington  Bio-Medical  &  Scientific 
Corp 

Roach  Stoppers   F2 

Burman  Indust.  Chemical  &  Paper 
Co.  Inc. 

Finest  CI 

I.C.P.  Super  Concentrated  Cleaner  A4 

Mighty  Kleen  Concentrate   Al 

Burnishine  Products,  Inc. 

Bumishine  19    A7 

Heavy  Duty  Concentrated  Cleaner  Al 

KleerBrite  Al 

Burns  Chemical  Systems,  Inc. 

Iodette  Disinfectant  D2 

Bums  Chemical,  Inc. 

BurchemTL-192-A  Al 

Burchem  TL-192-B  Al 

Burchem  TL-192-C  Al 

Burchem  TL-193-A  A3 

Burchem  TL-193-B  Al 

Busch  Incorporated 

R-530  Vacuum  Oil    H2 

R-540  Vacuum  Oil    H2 

R-568  Flushing  Oil  H2 

R-580  Vacuum  Oil    H2 

R-590  Vacuum  Oil   H2 

RL-600  Laboratory  Vacuum  Oil    H2 

Bush  Bros  Inc. 

Food  Equipment  Oil   HI 

Busy  Bee  Hardware 

Kemade  General  Purpose  Cleaner 

Heavy  Dty Al 

Pride  Concentrated  Powdered  Bleach  Bl 
Pride  Concrete  Floor  Cleaner  Heavy 

Duty    A2 

Pnde  Concrete  Floor  Cleaner  Reg.  Duty  Al 

Pride  Pressure  Wash  Compound    Al 

Star  Liquid  Hand  Soap  El 

Tune  Controlled  Suds  Detergent    ....  A1.B1 

Butcher  Company,  The 

Blast  Al 

Bright  C2 

Butcher's  Charge  Bowl  Cleaner  C2 

Butcher's  Charge  Bowl  Cleaner  C2 

Butcher's  Clockwork  Di- 

sin.Deo. Sanitizer D2 

Butcher's  Cross  Check  Germicidal  Spy 

Cln CI 

Butcher's  Deodorant   CI 

Butcher's  Double  Play  Creme  Cleanser  A6 

Butcher's  Equator    CI 

Butcher's  Hot  Springs  Cleaner  CI 

Butcher's  Hot  Springs  Cleaner  No  Frag.  Al 

Butcher's  Night  &  Day  Oven  Cleaner  A8 


Butcher's  Pearly  Tile  &  Grout  Cleaner  CI 
Butcher's  Quantum 

Con.Detrgt.Disinf.Deo A4 

Butcher's  Quest  Germicide  Cleaner  ....  Dl 
Butcher's  Red  Rocket  Multi-Purpose 

Dgrsr  Al 

Butcher's  Rough  Rider  Emulsion  De- 
greaser    A4 

Butcher's  Stainless  Steel  Clnr.  &  Polish  A7 

Butcher's  Steam  Cleaner  Al 

Butcher's  Sundance-Q  Dsnf  Non-Alk. 

Clnr CI 

Captain  Quick  Stripper  A4 

Command  Center  Acid-Free  Washroom 

Clnr  CI 

Command  Center  Citrus-Scent  Deodo- 
rant      CI 

Command  Center  Floral-Scent  Deodo- 
rant      CI 

Command  Center  Fresh-Scent  Deodo- 
rant      CI 

Command  Center  General  Purpose 

Cleaner   CI 

Command  Center  Glass  Cleaner CI 

Command  Center  Heavy  Duty  Spray 

Cleaner   CI 

Command  Center  Multi-Purpose  De- 
greaser    A4 

Command  Center  Neutral  Floor  Cleaner  CI 

Crunch  Bird  For  Crawling  Insects  F2 

Crunch  Bird  For  Flying  Insects   Fl 

Dimension  256  Dsnfct.  Non-Alkaline 

Clnr  CI 

Foodguard  Systems  1  Class  F  Sanitzng 

Det Dl 

Foodguard  Systems  2  Class  G  Sanitizer  D2 
Foodguard  Systems  3  Hard  Surface 

Dgrsr  Al 

Foodguard  Systems  4  Pressure  Wshr 

Dgrsr  Al 

Foodguard  6  Pot  &  Pan  Cleaner    Al 

FoodGuard  Sys.  1  Class  F  Germicidal 

Clnr  Dl 

Glad  Hands   El 

Green  Submarine  Al 

Rough  Rider  Alkaline  Degreaser  Al 

Rough  Rider  Meatroom  Degreaser Al 

Silent  Screen  2    D2 

Speedball  Spray  Cleaner  CI 

SunBath  Deodorizing  Cleaner    CI 

V-Line  Cleaner   Al 

V/Line  Degreaser  and  Cleaner  Al 

White  Water  Foaming  Meatroom  De- 
greaser    Al 

5  Sanitizing  Hand  Cleanser    El 

Butler  Chemical  Co. 

BSC-645D  G7 

BT-174D   G7 

BT-71D   G7 

BT-73D   G7 

Citra-Kleen    CI 

CW-6057  G5 

HC-20D  G7 

Oxy-79-D G6 

PW-60-D  G3 

RC-70D   PI 

SC-175D    G6 

Butler  Company,  The 

Antiseptic  Hand  Soap  with  Triclosan  ....  El 

Butler  Paper 

Fury  #408    Al 

Ms.  Redi  All  Purpose  Cleaner  Al 

Pine-5  Deodorant  Cleaner CI 

Smooth-Twenty  Hand  Soap    E4 

Sparkle  Window  Cleaner    C2 
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Tribute  Disinfectant  Cleaner D2 

White  Pearl  Hand  Soap E4 

Zap  Cleaner  Degreaser  CI 

Butler  Paper/ 

A  Co.  of  Great  Northern  Nekoosa 

Corp. 

Leader  APC-12  All  Purpose  Cleaner  ..  A4 
Leader  HB-145  Heavy  Duty 

Cleaner/Dgrsr  A4 

Leader  QDS-1  Germ.  Spr&Wp 

Clnr&Surf  Deod  CI 

Leader  QT  15  Lemon  Odor  Disinf  Deod 

Clnr  A4 

Leader  ST  730  LemScnt  Stnls  Stl 

Clnr&Pol  CI 

Leader  SW  509  Spray  &  Wipe  Cleaner 

Dgrsr  CI 

Leader  TPC-17  Ceramic  Tile  &  Grout 

Rnvtr  A3 

Leader  WP-735  Penetrating  Lubricant  H2 
PerfeClean  Ambush  Roach&Ant  Kill. 

AMB-20    F2 

PerfeClean  Dis-O-Fect  Disinf  Deod 

DIS-20 C2 

PerfeClean  Dry  Spray  Insecticide- 

DRKYL-20  Fl 

PerfeClean  Flush  Acid  Drain  Open 

FLSH-32  LI 

PerfeClean  Foam-O-Cide  FoamDisCln- 

FOAM-20  CI 

PerfeClean  Glisten  Stnls  Stl  Clnr 

GLS-20  CI 

PerfeClean  Oven  Glo  Oven  Cleaner 

OG-20  A8 

PerfeClean  Sani-Cling  PorcClnr 

SANCLG-32  C2 

PerfeClean  Scouring  Creme  Clnsr. 

SCC- 32  C2 

PerfeClean  Slick  SLK-20   HI 

PerfeClean  Sparkle  SPKL-20  CI 

PerfeClean  Wht  Emul  Bowl  Sntzr 

BWLSAN-32    C2 

Butt,  H.  E.,  Grocery,  Company 

Fc  aming  Degreaser  Al 

Pot  &  Pan  Detergent  A4 

By-Pas  International  Corp. 

By-Pas   Al 

By-Pas  Formula  #21   A1.B1 

By-Pas  G-900    CI 

By-Pas  G-900    Al 

Byco  Specialty  Industrial  Supplies 

Dissolve-It  E4 

Bycoski,  C.T.,  Company,  Inc. 

Aqualite  G2 

Byo-Gon 

Byo-Gon  PX-109 LI 

Byrne  Laboratories,  Inc. 

A-l  Suds  Liquid  Detergent  Al 

All  Purpose  Cleaner  Concentrate  CI 

Chlorinated  400  Machine  Dish.  Com- 
pound      A2 

Dynall    CI 

Grade  1  Machine  Dishwashing  Com- 
pound      Al 

L-S-R  Lime  Scale  Remover  A3 

Liquid  Hand  Soap  El 

Ormac  Sanitizer-Cleaner  D2 


Oven  Cleaner A8 

Panshine  Pot  &  Pan  Hand  Dishwash. 

Compnd Al 

Pine  Disinfectant  #12   CI 

Pine  Disinfectant  #6 CI 

Window  Glass  Cleaner  CI 

5  Low  Foam  Detergent  Bl 

Bytech  Chemical  Corporation 

Tech  "44" Al 

C  &  C  Chemical  And  Janitorial 
Supply 

C-5  Concentrate A4 

C  &  C  Supply  Co. 

Sani  Klean  A3 

C  &  H  Chemical  Company 

Egg  Kleen   Ql 

H-21  Al 

H-220  Al 

H-25  A1.Q1 

H-28  A2 

H-33  Al 

H-55  LSP A4 

H-65  A2 

Hy-Tex  CI 

Shell  Wash Ql 

C  &  H  Chemical,  Inc. 

C  &  H  744  Grease  Remover    A8 

C  &  H  821    G6 

C  &  H  844    G6 

C  &  H  845    G6 

C  &  H  852B    G7 

C  &  H  856    G6 

C&H871    G7 

C&H  DDC D2 

C&H  Heavy  Duty  Cleaner  A4.C1 

C&H  No.  3   A3 

C&H  851  G6 

C&H  858  G6 

Germicidal  Detergent  and  Deodorant  ..  Al 

Pine  Kleen  CI 

Tropikleen  VI    CI 

Tuff-Guard  Al 

14EX-Grease  Release    Al 

C  &  J  Fastener,  Incorporated 

Adhesive  Spray  #920    PI 

C  &  J  Belt  Dressing  #792    PI 

C  &  J  Chain  &  Cable  Lubricant  #865  H2 

C  &  J  CJ-4    H2 

C  &  J  Electric  Motor  Degreaser Kl 

C  &  J  Food  Grade  Silicone  Spray  #590  K2 
C  &  J  Freon  Hi-P  Elctmc  Cntct  Clnr 

#800    K2 

C  &  J  TFE  Lubricant  #810 H2 

Cutting  &  Tapping  Fluid  #875  H2 

White  Grease  #990   H2 

C  &  J  Industries 

C  &  J  Accuscrub  Creme  Cleanser  A6 

C  &  K  Manufacturing  And  Sales 
Co. 

Zip-Saf-T-Kleen    Jl 

C  &  M  Chemicals,  Inc. 

Custom  Culture  L2 


C  &  M  Enterprises 

C  &M-  101  HD  Alkaline  Cleaner  ....  Al 

C  &  M  -  105  HD  Alkaline  Foam A 1 

C  &  M-  110  XHD  Caustic  Cleaner  ..  A2 
C  &  M  -  1 1 1  Chlorinated  Caustic 

Cleaner    Al 

C  &  M-103  HD  Acid  Cleaner   A3 

C  &  R  Products  Company 

Silicone  Food  Grade  Sealant  Aluminum  PI 

Silicone  Food  Grade  Sealant  Clear    PI 

Silicone  Food  Grade  Sealant  White  PI 

C  &  S  Chemical  Supply  Company 

Special  Boiler  Formula  No.  1  G6 

C  A  M  C  O  Lubricants/ 
Division  of  Cool  Air  Mechanical, 
Inc. 

Cameo  fmo-46  HI 

Cameo  FMG-460 HI 

Cameo  FMG-914 HI 

Cameo  FMO  Comp  Cleaner H2 

Cameo  FMO  42-46P  H2 

Cameo  FMO-32 HI 

Cameo  FM0^2-68  H2 

Cameo  FMO-460-68  HI 

Cameo  FMO-7-220  HI 

Cameo  FMO-7-680  HI 

Cameo  FMO-8-100  HI 

Cameo  FMO-8-220  HI 

Cameo  FMO-8-32  HI 

Cameo  FMO-8-68  HI 

Cameo  GFMO-100   HI 

Cameo  GFMO-150  HI 

Cameo  GFMO-220  HI 

Cameo  GFMO-32  HI 

Cameo  GFM0^6  HI 

Cameo  GFMO-68   HI 

Cameo  41-46  H2 

Cameo  717-HT  H2 

Cameo  9-100-HT H2 

Cameo  9-150-HT H2 

Cameo  9-220-HT H2 

Cameo  9-68-HT H2 

Cameo  91-32-HT H2 

Cameo  9M6-HT H2 

Citrosolve    CI 

FMO  1518-150   HI 

C  C  C  Research  Corporation 

C-Zyme   L2 

C  C  P  Industrial  Products 

Workbeaters  All  Purpose  Ammoniated 

Clnr  CI 

Workbeaters  All  Purpose  Cleaner    CI 

Workbeaters  Cherry  Scented  AllPurp. 

Clnr  CI 

Workbeaters  Heavy  Duty  Steam  Cleaner  Al 
Workbeaters  Low  Foam  Floor  Scrubber  Al 
Workbeaters  Steam  Cleaner  Al 

C  D  A  Distributors 

Sparkle  All  Purpose  Cleaner CI 

Sparkle  Ant  &  Roach  Killer  F2 

Sparkle  Dsnf  Spry  For  Health  Care  Use  CI 
Sparkle  Flying  &  Crawling  Insect  Killer  F2 
Sparkle  Germicidal  Bathroom  Cleaner     C2 

Sparkle  Glass  Cleaner  CI 

Sparkle  Oven  &  Grill  Cleaner   A8 
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CDC  Products  Corporation 

Liquid  Odor-End  CI 

Odor-End  CI 

Odor-End  Disc  Fresh  Air   CI 

Odor-End  Liquid  Baby  Powder  Fra- 
grance     CI 

Odor-End  Rim  Stick  CI 

Odor-End  Urinal  Screen  CI 

Odor-EndZymes    CI 

C  D.  Tabco  Inc. 

GP  Strip  Al 

HD-CC-2  Heavy  Duty  Chlorinated 

Cleaner   Al 

Pearly  E4 

Tabco  Caustic  Cleaner    A2 

Tabco  Chlorinated  Cleaner  HD    Al 

Tabco  MR- 50    A3 

Tabco  Rinse  Aid  Al 

Tabco  Stainless   A3 

Tabco  1003  HTA    A4 

Tabco  7003-M  H2 

1002  USDA  A2 

2002  CL Al 

2002  USDA  Al 

C  F  I  Cleaning  Products 

CFI  Challenge  Premium  Cleaning 

Cncntrt    A4 

C  F  S  Specialty  Division 

Road  Crew  CI 

C  H  2  O,  Inc. 

Alka-Add#606    Al 

Alka-Add#906   Al 

Alka-Max  972  A2 

Alka-Phos  #943  NF A2 

Alka-Safe  #970  NF  Al 

Alka-Shine  990  A2 

Alka-Solv  #959  Al 

Alubrite   Al 

Aqua-Cid  A3 

Bio-Solv  230  Al 

Chain  Life  #2    H2 

Chlor-Circ  #962 A2 

Chlor-Cling  937    Al 

Degreaser  Al 

Derma-San  E3 

Derma-Wash   E2 

Dubl  Duty   A3 

DOS-1    G7 

DOS-2   G7 

Econo-Foam  #949  Al 

Ever-Cid  F-601   A3 

Ever-Cid  F-610  A3 

Ever-Foam  F-520    Al 

Ever-Foam  F-521    Al 

Ever-Foam  F-522    Al 

Ever-KleenF-1001    Al 

Ever-Kleen  F-501    A4 

Ever-Kleen  F-502   Al 

Ever-Kleen  F-510   Al 

Ever-Kleen  F-5 11    Al 

Ever-Kleen  F-512   Al 

Ever-Kleen  9122  A2 

Ever-Kleen  9241   Al 

Ever-Kleen  9242  Al 

Ever-Kleen  9243  Al 

Foam-Max  #839    Al 

Hot  Shot    A2 

Ivr-San  M-155  D2 

IVR-San  M-166  D2 

Liqui-Circ  #931  Al 

Liquid  Blast  Al 

MC-Chlor968  Al 


MXT-1  G7 

Nitro  Vap  #961    A3 

Nitro-Circ  #963  A3 

Ova-Bloom  #979  Ql 

Ova-Bloom  #980  Ql 

Oxysafe   Al 

OH-K  Cleaner  A2 

Phos-Quat  30/10   D2 

Posca-13M  G6 

Posca-13S    G6 

Posca-13W  G6 

Posca-16M  G6 

Posca-16S    G6 

Posca-16W  G6 

Posca-2M  G6 

Posca-2S    G6 

Posca-2W  G6 

Posca-22M  G6 

Posca-22S    G6 

Posca-22W  G6 

Posca-24M  G6 

Posca-24S    G6 

Posca-24W  G6 

Posca-26M  G6 

Posca-26S    G6 

Posca-26W  G6 

Power  Plus  Al 

Product  #3212  G6 

Product  No.  0050    G6 

Product  No.  015    G6 

Product  No.  0153    G7 

Product  No.  0171    G6 

Product  No.  0212    G6 

Product  No.  0213    G6 

Product  No.  0214    G6 

Product  No.  0220    G6 

Product  No.  0231    G6 

Product  No.  0266    G6 

Product  No.  0266A  G6 

Product  No.  0267    G6 

Product  No.  0267A  G6 

Product  No.  0270    G6 

Product  No.  0281    G6 

Product  No.  0321    G6 

Product  No.  0322    G6 

Product  No.  0324   G6 

Product  No.  0370    G6 

Product  No.  0372    G7 

Product  No.  0373    G7 

Product  No.  0373-F G6 

Product  No.  0380    G6 

Product  No.  0382    G6 

Product  No.  0383    G6 

Product  No.  0384    G6 

Product  No.  0386    G6 

Product  No.  0387    G6 

Product  No.  0388    G6 

Product  No.  0389    G7 

Product  No.  0390    G6 

Product  No.  0391    G7 

Product  No.  0392    G7 

Product  No.  0393    G6 

Product  No.  0394   G6 

Product  No.  0396    G6 

Product  No.  0397    G6 

Product  No.  0398    G6 

Product  No.  0399    G6 

Product  No.  044    G6 

Product  No.  0655    G6 

Product  No.  0656    G6 

Product  No.  0657    G6 

Product  No.  090    G6 

Product  No.  2050    G6 

Product  No.  2147    G7 

Product  No.  2148    G7 

Product  No.  2149    G7 

Product  No.  215    G6 

Product  No.  2151    G7 

Product  No.  2153    G7 

Product  No.  2171 G6 

Product  No.  2212    G6 

Product  No.  2213    G6 


Product  No.  2214    G6 

Product  No.  2220    G6 

Product  No.  2231    G6 

Product  No.  2266    G6 

Product  No.  2266A  G6 

Product  No.  2267    G6 

Product  No.  2267    G6 

Product  No.  2267A  G6 

Product  No.  2270    G6 

Product  No.  2281    G6 

Product  No.  2321    G6 

Product  No.  2322    G6 

Product  No.  2324    G6 

Product  No.  2370    G6 

Product  No.  2372   G7 

Product  No.  2373    G7 

Product  No.  2374    G6 

Product  No.  2380    G6 

Product  No.  2382    G6 

Product  No.  2383    G6 

Product  No.  2384   G6 

Product  No.  2386    G6 

Product  No.  2387    G6 

Product  No.  2388    G6 

Product  No.  2389    G7 

Product  No.  2390    G6 

Product  No.  2391    G7 

Product  No.  2392    G7 

Product  No.  2393    G6 

Product  No.  2396    G6 

Product  No.  2399    G6 

Product  No.  244    G6 

Product  No.  2655    G6 

Product  No.  2656    G6 

Product  No.  2657    G6 

Product  No.  290    G6 

Product  No.  3050    G6 

Product  No.  3147    G7 

Product  No.  3148    G7 

Product  No.  3149    G7 

Product  No.  315    G6 

Product  No.  3151    G7 

Product  No.  3153    G7 

Product  No.  3171    G6 

Product  No.  3213    G6 

Product  No.  3214    G6 

Product  No.  3220    G6 

Product  No.  3231    G6 

Product  No.  3262    G6 

Product  No.  3266    G6 

Product  No.  3266A  G6 

Product  No.  3267    G6 

Product  No.  3267    G6 

Product  No.  3267A  G6 

Product  No.  3270    G6 

Product  No.  3281    G6 

Product  No.  3321    G6 

Product  No.  3322    G6 

Product  No.  3324    G6 

Product  No.  3370    G6 

Product  No.  3372    G7 

Product  No.  3373    G7 

Product  No.  3374    G6 

Product  No.  3380    G6 

Product  No.  3382    G6 

Product  No.  3383    G6 

Product  No.  3384    G6 

Product  No.  3386    G6 

Product  No.  3387    G6 

Product  No.  3388    G6 

Product  No.  3389    G7 

Product  No.  3390    G6 

Product  No.  3391    G7 

Product  No.  3392    G7 

Product  No.  3393    G6 

Product  No.  3396    G6 

Product  No.  3399    G6 

Product  No.  344    G6 

Product  No.  3655    G6 

Product  No.  3656    G6 

Product  No.  3657    G6 

Product  No.  374    G6 
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Product  No.  390    G6 

Product  No.  4050    G6 

Product  No.  4147    G7 

Product  No.  4148    G7 

Product  No.  4149    G7 

Product  No.  415    G6 

Product  No.  4151    G7 

Product  No.  4153    G7 

Product  No.  4171    G6 

Product  No.  4212    G6 

Product  No.  4213    G6 

Product  No.  4214    G6 

Product  No.  4220    G6 

Product  No.  4231    G6 

Product  No.  4266    G6 

Product  No.  4266A  G6 

Product  No.  4267    G6 

Product  No.  4267    G6 

Product  No.  4267A  G6 

Product  No.  4270    G6 

Product  No.  4281    G6 

Product  No.  4321    G6 

Product  No.  4322    G6 

Product  No.  4324    G6 

Product  No.  4370    G6 

Product  No.  4372    G7 

Product  No.  4373    G7 

Product  No.  4374    G6 

Product  No.  4380    G6 

Product  No.  4382    G6 

Product  No.  4383    G6 

Product  No.  4384    G6 

Product  No.  4386    G6 

Product  No.  4387    G6 

Product  No.  4388    G6 

Product  No.  4389    G7 

Product  No.  4390    G6 

Product  No.  4391    G7 

Product  No.  4392    G7 

Product  No.  4393    G6 

Product  No.  4396    G6 

Product  No.  4399    G6 

Product  No.  444    G6 

Product  No.  4655    G6 

Product  No.  4656    G6 

Product  No.  4657    G6 

Product  No.  490    G6 

Product  No.  5050    G6 

Product  No.  5147    G7 

Product  No.  5148    G7 

Product  No.  5149    G7 

Product  No.  515    G6 

Product  No.  5151    G7 

Product  No.  5153    G7 

Product  No.  5171    G6 

Product  No.  5212    G6 

Product  No.  5213    G6 

Product  No.  5214    G6 

Product  No.  5220    G6 

Product  No.  5231    G6 

Product  No.  5266    G6 

Product  No.  5266A  G6 

Product  No.  5267    G6 

Product  No.  5267    G6 

Product  No.  5267A  G6 

Product  No.  5270    G6 

Product  No.  5281    G6 

Product  No.  5321    G6 

Product  No.  5322    G6 

Product  No.  5324    G6 

Product  No.  5370    G6 

Product  No.  5372    G7 

Product  No.  5373    G7 

Product  No.  5374    G6 

Product  No.  5380    G6 

Product  No.  5382    G6 

Product  No.  5383   G6 

Product  No.  5384    G6 

Product  No.  5386    G6 

Product  No.  5387    G6 

Product  No.  5388    G6 

Product  No.  5389    G7 


Product  No.  5390  G6 

Product  No.  5391  G7 

Product  No.  5392  G7 

Product  No.  5393  G6 

Product  No.  5396  G6 

Product  No.  5399  G6 

Product  No.  544    G6 

Product  No.  5655  G6 

Product  No.  5656  G6 

Product  No.  5657  G6 

Product  No.  590    G6 

Product  No.  6050  G6 

Product  No.  6147  G6 

Product  No.  6148  G6 

Product  No.  6149  G6 

Product  No.  615    G6 

Product  No.  6151  G6 

Product  No.  6153  G7 

Product  No.  6171  G6 

Product  No.  6212  G6 

Product  No.  6213  G6 

Product  No.  6214  G6 

Product  No.  6220  G6 

Product  No.  6231  G6 

Product  No.  6262  G6 

Product  No.  6264  G6 

Product  No.  6266  G6 

Product  No.  6266A  G6 

Product  No.  6267  G6 

Product  No.  6267  G6 

Product  No.  6267A  G6 

Product  No.  6270  G6 

Product  No.  6271  G6 

Product  No.  6272  G6 

Product  No.  6277  G7 

Product  No.  6281  G6 

Product  No.  6321  G6 

Product  No.  6322  G6 

Product  No.  6324  G6 

Product  No.  6370  G6 

Product  No.  6372  G7 

Product  No.  6373  G7 

Product  No.  6374  G6 

Product  No.  6380  G6 

Product  No.  6382  G6 

Product  No.  6383  G6 

Product  No.  6384  G6 

Product  No.  6386  G6 

Product  No.  6387  G6 

Product  No.  6388  G6 

Product  No.  6389  G7 

Product  No.  6390  G6 

Product  No.  6391  G7 

Product  No.  6392  G7 

Product  No.  6393  G6 

Product  No.  6396  G6 

Product  No.  6399  G6 

Product  No.  644    G6 

Product  No.  6655  G6 

Product  No.  6656  G6 

Product  No.  6657  G6 

Product  No.  690    G6 

Product  No.  7050  G6 

Product  No.  7147  G7 

Product  No.  7148  G7 

Product  No.  7149  G7 

Product  No.  715    G6 

Product  No.  7151  G7 

Product  No.  7153  G7 

Product  No.  7171  G6 

Product  No.  7212  G6 

Product  No.  7213  G6 

Product  No.  7214  G6 

Product  No.  7220  G6 

Product  No.  7231  G6 

Product  No.  7266  G6 

Product  No.  7266A  G6 

Product  No.  7267  G6 

Product  No.  7267  G6 

Product  No.  7267A  G6 

Product  No.  7270  G6 

Product  No.  7281  G6 


Product  No.  7321    G6 

Product  No.  7322   G6 

Product  No.  7324    G6 

Product  No.  7370    G6 

Product  No.  7372    G7 

Product  No.  7373    G7 

Product  No.  7374    G6 

Product  No.  7380    G6 

Product  No.  7382    G6 

Product  No.  7383    G6 

Product  No.  7384    G6 

Product  No.  7386    G6 

Product  No.  7387    G6 

Product  No.  7388    G6 

Product  No.  7389    G7 

Product  No.  7390    G6 

Product  No.  7391    G7 

Product  No.  7392    G7 

Product  No.  7393    G6 

Product  No.  7396    G6 

Product  No.  744    G6 

Product  No.  7655    G6 

Product  No.  7656    G6 

Product  No.  7657    G6 

Product  No.  790    G6 

Product  No.  9147    G7 

Product  No.  9148    G7 

Product  No.  9149    G7 

Product  No.  9151    G7 

Product  6147U G6 

Product  6148U G6 

Product  6 1 51U G6 

Product  6256U G6 

Product  6256UA   G6 

Product  6257U G6 

Product  6266U G6 

Product  6267U G6 

Product  6322U G6 

Product  6324U G6 

Product  6655U G6 

Product  6656U G6 

Rid-Skid  #909  A4 

Safe-T-Phos  965   A3 

Sani-Quat  II  D2 

Sani-Quat  969   D2 

Sanionic  #859   A3 

Smokc-A-Way  A8 

Snow-Kleen  A2 

Sulfa-Ma*  #958  A3 

TEI-1    G7 

TEI-2  G7 

TEI-40  G7 

Viru-Ban  128  Al 

C  I  D  C  O  Inc. 

Ballistol  Spray  H2 

CIR 

Cavalier  Contact  Cleaner    K2 

CIR  Clear  Glass  Cleaner CI 

CIR  Lube  N.F H2 

CIR  M.D.  Moisture  Displacer    H2 

LGR  Red  Spray  Grease    H2 

C  K  Enterprises,  Inc. 

Alkaline  5512    A2 

Aluma  Kleen  Al 

Aluma  Kleen  Plus  Al 

Bac-Off   E2 

Bac-Off  Hand  Wash  Sanitizer   E2 

Big  Orange  Waterless  Hand  Cleaner  ....  E4 

Chlor  SF  Plus    CI 

Chlorinated  CIP  Powder  A2.Q1 

Citru-Solv    CI 

Citrus-Solv  Heavy  Duty  Degreaser   ....  CI 

Cleaner  Chlor  SF  Plus    Al 

Cleaner  Defoamer  S   Al 

Cleaner  Liquid  Chlor  Plus    Al 
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Cleaner  223C  A2 

Cleaner  302  C  A2 

Cleaner  304C  A2 

Cleaner  402  Al 

Cleaner  402-A  Al 

Cleaner  402-AL  A1JI2 

Cleaner  402A Al 

aeaner412C  A2 

Cleaner  416C  Al 

Cleaner  425-C  A2 

Control-It  D2.Q3 

Crete  Clean  Concrete  Cleaner    CI 

CK  Bleach  Bl 

CK  Concentrate  A4 

CK  Concentrate  All  Purpose  Cleaner  ..  A4 

CK  Laundry  Detergent   Bl 

Desector  Fl 

Di-San  DF  D2 

Dica-Quat D2 

Duralube  Gear  Oil  SAE  140 H2 

Duralube  Gear  Oil  SAE  80W-90  H2 

Duralube  Gear  Oil  SAE  90 H2 

Duralube  Gear  Oil  90-140    H2 

Duralube  Industrial  Oil  15   H2 

Duralube  Industrial  Oil  30   H2 

Duralube  Polymer  Grease  208   H2 

Foam  It-Plus   Al 

FoamKleen60   Al 

Foam-It    Al 

Foam-It  Foam  Generating  Concentrate  Al 

Foaming  Disinfectant  Cleaner    CI 

Formula  100    A3 

Formula  512  Controlled  Foam  Alkln. 

Clnr A2 

Fryer  Clean   A8 

Fryer  Geaner  II  A2 

Hand-San  E2 

Heavy  Duty  Chlorinated  Cleaner  A2 

Hy-Alk  A2 

Jelling  Agent  Al 

K-Brite  100  A3 

K-Brite  220  A3 

K-Brite  330  A3 

K-Draw  165 HI 

K-Draw  67  HI 

K-Foam  Lo    Al 

K-Foam  RF  Al 

K-Foam  Smokehouse  Cleaner    A8 

K-Foam  Supreme    Al 

K-Foam  SF  Plus    Al 

K-Foam  SFP  Al 

K-Foam  SHC A8 

K-Glow  Bathroom  Cleaner  with  "Cling"  C2 

K-Gnt  Skin  Cleanser C2 

K-Kleen  CHD  A2 

K-Kleen  12   A2 

K-Kleen  512    A2 

K-Pine  Scent  Disinfectant  CI 

K-Quat  4   D2 

K-San  D2 

K-SanPlus  B1J)2,G4,Q4 

K-Solv  Safety  Solvent K2 

Kloro-Brite A2 

Lemon  Odor  Control  CI 

Lift  Away  Hand  Cleaner E4 

Lift-Off    Al 

Lift-Off  Concentrated  Cleaner   Al 

Liqua-Klor  CIP  Al 

Liqua-Klor  CIP  Al 

Liquid  Enzyme  Plus   L2 

Liquid  Laundry  Booster   Bl 

Liquid  Laundry  Detergent Bl 

Liquid  512  Al 

Master  Foam   Al 

Metal  Conditioner  30-K    A3 

Penetrant  Lubricant  H2 

Pink  Pal  Antiseptic-Lotion  Hnd&Body 

Soap    El 

Powdered  Enzyme  Plus L2 

Powdered  Smokehouse  Cleaner  A2 

Rapid  Foam  Heavy  Duty  Foaming 

Cleaner  Al 


Rapid  Foam  U  Al 

Rapid  Foam  Plus  A2 

Sani-Dip  QT    E3 

Silicone  Spray  Lubricant H2 

Smokehouse  Cleaner  Liquid  A8 

Sof-Touch  Fabric  Softener  B2 

Stainless  Steel  Cleaner  &  Protector  ....  A7 

Super  Foam  Al 

Thick  TM  Pink  Hand  &  Body  Soap    El 

Trolley  Dip  400  HI 

Winda-Brite  Glass  Cleaner  CI 

WT-17   G6 

C  L  C  Lubricants  Co. 

CLC  Lube  APG-85W140  Red  Cling  ..  H2 

CLC  Lube  APG90  Red  Cling    H2 

CLC  Lube  CU-150-LP  HI 

CLC  Lube  HO  10W40   H2 

CLC  Lube  HO-149-Z  H2 

CLC  Lube  HO-299-Z  H2 

CLC  Lube  HO-499-Z  H2 

CLC  Lube  Prime  100   HI 

CLC  Lube  Prime  200   HI 

CLC  Lube  Prime  300  HI 

CLC  Lube  Prime  50   HI 

CLC  Lube  Prime  60   HI 

CLC  Lube  Prime  80  HI 

CLC  Lube  Prime  90  HI 

C  M  Distributors 

Maxi-Glow CI 

Powerhouse   A4 

C  P  C  Industries 

CPC  Mint  Disinfectant  CI 

Karen  CI 

Royal  Flush  C2 

C  P  I  Engineering  Services,  Inc. 

CP4624-68F  HI 

CP-1000-68-F    HI 

CP-1003^6-F    HI 

CP-1003-68-F    HI 

CP-1009-100  H2 

CP-1009^46  H2 

CP-1009-68  H2 

CP-1078-68-F   HI 

CP-1518-150-F   HI 

CP-1553-100-F   HI 

CP-1553-150-F  H2 

CP-1553-32-F   HI 

CP^»101-100-F   H2 

CP^176-10-F    H2 

CP-4200^6  H2 

CP^»201-68-F   H2 

CP-4600-100-F   HI 

CP^600-15-F   HI 

CP-4600-150-F   HI 

CP^t600-220-F   HI 

CP-4600-32-F   HI 

CP-4600^6-F   HI 

CP-4600-68-F   HI 

CP-4601-32  H2 

CP^60M6  H2 

CP-4604-32-F   HI 

OM608-100-F   HI 

CP^608-15-F    HI 

OM608-150-F   HI 

CP^*608-220-F   HI 

CP^608-32-F   HI 

CP-4608-320-F   HI 

CP-4608^6-F   HI 

CP^t608-460-F   HI 

CP-1608-5-F   HI 

CP^608-68-F   HI 

CP^608-680-F   HI 

CP-4609^6-F    HI 


CP^614-100-F   HI 

CP-4614-15-F   HI 

CP^1614-32-F   HI 

CP-4614-46-F    HI 

CP^614-68-F    HI 

CP^617-100-F   HI 

CP-1617-15-F    HI 

CP^t617-1500-F   HI 

CP^617-220-F   HI 

CP^617-32-F    HI 

CP-4617-46-F    HI 

CP-4617-5-F   HI 

CP-4617-68-F   HI 

CP-4617-680-F   HI 

CP^619-100-F   HI 

CP-t619^6-F   HI 

CP^t619-68-F   HI 

CP^t624-*6-F   HI 

CP-*678-100-F   HI 

CP^678-68-F   HI 

CP-9000-100  H2 

CP-9000-150   H2 

CP-9000-220  H2 

CP-9000-68   H2 

CP-9001-10  H2 

CP-9001-100  H2 

CP-9001-15   H2 

CP-9001-150  H2 

CP-9001-22  H2 

CP-9001-220  H2 

CP-9001-32  H2 

CP-900M6  H2 

CP-9001-68   H2 

CP-9003-100  H2 

CPI  Citrusolve  CI 

CPI  Compclean  U  H2 

CPI  Food  Machinery  Oil  100  HI 

CPI  Food  Machinery  Oil  150  HI 

CPI  Food  Machinery  Oil  220  HI 

CPI  Food  Machinery  Oil  32  HI 

CPI  Food  Machinery  Oil  46  HI 

CPI  Food  Machinery  Oil  68  HI 

CP4167-150F HI 

CP4617-320F  HI 

CP4617-460F HI 

GRB-32-F   HI 

GRS  914-F  Food  Machinery  Grease   ..  HI 

GRS-300   H2 

GRS^60-F    HI 

LLL-4-32  H2 

C  P  Industries 

#650  Hot  Vat  Cleaner  A2 

Bleach  12  Bl 

Bleach  16  Bl 

Blue  Laundry  Concentrate    Bl 

Butyl  Clean  LF  A4 

BC-42    Al 

Carpo  HG    Al 

Caustic  Cleaner  A2 

Chain  Lube    H2 

Chain  Lube  F-19  H2 

Chain  Lube  S  H2 

Clean  Up  with  Ammonia    CI 

Cleaner  D Al 

Cold  Box  Cleaner  A5 

Concrete  Cleaner  #103   Al 

Cooling  Water  Treatment  150    G7 

Cooling  Water  Treatment  250    G7 

Descaler  A3 

Dish  Free  Al 

Egg  Cleaner Ql 

Extra  LC    Bl 

EZ  Steam  Al 

Floor  Power  A4 

Foaming  Acid  Cleaner    A3 

Foaming  Chlorinated  Cleaner  Al 

Foaming  Cleaner  A4 

Heavy  Duty  Chlorinated  Cleaner  Al 

HD  Liquid  Line  Cleaner  Al 

Knuckles    El 
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Liquid  Bottle  Wash  A2 

Liquid  Break  Bl 

Liquid  Sour  Bl 

MD  5  A2 

MR-30   A3 

MR-40   A3 

MR-50  A3 

No  Name  LC  Bl 

Pot  &  Pan  Cleaner    Al 

Premiere  Laundry  Detergent  Bl 

Pro  Liquid  Laundry  Bl 

Proud  Triple A4 

Rinse  Aid  Al 

Ruf  Nek's  Pal    Al 

Scale  Remover A3 

Scale  Remover  XX  A3 

Special  Steam  Cleaner    A4 

Steam  Cleaner  #66    A2 

Steam  Cleaner  HD    Al 

Steam  Line  Treatment  75  G6 

Summit    A4 

Superior  Sno  N  Ice  Melter  CI 

Swirl    Al 

Tile  Brite  C2 

C  P  S,  Inc.  Warehouse 

A-l  Acid  Bath  Cleaner  C2 

C  R  C  Industries,  Inc. 

Antiseptic  Hand  Cleaner  E4 

Complex  Blue  Cone. 

Cleaner/Degreaser A4.C1 

Contact  Cleaner  No.  03070  Purakleen  K2 

CRC  Brakleen  (Aerosol)  PI 

CRC  Brakleen  (Bulk)  PI 

CRC  Brakleen  Plus  (Aerosol)  PI 

CRC  Brakleen  Plus  (Bulk)  PI 

CRC  Cutting  Oil  (Aerosol)  PI 

CRC  Cutting  Oil  (Bulk)   PI 

CRC  Elect.  Grade  QD  Contact  Clnr 

(Bulk)   K2 

CRC  Elect/Electmc  Grd  CO  Cnt  Cln 

#02015    K2 

CRC  Electr/Electmc  Fd  Grd 

SilcnLub02106   HI 

CRC  Electrical  Grade  Cable  Clean 

(Aer.) K2 

CRC  Electrical  Grade  Cable  Clean 

(Bulk)    K2 

CRC  Electrical  Grade  Contact  Clnr 

2000    K2 

CRC  Electrical  Grade  Lectra  Clean 

(Aer.) K2 

CRC  Electrical  Grade  Lectra  Clean 

(Bulk)   K2 

CRC  Electrical  Grade  Lectra  Clean  HB- 

ulk  CI 

CRC  Electrical  Grade  Lectra  Shield  Aer.  PI 
CRC  Electrical  Grade  Silicone  (Aer- 
osol)      HI 

CRC  Electrical  Grade  Stor  &  Lube 

02061    H2 

CRC  Electrical  Grade  2-26  (Bulk)  H2 

CRC  Electrical  Grade  2-26  Aerosol  ....  H2 
CRC  Electrical  Grd  CO  Contact 

Cln(Aer.)  K2 

CRC  Electrical  Grd  HF  Contact 

Clnr(Bulk) K2 

CRC  Electrical/Elctmc  Grd  Lectra  Cln 

B  K2 

CRC  Electrical/Electronic  HF  Con- 

tactClnr  K2 

CRC  Electrical/Electronic  QD  Con- 

tactClnr  K2 

CRC  Electronic  Cleaner  No.  05013  ....  K2 

CRC  Electronic  Cleaner  No.  05014  ....  K2 

CRC  Heavy  Duty  Degreaser  (Bulk)  ....  K2 
CRC  Indst  Wht  Lthm  Grs  w/Teflon 

No.03080    H2 


CRC  Indust  Chain  &  Wire  Rope  Lub- 
No.03050    H2 

CRC  Indust  Chain&Wire  Rope  Lub  No. 
03053    H2 

CRC  Indust  Chain&Wire  Rope  Lub 
No.03052    H2 

CRC  Indust  Food  Grade  Silicone  Lub 

03041     HI 

CRC  Indust  Food  Grade  Silicone  Lub 

03042    HI 

CRC  Indust  SP-250  Corr  Inhibit 

No.03010    PI 

CRC  Indust  SP-250  Corr  Inhibit 

No.03102    PI 

CRC  Indust  SP-400  Corr  Inhibit 

No.03105    PI 

CRC  Indust  SP-400  Corr  Inhibit 

No.03106    PI 

CRC  Industnal  Belt  Dressing  No.  03065  PI 
CRC  Industrial  Contact  Cleaner  (Aer- 
osol)        K2 

CRC  Industrial  Contact  Cleaner  2000  K2 
CRC  Industrial  Food  Grade  Sil  Lbrcnt 

Aer    HI 

CRC  Industrial  Gasket  Remover   C3 

CRC  Industrial  Heavy  Duty  Degreaser 

B  K2 

CRC  Industrial  Heavy  Duty  Dgrsr 

(Aer.) K2 

CRC  Industrial  Heavy  Duty  Dgrsr  II 

Bulk CI 

CRC  Industrial  HF  Contact  Cleaner  ....  K2 
CRC  Industrial  HF  Contact  Cleaner 

(Bulk)    K2 

CRC  Industrial  Penetrating  Oil  No. 

03060    H2 

CRC  Industrial  Power  Lube  (Aerosol)  H2 
CRC  Industrial  QD  Contact  Cleaner  ..  K2 
CRC  Industrial  QD  Contact  Cleaner 

(Bulk)    K2 

CRC  Industrial  SP-350  Aerosol   H2 

CRC  Industrial  SP-400  Aerosol  PI 

CRC  Lectra  Motive  Cleaner  (Aerosol)  K2 
CRC  Lectra  Motive  Cleaner  (Bulk)  ....  K2 
CRC  Marine  Cleaner  &  Degreaser 

(Aerosol)  K2 

CRC  Marine  Cleaner  &  Degreaser 

(Bulk)    K2 

CRC  Marine  Formula  6-56  (Aerosol)       H2 

CRC  Marine  Formula  6-56  (Bulk)  H2 

CRC  Marine  6-66  Aerosol   H2 

CRC  Marine  6-66  Bulk    H2 

CRC  Mame  Wht  Lthm  Grs  w/Teflon 

No.06037    H2 

CRC  Natural  Degreaser  Aerosol    CI 

CRC  RTV  Silicone  Adhesive/Sealant 

Clear  PI 

CRC  RTV  Silicone  Adhesive/Sealant 

White PI 

CRC  Technical  Grade  3-36  (Aerosol)  H2 
CRC  White  Lithium  Grs  w/Teflon 

No.05037    H2 

CRC  5-56  Bulk  H2 

Elctmc  Grd  H.D.  Elctmc  Dgrs 

Solv#02110  K2 

Electronic  Degreaser  No.  14003 K2 

Extreme  Duty  Silicone  Lub.  No.  03030  H2 

Heavy  Duty  Silicone  No.  05074    HI 

Indust  H.D.  Elctmc  Dgrsng.  Solv 

#03110    K2 

Industrial  SP-300  Crsn.  Inhib.  No. 

03103    H2 

Industrial  SP-300  Crsn.  Inhib.  No. 

03104    H2 

Industrial  SP-350  Crsn.  Inhib.  No. 

03107    H2 

Industrial  SP-350  Crsn.  Inhib.  No. 

03108    H2 

Industrial  3-36  Bulk   H2 

Lectra  Clean  II  Aerosol    K2 

Lectra  Clean  II  Bulk  CI 


Marine  Silicone  No.  06077  HI 

Pro  Clean  Citmsl  Hand  Cleaner  E4 

Pro  Clean  Citrusl  Lot.  Hd  Clnr 

w/Pumice    E4 

Pro  Cleanl  Antiseptic  Hand  Cleaner E4 

SP-300  Bulk    H2 

Wasp  &  Hornet  Killer Fl 

3%  E.D.  Silicone  03091   H2 

3%  E.D.  Silicone  03092  H2 

3%  HD.  Silicone  02096  HI 

3%  HJJ.  Silicone  02097  HI 

3%  H.D.  Silicone  05057  HI 

3%  H.D.  Silicone  05058  HI 

3%  H.D.  Silicone  06059  HI 

3%  H.D.  Silicone  06060  HI 

5-56  Aerosol    H2 

C  S  &  E  Corporation 

Alkaline  General  Cleaner  Al 

Alkaline  Pipeline  Cleaner  A2 

Chlorinated  General  Cleaner Al 

CLP  Acid   A3 

Foam  Additive  Al 

General  Acid  Cleaner  A3 

Industrial  General  Cleaner   A4 

Liquid  Smoke  House  Cleaner  A8 

Neutral  General  Cleaner  Al 

Powder  General  Cleaner  Al 

Smokehouse  Cleaner  A2 

CSC  Supply,  Inc. 

Grease  Gun  in  a  Can H2 

C  S  L  Silicones  Inc. 

CSL  Silicone  No.  502  Aluminum    PI 

CSL  Silicone  No.  535  Clear PI 

CSL  Silicone  No.  535  White  PI 

CSL  Silicone  302  Clear/Incolore  PI 

CSL  Silicone  302  White/Blanc    PI 

CSL  Silicone  304  White  PI 

CSL  Silicone  502  Clear/Incolore  PI 

CSL  Silicone  502  White/Blanc    PI 

CSL  Water  Treatment,  Inc. 

FL-1040  G7 

FL-13  G6 

FL-7  G6 

FL/390  G6 

FX-6  G7 

C.  M.  Laboratories,  Inc. 

Pinkstuf  CI 

C.  U.  Chem,  Inc. 

WD  83  Penetrating  Oil  &  Rust  Remover  H2 

CD.  Products,  Inc. 

CD-203  Pronto    A8 

C.L.M.,  Inc. 

Safety  Solvent  Motor  Deg.  &  Equip. 
Clnr K2 

C.P.R.  Enterprises  Inc. 

Cyclone   Al 

Odorless  CI 

C.W.  Process  Chemicals 

Sure-Zyme  Digestant L2 
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C-Line  Products  Company 

C-1000  D2 

C-150  Al 

C-420  A4 

C-510  Toilet  Bowl  &  Porcelain  Cleaner  C2 

C-Z  Chemical  Company 

Bite    A4 

C-Z  25  #503    D2 

Defy  #435   A4 

Griddle  Clean    Al 

Lime  Solv    A3 

Liquid  Roach  Spray    Fl 

Lo-Suds   A3 

Marvene  Al 

Sir  John   C2 

Sta-Suds  Al 

Whiff  C2 

Cabot  Chemical  Corporation 

Formula  X-208  Janitorial  Cleaner   Al 

Formula  X-308  Food  &  Beverage  Ind. 
Clnr Al 

Cactus  Jack's  Marketing  Corp. 

Cactus  Jack's  "Duz  AH"   CI 

Cadel  Chemical  &  Supply  Co.,  Inc. 

Boiler  Dispersant/Scale  Inhibitor  G6 

Boiler  Water  Chemical  Treatment 

BT-20   G6 

Cadel  Alkyl  5070   G5.G6 

Cadel  Oxygen  Scavenger   G6 

Cadel  Return  Line  Treatment  5017    ....  G6 

Cadel  Steam  5022  G7 

Compound  LS   G6 

Condenser  Water  Treatment  CWT-N- 

3MO   G6 

Caen  Company,  Inc. 

All  Star  Roach  Killer   F2 

Caesar  Chemical  Manufacturing 

Brite-N-Kleen    A4 

Penny  Trate  A4 

Cajun  Bag  &  Supply  Co. 

Cherry  Deodorizer CI 

Chlorinated  Cleaner Al 

Fat  Cleaner    A4.A8 

General  Cleaner Al 

Heavy  Duty  Cleaner  PI 

Scale  Cleaner A3 

Cal  Pacific 

ADC804 A3 

CP2000  Al 

Orbit  1180  A2 

Stik-2T    Al 

Cal-Maine  Foods,  Inc. 

CMF  #22  Hand  Soap  Lotion    El 

CMF  #33  Defoaming  Agent  Al 

CMF  #44  Concentrated  General  Purpose 

O Al 

CMF  #55  Egg  Washing  Compound  ....    Ql 

Cal-Pac  Chemical  Company,  Inc. 

Cal  1142    A2 


Cal  1178    A3 

Cal  1618    A2 

Cal  1620    Al 

Cal  186    Al 

Cal  240    A3 

Cal  262    A2 

Cal  32    Al 

Cal  675    A2 

Cal  86    Al 

Cal  92    Al 

Glows Al 

Kleen-All  Al 

Cal-Tek  Industries 

Aluminite  A2 

Cal  AC-1   Al 

Cal  AC-2  Al 

Cal  Bee   A3 

Cal  CT-55   A2 

Cal  Defoam  D-F-S    Q5 

Cal  Defoam  D-F-6    Q5 

Cal  Det Bl 

Cal  Fish  &  Poultry  Plant  CI A2 

Cal  Foam  Al 

Cal  Food  Plant  Cleaner A2 

Cal  Go  Special-3  A2 

Cal  Klor  Colored Dl 

Cal  Kwik  Al 

Cal  L-P-6  Al 

Cal  L-P-7  Ql 

Cal  M-3-2    Al 

Cal  Packers  Cleaner   Al 

Cal  San  C    Al 

Cal  140    A2 

Cal  2751    Al 

Cal  33    G6 

Cal  40    A2 

Cal  40  &  B   A2 

Cal-MSR-2    A3 

Calex  5-B Al 

D-Scale-2  A3 

D-Tar  CI 

Du-Cal  Al 

Du-Cal#2    Al 

Electronic Al 

Electronic  X A2 

Galvanizing  Brightener  A3 

Han-Cal-C  C2 

Impact    A2 

Lift-Off    Al 

Loob  Supreme  A1.H2 

Maid  Klecn   A6 

Packers  Cleaner-HD   A2 

Packers  Cleaner-HD-2 A2 

Packers  Cleaner-HD-3 A2 

Pan-Glow  Al 

Powdered  Acid  Concentrate  A3 

Rinse  Kleer  Al 

Rust-Off  P  A2 

Sof  Suds    Al 

Speedie Al 

Steamite  A4 

Steamite  Aviation   Al 

Steamite  D  Al 

Steamite  NL Al 

Steamite  Z  Al 

Super  Cal  C  A2 

Super  Cal  4  Al 

Teklene    A2 

Universal   Al 

Universal  4    Al 

Universal  5    Al 

XL-30 Al 

Calaway  Systems,  Inc. 

Degreaser  Al 


Calchem  Distribution  Co. 

WT-17  G6 

WT-55  G6 

WT-55  NA G6 

WT-56  NA G6 

Caldwell  Manufacturing  and 
Distributing 

MC-200  Industrial  All  Purpose 

Clnr/Dgrsr  Al 

Caledonia  Equipment  and  Chemical 

Nu-Pride Al 

Calfonex,  Incorporated 

AG-51    K2 

Calfonex  CC   K2 

Calfonex  Silicone    HI 

Pre-Qean  #10  Aerosol    Kl 

Pre-Clean  #10  Bulk  Kl 

Calgon  Corporation 

pHreeGuard  AM-207    G5.G7 

pHreeGuard  1000N  G5.G7 

pHreeGuard  1200    G5.G7 

pHreeGuard  1300    G5.G7 

pHreeGuard  2100    G5.G7 

pHreeGuard  2110    G5.G7 

pHreeGuard  2205    G5 

pHreeGuard  2300  Cooling  Water  Treat- 
ment      G5 

pHreeGuard  2350    G5 

pHreeGuard  2375    G5 

pHreeGuard  5110    G7 

pHreeGuard  5255    G7 

Acid  Cleaner  408    A3 

Acid  817    A3 

Alka-Brite    Al 

Alkaline  Cleaner  428    A2 

Antifoam  C-l  G6 

Approve  El 

Aura  A1.Q1 

AK-6215    Al 

Big  Cat    A1JJ2 

Boiler  Treatment  HW-CD G6 

Boiler  Treatment  SW-CD  G6 

Boiler  Water  Treatment  HW-200  G6 

Boiler  Water  Treatment  ZS-200  G6 

Boilerguard  APFP  G6 

Boilerguard  3660  G6 

Boilerguard  4510  G7 

BoilerGuard  CI  G6 

BoilerGuard  FP-20    G6 

BoilerGuard  HC    G7 

BoilerGuard  HCFP   G6 

BoilerGuard  LD-22  G6 

BoilerGuard  ST  G6 

BoilerGuard  STFP G6 

BoilerGuard  11FP  G6 

BoilerGuard  3400   G6 

BoilerGuard  4520   G7 

BoilerGuard  4530   G7 

BoilerGuard  4560   G7 

BoilerGuard  5520   G6 

BoilerGuard  5530   G6 

BoilerGuard  5560    G6 

BoilerGUARD  MC  G7 

Burolock  FP    G6 

Burolock  HP01    G7 

Burolock  HP02    G6 

Burolock  HP03   G6 

Burolock  HP04   G6 

Burolock  HP05   G6 

Burolock  HP22   G7 

Burolock  HP33   G6 

Burolock  LD-22    G6 
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Burolock  1110  G2,G5,G6 

Burolock  2220  G6 

Burolock  2220K    G6 

Burolock  2221  G6 

Burolock  3315  G6 

Burolock  4440  G6 

Burolock  4440K    G7 

Burolock  4441  Boiler  Water  Treatment   G6 

Burolock  8880  G5.G6 

BA-10  Antifoam   G6 

BA-11FP   G6 

BA-119FP  Antifoam  &  Sludge  Contl 

Treat   G6 

BD-3001    G6 

BD-3002  Oxygen  Scavenger    G6 

BD-3020  Boiler  Water  Treatment    G6 

BD-3021    G6 

BD-3053-M  Condensate  Corrosion  In- 
hibitor      G6 

BD-3054    G6 

BD-3058    G6 

BD-3063  Boiler  Water  Treatment   G6 

BD-3067    G6 

BD-3068    G6 

BD-3132    G6 

BD-3290  Organic  Sequestering  Agent     G6 

BD-3500M G6 

BD-3748    A3 

BD-3965  Oxygen  Scavenger    G6 

BDC-3000   G6 

BL-409  Alkalinity  Control   G6.G5.G6 

BL-409LF   G6 

BLR-3152    G7 

BLR-3154    G7 

BLR-3315    G6 

BLR-3560    G6 

BR-5140    G6 

BR-5340    G6 

BR-5540    G6 

BR-5740    G6 

BR-5940    G6 

BT-3015  G6 

BT-3020  G6 

BT-3025  G6 

BT-3100  G6 

BT-3115  G6 

BT-3130 G6 

BT-3200 G6 

BT-3210  G6 

BT-3305  G6 

BT-3400  G6 

BT-3410 G6 

C-15  Corrosion  Inhibitor G1.G5 

C-39  Corrosion  Inhibitor G2.G5 

C-39  Granular  G5.G7 

C-5  Corrosion  &  Deposit  Inhibi- 
tor    G2.G5.G6 

C-5  Plus  G2 

C-6  Corrosion  Inhibitor G5 

C-7  Corrosion  Inhibitor G2.G5.G7 

C-8  Corrosion  Inhibitor G2 

C-979  Powdered  Acid  Cleaner  A3 

Cal  Clean  A4.C1 

Cal-Tastic Al 

Cal-1015  Laundry  Break Bl 

Cal-5000  Bacteriostatic  Laundry  Sof- 
tener        B2 

Cal-5025  Softener-Neutralizer    B2 

Calade    Al 

CalgaSeal  Clear  PI 

CalgaSeal  White   PI 

Calgolac  Al 

Calgon  #3  Conveyor  Lube  H2 

Calgon  Disinfectant  Deodorant  2  C2 

Calgon  Glass  Cleaner  CI 

Calgon  Laundry  Bacteriostat-San 

CAL-5010  B2 

Calgon  Pump  Protector  H2 

Calgon  Stainless  Steel  Cleaner  A7 

Calgon  Unadjusted  Crushed  A1.G6.G2 

Calgon  Unadjusted  Glass   A1.G6.G2 

Calgon  Unadjusted  Powder A1.G6.G2 


Calgon  Water  Conditioner   Gl 

Calgon  109  Q    El 

Calgonite   Al 

Calgosil   G7 

Clor-Ade    A1.Q1 

Composition  TG    G2,G7,G5 

Composition  TG-10    G2,G7,G5 

Conditioner  412  A1.G2 

Conductor  6110  G7 

Conductor  6705  G5.G7 

Conquor  FP  G6 

Conquor  LS  G6 

Conquor  3475    G7 

Conquor  3580   G7 

Conquor  3585    G7 

Cryosan    Dl 

CAL-BD  3054  G6 

CAL-2065  Laundry  Detergent  Booster     Bl 

CAL-3000  Destainer/Brightener  Bl 

CAL- 3050  Destainer/Brightner Bl 

CB-125  Boiler  Treatment  G6 

CB-135  Scale  and  Sludge  Inhibitor  ....    G6 

CB- 150  Boiler  Treatment  G6 

CB-260  Boiler  Treatment  G6 

CB-265  Oxygen  Scavenger G6 

CB-315  Condensate  Treatment G6 

CB-325    G6 

CB-409    A231.G6 

CB-411     G6 

CC-130  Corrosion  and  Deposit  Inhibitor  G2 

CC-2000    G7 

CC-280  Corrosion  &  Scale  Inhibitor  ..    G7 

CC-400  Silt  Control  Treatment    G7 

CC-450    G7 

CD-5040    A3 

CD-5076    G5 

CD-5201    G7 

CD-5203A  G7 

CD-5232    G7 

CD-5240    G5.G7 

CD-5830    A3 

CD-5850  Industrial  Cleaner   A3 

CL-5  Corrosion  Inhibitor    G5 

CL-50  Corrosion  And  Deposit 

Inhibitor    G6.G2.G5 

CL-5140  G5 

CL-56  Corrosion  Inhibitor   G7 

CL-70  Corrosion  And  Scale  Inhibitor      G7 

CL-707A  Corrosion  Inhibitor  G5 

CL-7401  Hydrostatic  Cooker  Treatment  G5 
CL-7403  Hydrostatic  Cooker  Treatment  G5 

CL-7405  Cooker  Treatment    G5 

CL-7407  G5 

CL-7409  G5.G6 

CL-7411  G5.G7 

CL-9700  Corrosion  Inhibitor   G5.G7 

CL-9710  Corrosion  Inhibitor   G5.G7 

CS^20  Wash  Sanitizer  D2.Q1,Q2,Q4 

CSC-300    A3 

CT-8120  G5.G7 

CT-8200  G5 

CT-8205  G5 

CT-8400  G5.G7 

CT-8410  G5.G7 

Degreasing  Solvent  K2 

Detergent  6152    Al 

Dishmate   Al 

Double-F   E2 

DC-582    Al 

Electric  Motor  Degreaser   K2 

Electrical  Contact  Cleaner    K2 

EL-5600  PI 

F-95  Filming  Corrosion  Inhibitor  G6 

Food  Grade  Silicone  HI 

Formula  CK  Al 

FA-1 14  Foam  Additive  Al 

FD-1  A1.Q5 

FL-160  G5 

FP  Dispersive    G6 

FP-35  Al 

FP89  Oxygen  Scavenger G6 

Gas  Leak  Detector PI 


General  Cleaner  Concentrate    Al 

Glass-Klenz  Al 

GT-1200  G6 

GT-1201  G6 

GT-1305 PI 

H-204  Microbiocide    G7 

H-2515  Industrial  &  Municipal  Wtr 

Trtmnt  G5 

H-300  Microbiocide   G5.G7 

H-3130  G5.G7 

H-900  Mcrobiocide   G5.G7 

H-900G  Microbiocide  G5.G7 

H-940  Microbiocide    G5.G7 

H-950  Microbiocide    G5.G7 

Hand  Cleansing  Lotion  E4 

Hi-Lo  Al 

Hi-Suds    A4 

Hi-Time  Al 

Hy-Soil  II  Concentrate   Al 

HC-212  Liquid  Machine  Detergent   ....    Al 

HC-7645    Al 

Instant  Calgon  Bl 

Instant  Dry  Bleach    Bl 

Instantreat    G2 

Iron  And  Rust  Remover   PI 

JA-224  Gel  Additive  Al 

Kart-Klenz  Al 

KleerNTCleen   Al 

L  C  426  Concentrate  Al 

Liquid  Ice  Machine  Cleaner  A3 

Liquid  Scale  Dissolver   A3 

Liquid  Soak-Eze   Al 

Lotion  Luxury  E4 

Lube  423  H2 

Lube  440  H2 

Lube  444  H2 

Lubricant  411     H2 

LAR-200   A3 

LP-1  Liquid  Detergent    A4 

LP-15S  G6 

LS-33  Oxygen  Scavenger  G6 

LSD- 329  Oxygen  Scavenger    G6 

LW-500   Al 

Microbiocide  22    G7 

Micromet  Crystals  G2 

Micromet  Plates G7.G2 

Micromet  Plates-Formula  18G  G7 

No.  33  Algaecide    G7 

No.  340  Liquid  Scale  Inhibitor G7 

NL-100 G6 

NL-80  Condensate  Corrosion  Inhib.    ..    G6 
NL-90  Condensate  Corrosion  Inhib.    ..    G6 
NLD-909  Condensate  Corrosion  Inhibi- 
tor       G6 

NP-92  Al 

P-2000  A2 

P-2003  A2 

P-3576  K2 

Pax-Lano-Sav    B4 

Paxil  E4 

Payload    Al 

Penetrating  Lubricant    H2 

Pinnacle  Al 

Power  Wash  Compound  Al 

Powr-Clor    Al 

Powr-Jet  Al 

Pre-Tect  LS  G6 

Pre-Tect  329    G6 

Pre-Tect  89    G6 

Pretect  3000  G6 

PT-705  G5.G7 

PW-5   Al 

QBL-3   G6 

QBL-4   G6 

QBL-5   G6 

Resin  Aid  120  PI 

Resin  Aid  130  PI 

Resin  Aid  150  PI 

Resin  Aid  160  PI 

Resin  Aid  400  PI 

Resolve    A1.Q1 

RB-023    G6 
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RB-140  Boiler  Deposit  Control  Treat- 
ment        G6 

RB-14I    G6 

RB-147    G6 

RB-148  Boiler  Deposit  Control 

Treatment   G5.G6 

RB-152    G6 

RB-153  Organic  Sequestering  Agent  ..    G6 

RB-154    G6 

RB-300    G6 

RB-301    G5 

RB-512    G6 

RB-600    PI 

RB-601    PI 

RB-610    PI 

RB-915  Antifoam   G6 

RB-925  Antifoam  and  Sludge  Control 

Treat   G6 

RB-933    G6 

RB-933  Boiler  Deposit  Control  Treat- 
ment        G6 

RB-951    G5.G6 

RB-980    G6 

RC-100    G2,G5,G7 

RC-101    G2.G5.G7 

RC-102  Corrosion  and  Scale  Inhibi- 
tor      G2.G5 

RC-107    G5.G7 

RC-110  Corrosion  and  Deposit 

Inhibitor    G2.G5.G6 

RC-156    G5 

RC-157    G5 

RC-990  Cooling  Water  Treatment  G5 

RC-994    G5 

RT-825  A4 

S-121   A3 

S-125  A4 

S-33  A3.Q2 

S-44  Al 

S-49  K2 

S-88  Al 

S-88-L  Al 

SafeTSI  Sure   El 

Scale  Remover  828  A3 

Scale-Gon    A3 

Seasontreat  G2 

Skin  Care  Lotion  E4 

Soak  Cleaner  737    A2 

Soak-Eze  Al 

Sparkleen  Al 

Special  Calclean  HD  PI 

Spray  Off Al 

Stnp-It-Special C3 

Stnp-Tee    A8 

Sum  Totil  D2 

Super  Cal-Lube  HW  H2 

Super-Kleen  A1.B1 

Sure  Kare E4 

Surf-Kleen  A1.B1 

Syn-Cide-Plus   D2.Q3 

Syn-Dek  Al 

Syn-Sol    D1.Q1.Q2 

SL-34  G7 

SL-500FP G6 

SP-763  Al 

SW-3   A2 

Thanx  E4 

Thermo-Trap  PI 

Thick  N  Quick   A4 

Totil  Dl 

Totil-Plus  Dl 

Ultramine  90   G6 

UltraAmine  134  G6 

UltrAmine  120 G7 

UltrAmine  130 G6 

UltrAmine  131  G6 

UltrAmine  132 G6 

V-Belt  Dressing PI 

Vantage   A1.Q1 

Waterless  Hand  Cleaner  E4 

Weltone   PI 

Zeotone    PI 


Zephyr  Al 

6R  Micromet  G2 

Calgon  Vestal  Laboratories 

Alcare E2 

AC-8015    A3 

Bactergent   D2 

Cage-Klenz  100  Al 

Cage-Klenz  200  A3 

Cage-Klenz  250 A3 

Cage-Klenz  280  A3 

Cage-Klenz/150  Al 

Cage-Klenz/180  Al 

Cip  100    Al 

Coverage  NPD Dl 

CB-160    G6 

CB-421    G6 

CIP  Cleaner  Concentrate Al 

CIP  150   Al 

CIP  200   A3 

CPD-1020    Al 

CPD-2034   Ql 

CPD-6002  Conveyer  Lubricant    H2 

Defend  327    G6 

Environ  SE    CI 

Environ-D    CI 

ES-1   Al 

Foam  140 Al 

Foam  240  A3 

Foaming  Ezaway  CI 

Geo-Guard  Alka-2000 Al 

Geo-Guard  Deox-2200   A3 

Germ-Guard  E2 

GP-Xtra   Al 

Instant  Rinse   Al 

Johnny  Plus  C2 

Lime  Brite  CI 

Lime  Soap  Remover  Al 

Lotion  Klenz   E4 

LpH   A4 

LPH  AG CI 

LTS  Lotion  Soap  E4 

Oxy-Tec  A3 

Powder  Keg  A4.C1 

Skleen    A1.Q1 

Super  Skleen   A4 

Tn-Klean  Solution El 

Tri-Quat  A4.C1 

Tuff  Klenz  E4 

Ty-Ion  B12   G6 

Ty-Ion  B17A  G6 

Ty-Ion  B19   G6 

Ty-Ion  B66   G6 

Vantage  Chlor  Ql 

Vesta-Brite  A3 

Vesta-Foam   Al 

Vesta-Power Al 

Vesta-Zyme  L2 

Vestal  Lotion  Soap   E4 

Vestal  Process  D2 

Vestal  S.Q.  64  A4.C1 

Vestal  Tec  E-2  Hand  Cleaner/Sanitizer    E2 

Vestal  Tec  Grime  Dissolver  El 

Vestal  Tec  Hair  and  Body  Shampoo   ..    C2 

Vestal  Tec  Orange  Lotion  Scrubber  El 

Vestal  Tec  Pink  Lotion  Soap   E4 

Vestal  Tec  Skin  Lotion  E4 

Vestalene  A4 

Vetal  Tec  Waterless  Hand  Cleaner    E4 

1  Stroke  Environ  H  A4 

1  Stroke  Environ  SE  CI 

California  Oil  Recyclers,  Inc. 

Hand  Cleaner E4 

California  Olive  Oil  Corp.,  The 

Food  Equipment  Lubricant  HI 

Household  Lubricant  (USP  Oil)  HI 


California  Soap  Company,  Inc. 

Hilite  Suds  Al 

California  Soda  Co. 

Chemart  420    A2 

Chemart  490    CI 

Chemclean  440   A2 

Chemclean  444   Al 

Chemclean  448   A2 

Chemsteam  318  A2 

Citrus  Kleen CI 

Citrus  Kleen  Plus    CI 

Clor-231  Al 

Clor-260  Al 

Clor-270  Al 

CD  12    Al 

CS  Foamer Al 

CS-Light  Detergent  A4 

CS-LCC  A2 

CS-1B  Heavy  Duty  Cleaner  A2 

DMC  66  CI 

EggO Ql 

GP-Blue  Detergent    Al 

GP-500FG    Al 

H.D.  Detergent    A2 

HD  Liquid  Red   Al 

Jo  Circ  Foam  Al 

Jo  Liquid  Circ  Cleaner  Al 

JO-1   A2 

JO-10  A2 

JO-3  A3 

JO-30  A3 

JO-6  Al 

JT-12   A4 

Multi-Lube  190  H2 

Multi-Lube  197  H2 

Red  Boil-Out  A2 

California  Supply  Company 

Stainless  Steel  Cleaner   A7 

Caljen  Sales  Company 

Cal-Suds    Al 

Fast  Clean   A4.A8 

Gleem CI 

Gleem  Stnless.  Steel  On.  &  Fum.  Polish  CI 

Scale-Away   A3 

(alia  Chemical  Operations 

Calla  Solve  100  CI 

Calla  Solve  120  CI 

Calla  301-A  Lemon CI 

Calla  305   Al 

Callaway  Chemical  Company/ 
A  Division  of  Exxon  Chemical  Co. 

Callaway  3417  G7.L1 

Callaway  4225  LI 

Callaway  4255  LI 

Caltex  International  Ltd. 

Cal-Brite    PI 

Calumet  Lubricants  Co. 

Calice  100   H2 

Calice  32  H2 

Calice  46   H2 

Calice  68   H2 

Calstar55 HI 

Caltac  HI 

Caltech  100  HI 

Caltech  150  HI 
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Caltech  200  HI 

Caltech  300  HI 

Caltech  44   HI 

Caltech  50  HI 

Caltech  60  HI 

Caltech  70   HI 

Caltech  80   HI 

Caltech  90  HI 

Hydrocal  RO-15    H2 

Hydrocal  RO-30    H2 

Calvary  Chemical  Co. 

Cal  Strip  45  A8 

Cal-Clean  843   Al 

Insulating  Oil  H2 

Cameo  Chemical  Co. 

Acid  Cleaner  Plus  A3 

Alklen    Al 

All-Purpose  Cleaner   Al 

Applaud  A3 

AC-220    A3 

AC-240    A3 

AC-334    A3 

AS-280  A3 

Blue  Streak    Al 

Boost  Al 

Boost  Concentrate  Al 

Cameo  #2  Acid  Cleaner  A3 

Cameo  CIP  Acid  Cleaner  A3 

Cameo  250  Acid  Cleaner  A3 

Cameo  325 A2 

Cameo  400 D2 

Cameo  400  Acid  Cleaner  A3 

Camcodine  D2 

Camvar Al 

Chelate  270   Al 

Chelated  Caustic  A2 

Chelated  Caustic  #90    A2 

Chlor-T    Al 

Chlorfoam    Al 

Chlorfoam  Plus   Al 

Chlorinated  All-Purpose  Cleaner   Al 

Chlorinated  CIP  Alkali   A1.Q1 

Chlorsan  100  D2,G4,G7.Q4 

Clout    A2 

Complete  Al 

Concentrated  Acid  Cleaner A3 

CC-1000    Al 

CC-1100    Al 

CC-400    A2 

CC-561    Al 

CC-911    Al 

CH-100    A4 

CP-900  A2 

Dynamo  A2 

Erase    Al 

Express A3 

EF-927  Al 

EZ-Clean  Al 

Foam  Down-P  Al 

Follow-Up  Caustic    A2 

Formula  #5    Al 

Formula  K  A3 

FC-3000  Al 

FC-600  Al 

FLC   A8 

GC-3  Alkaline  Cleaner  A2 

GC-364    Al 

GC-90    A2 

GO  440    Al 

GO-33    A4,A8,C1 

GO-582    Al 

GO-801    A2 

High-Gloss A2 

Hold  Al 

Hold  Concentrate Al 

Hycid  A3 

JF-850    Al 


KB  Special  Al 

KF-40 Al 

KS-60 A4 

KS-64 Al 

Liberate   Al 

LF-388  A3 

Magnum  301    Al 

Mega-Brite  Bl 

MB  668   A3 

NB  Special Al 

NP-343  A2 

Penetrate    Al 

RS-5111  A2 

Sanitizer  200   D2.Q3 

Scour  A4 

Scour-PO  CI 

Shine-Up  Acid  Cleaner  A3 

Spyn  A2 

Summit    Al 

Super  Hycid  Concentrate    A3 

Superfoam   Al 

Superlac  A3 

Supreme  Al 

Sure  Foam  A4.A8 

SC-524  Al 

SW-054   A2 

SW-054L  A2 

SW-38    A2 

SWU92    A2 

SW-982   Al 

SW-985   Al 

Ultimate  A2 

UN-740    A4 

UN-881    Al 

3-M3    Al 

Cameo  Marketing,  Inc. 

Skin  Guard E4 

Cameo  Products 

A400    A3 

A440    A3 

General  Purpose  Cleaner Al 

G100    Al 

G116    Al 

H800    Al 

H810    A2 

M745   Al 

M760F  Al 

M762F  Al 

P140C    A2 

P160C    A2 

P200C    A2 

S300  Al 

S390  Al 

Cameo  Paper  &  Supply  Co. 

Geaner/Degreaser  Al 

Camie-Campbell,  Inc. 

Camie  Formula  #666 HI 

Camie  U.S. P.  Liquid  Petroleum  Spray  HI 

Camie  22/80  Natural  Citrus  Cleaner   ..  CI 

Camie  363  Spray  Adhesive    PI 

Camie  888  Silicone  Release  Agent    ....  H2 

Camie  999  Silicone  HI 

Formula  #1 10  Camie  Sil.  Lub.  & 

Mold-Rel HI 

Formula  #410  Silicone  Spray  HI 

Formula  #510  Silicone  Spray  HI 

300  Spray  Adhesive    PI 

610  Economy  Silicone  Lubr  &  Release 

Agt    HI 

Campbell  Chemicals,  Inc. 

Camicide  "Formula  100"    Fl 


Camicide  2  In  1  Professional  Strength  ..  Fl 
New  Spr  Camicide  Inset  Sp.  Forni  #200  Fl 

Campbell  Soup  Company 

Campbell  Cleaner  A   A2 

Campbell  Cleaner  AA  Al 

Campbell  Cleaner  B   A2 

Campbell  Cleaner  C   A2 

Campbell  Cleaner  CPC  A2 

Campbell  Cleaner  F    A2 

Campbell  Cleaner  HFC  Al 

Campbell  Cleaner  HFCN   Al 

Campbell  Cleaner  LPH  Al 

Campbell  Cleaner  MBF   A2 

Campbell  Cleaner  N  A2 

Campbell  Corrosion  Inhibitor  119-L   ..  G7 

Campbell  D  &  B  Cleaner  Al 

Campbell  Floor  Cleaner   A4 

Campbell  Foamer  A   Al 

Campbell  Super  Foam  Cleaner Al 

Campbell  Water  Softener  #1    Al 

Campbell  Water  Softener  #2    Al 

Campbell's  Hand  Wash  and  Sanitizer  ..  E2 
Vegalene    PI 

Canady  Laboratories,  Inc. 

All  Purpose  Neutral  pH  Hard  Surface 

Clnr  CI 

Canady's  Bowl  Cleaner  C2 

Double  Action  F2 

HT-FG  Supreme  H.T.  Food  Machinery 

Grs HI 

L.A.B.  Liquid  Alive  Bacteria  L2 

Liquid  Grease    H2 

Multi-Lube H2 

Pink-Power    C2 

Porcelain  Cleaner    C2 

Rough  Touch  Hand  Cleaner  E4 

Soft  Touch  Hand  Cleaner  E4 

Super  Brick  Brite    Al 

Super  E-Z  Clean   Al 

White  Food  Grade  Grease    HI 

Canberra  Corporation 

Bowlaide  Toilet  Bowl  &  Uml 

Clnr.&Deodrz  C2 

Citrus  Plus  Husky  904    CI 

Clinging  LoAcid  Husky  301  C/L 

ToilBlClnr C2 

Clinging-Low  Acid  HuskyC/LToilet 

Bowl  CI C2 

Color  Indicated  Husky  710  CI 

D/M  Husky  Descaler  And  Metal  Bri- 

ghtener    A3 

Descaler  &  Metal  Brtnr  Husky  Clnr450 

D/M A3 

Detergent  Thickened  Hsky  302D/T  Bwl 

Clnr  C2 

Dilutable  General  Purpose  Husky  700-A  Al 
Enviro-Care  Husky  905  E/C 

NtrlAllPrpDeg CI 

Film-Free  Husky  420    Al 

Foaming  Degreaser  Husky  903  F/D 

Cleaner  Al 

General  Purpose/Non-Acid  Husky  804  C2 
General  Purpose/Non-Acid 

HuskyG/PDsnf  CI  C2 

Go  Get  'Em  Husky  Toilet  Bowl  Cleaner  C2 
High  p/H  Husky  705H/P/H  Ex  Hvy  Dty 

Strpr    A4 

High  Detrgnt  Creme  Husky  H/D/C  Bowl 

Clnr  C2 

Husky  Acid  Foam  Cleaner  C2 

Husky  Bowl/Tile  Porcelain  Cleaner  ....    C2 

Husky  Concrete  Cleaner  A4 

Husky  Creme  Cleanser  A6 

Husky  Creme  Clnsr  Disf  AgnstOdor- 

CausBact  A6 
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Husky  Dgrsr/Clnr/Trk/Wash/Alum 

Brightner  Al 

Husky  L/LF  Bacterial  Digestant  CI 

Husky  L/LF-A  Bacterial  Digestant L2 

Husky  2000  M/B(Maxi-Blend)  All 

Purp  Clnr    A4.C1 

Husky  2010  M/B  (Maxi-Blend)  Dgrsr 

Clnr  CI 

Husky  2020  MZB(Maxi-Blnd)  Gls&Plas 

Clnr  CI 

Husky  2030  CI 

Husky  430  Creme  Cleanser   A6 

Husky  700  D/G/P  All  Purpose  Cleaner  A4 

Husky  701  E/G/P  All  Purpose  Cleaner  A4 
Husky  701-A  E/G/P  All  Purpose 

Cleaner  Al 

Husky  702  N/R  Damp  Mop  Rinse  CI 

Husky  800  Q/A  Germicidal  Cleaner   ..  CI 

Husky  801  H/D/Q  Germicidal  Cleaner  CI 

Husky  802  H/F  Disinfectant  Cleaner  ..  CI 
Ind  Strnth  Dgr  Husky  900-A  ISD 

Butyl  Cln    A4.A8 

Ind  Strnth  Dgrs  Husky  900  I/S/D  Bu- 

tylCln    CI 

King  Toilet  Bowl  Cleaner C2 

Liquid  Life  Forms  Husky  400  L/LF 

Bactrl  CI 

Low  Acid  Husky  Toilet  Bowl  Cleaner  C2 
Low  Acid  Husky  300  Toilet  Bowl 

Cleaner  C2 

Low  Suds  Husky  703-A  L/S 

Auto.Scrub.Clnr   CI 

Mild  Acid  Husky  M/AAcid.QuarryTile 

Rnvtr  C2 

Mild  Acid  Husky  410  A3 

Mild  Acid  Husky  410  M/A  Acidulous  C2 

No.  800  Husky  Germicidal  Cleaner  ....  Dl 
Non  Butyl  Husky  902  N/B  Ind.  Det 

Complex   A4,C1 

Non  Butyl  Husky  902-A  Al 

Non-Acid  Hsky  320  N/A  Bwl  and 

Bthrm  Clnr   C2 

Oven  Plus  Husky  470  O/P  Oven&Gnll 

Clnr  A8 

Prof  Str  Husky  P/S  Auto  Toilet  Bowl 

Clnr  C2 

Professional  Stmgth  Husky 330  P/S  Au- 

toM  C2 

Rinse  Free  Husky  704  R/F  Floor  Strip- 
per    CI 

Sanitizer/Virucidal  Husky  803  S/V 

Disnf.    D2 

Soft  Lotion  Husky  S/L  Hand  Dshwshng 

Cone   Al 

Soft  Lotion  Husky  440  S/L  Hd 

Dishw.Conc Al 

Solvent  Based  Husky  901  S/B 

Indstrl  Clnr  A4.A8 

Super  Husky  Toilet  Bowl  Cleaner  C2 

Super  Husky  303  Toilet  Bowl  Cleaner  C2 

Thick  and  Clinging  Formula  Husky  305  C2 
Thick&ClingFor.Husky  T/C 

Bowl/TilePorCln  C2 

Thickened  Non-Acid  Husky  325    C2 

Candy  and  Company 

Break  16    Al 

Bright  Beauty  Concrete  Floor  Cleaner  A4 

Canter,  E.  L.  Co. 

Elco-76DDC Al 

Grease  Cutter Al 

Oven  &  G nil  Cleaner  Al 

Cantol  Inc. 

Aci-Tech    C2 

Asceptol  Disinfectant  Deodorant   C2 

AS-33  CI 

Big  Guy  CI 


Bio-Drain  L2 

BT-49  CI 

Can  Kleen  P    Al 

Creotion  E4 

Creotion  Plus  E4 

Davol  Al 

Deluxe  Lanax    C2 

Deo-Sorb  CI 

Descaler  A3.P1 

Do  It A4,C1 

Drain  Devil    LI 

Dri  "N  Die  Wcttable  Powder  Insecticide  F2 

Driacide  Fragrant  Insecticide   Fl 

Eliminator   CI 

Encon  200   G7 

Encon  261    G7 

Encon  500  G6 

Encon  501   G7 

Envirostrip  (Gel)  C3 

Envirostrip  (Liquid)  C3 

EF-90  Al 

F-L  Concentrated  Cleaner A4 

Film  Off  Powder  Al 

Foam-Off CI 

Freezer  Kleaner  A5 

Gasket  and  Paint  Remover  PI 

Germicidal  Quaternary  Pine  Oil  CI 

Grease  Off  CI 

GAT  CI 

Hex CI 

Hi-Brite  Metal  Finish  Maintainer  A7 

Instant    H2 

Instant  Penetrant  Lubricant  H2 

Instant-ER    H2 

J-88    K2 

Just  Squirt    CI 

Kitchen  Master  (Liquid)  Al 

Kitchen  Master  Powder Al 

Kleem A4 

Klunk  Insect  Fogger  Fl 

Link   CI 

Liquid  Film  Off Al 

Lo-Foam    A4 

LD  9 PI 

Melt  Away  CI 

Mildew  Stain  Remover  CI 

No  Odor  Flying  &  Crawling  Insecticide  F2 

Ora-Clean CI 

Ora-Fresh  Spray    CI 

Ora-Solv  Foam    CI 

Ora-Solv  Plus    CI 

Otrol  W   CI 

Oven  Kleen   A8 

Pha-R  Fog  Spray  Insecticide    F2 

Pine  Odor  Disinfectant  C2 

Pink  Antiseptic  Hand  Soap  El 

Plexoil    H2 

Pomme  CI 

Power  Plus  LI 

Power  Powder  CI 

Pumpow  C2 

Quat  Foaming  Germicidal  Cleaner CI 

Repell  CI 

R2U  Seelect  A-M  Foam.  Hospital 

Germ. Clnr  CI 

Sanipor C2 

See  Spray A4 

Seelect  A-M  128  Dl 

Seelect  A-M  256  CI 

Seelect  A-M  64  D2 

Sil-X    H2 

Solvent  "K"  Kl 

Stat  El 

Steryiite   C2 

Strip-Eze  Gel  C3.A8 

Tech  "LA"  A3 

Tech  "10"  D1.Q1 

Tech  Quaternary    D2 

Tech  Solv  Solvent  Cleaner  K2 

Tech  Zyme L2 

Tech  121P  Al 

Tech  123  PH  A2 


Tech  124  PN  A2 

Tech  125  P    A2 

Tech  126P  Al 

Tech  128P  A2 

Tech  150   A2 

Tech  289  P    Al 

Tech  300  P    A2 

Tech  736   CI 

Tech-Cide    F2 

That  Green  Stuff  CI 

Tri-Sub  Liquid  Degreaser  K2 

Washwell  Liquid  Soap   El 

Zinc-O-Lube    HI 

84-10    Al 

Canyon  Industries,  Inc. 

Concrete  Cleaner-PD A4 

Control-7  A4 

Farm  &  Dairy  Disinfectant/Sanitizer   ..  D2 

Food  Service  Sanitizer    D2 

Multi-Purpose  Disinfectant/Sanitizer   ..  D2 

Polysil  100  A4 

Canyon  State  Industries,  Inc. 

Cactus  Country  Laundry  Detergent   ....  B2 
Cape  Cod  Biochemical  Co. 

Bio-Rem  E-D L2 

CCLS  L2 

Cape  Fear  Janitorial  Supplies  Co. 

All  Purpose  Cleaner    A4 

Hi-Action  Cleaner  A4 

Tiger  Xtra  Duty  Cleaner  A4 

Capital  &  Quality  Products,  Inc. 

BW-104  G7 

BW-109  G7 

BW-112  G7 

BW-115  G7 

BW-1310  G6 

CW-10  G7 

CW-5  G7 

Jiffy  Clean  Concentrate Al 

Liquid  Detergent  Al 

Capital  Chemical  Co.  of  Richmond, 
Inc. 

All  Purpose  Cleaner   Al 

AA  Chlorinated  All  Purpose  Cleaner  ..  Al 

AA  General  Purpose  Cleaner  Al 

Boiler  Water  Treatment    G7 

BF  Heavy  Duty  Cleaner  A2 

Capital  CS-6    Dl 

Capital  12    Al 

Capital  15    A2 

Capital  17    A2 

Capital  25    A4 

Capital  250    LI 

Capital  26    Al 

Capital  27    A2 

Capital  29    Al 

Capital  32    Al 

Capital  33    A2 

Capital  9    Al 

Capital  96    Al 

CIP  Cleaner  Al 

DMW  Spray  Cleaner Al 

FG  Acid  Powder  Cleaner  A3 

GA  Regular  A3 

Capital  City  Paper  &  Chemical  Co. 

One  Minute  Drain  Opener   LI 
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Capital  City  Products  Company 

Mercol   C2 

Mercol  Beads Al 

Mercol  X  Al 

Mercol  259    A4 

Mercol  311    Al 

Capital  City  Restaurant  Supply 
Company 

KP-Grill  and  Oven  Cleaner    A4A8 

Capital  Industries  Inc. 

Muriatic  Acid  Cleaner A3 

Organic  Acid  Cleaner  A3 

Capital  Sanitary  Supply  (  <>.,  Inc. 

Cap-San  Big-T-Pine  555  Pine  Odor 

Disnf CI 

Cap-San  Ready  To  Use  Hand  Soap  El 

Cap-San  Solv-All  Extra  Hvy  Dty 

ClnrDgrs    A4A8 

Cap-San  T-Mint  Disinfectant  C2 

Cap-San  40%  Pure  Coconut  Oil  Hand 
Soap    El 

Capital  Supply  Co. 

CSC  Heavy  Duty  Indust  Hand  Clnr 

w/Pumice    E4 

CSC  Heavy  Duty  Industrial  Hand 

Cleaner   E4 

E-Z  Touch  Hand  Cleaner  E4 

Electro  Kleen  K2 

Handy  Foaming  Cleaner  A8 

Off  the  Wall    CI 

Orange  Kleen A8 

Slide  HI 

Solvo   K2 

Vision  Foaming  Glass  &  Hard  Surface 
Clnr  CI 

Capital  Supply  Company 

#410  Power  Cleaner   Al 

Bug-A-Way  Residual  Insect  Spray F2 

Hand  Soap  El 

Hi  Pine  II  Odor  Deodorant  CI 

NYC  Industrial  Strength  Insecticide  Spy  Fl 

Trouble  Solver CI 

Tub  &  Tile  Cleaner C2 

Capitol  Chemical  Industries,  Inc. 

Attack  Industrial  Cleaner    A4 

Capitol  Hill  Run-A-Way  F2 

Fly-A-Way  U  Fl 

Help  Concentrate  A4 

Klean  Freeze  A5 

Kwik-Foam   Al 

Liquid  Hand  Soap  El 

Minuteman  A4.A8 

Oven  Strip  A8 

Run-A-Way  PD  F2 

Capitol  Industries  Incorporated 

Hand  Cleaner  Antiseptic  Lotion  El 

Capitol  Oil  &  Grease  Co.  Inc. 

Amalga  Lube  401  W HI 

Industra-Lube  #104  Food  Mach.  Grs. 

Grd.l  HI 

Industra-Lube  #104  Food  Mach.  Grs. 

Grd.2  HI 

Industra-Lube  #106  Wht  Lithium  Grs 

Grd.2  H2 


Capitol  Sanitizing  Systems  &  Co. 

Electro-San  NP  12.5  Det/Dis   CI 

Capitol  Soap  Corporation 

Poly-Sorb  Jl 

Captain  Clean  Yacht  Care,  Inc. 

Fish-Off  E4 

Captree  Chemical 

Four  In  One  Moisture  Displacer  & 
Lube H2 

Car  Aroma,  Inc. 

Soft  Touch  Hand  Cleaner  E4 

Car-Wash-Systems,  Inc. 

501  Degreaser  Concentrate  A4A8 

710  Detergent    Al 

Caravan  Chemical  Company 

Jet  Dct   CI 

Carbola  Chemical  Co.,  Inc. 

All  Purpose  Cleaner   Al 

Control  #1    G6 

Control  #2   G6 

Control  #3   G6 

Control  #4   G6 

Control  #7   G6 

Crud  Cutter   E4 

Crud  Cutter  with  Pumice    E4 

Carboline  Company 

Carboline  Cleaner  #3    Al 

Sanitile  550  Fortifier  PI 

Carco  Chemical  Corporation 

Carcocide  Wettable  Powder  Insecticide    F2 

Scrabbles  CI 

The  Kwik  Fixx    CI 

Cardinal  Chemical  Co.,  Inc. 

Anti-Seize  Compound  H2 

Cardinal  Concentrate  CI 

Glass  Cleaner CI 

Hi-P  Contact  Cleaner   K2 

Inc-Red-Ible  Non-Flammable  Spray  ....    H2 
Non-Butyl  Degreaser  Cleaner  &  Deo- 
dorant        Al 

Rough  Scrub   E4 

Silicone  Spray  HI 

Soft  Scrub   E4 

Stainless  Steel  And  Metal  Polish  A7 

Sur-Grip  Belt  Dressing  PI 

Touch-Up  All  Purpose  Cleaner    CI 

Wyte-Ease  Lithium  Grease  H2 

Cardinal  Chemical  Company 

Carbaytex  Insecticide    F2 

Card-O-Sect  Fl 

Card-O-Sect  #25   Fl 

Cardinal  Food  Plant  5-1  Insecticide  Fl 

Cardinal  SF-1  Insecticide  Fl 

Cardinal  1-2-3  Insecticide  Fl 

Cardinal  25-5  Insecticide    Fl 

Cardinal  3%  Insecticide    Fl 


Cardinal  5%  Vapona  F2 

Food  Plant  Concentrated  Fogging 

Insctcd  Fl 

Mill  Fogging  Spray  No.  3    Fl 

Premium  Grade  Card-O-Sect   Fl 

Premium  Grade  Card-O-Sect  #25  Fl 

Premium  Grade  Cardinal  SF-2  Insctcd.  Fl 
Premium  Grade  Cncntrt.  NE-10-1 

Insctcd Fl 

Premium  Grade  Mill  Spray  #3  Fl 

Thermal  Fogging  Insecticide  Type  M  ..  Fl 
3-6-10  Concentrated  Insecticide  Fl 

Cardinal  Chemical  Corporation 

Blue  Dishterj  #HWF  Al 

Cardite  #422    A8 

Cardite  #623    A3 

Line  Lube  #HWF   H2 

Lustreen  A4.C1 

Lustrcen#HWF  Al 

Cardinal  Paper  Company 

All-Purpose  Lemon  Scented  Cleaner  ..  A4 
Care  Chemical  Co.,  Inc. 

Farm  &  Home  Safe  Clean    Al 

Safe  Clean  All  Purpose  Cleaner  Cone.  Al 
Safe  Clean  Liquid  Pipeline  Cleaner  ....    Al 

Care  Labs,  Inc. 

Amigo  Concentrated  Cleaner  and  De- 
greaser    Al 

BiocideDVM    Al 

Biocide  Plus    A4 

Bull  Dog   Al 

Carbonex   A2 

Chameleon  Al 

Dysofect  Disinfectant  Deodorant  CI 

E-Z  Wash Al 

Excel    Al 

Exit  Sewer  Solvent   LI 

Germex    C2 

Medasep  CI 

Medasep  A4 

Mediphene  Al 

One  Step    Al 

Phenascp    A4 

Phenasep    Al 

Renovate  Stainless  Steel  Clnr.  &  Polish  CI 
Spray  N'  Wipe  Germicidal  Deodorant 

Cleaner   CI 

Sur-San    D2 

SG  57  A3 

Tile  Brite  C2 

WT-2110  G7 

WT-2U1   G7 

WT-2125  G6 

WT-2130  G7 

WT-2135  G7 

WT-2320  G6 

WT-3000  G7 

WT-4130  G7 

Cargill,  Incorporated 

Brine  Bits  Water  Softener  Salt  PI 

Cargill  Louisiana  Rock  Salt  Crystals  Bl  ,P1 
Cargill  Solar  Salt  Crystals  Medium     CI  J>1 

Coarse  Rock  Salt  Crystals    C1.P1 

Dyn-O  Melt  CI 

Hi-Grade  Evaporated  Salt  PI 

Kansas  Fine  Rock  Salt  #4 CI 

Kansas  Rock  Salt  Medium  C1.P1 

Mix-N-Fine  Salt    CI 

Ranchers  Choice  Stock  Salt  C1P1 

Solar  Salt  Crystals C1.P1 
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Top-Flo  Evaporated  Salt  PI 

Water  Softener  Salt  Pellets  PI 

Carib  Chemical  Corporation 

Cara  Clean  Al 

Carib  Janitorial  Supply  &  Service, 
Inc. 

Bowl  Cleaner C2 

Discrete  Tile,  Porccelain,  Metal  Cleaner  A3 

Lotion  Hand  Soap  E4 

No.  80  Space  Spray    Fl 

No.  90  Space  Spray    F2 

Residual  Roach  Spray  F2 

Stainless  Steel  Cleaner   CI 

Caribbean  Chemical  Supplies  Corp. 

E-Z  33  CI 

Caribbean  General  Chemical 
Corporation 

Ultra  Power  Cherry  Bowl  Cleaner  C2 

Ultra  Power  Golden  Gator  Clnr  CI 

Ultra  Power  Grime- Scat  Al 

Ultra  Power  Multi  Blue    El 

Carlson  Cleaning  Equipment,  Inc. 

Carlson  D  500  Al 

Carlson  PD  225  A8 

Carlson  225  X  Al 

Carlson  707  Al 

Carlton  Chemical  Corp. 

Neutra  Clean   A4 

Carlyle  Products,  Inc. 

Speed  Clean  A4A8 

Stout  A4A8 

Carmel  Chemical  Corporation 

Aire-Mate  Odor  Neutralizer  CI 

Banish    CI 

Carmel  Acid  Cleaner A3 

Carmel  Alkalai  Cleaner A2 

Carmel  Clea-Con  Al 

Carmel  Foamer   Al 

Formula  F-5  Fl 

Germicidal  Detergent  and  Deodorant  Al  Al 

Mini  Suds    Kl 

N-R-G    A4 

Off  Hands  Liquid    El 

Super  Power    A4 

Super  Power  II    A4 

Super-Strip  CI 

Carnation  Chemicals  Corporation 

Dyna-Brite  A3 

Dyno  Brite  Special    A3 

Dyno-Boil  Out A2 

Foam-Mate Al 

Hi-Chlor-GP    A2 

Carochem,  Inc. 

Acid  Brightener  107F  A3 

Blue  Wonder  All  Purpose  Clnr.  De- 
greaser  Al 

Brute    Al 

Carochem  Aluminum  Cleaner-Bri- 

ghtener    A3 

Carochem  Chain  Belt  Lube    H2 


Carochem  D-10  Foam  Control 

Agent A1.Q5 

Carochem  Floor  &  Heavy  Duty  Cleaner 

150E   A4 

Carochem  Freezer  Geaner  A5 

Carochem  General  Cleaner  105E  Al 

Carochem  Germicidal  Detergent  & 

Deod Al 

Carochem  Stainless  Steel  Cleaner    CI 

Carochem  Stainless  Steel  Cleaner   Al 

Carospray  &  Wipe  Cleaner  Powder  ....  CI 

Carotek  Antifoam  Concentrate  Al 

Carotek  Antifoam  Solution  Al 

Carotek  Disinfectant  D2 

Carotek  Egg  Detergent  Chlorinated  Li- 
quid    Ql 

Carotek  Super  Blue  All  Purpose  Cone.  CI 

Carotek  264  Al 

Carotek  821   A4 

Caustic  Stock  Solution  103D   A2 

Chlorinated  GPC  Cleaner  Al 

Egg  Detergent  Chlorinated  Powder   ....  Ql 

Egg  Detergent  Heavy-Duty  Powder  ....  Ql 

Egg  Detergent  Liquid   Ql 

GPC  Cleaner  Al 

Kleen-All  CI 

Mild  Liquid  Detergent  11 4D    Al 

Pink  Lotion  Hand  Cleaner   El 

Powdered  Degreaser  Cleaner   Al 

Rendering  Plant  Cleaner  Degreaser  ....  Al 

Sanitizing  Hand  Soap   E2 

Stainless  Steel  Caustic  Cleaner  11 3D  A2 

Vanillin  Deodorant   CI 

Carolina  Chemical  Equipment  Co. 
Inc 

Carolina  Chemical  CC-25  Al 

Carolina  Industrial  Supply 

Aquacide   Fl 

Chem  Tronic   A4 

Fast  Klean  A3 

Fogging  Spray  Concentrate Fl 

Gent  Concentrate  A4 

L-Tox  Spray    Fl 

Lemon  Tree  Cleaner  and  Deodorant    ..    CI 

Lo-Sudz  A4 

Miracle  Cleaner  Concentrate    A4 

Mr.  Brite  Porcelain  Cleaner  C2 

Odo-Rout  CI 

Orange  Deodorant  CI 

Power  Concentrate  Emulsion  Bowl 

Cleaner   C2 

Remuv-Ox  A3 

Steam  Cleaner  Liquid  A2 

Whirlpool  Drain  Opener  LI 

Whomp    LI 

XL-68 H2 

Caroline  Chemical  Company 

Armour  Shield  Hard  Surf.  Protective 

Clnr  A7 

Caraco  Pink  Lotion  Hand  Soap   El 

Edger  CI 

Erase  Heavy  Duty  Ammoniated  Stripper  A4 
Freshie  Pine  Oil  Deodorant  &  Cleaner  CI 
Onward  Concentrate  All  Purpose 

Cleaner   Al 

Prowl  CI 

Purge   A8 

React  Toilet  Bowl  Cleaner  C2 

Remove  NonAmmoniated  Floor  Finish 

Strip A4 

Resolv-It    F2 

Restore  Floor  Finish  Maintainer Al 

Scurge  Creme  Cleanser C2 

Seize  Bowl  Cleaner C2 

Smooth  Suds   A4 


Spectacle  CI 

Starbright  A7 

Stat  Disinfectant  Cleaner  General  Purp  CI 
Strong  Arm  Concentrated  Degreaser 

Clnr  Al 

Superchlor   Al 

Carothers  Termite  &  Pest  Control 

Institutional  Aerosol  Insecticide  Fl 

Carpenter  Paper  Company 

Top  Performer  A4 

Tough  Clean    A4 

Carpets  'N  More  Inc. 

D-1000  Al 

Sani  Clean  2000    A4 

Super  Bowl  II    C2 

Carr  Chemical  Corporation 

Off  The  Boards  CI 

Off  The  Glass   CI 

Off  The  Wall  Vandal  Mark  Remover  CI 

Sure  Shine  Stainless  Steel  Cleaner A7 

Carr  Paper  Company 

Cleaner  and  Degreaser   A4 

Carriage  Cleaning  Systems 

ccsxn  +  G Al 

Carriage  Trade  Company,  Inc. 

Q-100  R  D2 

Carroll  Company 

Adapt  Warewash  Detergent    Al 

Add  +  Automatic  Dishwash  Detergent  Al 

After  Laundry  Softener-Sour   B2 

Alka-Lion  Drain  Opener  LI 

All  Purpose-Hvy  Dty  Liquid  Steam 

Cleaner   Al 

Ail-Off  CI 

Amigo  Waterless  Hand  Creme  E4 

Ammoniated  Glass  Cleaner    CI 

Ant  &  Roach  Spray  Pressurized  F2 

Anti-Foamer Al 

Antiseptic  Liquid  Hand  Soap  20    El 

Aqua  "10"  Insecticide  Fl 

Aqua  Steel  A7 

Bac-Soap  Antiseptic  Hand  Soap  E2 

Big  Dog  Concrete  Cleaner  A4 

Boiler  Protect-All  250  G6 

Boiler  Protect-All  450  G6 

Cardinal  Concentrated  Cleaner  A4 

Cardinal  Without  Color  &  Perfume 

Cone  CI Al 

Carroll  Egg  Cleaner    Ql 

Carroll  Fabric  Softener  Sanitizer   B2 

Carroll  Quat  9.0    CI 

Carrosol  Brand  Ant&Roach  Killer  F2 

Carrosol  Brand  Flying  Insect  Killer  Fl 

Carrosol  Brand  Foaming  Disinfectant 

Q CI 

Carrosol  Brand  Glycol  Air  Sanitizer   ..  CI 

Carrosol  Brand  Ocide  CI 

Carrosol  Brand  Winda  Shine   CI 

Carrosol  Spray  Solvs-It  CI 

Carrosol  Stainless  Steel  Cleaner A7 

Chase  Injector  Laundry  Detergent   Bl 

Cherry  Bowl  Cleaner    C2 

Chlorinated  Detergent  Sanitizer  Dl 

Chlorinated  Top  Right   Al 

Chlorinated  Wash  Sanitizer    Dl 
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Clear  Lemon   CI 

Clear  Lemon  Disinfectant  C2 

Clear  Mint  CI 

Clear  Mint  Disinfectant-Cleaner CI 

Cold  Storage  Cleaner   A5 

Combo  Cleaner  Disinfectant  Dl 

Combo  Foaming  Disinfectant  CI 

Companion  Cleaner A4 

Concentrated  Windshield  Cleaner    CI 

Cowboy  Heavy  Duty  Concentrate   A4 

Day  Break  Laundry  Break   Bl 

Dead  Sure    F2 

Deep  Fat  Fryer  Cleaner A2 

Deodorant  Blocks  (Cube)  CI 

Dirt  Away  Hand  Soap E4 

Discrete  Bowl  Cleaner   A3 

Door  Knocker  Cleaner  Degreaser  ..    A4A8 
DD-30  Hand  Dishwashing  Detergent  ..    Al 

DG  82    Kl 

DG-85  Auto  Degreaser  Kl 

DG-90    CI 

DG-90  Industrial  Degreaser  (Aerosol)      CI 
E-2  Brute'l  Sanitizing  Hand  Cleaner    ....  E2 

Egg  Wash  No.  1000   Ql 

Electrosol  Safety  Solvent   K2 

Emulsol  Disinfectant  Bowl  Cleaner  ....    C2 

ENTrance  Al 

Fatsope  Heavy  Duty  Foaming  Cleaner     Al 

Feather  Soft  Fabric  Softener B2 

Flying  Insect  Killer  F2 

Foaming  Hi-Alkaline  Cleaner  A2 

Freezer  Cleaner  A5 

Glisten  Thick  Toilet  Bowl  Cleaner    ....    C2 

Gold  Solvs-It  A4A8 

Golden  Cleaner  A4 

Golden  Gator  Concrete  Cleaner  CI 

Grime  Scat  Al 

Handegerm  E2 

Happy  Total  Release  Malodor  Counter- 
act     CI 

Heavy  Duty  Liquid  Laundry  Detergent    Bl 

Heavy-Duty  Chemical  Deodorant CI 

Ido-Mite  Hand  Wash  Sanitizer  E2 

Idomate  Concentrated  Hand  Sanitizer   ..  E3 

Industrial  Parts  Cleaner A2 

Iodo-175 D2.E3 

Klor-Ene  Sanitizer D2 

Lemon  Hospital  Disinfectant-Deodorant  CI 

Lemony-Lime  Disinfectant  A4.C1 

Lime-Off  A3 

Liquid  Laundry  Booster   Bl 

Liquid  Laundry  Detergent Bl 

Liquid  Laundry  Sour B2 

Locomotion  Conveyor  Lubricant   H2 

Lord  Nelson  Toilet  Bowl  Cleaner    C2 

Lotion  Hand  Soap  Plus  E4 

LD  32  Unscented  Pot  &  Pan  Cleaner      A 1 

LI-MA-DI-WA    Al 

Machine  Ware-Wash  Detergent   Al 

Mechanics  Hand  Soap E4 

Multi  Blue  C1.E4 

Multi-D  Cleaner-Degreaser A4 

Multi-Q  Sanitizer D2 

Muriatic  Acid  Utility  Cleaner  A3 

Neutrasteam  WV  G6 

Nitty  Gritty  Powdered  Hand  Cleaner  ..    C2 

No.  12  Wonder  Seal   PI 

No.  80  Space  Spray    F2 

No.  90  Space  Spray    F2 

Ocide  2  Disinfectant  and  Deodorant    ..    CI 

Ocide  2  Hospital  Disinfectant CI 

Ocide  200    CI 

Opal  Shower  Soap E4 

Open  Line  Granulated  Drain  Opener  ....  LI 

Oven  &  Griddle  Cleaner  A8 

Oven  &  Griddle  Cleaner  (Aerosol)    ....    A8 

Pack-O-Powr  A4 

Palpon    El 

Penelube H2 

Pine  II  Pine  Odor  Disinfectant  CI 

Pine  Quat  Pine  Odor  Disinfectant    CI 

Pink  Max  Heavy  Duty  Cleaner    A4 


Porcelain  and  Toilet  Bowl  Cleaner    ....    C2 

Powdered  Hand  Soap   C2 

Premium  Fly  &  Roach  Spray  Fl 

Pretty  Potty   C2 

Product  Code  902  Concrete  Flr&Drvwy 

Clnr  A4 

Pure  Pine  Oil  Disinfectant    CI 

Pure  Pine  Oil  Emulsifiable  CI 

Purple  Solvs-It  A4.A8 

Pyrethroid  Fly  &  Roach  Spray  Fl 

Quat  Sanitizer   D2 

Quaternary  Ammonium  Germicide 

Cone Dl 

Quatrocide  E3 

Quick  Change  Bowl  Cleaner   C2 

Ready-for-use  Liquid  Hand  Soap  El 

Residual  Roach  Spray  F2 

Round  Deodorant  Block  CI 

S-1000   Al 

Sani-Soft  All  Purpose  Hand  &  Body 

Clnr E4 

Sanitary  Handcare  El 

Sensotronic  Degerm    E2 

Slick  Silicone  Spray   H2 

Soaptronic  E2    E2 

Soaptronic-Quat  E3 

Solvs-it A4A8 

Spray  Solvs-It   C1A8 

Spray  Solvs-It  Multi  Purp  CInr&Dgr 

(Aer)   A4.C1 

Stainless  Steel  Cleaner  (Aerosol)  CI 

Stainless  Steel  Cleaner  (Bulk)    A7 

Strongarm  Concrete  Floor  Cleaner CI 

Sudsing  Creme  Cleanser  A6 

Sul-Fury  LI 

Sunshine  Laundry  Detergent Bl 

Super  Enzymes  Plus   L2 

Super  Grime  Scat    A4 

Super  Ocide  Hospital  Clnr.-Disinfectant  CI 

Super  Six  A4 

T  Mint  Disinfectant  C2 

T  Pine  Pine  Odor  Disinfectant  Five  ....    CI 

Thick  Pink  Hand  And  Body  Soap   El 

Thick  Thick  Thick  Porcelain  &  Bowl 

Clnr  C2 

Thrifty  Mint  Disinfectant   C2 

Thrifty  Pine  CI 

Triple  Concentrated  Hand  Soap  El 

Ultra  Solve K2 

Ultra  Solve  (Aerosol)   K2 

Unscented  LD33   Al 

Waterless  Hand  Cleaner  E4 

Waterless  Hand  Cleaner  w/Pumice    E4 

Winda  Shine  (Aerosol)  CI 

Winda-Shine    CI 

Wired  Toilet  Bowl  Deo.  Block    C2 

Zzzott!  Dry  Chlorine  Bleach    Bl 

10%  Liquid  Bleach  Bl 

389  Cleaner  A3 

40%  Coco-Castile  Soap    El 

40%  Pure  Coconut  Oil  Hand  Soap El 

455  Porcelain  and  Bowl  Cleaner   C2 

922  Institutional  Machine  Dishwash    ..    A2 

944  Laundry  Detergent  B2 

946  Non-Phosphate  Laundry  Detergent  Bl 
973  Detergent  Hand  Dishwashing 

Detrgnt   Al 

Carroway  Company 

Carroway  Carr-O-Tox  Fl 

Carry-All 

Liquid  Alive  Bacteria   L2 

Rough  Touch  Hand  Cleaner  E4 

Carter  Inc. 

C- 100  Industrial  Degreaser  Cleaner  A4A8 
C-200  Heavy  Duty  Concrete  Cleaner  ..    A4 


C-300  Heavy  Duty  Degreaser  Cleaner  Al 
One  Step  Alkaline  Cleaner  Aluminum 

Brtnr   Al 

Cascade  Industrial  Products 

10%  Disinfectant  Sanitizer  D2 

Cascade  Industrial  Products  Ltd. 

Multizymes    L2 

Super-Solv  Plus  L2 

Casco  Chemical  Company 

Boiler  Compound  Solution  #1    G6 

Casco  Products  Co.,  Inc. 

C-Clear CI 

C-Wipe CI 

Cas-O-Dine   D2 

CS-1500  Sodium  Hypochlorite  Solution  D2 

CS-300  K2 

Casco,  Inc. 

So-Chlor    D2 

Cash-Wa  Distributing  Co.,  Inc. 

Non  Butyl  Degreaser A4A8 

Oven  &  Grill  Cleaner  A8 

Ready  To  Use  Degreaser   CI 

Cassedy  Company,  Inc. 

AF440    G6 

B3000    G6 

B3002    G6 

B3002SR  G6 

B3003    G6 

B3332    G6 

B3333    G6 

B3360    G7 

C5005    G7 

C5015    G7 

C5025    G7 

C5070    G6 

D3502    G6 

D3503    G6 

D3503S    G6 

D3506    G6 

D5510    G7 

P900  G3 

P903  G3 

RC443   PI 

R3890    G6 

R3900    G6 

R4010    G7 

R4020    G7 

R4040    G6 

S-1008  G7 

S1017  G7 

0-1000   G6 

01017  G6 

Castle  HiTech  Chem 

Castle  Streak  Proof  CI 

Castle  2-22  For  Professional  Use  CI 

Castle  2-22  Industrial  Strength  CI 

Castle  2-22  Neutral  pH  Al 

Safe  Stuff CI 

Castle  Products,  Inc. 

Big  5    H2 

Endura   H2 

Iron  Man   H2 
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Castleberry  Enterprises,  Inc. 

Ceiling  &  Wall  Spray  Sntzr.  Disnf-Deod  D2 

CEI  Iodine  Disinfectant-Sanitizer D2 

Castoleum  Corporation,  The 

Trizol  Penetrating  Solvent    H2 

Trizol  Silicone  Spray  Lubricant  HI 

Castonix  Inc. 

Polish  CI 

Castro  Limited 

Castrol  Vitalube  Grease  2  HI 

Castrol  Industrial  Central  Inc. 

Castrol  Kleen  3303  A4 

Come  Clean  900   Al 

Come  Clean  900-C  Al 

Kleen  3625    CI 

VFC-10    A4 

Catalyst  Chemical  Company 

CBT-1    G6 

CBT-16    G7 

CBT-2    G6 

CBT-3    G6 

CBT-1    G6 

CBT-5    G6 

CBT-50    G6 

CBT-500   G6 

CBT-53    G6 

CBT-60    G6 

CBT-66    G6 

CBT-7    G6 

CBT-8    G6 

CCW-10 G7 

CCW-11  G7 

CCW-12  G7 

CCW-13  G7 

CCW-14 G7 

CCW-27  G7 

CCW-37 G7 

CCW-41  G2.G6 

CCW-46  G2.G6 

CCW-47  G7 

CCW-63  G7 

CCW-74 G7 

CRT-1    G6 

CRT-2    G6 

CRT-3    G6 

Catamount  Chemical  &  Color  Co. 

Blastaway A4 

New  Ultra  10  A2 

Cater  Chemicals  Corp. 

A-ZKlin    Al 

Actalky Bl 

All  Metal  Cleaner  Al 

All  Purpose  Cleaner   Al 

Aquafoam    Al 

Aquafoam  II    Al 

Bowl  Cleaner C2 

Cat  Lube   H2 

Cat  San    D2.Q3 

Cat  San  QD  D2 

Cat-Chlor  Al 

Cat-Chlorll  Al 

Cat-Detergent B2 

Cat-Foam  Al 

Cat-Oil  HI 

Cat-San  ID  D2 

Cat-Shine  A3 


Cat-Smoke  Al 

Cat-Sour Bl 

Cat-Sour  Liq    Bl 

Cat-16    A3 

Cat-17    A3 

Cat-18    A3 

Cat-20    CI 

Cat-66    A8 

CAT-Alkali   Bl 

CAT-Bleach  Bl 

CAT-1    A3 

CAT-11    A3 

CAT-15   A3 

CAT-5    A3 

CAT-52   Al 

CAT-53   Al 

CAT-55   A2 

CAT-64   A2 

CAT-65    A2 

CAT-67    A2 

CAT-75   A2 

CAT-76   A2 

CAT-77   Al 

CAT-78   A8 

CAT-80   A2 

CAT51  A2 

CSH  E2 

Defrost  A5 

Egg  Terg   Ql 

EggTergH   Ql 

Egg  Terg  Liq Ql 

Foamalk  Al 

Foamalkll  Al 

Glugone  Kl 

Grease  Off  A4.A8 

Greaseter   A4 

Grisgone CI 

Grisolve  Kl 

Jet  Clean   A2 

Klin-Ez Al 

Klin-Ez  32  Al 

Klinall    Al 

Klinzol  Al 

Laundry  Softner B2 

Laundry  Softner  Liq B2 

Limaout  A3 

Liq.  All  Purpose  Cleaner    Al 

Liq-Detergent Bl 

Master  Clean  Al 

Master  Clean  U  Al 

Mega  Clean  Al 

Mega  Clean  B  Al 

Odorout   CI 

Oil-O-Trol   HI 

Open  Up    LI 

Polyklin   Al 

Profoam  Al 

Rainbow  Bl 

Safe  Hands El 

San-Fi-Chlor    Al 

San-Fit-Chlor  Al 

San-Te-Chlor  Al 

Scour  Power    A6 

Soluclean  A8 

Sour-Softner B2 

Spectrum   Al 

Spectrum  II   Al 

Stainout   Bl 

Stainout  (Color) Bl 

Striper    A2 

Trolley  Geaner  A2 

Trolly  Oil  HI 

Cato  Oil  and  Grease  Company 

Ammonia  Compressor  Oil    H2 

Blue  D  Lithium  Complex  1  Grease 

Code5495    H2 

Blue  D  Lithium  Complex  2  Grease 

Code5414   H2 

Blue  Dyed  Anhydrous  Calcium  Grease 

No.  2  H2 


Cato  HV1  AW  Hydraulic  Oil  46    H2 

Cato  Lubrizide  22A  H2 

Cato  Multi-Grade  Hydraulic  Oil  SAE 

5W/20  H2 

Cato  White  Chain  Lube    H2 

Cato  5395  Grease   H2 

Code  1611  SAE  80W/90    H2 

Code  1612  SAE  85W/140    H2 

Code  1613  SAE  90  H2 

Code  1614  SAE  140  H2 

Code  5280  Grease  H2 

Dexron  II  D-20400   H2 

Dimension  ISO-100 H2 

Dimension  ISO-32 H2 

Dimension  ISO-68 H2 

EP  Moly  D  Grease  Code  5361  H2 

FG  Drip  Oil  HI 

FG  Gel  Sealant   PI 

High  Temp  Food  Grade  Grease  With 

PTFE  HI 

High  Temperature  Food  Grade  Grease 

No.  0  HI 

JT-6  Multi-Purpose  Hi-Temp  Grease 

No.  1  H2 

K-M  High  Temp  Food  Grade  Grease 

No.  1  HI 

Kerr  McGee  Food  Machinery  Grease  HI 
Kerr  McGee  Food  Machinery  Oil  ISO 

68    HI 

Kerr  McGee  GZ25B  Grease  H2 

Kerr  McGee  High  Temp  Food  Grade 

Grease  HI 

Kerr  McGee  Prize  Food  Machinery 

Grease  HI 

Kerr  McGee  Prize  Hydraulic  Oil  SAE 

5W-20  H2 

Kerr-McGee  Bakery  Chain  Oil,  Code 

2035    H2 

Kerr-McGee  Blue  Max  Motor  Oil  SAE 

15W-W  H2 

Kerr-McGee  Food  Machinery  Oil  ISO 

100    HI 

Kerr-McGee  Food  Machinery  Oil  ISO 

15    HI 

Kerr-McGee  Food  Machinery  Oil  ISO 

32    HI 

Kerr-McGee  Food  Machinery  Oil  ISO 

46    HI 

Kerr-McGee  Premium  Lithium  EP  #2 

Grease  H2 

Kerr-McGee  Prize  Lith  CX  Grease  ....  H2 
Kerr-McGee  Prize  R&O  Turbine  Oil 

ISO  100 H2 

Kerr-McGee  Prize  R&O  Turbine  Oil 

ISO  150 H2 

Kerr-McGee  Prize  R&O  Turbine  Oil 

ISO  220 H2 

Kerr-McGee  Prize  R&O  Turbine  Oil 

ISO  32 H2 

Kerr-McGee  Prize  R&O  Turbine  Oil 

ISO  68  H2 

Kerr-McGee  Special  HD  Motor  Oil 

SAE.30   H2 

KM  Prize  Industrial  Gear  Oil  ISO  100  H2 

KM  Prize  Industrial  Gear  Oil  ISO  1000  H2 

KM  Prize  Industrial  Gear  Oil  ISO  150  H2 

KM  Prize  Industrial  Gear  Oil  ISO  1500  H2 

KM  Prize  Industrial  Gear  Oil  ISO  220  H2 

KM  Prize  Industrial  Gear  Oil  ISO  320  H2 

KM  Prize  Industrial  Gear  Oil  ISO  460  H2 

KM  Prize  Industrial  Gear  Oil  ISO  68  H2 

KM  Prize  Industrial  Gear  Oil  ISO  680  H2 

Lith  Flex  All  Season  Grease  Code  531 1  H2 

Lith  Flex  CX  A.S H2 

Lithium  Poly-Moly  No.  2  Code  5270  H2 

Low-Temp  AW  Food  Machinery  Oil  ..  HI 

Moly  Lith  Flex  CX  A.S H2 

Multi  Purpose  NLGI-0  GS-22 19   H2 

Multi-Duty  Gear  Lub.  GL-5  SAE 

85W-140  H2 

Multi-Duty  Gear  Lub.  GL-5  SAE 

85W-90  h: 
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Multi-Purpose  EP-1  Grease  Code  5394  H2 
Multi-Purpose  GL-5  Gear  Lube  SAE. 

85W-90  H2 

Multi-Purpose  GL-5  Gear  Lube 

SAE.85W-140 H2 

Mystik  Anti-Leak  Industrial  Oil  H2 

Mystik  AW/AL  Hydraulic  Oil  ISO  100  H2 

Mystik  AW/AL  Hydraulic  Oil  ISO  32  H2 

Mystik  AW/AL  Hydraulic  Oil  ISO  46  H2 

Mystik  AW/AL  Hydraulic  Oil  ISO  68  H2 

Mystik  CL-00  Centra-Lube  Grease  ....  H2 
Mystik  Dimension  Semi-Syn  Gr  Lub 

SAE  250  H2 

Mystik  Dimension  Semi-Synth.  M-Purp 

Grs H2 

Mystik  Dimension  Semi-SynGrLub 

SAE80W140  H2 

Mystik  Dimnsn  Semi-Syn  Gr  Lub  SAE 

75W-90  H2 

Mystik  FG-0  Food  Machinery  Grease  HI 

Mystik  FG-1  Food  Machinery  Grease  HI 

Mystik  FG-2  Food  Machinery  Grease  HI 
Mystik  FG/AW  100  Food  Machinery 

Oil  HI 

Mystik  FG/AW  32  Food  Machinery  Oil  HI 

Mystik  FG/AW  46  Food  Machinery  Oil  HI 
Mystik  FG/AW  460  Food  Machinery 

Oil  HI 

Mystik  FG/AW  68  Food  Machinery  Oil  HI 

Mystik  HL-3168  Grease  H2 

Mystik  HT-FG  High-Temp  Food  Mach 

Grease  HI 

Mystik  HT-FG  Supreme  HI 

Mystik  HT-FG  Supreme  Food  Mach. 

Spra  Grs    HI 

Mystik  HT-FG  Supreme  No.O  Food 

Grd.  Grs HI 

Mystik  JT-6  High  Temp.  Multipurp. 

Grease  H2 

Mystik  JT-7  Multi-PurpGearLub  SAE 

80W-90  H2 

Mystik  JT-7  MultiPurp  GearLub 

SAE85W-140  H2 

Mystik  JT-8  S.  Hvy  Dty  Mtr  Oil  SAE 

15W40 H2 

Mystik  JT-8  S.  Hvy  Dty  Mtr  Oil  SAE 

15W50 H2 

Mystik  JT-8  Super  Hvy  Dty  Mtr  Oil 

SAE.30   H2 

Mystik  LT-200  Grease   PI 

Mystik  Whitened  Food  Machinery  Grs 

FG-2   HI 

MPO-20  H2 

Non  Melt  High  Temperature  Moly 

Grease  H2 

Pawnee  Industrial  Oil  R&O  A.5    H2 

Pawnee  Industrial  Oil  R&O  C   H2 

Pawnee  Industrial  Oil  R&O  E   H2 

Pawnee  Industrial  Oil  R&O  F   H2 

Pawnee  Industrial  Oil  R0  E.5  H2 

Prize  Ammonia  Compressor  Oil  ISO  68  H2 

Prize  Moly  Lith  E.P.  No.  2    H2 

Red  Lith  Flex  A.S H2 

Wax  Free  Compressor  Oil  ISO  68  H2 

Cavalier  Chemical  Company,  Inc. 

All  Purpose  Cleaner   Al 

Aztec   Al 

AD-5100    A4 

Builder  1124   Bl 

Built  Laundry  Detergent  Bl 

Car  Wash  Liquid  No.  22    A4 

Cavalier  All  Purpose  Cleaner  &  De- 
greaser  A4 

Cavalier  FP-109 Al 

Cavalier  LC  1152   Bl 

Cavalier  Silicone  Spray HI 

Chlorinated  Dish-O-Matic Al 

Chloro    LI 

Concrete  Cleaner  A4 

CIP  17   A2 


Dual  Chlor  D2 

Emerald  Green Al 

En  Garde  Oven  Grill  &  Fat  Fry  Cleaner  A8 

Fabric  Softener  &  Neutralizer    B2 

Flash    CI 

Formula  FP-109    Al 

Formula  FP-1408    Ql 

Formula  FP- 1425    Al 

Formula  H-334   Al 

Formula  M-l  19  Al 

Formula  SG-611    CI 

Formula  SG-616   D2 

Formula  1145    Bl 

Formula  1252    Al 

Formula  1427    A3 

Formula  1450    CI 

Formula  301    Al 

Formula  341    Al 

Formula  342    Al 

Formula  900    A4 

Formula  901    Al 

Formula  902    Al 

Formula  911    Al 

Freeze-Kleen   A5 

Grease  Kicker   A8 

H-339  Al 

Hand  Dishwashing  Detergent  340    A4 

Heavy  Duty  Floor  Cleaner  A4 

Heavy  Duty  Floor  Cleaner  Special  For- 
mula      A4 

Hy  Pressure  Cleaner  A2 

Hydro-Chlor Dl 

Inorganic  Bleach  LC-1 156   Bl 

Iodex    D2 

IND  1510  Al 

Jester  NF  Al 

Jester  OF  A2 

Laundry  Detergent Bl 

Laundry  Detergent  LC-1 144  Bl 

Laundry  Softener  And  Freshener 

LC-1 147   B2 

Laundry  Whitener  Bl 

Liquid  Concentrate  125  Al 

Liquid  Concentrate  126  Al 

Liquid  Drain  Solvent LI 

LC-1 127  B2 

LC-1 133  Blood  and  Protein  Spotter  ....  Bl 

LC-1151  Bl 

Magic  Al 

Meat  Plant  Cleaner  No.  7  A2 

Microstat   B2 

New  G-R  Germicidal  Rinse   D2 

No.  605    Dl 

Oven  Cleaner  And  Degreaser  A8 

Peak   A3 

Peak  LF  A3 

Pre- Wash  Spotter  LC-1 119  B2 

Preen  Plastic  Dp  Al 

Prompt  Al 

Purge   Al 

Rinse-It    Al 

Sani  Sol   Al 

Sano  Lube   H2 

Sanolac  #5  Al 

Sanolac  #7-0   A2 

Scale  &  Film  Remover  A3 

Sewer  Solvent   LI 

Solid  All  Purpose  Cleaner    CI 

Speedy   A4 

Spraize  A4 

Steam  Cleaner  AD  1235  A2 

Steam  King   Al 

Cavalier  Industries,  Incorporated 

Caustrol  I  G6 

Cavalier  Brite  Plus  with  Pumice    E4 

Cavalier  Car  Wash    A4 

Cavalier  Concentrate  A4 

Cavalier  CRT  Screen-Care  CI 

Cavalier  Dri-Mol  Moly-Micro-Film  ....  H2 

Cavalier  Fogging  Spray    Fl 


Cavalier  H.D.  Drain  Opener  LI 

Cavalier  Hand  Some  Waterless  Hand 

Clnr  E4 

Cavalier  Kling-N-Klean  Bowl  & 

Prcln  Clnr  A3.C2 

Cavalier  Kuul  Cutting  &  Tapping  Fluid  H2 
Cavalier  Lanolin  Waterless  Hand 

Cleaner   E4 

Cavalier  Lemon  Disinfectant  Cleaner  CI 
Cavalier  No  Grab  Anti-Seize  Compound  H2 
Cavalier  No-Lok  Anti-Seize  Lubricant  H2 
Cavalier  Odor-Out  Plus  Concentrated 

Deod CI 

Cavalier  Paint  &  Varnish  Stripper  C3 

Cavalier  Power  Clean  A4 

Cavalier  Power  Foam  CI 

Cavalier  Pumice  Clean  Waterless  Hnd 

Clnr  E4 

Cavalier  Red  Giant   H2 

Cavalier  Red  Man  Grease  H2 

Cavalier  Safety  Solvent  K2 

Cavalier  Skin  Shield  E4 

Cavalier  Teflex    H2 

Cavalier  Waterless  Hand  Cleaner E4 

Cavlr  New  Pwr  Batry  Trmnl  Clnr  & 

Prtctr  PI 

Chain  &  Cable  Lubricant  H2 

Krystal  Klear  CI 

KT-21  K2 

Lubricant  Penetrant  H2 

Metal  Brite A7 

Neu-Amine  D    G6 

No  Grease-No  Smell  CI 

Oven  &  Fryer  Cleaner    A8 

Oven  Kare  A8 

Phostrol  I  G6 

Possit-Grip  PI 

Safety  Solvent  Kl 

Sani-Lube HI 

Silicone  Spray  HI 

Wyte-Ease   H2 

Cedar  Rapids  Janitorial  Supply, 
Inc. 

Delimer  Deliming  Compound A3 

Lemon  Disinfectant-Cleaner  C2 

Lotion  Pot  &  Pan  Detergent  Al 

Cedar  Valley  Cheese  Inc. 

Chelated  Caustic   A2 

Floor  Cleaner-PO    CI 

Ceel-Co 

Ceel-Tite  #100  Adhesive    PI 

Ceel-Tite  #100  Thinner PI 

Ceel-Tite  No.  300  Adhesive  PI 

Ceel-Tite  Primer  403  Part  "A"  &  "B"  ..  PI 
Ceel-Tite  130  Flat  Stock  PI 

Ceiling  Doctor  International  Inc. 

Ceiling  Doctor  Degreaser  A4 

Ceiltech 

Ceiltech  Ceiling  Cleaning  Activator  ....    CI 

Celect  Sales,  Inc. 

Away  A4 

Battery  CI 

Celect  Bowl  Cleaner  C2 

Celect  Cold  Solvent  Degreaser K2 

Celect  Concentrate    A4 

Celect  Foam  Degreaser  A4.A8 

Celect  General  Purpose  Cleaner  CI 

Celect  Liquid  Hand  Soap   E4 

Celect  Lo-Foam  CI 
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Celect  Premium  Soap   El 

Celect  Soap   E4 

Green  Clean  Al 

Markaway    A4 

Neutral  Lemon  A4 

Sassy  Clean  Al 

Seal  &  Finish  Remover    C3 

Seal  Strip  C3 

Super-Celect    CI 

Cello  Corp. 

Brevity  Blue  Liquid  Scouring  Creme  ..    A6 

Cleaner  "Ammoniated"  CI 

Cleaner  Disinfectant  Deodorant  Dl 

Cutaway  Grease  Cutting  Foaming 

Cleaner  Al 

D-O-Daire  Cone.  Air  Freshener  Deodo- 
rant        CI 

D'Part  Roach  &  Fly  Spray   Fl 

E-Z-Kleen    Al 

F-1000  Disinfectant  Sanitizer  Deodorant  D2 

Floor  Restorer   Al 

Formula  505  Concentrated  Alkaline 

Clnr  A4.A8 

GRL  All  Purpose  Cleaner A4 

GRL  Blue  All  Purpose  Cleaner   CI 

Hospital  Detergent  Disinfectant   D2 

Industrial  Cleaner   CI 

Lemon  Disinfectant  A4 

Like  Magic  Scouring  Liquid  Cleanser      A6 

Like  Magic  Window  Cleaner  CI 

Liminox  Liquid  Residual  Insecticide  ....  F2 

Liquid  Hand  Soap  El 

Mint-Tergent  Concentrated  Cleaner  ....    A4 

Multi-Purpose  Insect  Killer Fl 

Neutra-Green  Neutral  pH  Cleaner/Dgrsr  CI 

No-Fume  Drain  Opener    LI 

On  &  Off  Baseboard  Cleaner  &  Floor 

Strpr    CI 

On  &  Off  Baseboard  Cleaner  &  Wax 

Strpr A4 

Out  LI 

P-19  Pine  Odor  Disinfectant  CI 

Pine  Odor  Detergent  CI 

Pink-Tergent  Concentrated  Cleaner  ....    Al 
S'Gone  Disinfectant/Germicidal  Cleaner  CI 

Sleek  Stainless  Steel  Cleaner   A7 

Solarine  Disinfectant  Foam  Cleaner  ....    CI 

Solarine  Metal  Polish    CI 

Spring  Time  Insect.  Presrzd.  Spray  U    ..  F2 

Super  Butyl  Concentrate  A4 

Switer  Bowl  Cleaner  &  Disinfectant  ..    CI 

Triad  Disinfectant  Cleaner   A4 

Ultimate  Concentrated  Cleaner A4 

Zipoff  Heavy  Duty  Cleaner  &  Degreaser  A 1 
40%  Hand  Soap El 

(.'emeu  Chemicals,  Inc. 

Can  Clean    C2 

Germassassin  E2 

NB-101     Al 

Steam  Safe  Al 

Cemco  Water  Conditioning,  Inc. 

Formula  2102  G6 

Formula  2125  G6 

Formula  2214  G6 

Formula  2216  G6 

Formula  2222  G6 

Formula  2224  G6 

Formula  2226  G6 

Formula  2406  G6 

Formula  2407  G6 

Formula  2414  G6 

Formula  2416  G6 

Formula  2435  G6 

Formula  2437  G6 

Formula  2604  G6 


Formula  2606  G6 

Formula  2706  G6 

Formula  2824  G6 

Formula  2905  G6 

Formula  2906  G6 

Formula  2909  G6 

Formula  2909  G6 

Formula  2924  G6 

Formula  2926  G6 

Formula  3010  G6 

Formula  3018  G6 

Formula  3040  G6 

Formula  3240  G6 

Formula  3910  G6 

Cenco  Industries 

PMC  (Aerosol)    PI 

Cenco,  Inc. 

Fresh  7  CI 

Mighty  Mort   Al 

Pentaflex    H2 

The  Natural   CI 

The  Ultimate   CI 

Cenex/Land  O'Lakes  Ag  Services 

Dairy  Aerosol  HI  Fl 

Cenol  Company 

Cenol  Mill  Spray  Fl 

Fogging  Spray  SBP-1382  Kill  Quick  ....  Fl 

Liquid  Professional  Insect  Killer   Fl 

Mill  Spray  with  SBP-1382  Fl 

One-Shot   F2 

Roach  &  Household  Insect  Spray    F2 

Space  &  Contact  Spray  F2 

Centimark  Corporation 

Flexible  Joint  Sealant  #829  Part  A  PI 

Flexible  Joint  Sealant  #829  Part  B  PI 

Central  Arkansas  Industrial  Service 
Inc. 

Cais  701  G6 

Cais  703 G6 

Cais  704  G6 

Cais  710  G6 

Cais  731  G6 

Central  By-Products  Limited 

CBP-2020  Al 

CBP-2550  Al 

CBP-4000  H2 

CBP-6000  A3 

Central  Chemical  Company,  Inc. 

Result  Al 

Central  Chemical,  Inc. 

Hand  Plus    E4 

Neutrasol   A I 

PR-5  A3 

Scale-M/O   C2 

Central  Chemicals 

CB-20    G7 

CB-200    G7 

CB-222    G6 

CB-81    G6 

CBP-34    G6 


CW-13  G7 

Grease  Away  SD  Al 

Hand  Soap  Al 

PD-3A   A131 

PD-3C   Al 

Ridzit  A4A8 

Steamer  No.  70  Al 

Central  Cleaning  Service  &  Supply 

Fogging  Spray  Concentrate Fl 

R.I.S.-15  F2 

Central  Florida  Chemical  Co. 

Getz-It  Clean  Al 

Central  Janitors'  Supply  Co. 

A-101  Clean  All    Al 

Concrete  Cleaner  CI 

Industrial  Strength  Cleaner  A4 

Liquid  Soap  El 

Low  Suds  Laundry  Detergent  Bl 

Spray  All  CI 

Spray  All  A4 

Steam  Compound   Al 

Vista  A4 

Central  Maintenance  Supply 

Soft  Touch  E4 

Central  O-B  Products  Company, 
Inc. 

O-B  Cleaner Al 

O-B  Heavy  Duty  Cleaner  Al 

O-B  Liquid  Detergent  Al 

O-B  Meat  Hook  Cleaner A2 

O-B  No.  101  Smoke  House  Cleaner   ..  A2 

O-B  No.  350  Smoke  Stick  Cleaner    ....  Al 

O-B  No.  356  Smoke  Stick  Cleaner    ....  Al 

O-B  No.  990  Power-Wash  Al 

O-B  15%  Liquid  Soap    El 

Central  Petroleum  Company 

Heavy  Duty  Cleaner  Degreaser   Al 

Central  Products,  Inc. 

Advance  C2 

AP7600  Al 

Blast!  Bowl  Cleaner   CI 

Brute  Heavy  Duty  Industrial  Foaming 

Clnr  A8 

Central  #20  Steam  Cleaner  Liquid  Al 

Central  Centralcide  No.  520  F2 

Central  Chemical  Cleaner  No.  105    ....    A3 

Central  Coil  Cooler  A4.P1 

Central  Fog-O-Spray-9   F2 

Central  Silicone  Spray    HI 

Central  Yellow  Tiger  Concrete  Cleaner  A4 

Central  Yellow  Tiger  No.  705   CI 

Centralcide  No.  520    F2 

Clean-Rite    A4 

CP  Silicone  Spray  HI 

Expedite  Al 

Fog-O-Spray    Fl 

Hand  Soap  El 

Industrial  Super  Solv  A4 

Silicone  Release    HI 

Smooth  Lotion  Cleanser  El 

Super  "Quick  Kleen" A8 

Super  Nu  Kleen  Al 

Vision    CI 

Wax  Stnpper  CI 
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Central  Sales  &  Supply  Co.,  Inc. 

Pine  Klean  CI 

164  Disinfectant  Cleaner CI 

Central  Solutions,  Inc. 

#25  Concentrate A4 

Bactro-Cen  Dl 

C.C.  Concentrate  A4 

Cen-Quat  CI 

Cen-Solve    A4 

Citrusol    CI 

CID  Central's  Indstrl  Deodorant-Special  CI 
CID  Central's  Industrial  Deodorant  ....  CI 
CPI-93  Cleaner/Degreaser  Concentrate    A4 

Derma-Cen  El 

Final  Stage  A4 

Fligone  Spray  Insect  Killer Fl 

Formo-Cen  +  C2 

Nufome  Concentrate  CI 

Pheno-Cen  Hospital  Germicidal  Deter- 
gent      CI 

Pheno-Cen  Spray  Disinfectant-Deodo- 
rant        CI 

Porcenal  C2 

Powerscrub    Al 

Premier Dl 

Pro-Tech    CI 

QT  Quarry  Tile  Restorer  &  Maintainer    A3 

Ready  to  Use  Surgical  Liq.  Soap  El 

Sani-Cen    C2 

Screme  CI 

Screme  Special    CI 

Surgical  Liquid  Soap  40  El 

Tri-Cen CI 

Windo-Cen CI 

Central  Soya 

Master  Mix  Pro-White  Egg  Detergent      Ql 


Central  Supply 

Super  Bowl  Cleanse 


C2 


Central  Wisconsin  Paper  Company 

Bright  White  Bowl  &  Restroom  Cleaner  C2 
Citrus  Clean  Non-Butyl  Cleaner 

Degreaser    A4.A8 

Clean-All  The  All  Purpose  Cleaner  ....    A4 

Dyna-Solv  Cleaner  Degreaser A4A8 

Dyna-Solv  Cleaner  Degreaser  (Aer- 
osol)     A4.C1 

Dyna-Solv  Ready  to  Use  Cleaner 

Degreaser   A8.C1 

Mediquat  Disinfectant  Cleaner  Sanitizer  CI 

Power  Scrub  Floor  Cleaner A4 

Saniquat  Cleaner  Disinfectant CI 

Centra/  Industries,  Inc. 

"Centraz"  Enzymes  L2 

"Dyna-Brite"  All-Purpose  Cleaner  Cone.  Al 

Central  San-Sol  102    D2 

Centraz  "Shield"    A4 

Centraz  Chlorinated  Tank  &  Pipeline 

Clnr  Al 

Centraz  Dry  Bleach  Bl 

Centraz  Egg  Wash Ql 

Centraz  Hand  &  Body  Lotion  Cleanser  El 
Centraz  Heavy-Duty  Floor  Cleaner  ....  A4 
Centraz  Lime  Buster  Acid  Detergent  ..  A3 
Centraz  Liquid  Hand  And  Face  Soap  ..  El 
Centraz  Mold  Cleaner,  Chlorinated   ....    Al 

Centraz  MP  64    A4 

Centraz  Porcelain  Tile/Bowl  Cleaner  ..    A3 

Centraz  Sewer  Solvent   LI 

Centraz  Smoke  House  Cleaner  A2 

Centraz  Smoke  House  Cleaner,  Chlori- 


nated       A8 

Centraz  Smoke  House  Liquid  Cleaner     A 1 

Centraz  128  D2 

Centraz  256/400    A4 

Centraz  64  Disinfectant D2 

Centraz-Adhere  Bowl  Cleaner  Disinfec- 
tant        C2 

Centraz-MP  64    A4 

Chlor-Concentrate  D2.Q4 

Concentrated  Liquid  Detergent  Al 

Deluxe  Laundry  Detergent  Concen- 
trated    A4J31 

Porcelain  Tile  &  En./Toilet  Bowl  Cln 

RTU    A3 

Quat  Kill   Al 

San  Sol  HS-10  E3 

Super  Cleaner    Al 

Centre  Chemical  Company 

CCC-FC-005   Al 

CCC-FC-007  A8 

FC-005  Al 

Zing-Multi-Purpose  Detergent    Al 

Century  Autoline,  Inc. 

Ind.  E.P.  ISO  VG  100  Gear  Oil  H2 

Ind.  E.P.  ISO  VG  150  Gear  Oil  H2 

Ind.  E.P.  ISO  VG  220  Gear  Oil  H2 

Ind.  E.P.  ISO  VG  320  Gear  Oil  H2 

Ind.  E.P.  ISO  VG  460  Gear  Oil  H2 

Ind.  E.P.  ISO  VG  68  Gear  Oil  H2 

Multipurpose  SAE  80W-90  Gear  Oil  ..  H2 

Reciprocating  Compressor  Oil  SAE  20  H2 

Reciprocating  Compressor  Oil  SAE  30  H2 

Century  Chemical  Company 

Jet  Quick  #400    A4 

Century  Chemical  Corporation 
Div.  Of  Century  Papers,  Inc. 

pH7  Al 

Act  CI 

Act  2  Porcelain  and  Bowl  Cleaner C2 

Cleaner-Degreaser  A4 

CC  Concentrate  CI 

CC  Deodorant  Blocks  CI 

CC  Glass  Cleaner   CI 

Dina-Mite  Sulfuric  Acid  Drain  Opener    LI 

Liquid  Lite-Ning  Al 

Mint  Disinfectant C2 

Mr.  Jon    C2 

Mr.  Jon  2  Bowl  Cleaner  C2 

Mr.  Jon's  Helper  Deodorant  Blocks  ....    CI 

Multi-Quat  200   D2 

Pine  Scent  Disinfectant  CI 

Pine  Scent  II  Disinfectant  CI 

Pink  Lotion    El 

Pink  Petal    Al 

Pink  Pro  Lotion  Hand  Soap   El 

Pure  Pine  Oil  Disinfectant   CI 

Sting  Heavy  Duty  Degreaser   CI 

Super  Mr.  Jon  Instant  Bowl  Cleaner  ..    C2 

Thrifty  Hand  Soap  Ready  to  Use  El 

Wow LI 

WILI  MPC  Multi-Purpose  Cleaner  CI 

40%  Liquid  Toilet  Soap   El 

Century  Chemicals 

Hylite  Al 

Century  Dynamics  Industries 

CDI  Glass  and  Mirror  Cleaner  DRS  80    CI 
Foamy  RS  50  All  Purpose  Cleaner   ....    CI 
Foamy-D  Disinfectant  Foam  Cleaner  DJ 
59    CI 


Rough  Touch  E4 

Soft  Touch  E4 

SS-16  Safety  Solvent    K2 

Zap  A4 

Century  Industrial  Products 

333  Organic  Cleaner  CI 

Century  Laboratories,  Incorporated 

Action-Flo   C2 

Aqua  Tower  Slimicide  Algaecide G7 

Artie  Clean    AS 

Battery  Saver  PI 

Bendiocide  F2 

Big  C  CI 

Big  Yello'    LI 

Bom  Bard  Ant  &  Roach  Spray    F2 

Bom  Bard  Flying  Insect  Bomb    F2 

Cen-Fly    Fl 

Cen-O-Bate   CI 

Cen-Tef   H2 

Century  Creme  Cleanser C2 

Century  Gel  CI 

Century  Pine  Oil  Disinfectant CI 

Century  Sewer  Aid   LI 

Century  Vac A4 

Century  20  CI 

Cherry  Blossom  C2 

Complete  CI 

Complete  In  A  Jug  Germicidal  Cleaner   CI 

Conquest   CI 

Cove  Clean    CI 

CL- 1244  Industrial  Deodorant   CI 

CL-300  A4 

CL-33 H2 

CL-404  Lemon  Odor  Dsnfctnt  Deodrnt 

Clnr  A4 

CL-406  Pine  Odor  Dsnfctnt  Deodrnt 

Clnr  CI 

CL-408  Mint  Odor  Dsnfctant  Deodrnt 

Clnr  CI 

CLL  435  Heavy  Duty  Cleaner  A4 

Derma  Care  Waterless  Hand  Cleaner  ....  E4 

Ez-It  Industrial  Penetrant    H2 

Foaming  Power  CI 

Futurethane  Rinse  Aid    A4 

Galley  Magic  C2 

Glitter CI 

Hancho  Heavy  Duty  Cleaner   Al 

Hot  Shot    LI 

In  &  Out    F2 

J.  B.  Concentrate  Cleaner  Al 

L-P-C  LI 

Laundry  Powder   Bl 

Lem-N-Cent  Hospital  Disinfectant  C2 

Liquid  Live  Micro-Organism   L2 

Liquid  Live  Micro-Organism  w/Odor 

Cntl L2 

Luv  It  E4 

Luv  It  A  Lot   E4 

Luv  It  Rough  Hand  Cleaner  E4 

Medic  C2 

Mercedes  CLS^8   El 

Odor  Control  CI 

One-Shot   LI 

Oven  Cleaner A8 

Powdered  Hand  Soap   C2 

Pure  N'Clean   C2 

Ram   C2 

Safety  Solvent  A8 

Sani-Lube HI 

Sewer  Deodorant  Cherry CI 

Sewer  Deodorant  Lemon    CI 

Sewer  Deodorant  Mint   CI 

Sir-Gent  Lotion  Soap    El 

Sparkle  C2 

Splendid  A7 

Spot  Shot  LI 

SCC  Switch  &  Contact  Cleaner  K2 

SS-11   K2 
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T.A.C.  Heavy  Duty  Cleaner  A2 

Take  Away    Al 

Take  Ten  Grill-Oven  &  Fat  Fry  Cleaner  Al 

Top  Banana  CI 

Total  F2 

Triple  Action  Cleaner  A2 

Vinyl  And  Synthetic  Leather  Cleaner       CI 

Century  Labs/ 
Pro  Clean,  Inc. 

Century  Vandal-X  Mark  Remover  CI 

Crawling  Bom  Bard  Ant  &  Roach  Spray  F2 

Digesto  L2 

Liquid  Hand  Soap  E4 

Mechanic's  Hand  Soap   E4 

S  K  Desolv    A4.A8 

Safacid  C2 

Super  Vision   CI 

SCC  K2 

Century  Lubricating  Oils,  Inc. 

Centair  HSC  ISO  VG  100  Synth.  Comp. 

Oil  H2 

Centair  HSC  ISO  VG  32  Synth.  Comp. 

Chi  H2 

Centair  HSC  ISO  VG  68  Synth.  Comp. 

Oil  H2 

Centraulic  AW  ISO  VG  100  Hydraulic 

Fluid   H2 

Centraulic  AW  ISO  VG  150  Hydraulic 

Fluid   H2 

Centraulic  AW  ISO  VG  220  Hydraulic 

Fluid   H2 

Centraulic  AW  ISO  VG  32  Hydraulic 

Fluid   H2 

Centraulic  AW  ISO  VG  46  Hydraulic 

Fluid   H2 

Centraulic  AW  ISO  VG  68  Hydraulic 

Fluid   H2 

Centraulic  FG  ISO  VG  22   HI 

Centraulic  FG  ISO  VG  32   HI 

Centraulic  FG  ISO  VG  46   HI 

Centraulic  FG  ISO  VG  68    HI 

Centraulic  SAE  5W-20  H2 

FMG  381  HI 

FMG  382  HI 

FMG  384  HI 

FMG  385  HI 

FMG  387  HI 

FMG  388  HI 

FMG  390  HI 

Garlon  GL-5  SAE  80W-140  Gear  Lu- 
bricant    H2 

Grease  Gun  In  A  Can  H2 

Hulbest  EP  2  ISO  VG  68  Gear  Lubri- 
cant    H2 

Hulbest  EP  3  ISO  VG  100  Gear  Lubri- 
cant    H2 

Hulbest  EP  4  ISO  VG  150  Gear  Lubri- 
cant    H2 

Hulbest  EP  5  ISO  VG  220  Gear  Lubri- 
cant    H2 

Hulbest  EP  6  ISO  VG  320  Gear  Lubri- 
cant    H2 

Hulbest  EP  7  ISO  VG  460  Gear  Lubri- 
cant    H2 

Hulcerta  NLGI  2  Lubricating  Grease  ..  H2 

IGL  11  ISO  VG  1000  H2 

IGL  9  ISO  VG  1000  H2 

IGL  9  ISO  VG  460  H2 

Lacerta  Synthetic  T.O H2 

Poliplex  NLGI  1    H2 

Pohplex  NLGI  2   H2 

Powergear  EP  4  ISO  VG  150 H2 

Powergear  EP  5  ISO  VG  220  H2 

Powergear  H  680  H2 

Powergear  ISO  VG  100+   H2 

Powergear  MP  ISO  VG  320+    H2 

Powergear  460  ISO  VG  460 H2 


Powergear  6  EP  ISO  VG  320  H2 

PME  Hydralube  ISO  VG  32  Hydraulic 
Fluid   H2 

PME  Hydralube  ISO  VG  68  Hydraulic 
Fluid   H2 

PME  Hydrasystems  ISO  VG  100  Hy- 
draulic Fl  H2 

PME  Hydrasystems  ISO  VG  32  Hy- 
draulic Fid H2 

PME  Hydrasystems  ISO  VG  46  Hy- 
draulic Fid H2 

PME  Hydrasystems  ISO  VG  68  Hy- 
draulic Fid H2 

PME  Hydrasystems  ISO  VG150  Hy- 
draulic Fid H2 

PME  Hydrasystems  ISO  VG220  Hy- 
draulic Fid H2 

PME  Super  H-5000  ISO  VG  100 
Comprsr.  Oil  H2 

PME  Super  H-5000  ISO  VG  150 
Comprsr.  Oil  H2 

PME  Super  H-5000  ISO  VG  220 
Comprsr.  Oil  H2 

PME  Super  H-5000  ISO  VG32  Com- 
pressor Oil    H2 

PME  Super  H-5000  ISO  VG46  Com- 
pressor Oil    H2 

PME  Super  H-5000  ISO  VG68  Com- 
pressor Oil    H2 

PME  ST-80  High  Performance  Lub. 
Grease  H2 

PME  ST-80  Light  High  Performance 
Lub  Grs  H2 

Supertorque  H2 

Uniwrl  ES>.  2  Grease    H2 

Century  Papers,  Inc. 

Beyond  C2 

Blue  Label  Al 

Century  Techniblend  Degreaser/Cleaner  Al 
Century  Techniblend  Industrial 

Clnr/Dgrs    Al 

Duo-Spray   F2 

Green  Label  Al 

Hardwork  E4 

Liquid  Alive  Bacteria   L2 

Orange  Label  A4 

Orange  Label  Techniblend 

Cleaner/Degreaser CI 

Purple  Label    A4 

Red  Label    Al 

Release  H2 

Spray-Kleen  HI 

Stainless  Steel  Cleaner   A7 

Techniblend  Blue  Label  Indus.Clnr/Dgsr  Al 
Techniblend  Green  Label  Commercial 

Clnr  Al 

Techniblend  Red  Label  Stm.and 

Press.Clnr  Al 

Too  CI 

Vand-X    CI 

Certech 

Certane  2000  Overcoat  PI 

Certified  Chemical  Company 

Certified  D.C.D A4 

Certified  Chemical  Products 

Generation  U   Al 

Certified  Grocers,  Food  Service 

Water  Base  Degreaser A4 


Certified  Laboratories/ 
Division  of  NCH  Corporation 

Accel   HI 

Aero-Strip    C3 

Algon-X  G7 

Algon-10   G7 

All-Bright    A1.P1 

Aloe-Care E4 

Aqua-Sol   Al 

Aqua-Sol  LC  Al 

Aqua-Sol  20/20  Al 

Attend    E4 

AF-99 CI 

BacGuard-X  E4 

Bayside    C2 

Bio-Cease F2.C1 

Bio-Last  L2 

Blot    B1.C1 

Blue  Crew  Thickened  Cleaner  C2 

Boilex    G7 

Bolt-Off  H2 

Bug-Cide   Fl 

Bug-X    F2 

C.A.-NF LI 

C-W  Concentrate  Al 

Certalex    LI 

Certamate  F2 

Certamine D2 

Certi-Chlor CI 

Certi-Chlor  Concentrate    CI 

Certi-Etch A3 

Certi-Etch  LC    CI 

Certi-Fog  Concentrate  Fl 

Certi-Lac   A3 

Certi-Magic  Creme  Cleanser    A6 

Certi-Mist    Fl 

Certi-Sect  F2 

Certi-4   K2 

Certifragrance    CI 

Certimation  Dust  Remover  Kl 

Certistrip    C3 

Certisuds    Al 

Certisuds  LC   A4.C1 

Certizyme L2 

Certop  SAE  80W-90  Gear  Oil  H2 

Certop  SAE  85W-140  Gear  Oil   H2 

Chem-I-Dyne  D2 

Commend     H2 

Cond-X    PI 

Cool  Saver  10   G7 

Cool-Saver  PI 

Courier  H2 

Cut-Thru    CI 

Cut-Thru  Aerosol    CI 

Cut-Thru  M.E CI 

CCL-2000    H2 

CCL-24   H2 

CCL-500    H2 

CCL-600    HI 

CCL-660    H2 

CE-27 A2 

Darathene K2 

Darathene  Aerosol  K2 

Daybreak   PI 

Daybreak   PI 

Dead-Sure    F2 

Dead-Sure    F2 

Deolite  CI 

Double  Action  CI 

Dri-Lube    H2 

Dri-Lube    H2 

Duotrex  Liquid  Cleaner  and  Descaler      A3 

Dylek  Cleaner  &  Degreaser  K2 

Dysh  Al 

Eager   CI 

Enufl F2 

Excelube    HI 

Eze-Sheen    CI 

Five-Flo  H2 

Five-Flo  H2 

Flow-Mate  CI 
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Fog  Force  (PF)    Fl 

Food  Plant  Free  HI 

Free    H2 

Gambit  Kl 

Gear-Up  H2 

Germa-Cert   A4 

Gly-San    CI 

Gly-San  Aerosol    CI 

Gone CI 

Grrr    Al 

H.S.S.-2000  Al 

Hi-T  3500    Al 

Hi-Top  H2 

Hold-Fast  PI 

HC-200    Fl 

I-OX  Ionized  Penetrating  Fluid    H2 

Ice  Breaker  Liquid  Ice  Melter   CI 

Ice  Breaker  Plus    CI 

Ice  Pellets    CI 

Jaguar E4 

Jix  Foamy  Oven  Cleaner    A8 

Kattle-Sect  Fl 

Klawl   Kl 

Kool-Spra H2 

Kustom    K2 

L.P.O.  Liquid  Pipe  Opener  LI 

Lemonize  A4 

Liqua-Dysh    Al 

Liqua-Sect   Fl 

Liquid  Certi-Zyme CI 

Liquid  Certi-Zyme  3  L2 

Lo-Ban  F2 

Lok-Cease    H2 

Lube-Trac    H2 

Luxury  Concentrated  Hand  Soap  El 

Luxury-CPC    El 

Majesty    A4.C1 

Mint-A-Lene  Disinfectant  CI 

Mitt  Grit    E4" 

Multoil  10W/40  H2 

Multoil  5W/20  H2 

NewGlySan  CI 

New  Gly-San  (aerosol)  CI 

New  Lok-Cease  (aerosol)  H2 

Now  C2 

Nuzair  Filter  Spray  Coating  PI 

NF-1000  K2 

NM-2000  A3.P1 

NM-40  Qeaner  A4 

NM-50  Geaner  and  Descaler  A3 

NM-50  LC  A3 

Odorless  Vysol    Al 

One  Burst CI 

Orbit  A4 

Perform-All   H2 

Phenomen-OL   H2 

Pied  Piper  Paraffinizcd  Pellets  F3 

Pied  Piper  Rat  &  Mouse  Bait  Packs 

(Pel.)   F3 

Pinalene  CI 

Premalube    H2 

Premalube  FG   HI 

Premalube  Red    H2 

Punch  LC  CI 

Punch  Water-Soluble  Industrial  Cleaner  A4 

Rain  Cloud    A4 

Ream   LI 

Resolve    HI 

Romaire  B   CI 

S.S.C-14   A7 

Sabre    Fl 

Sabrecide  Fl 

Saf-Sol  (Aerosol) K2 

Saf-Sol  (Bulk)  Kl 

Saf-Sol  20/20  Kl 

Saf-Sol  20/20  (Aerosol)    Kl 

Sani-Foam   C2 

Sanitrate  C2 

Sav-It  PI 

Scat    Kl 

Shoot  Down  Fl 

Slip  H2 


Solution  2000    CI 

Sparkle  Al 

Sparkle  LC Al 

Spring    El 

Spring  Scent  Aerosol    CI 

Steam-Off    A2 

Sting  X    F2 

Sunshine    CI 

Super  Ream  U  CI 

Sure  Flow    LI 

Sure-Fom  Liquid  Foam  Additive  Al 

Syn-Fog  Fl 

Syncom  10  H2 

Syncom  20 H2 

Syncom  30  H2 

SPR-50  A2 

T-A-T PI 

T-Lube  HI 

Task  El 

Task  RTU    E4 

Tekusolv    Kl 

Tekusolv  Aerosol    CI 

Therma-Lube  HI 

Twin-Lube  H2 

Twin-Lube  H2 

Viabac  Part  A  &  Part  B   L2 

Vos-Ban  Insecticide    F2 

Vosban  D  F2 

Watermatic PI 

Well-Done  Concentrated  Oven  Cleaner   A8 

Wink    E4 

Write-Off  CI 

WT-21    G6 

WT-22  G7 

WT-31    G7 

WT-33  G7 

WT-44  G7 

WT-51   G7 

WT-61    G6 

WT-66  G7 

WT-88  G7 

X-433  H2 

Zymex   A4 

106  C-Cleaner  CI 

Certified  Products  And  Supply  Inc. 

Acid  Free  Bathroom  Cleaner   CI 

Pipe  Fitters  Helper    PI 

Cessco,  Incorporated 

AA.C.  Southern  Spray-Tox  Insecticide  Fl 
A.C.  Southern  Spray-Tox  Insecticide  ....  Fl 
Bait-Tox  Ready  Mixed  Rat  Bait  (Block)  F3 
Bait-Tox  Ready  Mixed  Rat  Bait  (Meal)    F3 

Cessco  Brand  Aerosol  Insecticide   Fl 

Cessco  Synthetic  Pyrethroid  Fl 

Cessco  ID  Residual  Insecticide   F2 

Cessco  5  Aerosol  Insecticide   Fl 

Cessco  5E  Insecticide  Fl 

Cessco  7C  Insecticide  Fl 

M.S.  Southern  Spray-Tox  Insecticide  ....  Fl 

Ceva  Laboratories,  Inc. 

TrueGrit  Blue    F2 

Chad,  Inc. 

Chad  685  A2 

Challenger  Products  Corp. 

Bio-Sure  L2 

Champion  Chemical  Company 

Aero-Clean D2 

Blast-It  CI 

Blast-Off   A4A8 


Colossus  CI 

Lime-Up  A3 

MPG    A4 

Over-All  Al 

Pine-Odor  Disinfectant   CI 

Product  No.  115    A3 

Product  No.  1 35    Al 

Product  No.  145    Al 

Product  No.  155    Al 

Product  No.  160    CI 

Product  No.  625    A2 

Product  No.  630    A2 

Product  No.  75    CI 

Product  No.  80    Kl 

Scale-Up    C2 

Solv-It   A4A8 

Sun-Ray  Al 

Transform    A4A8 

Tri-Quat  64   A4 

Twister  A4 

Zap-It  A4A8 

Champion  Chemical  Corp. 

Heavy-Duty  Floor  Cleaner  CI 

Laundry  Detergent Bl 

Powdered  Butyl  Cleaning  Cmpd  & 

Dgrsr  A4 

Powdered  Hand  Soap   C2 

Special  Formula  No.  007    A4 

Champion  Chemicals  Co. 

Zzzaplt  Al 

Champion  Environmental  Products 
Company 

Concentrated  Base  Al 

HisudsU    Al 

Yellow  Gold  Concentrated  Cleaner  ....    Al 

Champion  Pneumatic  Machinery 
Co.,  Inc. 

Champion  Food  Grade  Synthetic  HI 

Champion  Spark  Plug  Company 

Hand  Cleaner E4 

Hand  Qeaner  Lotion E4 

Silicone  Spray   H2 

XE90   H2 

Chapman  Chemical  Company 

Millerite  Mark  IV  Clear  PI 

Pen-A-Seal  PI 

PQ  8  PI 

PQ-35  WR  PI 

PQ-56  R-T-U PI 

PQ-675  PI 

Q-San  Ready-To-Use    PI 

Sealtite  60  Clear  PI 

Char-Don  International  Trading 
Inc. 

All  Purpose  Cleaner   CI 

Glass-Stainless  Steel-Plexiglass  Cleaner  CI 
Heavy  Duty  Qeaner  CI 

Chardon 

Big  C  A4 

BD-7    G6 

BF-10  G6 

BF-5  G6 

BH-10    G6 

BJ-10  G6 
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Chardon  150    A4 

Chardon  152    Al 

Chardon  58    Al 

Chardox  202  Insecticide  F2 

Chardox  404  Insecticide  Fl 

Comp  B   G7 

Comp  F   G6 

Comp  50   G7 

Comp  50-100 G7 

Comp-100    G7 

Condex  PI 

Conquest   A4 

CF-6  G6 

CK-8    G6 

Deo  Sept    C2 

Deocide   D2 

DA  10    G6 

DA-11    G6 

DA-15    G7 

DA-20    G6 

DA-21    G6 

Ecolo-Power    A4 

Exotherm  LI 

ERAm    Al 

Foam  Process CI 

FPC  No.  7  Dl 

Germactin    El 

Glassy    CI 

Granular-Theim  LI 

Kitchen  King  A4 

LPWD   Al 

M-6  Cleaner Al 

NC-32    G7 

NC-33    G7 

NC-50    G5.G7 

One-Two-Plus   CI 

Ox-Sol   A3 

PS220 A2 

PS440 Al 

PS880 A2 

Quadramate  G6 

RL-21  G6 

RL-22 G6 

RL-23 G6 

RL-24 G6 

RL-25 G7 

RL-26 G7 

RL-27 G7 

RL-28 G6 

SN-100  G6 

SN-8  G7 

SN-9 G7 

X-Cide-10    G7 

X-Cide-20    G7 

X-Tox  606  Insecticide Fl 

Zero    A5 

Charles  E.  Hofmann  Water 

Treating 

Company,  The 

Boiler  Water  Treat.  Form.  No.  1002   ..  G6 

Boiler  Water  Treat.  Form.  No.  1003   ..  G6 

Boiler  Water  Treat.  Form.  No.  1010   ..  G6 

Boiler  Water  Treat.  Form.  No.  1052   ..  G6 

Boiler  Water  Treat.  Form.  No.  1065   ..  G6 

Boiler  Water  Treat.  Form.  No.  1808   ..  G6 

Boiler  Water  Treat.  Form.  No.  1809   ..  G6 

Boiler  Water  Treat  Form.  No.  1811    ..  G6 

Boiler  Water  Treat.  Form.  No.  1819   ..  G6 

Boiler  Water  Treat.  Form.  No.  1871    ..  G6 

Cooling  Water  Treat.  Form.  No.  1005  G7 

Return  Line  Treat.  Form.  No.  850  G6 

Water  Treatment  Formula  No.  1001 A  G6 

Water  Treatment  Formula  No.  1020    ..  G6 

Water  Treatment  Formula  No.  1605    ..  G6 

Water  Treatment  Formula  No.  900    ....  Gl 


Charles  G.  Stott  Co. 

Depart    


Al 


Charlie  Chemical  and  Supply,  Inc. 

"Charlie"  Heavy  Duty  Cleaner  Al 

C-50  Rig  Wash  and  Multi-Purpose 
Cleaner   Al 

Charter  Chemical,  Inc. 

Alkafoam  A4 

AG  952L  G7 

AGL  158L  G7 

B  402L G7 

B  404L G6 

B  406L G7 

B  408L G6 

B  435L G6 

B-414-L  Concentrate G6 

Beacon  A4 

BC-219    G2.G6 

BC-219    G2.G6 

BC-855    PI 

BK  420    G6 

BL  831  G6 

BL-101  G6 

BL-1072 G6 

BL-165  G7 

BL-282  G7 

BL-283  G7 

BL-284  G6 

BL-822  G6 

BL-854 G7 

BL-954 G7 

BLP611    G6 

BLP  631     G6 

BLP  721    G6 

Charter  Concentrated  Cleaner  Al 

Charter  Heavy  Duty  Butyl   A4 

CJ  254  G7 

CL  881  G7 

CL-1017  G7 

CL-566  G7 

CL-8324 G7 

CS-380  G7 

CWT  333  G7 

CWT-333-5L  G7 

Defoamer  Al 

Freezer  Locker  Cleaner A5 

FK  734L  Concentrate   A3 

NA-53    PI 

Odor  Mask  Cherry    CI 

Shur-Trac  H2 

SR  736L    A3 

TW  732L  PI 

TW  942L  G7 

102L  Boiler  Feedwater  Treatment   G6 

103L  Condensate  Line  Treatment    G6 

245-P  G6 

Chase  Products  Company 

Ant  &  Roach  Spray  Formula  2    F2 

Ant  &  Roach  Spray  Formula  3    F2 

Bathroom  &  Kitchen  Foaming  Cleaner  CI 
BAC-Shield  Spray  Disinfectant  & 

Deodz CI 

Champion  Sprayon  Crawling  Insect  Kil- 
ler      F2 

Champion  Sprayon  CS+  Lubricant  ....  H2 
Champion  Sprayon  Flying  Insect  Killer  Fl 
Champion  Sprayon  Glass  Clnr  Spray 

w/Ammn  CI 

Champion  Sprayon  Glass  Clnr  Spry 

w/Ammon  CI 

Champion  Sprayon  Glass  Mirror&Util 

Clnr  CI 

Champion  Sprayon  Glass,  Mirr  &  Util 

Cln CI 

Champion  Sprayon  Instant  Action  Foam 

Cln CI 

Champion  Sprayon  Lemon  Furniture 


Polish    CI 

Champion  Sprayon  Oven  Cleaner    A8 

Champion  Sprayon  Oven  Cleaner  438- 

5609    A8 

Champion  Sprayon  Spray  Disinf.  and 

Deod   CI 

Champion  Sprayon  Spray  Disinfectant  CI 
Champion  Sprayon  Stainless  Steel 

Cleaner   A7 

Champion  Sprayon  Stainless  Stl 

Clnr&Pol  A7 

Champion  SprayOn  Crawling  Insect 

Killer  F2 

Chase-MM  Ant  &  Roach  Killer  F2 

Chase-MM  Flying  &  Crawling  Insect 

Killer  F2 

Chase-MM  Flying  Insect  Killer  Formula 

2    Fl 

Chase-MM  House  &  Garden  Inset  Kill 

Foim3   Fl 

Lemon  Cream  Polish CI 

Lemon  Glycolized  Air  Sanitizer  Deodzr  CI 
Professional  Strength  Roach&Bug  Killer 

2    F2 

Spraypak  Anti-Seize  H2 

Spraypak  Baseboard  Cleaner  &  Wax 

Strip CI 

Spraypak  Battery  Cleaner  And  Protector  PI 

Spraypak  Belt  Dressing  Aerosol  PI 

Spraypak  Deo-Germ  Disinfectant CI 

Spraypak  Dri-Film  Graphite  Lubrcnt 

(Aer)   H2 

Spraypak  Dubl  Duty  Germ  Odor  Supp.  CI 
Spraypak  Flush  Off  Degreaser(Aerosol)  CI 

Spraypak  Foaming  Cleaner CI 

Spraypak  Four  Way  Action  (Aerosol)  H2 
Spraypak  Indian 

Spc.Glycolzd.AirSan.Deo CI 

Spraypak  Instl  Form.  Glass  Mir&Util 

Clnr  CI 

Spraypak  Instl.  Form.  Glass  &  Util.  Clnr  CI 

Spraypak  Kleen  Hand  E4 

Spraypak  Lemon  Fresh  Glycl  Air  San 

&Deo  CI 

Spraypak  Open  Gear  Lube  H2 

Spraypak  Penetrating  Oil  (Aerosol)  ....  H2 
Spraypak  Silicone  Lub.  Multi-Purp. 

Spray  HI 

Spraypak  Spray  Disinfectant CI 

Spraypak  Spray  Disinfectant  &  Deodor- 
izer        CI 

Spraypak  Surface  Disinfectant  &  Deo.  CI 
Spraypak  Wasp  Long  Range  Jet  Spray  F2 
SprayPak  Ant  &  Roach  Kill.  Prof 

Strength  F2 

SprayPak  Anti-Fog  Plexiglass  Cleaner  CI 
SprayPak  Apple  Blossom  Gly.Air  Sntzr 

Deo   CI 

SprayPak  Chewing  Gum&Candle  Wax 

Remover  CI 

SprayPak  Cool  Mint  Glyclzd  Spy  Air- 

Santzr    CI 

SprayPak  Crawling  Insect  Killer    F2 

SprayPak  Degreasing  Solvent  Spray  K1.K2 
SprayPak  Double  Action  Insect  Killer  ..  F2 
SprayPak  Flying  &  Crawling  Insect  Kil- 
ler      F2 

SprayPak  Flying  Insect  Killer  Formula 

2    Fl 

SprayPak  Flying&Crawling  Insect  Killer 

2    Fl 

SprayPak  Gasket  Cement  &  Thread 

Sealant PI 

SprayPak  Gelatinized  Grease   H2 

SprayPak  Glass  Cleaner  Spray 

w/Ammonia    CI 

SprayPak  Glass  Cleaner  Spray  Non- 

Ammon CI 

SprayPak  Glass,  Mirror  &  Utility 

Cleaner   CI 

SprayPak  Hi  Prss  Insctcd  w/Cont.  Fog 

Vlv    F2 
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SprayPak  Indoor  InsctFog  w/Cont.  Fog 

Vlv    F2 

SprayPak  Indoor  Insect  Fogger    F2 

SprayPak  Institutional  Formula  Oven 

Clnr  A8 

SprayPak  Instl  For.  Inst  Foam.  (Aer.)  CI 
SprayPak  Instl  Form  Frs  Lin  Gly.  Air 

Frs  CI 

SprayPak  Instl  Form  Gls  Cln  Spry 

w/Ammon  CI 

SprayPak  Instl  Form  Gm  Apl  Gly.  Air 

Frs  CI 

SprayPak  Instl  Form  Pwd  Rm  Gly.  Air 

Frsh  CI 

SprayPak  Instl  Form  Spice  Glyc.  Air 

Frsh  CI 

SprayPak  Instl  Form.  Gls  Mir  &  Util 

Clnr  CI 

SprayPak  Instl.  Form.  Oven  Clnr  429- 

3409    A8 

SprayPak  Instl.  Formula  Stnls  Steel  Clnr  A7 
SprayPak  Instnl  Form  Stnls  Stl 

Pol&Clnr A7 

SprayPak  Kill-M  Insecticide  Fl 

SprayPak  Kill-M  Insecticide  Formula  2    Fl 

SprayPak  Lemon  Cream  Polish   CI 

SprayPak  Lemon  Polish  and  Refinisher  CI 
SprayPak  Multi-Purp.  Polish  w/Lemon 

Oil  CI 

SprayPak  Non-Flam  Sil  Lub  Multi-Purp 

Spy    HI 

SprayPak  Paint  &  Varnish  Rmvr.  Non- 
Flam PI 

SprayPak  Penetrating  Oil  &  Demoistu- 

rant   CI 

SprayPak  Plastic  Rivet  Lube  PRL4  ....    H2 

SprayPak  Quik-Kil  Insecticide  Fl 

SprayPak  Roach  &  Bug  Killer  Insecti- 
cide    F2 

SprayPak  Silicone  Spray  H2 

SprayPak  Spray  Disinfectant  Formula  2  CI 

SprayPak  Stainless  Steel  Cleaner  CI 

SprayPak  Stainless  Steel  Clnr  Formula 

2    A7 

SprayPak  Vandal  Mark  Remover CI 

SprayPak  Wasp  &  Hornet  Spray  0.15%  Fl 
SprayPak  Wasp  Killer F2 

Chaska  Chemical  Company,  Inc. 

A-Cid-A-Phy  A3.G5 

A-Plus   A3 

Ambush    CI 

Aqua  Lotion El 

Aqua  Power  Al 

Aqua  Treat  A1.G2 

Aqua  Treat  A  Al 

Aqua-Trol    G5 

B.F.C Al 

B.L.F Al 

Bleach  Rite    Bl 

Bolster  G6 

Bottle  Brite    A2 

Brite  "N"   A3 

Brite-10   A6 

BMC-100  Al 

BOS-100   G6 

BOS-50    G6 

C-Clor   Al 

C-Fome   Al 

C-S-C  A2 

C-T-B  12  G7 

C-T-B  18  G7 

Can  Clean  Hi-Foam    Al 

Can  D  Dairy  Hi-Foam    A3 

Can  D  Plus    A3 

Can-D A3 

Carbon  Off Al 

Char  Foam  A2 

Char-Go  A2 

Chaska  CLP A2 

Chaska  Defoamer    A1.Q5 


Chaska  Dine    D2 

Chaska  Solv  720  CI 

Chaska  WA-30    Al 

Chaska  105    A5 

Chaska  701    Al 

Chaska  70 1LF  Al 

Chaska  705    A1.G5 

Chaska  833N  A3 

Chaska  840S    A3 

Chaska  845   A3 

Chaska-Chlor  Al 

Chaska-Chlor  HD   Al 

Chaska-San    Dl 

Chaska-Sol  (Regular)    A3.Q1 

Chaska-Sol  Controlled  Suds  A3 

Chaska-77    Al 

Check-It  G5 

Chief  Chaska  Al 

Chlor  Chief  Al 

Chlor-Jell  Al 

Chlor-12 D2,E3,G4,Q4 

Chlorinated  Power  Foam    Al 

Clor-12  D2,Q4,G4,E3 

Controlled  Suds  Super-Solv   A3 

CMS  CI 

CWT    G7 

Dairy  Acid  #1    A3 

Dairy  Acid  #2   A3 

Dairy  Acid  #3   A3 

Dairy  Acid  #4   A3 

Dairy  Acid  #5   A3 

Dairy  Can-D    A3 

De-Ox  Granular G6 

De-Ox  100  G6 

Del-Chlor  Al 

Destainer   Bl 

Dine-O-Mite    D2.Q6 

Drain  Kleen  LI 

Drain  Rite    LI 

Drain-Away  Liquid  Drain  Opener  LI 

Du-EE    Al 

E-Qual   B2 

Eco-Sol    A3 

Emulso  Al 

Epic   Al 

Film  Gard    G5 

Floor  Force    A4 

Foam  Gard  10  Q5 

Foam  Gard  2  Al 

Foam  Gard  30  Q5 

Foam  Sol  A  A3 

Foam  Sol  B  A3 

Foam  Sol  C  A3 

Foam-Brite  A3 

Foam-Chlor  Al 

Foam-Cid  A3 

Foam-Plus   Al 

Foam-Rite    Al 

Foam-Sol  A3 

Foul  Gard G7 

Full  Force    A431 

Fungi-Trol   G7 

G.G.  Chelated   Al 

G.G.  Manual  Detergent  Al 

G-G  All  Purpose  Al 

G-P  Cleaner  A2 

Grease  Buster    Al 

Grease  Force  Al 

Grease  Force  Plus  Al 

Grease  Release    Al 

Grease-Go   Al 

GG  Chlomtd  Liq.  Hvy  Dty  Detergent  Al 

GG  Conveyor  Lube H2 

GG  Heavy  Duty  Caustic  A2 

GG  Hvy  Dty  Liquid  Alkaline  Detergent  Al 

GG  Manual  Dtrgnt  (Phosphate  Free)  ..  Al 
GG  New  H.D.  Non-phos  Liq  Alk. 

Detrgnt   Al 

GG  Special  Acid  Detergent   A3 

GG  Special  8  Al 

GG  8  (Phosphate  Free)  Al 

GG-Special  Non-Phosphated  Acid  De- 


tergent      A3 

H.  D.-6  Regular A3 

H.D.-6  Controlled  Suds A3 

Heavy  Duty  Bowl  Cleaner  C2 

Heavy  Duty  P.F.C Al 

Heavy  Pine  Floor  Cleaner CI 

Hi-Lite  Bl 

Hi-Speed  Lube H2 

I-F-C  Lube HI 

Industrial  Super-Lime-Solv  A3 

Jell  Supreme    A8 

Jell-Kleen  A4.A8 

K-Chlor   Al 

K-Chlor  L-P Al 

K-Foam   Al 

K-Foam  L-P Al 

K-P A4 

K-Sol  A3 

Kelly  Klear   Al 

Kelly  Klor  Al 

Kelly-Foam    Al 

Kelly-Sol   A3 

Kik-1    Fl 

Kik-2   Fl 

Kik-3   Fl 

Kontrol  Ql 

KIK-25  Fl 

Laundry  Brite    Bl 

Laundry  Lite  Non-Phosphated   Bl 

Licq  Quid Al 

Liqui-Date   Al 

Liquid  Bottle  Brite  #3  A2 

Liquid  Can-Clean  Regular   Al 

Liquid  Chaska  Chlor Al 

Liquid  Chaska  Chlor  H.D Al 

Liquid  Chaska  Chlor  NP    Al 

Liquid  E-G  A1.Q1 

Liquid  Nu-Kee PI 

Liquid  Smokehouse  Cleaner  A8 

Liquid-Pipe-Pal   Al 

Lube-Rite  H2 

Lube-100  Deluxe  Lubricant   H2 

LMC-50  Al 

M-G  Egg  A1.Q1 

Mandate  Al 

Meat  Packers  Special    Al 

Medi  Soap  Plus  El 

Medi-Soap  Liquid  Hand  Soap    El 

MoldTrol    PI 

N.A.-20    G7 

New  C-C  Chelated  Alkali  A2 

New  Controlled  Suds  Liq.  Can  Clnr.  ..    Al 

New  Medi-Clean  E2 

New  P-M-D  Al 

Nu-Chlor   Al 

Nu-Foam   Al 

Nu-Lube  H2 

Nu-Wet    Bl 

Nutra  Soft    B2 

P.A.D Al 

Phen-Nal    A4 

Phen-Nal-128  A4 

Pow    Dl 

Power  San   D2 

Power  Wash  U Al 

Power  Wash  Non-Phosphated Al 

Power-Tergent  Al 

PBT  10    G6 

PBT  20    G6 

Q-K    D2 

Q-San  Quat  Acid-Sanitizer-Deodorizer    D2 

Q-15  D2.Q3 

Re-Nu Al 

Release  B2 

Reli-O-Dyne    E2 

Rout  A3 

Rust  Away  G6 

S.W.T G7 

Saf-Gard  40%  Concentrate  El 

Safe-Cid  A3 

Scale  Down  G5 

Scale-Trol    G5 
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Scale-Trol  U    G5.G6 

Scale-Trol  ffl  G5.G7 

Shur-Nuff Al 

Ska-Lof   A3 

Sky-Blu  Bleach  Bl 

Sludge  Away  G6 

Smokehouse  Cleaner  A2 

Smother  CI 

Solv-It   Al 

Sour  Plus  Bl 

Special  D  A1.Q1 

Speed  Al 

Stain  Master Al 

Stain-Out  Bl 

Super  Alkali  Granular  A2 

Super  Alkali  L-P  Al 

Super  Alkali  30  A2 

Super  Alkali  30C A2 

Super  Alkali  50  A2 

Super  Alkali  50MC  A2.G6 

Super  Alkali  55  A2 

Super  Alkali  75  A2 

Super  Alkali  85  A2.Q1 

Super  Bnte A2 

Super  Chief  Al 

Super  Chief  Egg   Ql 

Super  D   Al 

Super  Dine  D2 

Super  G.P.C Al 

Super  Jell  A8 

Super  Q   D2.Q3 

Super  Solv-It  Al 

Super  Stone  Remover  A3 

Super  Wet    Al 

Super-Kee    Al 

Super-Lime-Solv  A3 

Super-Solv  A3 

Super-Solv  Regular  A3 

SMC A1.Q1 

T'N'T  Al 

Tac-San  Plus   D2 

Tower  Power  10   G7 

Tower  Power  20   G7 

Trust Bl 

Trust-NP    A131 

Trust-3  A1.B1 

Ultra  Foam Al 

Ultra  Foam  B  Al 

Utility  Cleaner  II  Al 

Van-Chlor  A1.Q1 

Wall'n  Floor  Cleaner  A4 

Wipe  Off  Al 

WA-E  Al 

WA-10  Al 

WA-70  Al 

X-Scale    A3 

X-Tra  Soft  B2 

X-Tra  Wet  Bl 

Chatham  Brass  Co..  Inc. 

Silicone  Rubber  Sealant  12A  Aluminum  PI 

Silicone  Rubber  Sealant  12B  Black  PI 

Silicone  Rubber  Sealant  12C  Clear   PI 

Silicone  Rubber  Sealant  12SPW  Spec 

Wht  PI 

Silicone  Sealant  3C  Clear  PI 

Chattanooga  Culligan  Water 
Conditioning 

B-1000  G6 

B-1010  G6 

B-1020  G6 

B-300  G6 

B-310  G6 

B-340  G6 

B-350  G6 

B-360  G6 

B-440A    G6 

B-500  G6 

B-501  G6 


B-502  G6 

B-503  G6 

B-503M  Oxygen  Scavenger  G6 

B-506  G6 

B-507  G6 

B-508  G6 

B-509  G6 

B-513  G6 

B102    G6 

B330A   G6 

Culligan  B-l  00  Boiler  Treatment  G6 

Culligan  B-101  Boiler  Treatment  G6 

CR-1    G5 

CR-1A   G5 

DF  200  G6 

DF  300 G6 

DF  500 G6 

DF-100 G6 

PW  105   G2 

PW110   G2 

PW-130   Gl 

SL  4  G6 

SL  5  G6 

SL  6  G6 

SL  7  G6 

SL-2  Steam  Line  Treatment  G6 

SL-3  Steam  Line  Treatment  G6 

SL-49  G6 

Chattanooga  Paper  &  Woodenware 

Control  Al 

Chattanooga  Products  Company 

AAA  All  Purpose  Powdered  Cleaner  ..  Al 

C-P  Neutral  Cleaner   Al 

Chattanooga  Supply,  Inc. 

CS  95  Kl 

Full  House  Germicidal  Cleaner  Deodo- 
rant      C2 

Hand  Job  E4 

Chem  America 

Boiler  Compound    G6 

Butyl  Floor  And  Equipment  Cleaner  ..  CI 

Dri-Mol  Moly-Micro-Film   H2 

General  Purpose  Liquid  Cleaner A4 

Hi-P  Contact  Cleaner   K2 

Insect  Spray  Fl 

Non  Ammoniated  Wax  Stripper  A4 

Organic  Acid  Detergent    A3 

Ovec  Ammoniated  Oven  Cleaner A8 

Pine  Oil  Liquid  Cleaner   CI 

Pink  Gel  C2 

Safety  Solvent  Kl 

Showcase  Glass  Cleaner  CI 

Steam  Line  Treatment G7 

Wyte-Ease  Lithium  Base  White  Grease  H2 

Chem  Aqua/ 

A  Division  of  Advantage  Systems, 

Inc. 

Chem-Aqua  100  DM G6 

Chem-Aqua  150    G6 

Chem  Arrow  Corporation 

B-T  3000  G6 

B-T  3100  G6 

B-T  3200  G6 

B-T  3300  G6 

Scave  Ox-1    G6 

Steam  Treat  100    G6 

Steam  Treat  200    G6 

Steam  Treat  300    G6 


Chem  Cal  Supply  Company 

101  Cleaner  Degreaser   Al 

Chem  Care 

CC-60  Safety  Solvent  And  Degreaser  Kl 

Pronto    A4 

Chem  Care  Co.,  Inc. 

Chem  Care  Sani  Plus  Sanitizing  Hand 
Soap    E2 

Chem  Clean  Janitorial 

Greasolv  A4 

Chem  Clean  Products,  Inc. 

Chem  Clean  F.PC-L-2    A2 

Chem  Ox-15    Bl 

Chlorinex  A2 

F.P.C A2 

Lo  Suds  Bl 

Scalec A3 

Snap  Al 

Chem  Craft  Corporation 

CC-1105    G6 

CC-1145    G5.G6 

CC-1175    G6 

CC-1203    G5.G6 

CC-1415    G6 

CC-1415    G5.G6 

CC-1425    G6 

CC-1545    G5.G6 

CC-1620    G7 

CC-1620    G6 

CC-1630    G6 

CC-1632    G6 

CC-2130    G6 

CC-2430    G6 

CC-2475    G6 

CC-2850    G7 

CC-3172    G6 

CC-3220    G7 

CC-3222    G7 

CC-3260    G7 

CC-3262    G7 

CC-3302    G7 

CC-4120    G7 

CC-6111    G2.G5 

CC-6300    G2.G5 

CC-6341    G2 

CC-6715  Polytrol    G2.G5 

Chem  Designs 

Alkaline  Builder    G6 

Blast  Al 

Citraclean  CI 

Coil  Safe   PI 

Cyclohexylamine  G6 

CS  44  G7 

CS-33  G7 

Fast  Clean   A3 

Floor  Scrub   A4 

Foamzit    Al 

Freez-Klean  A5 

Fryer  Dip  A8 

HT-41  G6 

HT-42 G6 

HT-51  G6 

HT-52 G6 

Low  Sudz Al 

Magic  Clean    Al 

Neopine  CI 

Nitrite  Liquid  G7 

Oxygen  Scavenger  (Sulfite)  Powder    ..  G6 
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Oxygen  Scavenger  Liquid G6 

Pink  Suds CI 

Poly  Corrosion  Inhibitor  G7 

Poly  Phosphonate    G7 

Potassium  Hydroxide    G6 

Power  Steam  Clean  Al 

Purple  Magic  Al 

Rise    A3 

Sludge  Conditioner  G6 

Soar   A2 

Sodium  Hydroxide    G6 

Sodium  Polyacrylate  G6 

Source    Al 

Spray-N-Wipe   CI 

TKPP  G6 

Vat  Dip    A2 

Wipe  Away  A4.C1 

Chem  Lab  Products,  Inc. 

Kem  Tek  Bleach  Liquid  Chlorinating 

Prod D2 

Kem  Tek  Liquid  Chlorinating  Com- 
pound      D2 

Chem  Line  Incorporated 

Chem  Solv  CI 

Prep   El 

Switch    K2 

Vantage    Al 

Chem  Mark 

Laundry  Liquid  Fabric  Softener  B2 

Chem  Mark 

Prove-It    Al 

The  King  A4 

Chem  Mart 

Chem  Blast   A4 

Chem  Force  Al 

Cutting  Oil  H2 

Food  Equipment  Lubricant  HI 

Glass  Cleaner CI 

Safety  Solvent  K2 

Safety-Solv    K2 

Chem  Mart  Inc. 

Boil  Out  Alkaline  Cleaner   A2 

Soak  It  Plastic  &  China  Destainer  Al 

Chem  Pro  Laboratory,  Inc. 

Chem  Pro  79L  Boiler  Treatment   G6 

Chem  Spec  Industries 

Hi-P  Contact  Cleaner   K2 

Sani-Lube HI 

Chem  Tab/ 

A  Div.  of  Olde  Tyme  Products,  Inc. 

Coco  Suds  Handsoap    El 

Coco  40  Handsoap    El 

Dishwash  Concentrate  Al 

Fryer  &  Grill-LF  A2 

Kleen  Aid    A4.C1 

Liquid  Handsoap  El 

Plus  Workhorse  CI 

Thick  Coco  Handsoap  El 

Chem  Tech 

Chain  Lube    H2 


Easy  Clean  CI 

Eg-Up Ql 

Egg  Wash    Ql 

Freezer  Clean A5 

HSC  Sanitizing  Hand  Soap    E2 

LDD-33   Al 

Neutra  Clean   CI 

Remov-It   A3 

Smokehouse  Cleaner  Al 

Soak  Off   PI 

Steam  Eez   Al 

Chem  Tech  Ltd. 

Chem  Tech  1011  Dl 

Chem  Tech  Sanitary  Supply,  Inc. 

Chlorinated  H  P  C    Al 

Power-Shift  Heavy  Duty  Cleaner- 
Degreaser   A4.A8 

Chem  Technique 

CT-267  A4 

CT-867  A4 

Chem-Am  Inc. 

Industrial  Cleaner  Concentrate  A4.A8 

Chem-America 

Butcher  Clean    D2 

Chem-Aqua/ 

A  Division  of  Advantage  Systems, 

Inc. 

Belt  Dressing  PI 

Chem-Aqua  Descaler  G.S A3.P1 

Chem-Aqua  Non-Acid  Coil  Bri- 

ghteners  A1.P1 

Chem-Aqua  Super  Descaler  PI 

Chem-Aqua  100    G6 

Chem-Aqua  200    G7 

Chem-Aqua  300    G7 

Chem-Aqua  900    G6 

Chem-Bright  Industries  Inc. 

StaBright  Bleach  D2 

StaBright  Sanitizer    D2 

Chem-Cher  Chemical  Company, 
Inc. 

Chem-Bac  Bacteria  12  Plus   L2 

Chem-Cher  Silicone    HI 

Mechanics  Pal   H2 

Non-Slip    PI 

Orange  Power  Foam  Cleaner  362    CI 

Power  Foam  Cleaner  166  CI 

Chem-D  Distributing  Corporation 

Chem-D  Degreas-It  Al 

Chem-Ex,  Inc. 

Boss  Man  Al 

Mr.  Quick    C2 

Orange  Majik CI 

Chem-Fax 

Surfax  Systems  All  Purpose 
Cleaner/Dgrsr  Al 
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Chem-Lube  Corporation 

Chem-Gear  140  FG  HI 

Chem-Gear  90  FG  HI 

Hi-Temp  127  Oil  H2 

Hi-Temp  300  Oil  H2 

HiTemp  FGG  1   HI 

HiTemp  FGG  2  HI 

HiTemp  1020  Oil    H2 

Hyd  100  FG HI 

Hyd  150  FG HI 

Hyd  32  FG HI 

Hyd  68  FG HI 

HT-2  Food  Machinery  Grease   HI 

K-108  Al 

K-109  Al 

K-113  A2 

K-12  Al 

K-124 Al 

K-125  Al 

K-127  A3 

K-13  Al 

K-130  Detergent/Disinfectant  Dl 

K-14L Al 

K-154  A4 

K- 165  Spray  Wash  Cleaner   Al 

K-1682  K2 

K-171  Al 

K-171A    Al 

K-21  A2 

K-21 7  Cooling  Tower  Microbiocide    ..  G7 

K-25  G5 

K-250  K2 

K-27FP    A3 

K-272  G7 

K-28  A3 

K-292  A3 

K-3  A2 

K-302  A3 

K-31  A3 

K-311  Al 

K-325  Al 

K-327  Al 

K-34  A4 

K-347  G7 

K-364  Al 

K-37  A2.C3 

K-38  Al 

K-4  A2 

K-410  Al 

K-411  Al 

K-43  Al 

K-45  A2 

K-47  Al 

K-48  Al 

K-49LC   Al 

K-5  A2 

K-506  A3 

K-51  Al 

K-510  Al 

K-55  H2 

K-56  Al 

K-59  A4 

K-606  A5 

K-63  Al 

K-630  H2 

K-631  H2 

K-669  A1.L1 

K-698  Al 

K-70  Al 

K-717  G7 

K-75  A2 

K-756  G7 

K-795  G6 

K-795  Blend    G6 

K-8  Al 

K-8TC   Al 

K-810  Al 

K-82  G2 

K-82  G2 

K-83  G7 

K-84  G6 


K-85  G7 

K-85XT  G6 

K-87  CI 

K-89  Al 

K-89  Al 

K-91  Al 

K-94  Al 

K-94  Al 

K-95  Al 

K-97  G7 

K-99  A8 

Syncomp  100  H2 

Syncomp  32  H2 

Syncomp  68  H2 

X-090  Al 

X-122  CI 

X-143  Al 

X-148  Al 

X-149  A4 

X-180  Al 

X-180LF Al 

X-180HF  Al 

X-183  A2 

X-193  A3 

X-201  CI 

X-216  Al 

Chem-Mart 

Citra-Sol  All  Purpose  Cleaner   CI 

Food  Grade  Lubricant  HI 

Lemon  Quat  Disinfectant   C2 

Chem-Mart  Mfg. 

Chemart  420    A2 

Chemart  490    CI 

Chemclean  444   Al 

Chemclean  448    A2 

Chemsteam  318  A2 

Citrus  Kleen CI 

Citrus  Kleen  Plus    CI 

Clor-231  Al 

Clor-260  Al 

Clor-270 Al 

Egg  O Ql 

GP-500FG    Al 

HD  Liquid  Red   Al 

Jo  Circ  Foam  Al 

Jo  Liquid  Circ  Cleaner  Al 

JT-12   A4 

Multi-Lube  190  H2 

Multi-Lube  197  H2 

Chem-Pak,  Inc. 

#1270  Sil-Ick  Food  Grade  Silicone   ....  HI 

#1270A  Sil-Ick  Food  Grade  Silicone  JJ  HI 
#1271  Chempalube  Food  Grade 

LubrcnL  HI 

#1271  Chempalube  FGO  USP  White 

Oil  Spray HI 

#1272  Chemalube  FGP  Petrolatum 

Spray  HI 

#1273  Food  Grade  Belt  Dressing  PI 

#1274  FG  Penetrant    H2 

#1275  Chempagreaz  FG  HI 

#1276  Chempaclean  FG   CI 

#1277  Citra-Solv  FG  CI 

#1279  Chempaclean  SS-FG    A7 

Chem-Po,  Inc. 

Trap-Eze    CI 

Chem-Power 

Alkene   A2 

Auto  Foam  Al 

Boiler  Wtr  Trtmnt  Cone.  Form.  #18-01  G6 

Boiler  Wtr  Trtmnt  Cone.  Form.  #18-02  G6 


Boiler  Wtr  Trtmnt  Cone.  Form.  #18-03  G6 
Boiler  Wtr  Trtmnt  Cone.  Form.  #18-04  G6 
Boiler  Wtr  Trtmnt  Cone.  Form.  #18-05  G6 
Boiler  Wtr  Trtmnt  Cone.  Form.  #18-06  G6 
Boiler  Wtr  Trtmnt  Cone.  Form.  #18-07  G6 
Boiler  Wtr  Trtmnt  Cone.  Form.  #18-08  G6 
Boiler  Wtr  Trtmnt  Cone.  Form.  #18-09  G6 
Boiler  Wtr  Trtmnt  Cone.  Form.  #18-10  G6 
Boiler  Wtr  Trtmnt  Cone.  Form.  #18-11  G6 
Boiler  Wtr  Trtmnt  Cone.  Form.  #18-12  G6 
Boiler  Wtr  Trtmnt  Cone.  Form.  #18-13  G6 
Boiler  Wtr  Trtmnt  Cone.  Form.  #18-14  G6 
Boiler  Wtr  Trtmnt  Cone.  Form.  #18-15  G6 
Boiler  Wtr  Trtmnt  Cone.  Form.  #18-16  G6 
Boiler  Wtr  Trtmnt  Cone.  Form.  #18-17  G6 
Boiler  Wtr  Trtmnt  Cone.  Form.  #18-18  G6 
Boiler  Wtr  Trtmnt  Cone.  Form.  #18-19  G6 
Boiler  Wtr  Trtmnt  Cone.  Form.  #18-20  G6 
Boiler  Wtr  Trtmnt  Cone.  Form.  #18-21  G6 
Boiler  Wtr  Trtmnt  Cone.  Form.  #18-22  G6 
Boiler  Wtr  Trtmnt  Cone.  Form.  #18-23  G6 
Boiler  Wtr  Trtmnt  Cone.  Form.  #18-24   G6 

Cardinal  Red  H2 

Chem  Quick A3 

Chem-Gon  Kl 

Chem-Power  Super  X  Cleaner  A4.A8 

Chem-Sheen CI 

Devour  CI 

Dry  Acid   A3 

Dry  Acid  Descaler PI 

DPW  (Concentrate)  CI 

DPW  (Regular)   CI 

Foam-Aide  Al 

Fresh  4  Toilet  Unit  C2 

Gritty  Heavy  Duty  Hand  Cleaner  E4 

Gritty  Orange E4 

Hydro-Solv    Al 

Impact   A4 

Jel-Strip  Aerosol    C3 

Jel-Strip  Bulk    C3 

Microcide D2 

Multi  Lube  No.  2    H2 

No-Streak  Concentrated  Glass  Cleaner     CI 

No-Streak  Glass  Cleaner CI 

O-Zyme  3    L2 

Orange  Sof-Sope  E4 

Oxene A2 

Premium  White  Bentone  Grease    H2 

Rout  Fl 

S.LP.  Cleaner Al 

Safe-O-Lene A4 

Stnpit  A8 

Super  Gyrol  H2 

Tarteen  A3 

Terge-Off  Al 

Terge-Off  R  Formula  14-31   Al 

Terge-Off  32  A4A8 

The  Remover  Formula  No.  17-31    C3 

Truck  Foam  Al 

Woxon  Heavy  Duty  Hand  Soap  El 

Zero-Phos Al 

Zorb-All  Al 

Chem-Pro 

Blue-Sol  Al 

J-3,  Powerclean  Al 

Chem-Pro  Inc. 

Chem  Citrus    CI 

Chem  Creme   A6.C2 

Chem  Push    L2 

Chem-Clean  A4 

Chem-Clear  CI 

Chem-Sol  K2 

Chempro  Cherry  Do   CI 

Citra  CI 

Clear  Vue CI 

D-Lime A3 

New  Look    Al 

One  Step    Al 


Pine  Hospital  Disinfectant CI 

Silifact  HI 

Ultra  Foam A4 

Vue CI 

Chem-Pro  Industries,  Inc. 

Chem-Pro  Heavy  Duty  Degreaser       A4A8 

Chem-Pro  Industries,  Inc. 

Grease  &  Carbon  Cutter  Heavy  Duty 

Dgrsr  Al 

Lime  Solvent  Cleaner  A3 

Liquid  Drain  Opener LI 

Oven  &  Grill  Cleaner  A8 

Chem-Quest,  Inc. 

Aqua-Treat  1000  G7 

Aqua-Treat  1500  G6 

Aqua-Treat  200  G6 

Aqua-Treat  2000  G7 

Aqua-Treat  700  G7 

Aqua-Treet  400  G6 

Polymeric  Adjunct G6 

<  rum-Rite  Products  Co. 

Chem-Cide  Al 

Chem-Cide  Plus    A4 

Chem-Foam  Al 

Chem-Sol 

For-Way  H2 

Chem-Sol  Chemical,  Inc. 

#30  Liquid  Sewer  Solvent    LI 

#31  Sewer  Solvent    LI 

#56  Safety  Solvent    K2 

Big  Boom    Al 

Big-0  CI 

Chem  Fleet    A4 

Chem  Foam  Al 

Chem  Solv  Kl 

Diskotek  P.O CI 

Duco-72  Dl 

Limelight  A4 

Loom  Cleaner  Concentrate  Al 

LC-55  Steam  Cleaner  A2 

Remov-Ox  A3 

Sewer  Con  CI 

WS-309   Al 

40%  Cocoanut  Oil  Hand  Soap  El 

Chem-Sultants 

Formula  C6  Foaming  H.D.  Cleaner  ....  D2 

Chem-Tab  Chemical  Corp. 

All  Purpose  Clean  Al 

Ammonia  Cleanse  CI 

Bowl  Cleaner C2 

Cling  Brite  CI 

Kleen  All  Al 

Mop  Stripper  A4 

Pink  Lotion  Soap    E4 

Power  Scrub    CI 

Pro-Clean  A4 

Sani-Liquid    D2 

Workhorse  A4 

Chem-Tec,  Inc. 

Big  CT  Cleaner  A4 

Jet  Stripper A4 

Syn-Con  Cleaner  A4 
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Chem-Tech  Corporation 

Chem-Solv  A4.A8.C1 

Chem-Tech  International,  Inc. 

Antifoam  B   G7 

Boiler  Clean  1111   G6 

Boiler  Clean  1112  G6 

Boiler  Clean  1113  G6 

Boiler  Clean  1114  G6 

Boiler  Clean  1115  G6 

Boiler  Clean  1124  G6 

Neutralmine  1131    G6 

Neutralmine  1132   G6 

Neutralmine  1133   G6 

Neutralmine  1 1 34   G6 

Oxyscav  1142   G6 

Oxyscav  2141    G6 

Polyplus  G2.G7 

Resonator  PI 

Tower  Clean  1261  G7 

Tower  Clean  1262  G7 

Tower  Clean  1263  G7 

Tower  Clean  1265  G7 

Chem-Tech  Products 

Activate  Al 

Delete  A4 

Delight  A4 

Descale-It Al 

Disinfectant  Q-10    D2.Q3 

Disinfectant  RTU    CI 

Dynamite  CI 

Excel    A4 

Favor  Bl 

Gentle  Castile  Soap  El 

Germicide  HG  D2 

Light    Bl 

Magnum  DQ  256    Dl 

Medi-Clean    E4 

Nutra  Clean  CI 

Oven  &  Grill  Cleaner  A8 

Pine  Shine   CI 

React  Disinfectant  Restroom  Cleaner  ..  C2 

Tak-All CI 

Target  DQ  64    CI 

Titan  Bl 

Ultra-Clean    Bl 

Zap  Al 

Chem-Tech,  Inc. 

Oven  Cleaner A8 

Chem-Tech,  Incorporated 

CD/400    A4 

Chem-Tech,  Ltd. 

CT  3-6-10  Concentrate  Fl 

CT-25 Fl 

CT-511  Fl 

CT-75 Fl 

Dy-Fly  Dairy  Aerosol  Fl 

Dy-Sect    F2 

Flyers  Insecticide Fl 

Freez-Kill  Fl 

SP-30  I  Fl 

SP-5  II  Fl 

Vap-5  F2 

Chem-Tek 

Calibre  Degreaser  Cleaner  Wax  Stripper  Al 
Chem-Tex,  Incorporated 

Am-O-Suds   CI 


Bac-San  Bowl  Cleaner    C2 

Brite'N  Porcelain  Cleaner  C2 

Citrus-San    A4 

Clear  Tone  Mist  Cleaner A4 

Clear  Tread   CI 

CTX  30-06  Wettable  Powder  Insecticide  F2 

CTX  900   A4 

CTX-150   A4 

CTX-800   G7 

CTX-850   A3 

Derma-San  El 

Dispatch  L2 

Dispatch  Bio  Active  Cultures  L2 

Fogging  Spray  Concentrate Fl 

Glass  Cleaner CI 

Pine  Oil  Disinfectant CI 

Power  Plus  CI 

Purge   LI 

PLS    A4 

Quell    Fl 

R.I.S.-15  F2 

R-502  A4.A8 

Red  Hot  LI 

Saf-O-Solv  K2 

Syn-O-Pine    CI 

Ultra  Clean    A4 

x-rr ai 

Chem-Tox,  Inc. 

Cenol  Kill  Quick  Concentrate    Fl 

Chem-Tox  Allcthrin  Fogging  Spray Fl 

Chem-Tox  Aqueous  Food  Plant  Spray  ..  Fl 
Chem-Tox  Do  It  Yourself  Pest  Control    F2 

Chem-Tox  Fogging  Insecticide Fl 

Chem-Tox  Food  Plant  Spray    Fl 

Chem-Tox  Ind.  Insect  Spray  Cont.  Bay- 

gon    F2 

Chem-Tox  Prol  Roach  Kill  Powder  F2 

Chem-Tox  Pyronox  Dual  0.1    Fl 

Chem-Tox  Pyronox  Dual  0.5   Fl 

Chem-Tox  Pyronox  Dual.075  Fl 

Chem-Tox  Pyronox  E.C.  2.5    Fl 

Chem-Tox  Pyronox- Aqueous  Dual  0.1      Fl 

Diazinon  4E  F2 

Food  Plant  Spray  With  Allethrin  Fl 

General  Purpose  Spray   Fl 

Industrial  And  Household  Spray    Fl 

Pyronox  E.C.  1.2  Fl 

Pyronox  No.  3  Fl 

Pyronox  No.  5  Fl 

Pyronox  O.C.  1.2    Fl 

Pyronox  Oil  Concentrate  #1.5-3-5   F2 

Pyronox  Oil  Concentrate  #1-2-3 Fl 

Pyronox  Oil  Concentrate  #3610  F2 

Pyronox  1  Plus  4  Fl 

Roach  &  Ant  Spray  with  Dursban  F2 

Roach  &  Ant  Spray  With  Baygon  F2 

Roach  And  Ant  Spray  With  Diazinon  ..  F2 

Chemaco  Corporation 

A.L.B L2 

Auto  Scrub  Low  Foam  Detergent    A4 

Chem  Fog    F2 

Chem  Pine  Odor  CI 

Chem  Quat Dl 

Chem  Residual    F2 

Chem  San  512  D2 

Chem  256    Dl 

Deep  Freeze  A5 

Foam  Away  Al 

Klear-Out  LI 

Lemon  Neutra  D  CI 

Lift  Away    Al 

Liquid  C    Al 

Lotionized  Dishwash  Al 

MintD  CI 

Phospho  Terg A3 

Scum  Remover    Al 

Task  Master A4 


Chemaster,  Inc. 

Black  Jack  All  Purpose  Cleaner  &  Dgrsr  Al 

Chem  ax 

Ace-572  A2 

Alak^69    A3 

Alas-478  A3JJ2 

Alka-556    A2 

Alkaline  Cleaner-553    A2 

Apex-574  Al 

Atak-554    A2 

Base-511    Al 

Belt  505  A6 

Bolt-569  Al 

BriteTank-513    Al 

Case-545    Al 

Causti-I-Foam  618 Al 

Chemax  481  G7 

Chemax  483 G7 

Clean  Line-544   Al 

CAL-OX  447  G5 

CFC-141    A2 

CIP-541    Al 

CIP-542   Al 

D-Foam-477 Q5 

D-Foam-657 Al 

D-Foam-677 Al 

D-StauW!21   Al 

D-Stone  597 A3 

Draw^76  D2 

Easy-516   Al 

Evac-571    A3 

Famic-568   A3 

Flash-550  A2 

Foam  Clean-546    Al 

Foam  Jack-559    Al 

Foam-A-Chlor  577    Al 

Foam-846  Al 

Foam-849  Al 

Fold-522    A2 

Fomcid-563  A3 

FAC-517    Al 

Halo-540   D2 

Halt-510  Al 

Hand  Dip  603   E3 

Jack-570 Al 

Jet-592  Al 

Key-547  A1.E4 

Kick  551    A2 

Latch-515  A1.E1 

Lino-576    Al 

Lubrex-886    H2 

LCA-616   AI 

LCA-616-LWH  Al 

LCA-617   Al 

LCA-619   Al 

LCA-621    Al 

LCC-582  F    A2 

LCC-582-A   A2 

LCC-582-B    A2 

LCC-582-E    A2 

LCC-582C  A2 

LCC-582D  A2 

LMR-660  A3 

Mild-499    El 

MARK-475   D2 

Nulube-885    H2 

Ovaclean589  A1.Q1 

Ovaclean  590  A2.Q1 

Oxyclean  Neutralizer-734  Al 

Oxyclean-733 A2 

P-Lube  882    H2 

P-Lube  882  CVX    H2 

P-Lube-882   H2 

Part-560  A3 

Phos-Clean-575  A3 

Phostex-561  A3 

Procid-573  A3 

Product  151  G6 

Product  158  G6 
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Product  161   G6 

Product  162  G6 

Product  166  G6 

Product  167  G6 

Product  168  G6 

Product  169  G6 

Product  174  G6 

Product  177  G6 

Product  194  G6 

Product  198  A2 

Product  229  G6 

Product  241   G6 

Product  270  G6 

Product  278  G6 

Product  285  G6 

Product  380  G3 

Product  490  G5 

PBW-548  A2 

PD-951  Al 

Quat-479    D2 

Rise-580  Al 

Run-888  H2 

Sani  Brite-457  D2 

Sani-Dyne  470  D2.G5 

Sanibac  386  D2 

Sanifoam-633 Al 

Sanisolv  754    Kl JC2JC3 

Sanitart  387  D2.Q4 

Slick-887  H2 

Smoke-Out-536  A8 

Snap-564   A3 

Solo-578    Al 

Span-562   A3 

Sparkle-600  A2 

Splash-518  Al 

Stay-498  Al 

Steamo  501    Al 

Sting-552  A2 

Super  Cleaner-543  A2 

SSB-567  A3JU 

Tart  Clean  Plus   A2 

Tart-Clean-760 A2 

Tuf-Smoke  537   A8 

Tuflube  889  „ H2 

WISP-535    Al 

164  G6 

165  G7 

172  G6 

187  G7 

193  G6 

227  G7 

228  G6 

234  G6 

250  G6 

263  G7 

273  G6 

279  G6 

447  G2.G5 

489  G7 

Chemax  Corporation 

A.I.O.  1500  G6 

Aggie  &  BS  Repellent  A-102 CI 

Anti-Seize  Lubricant  H2 

Aquacide  Fl 

B.A.C L2 

B.A.C.  Odor  Cntrl&Organic  Waste  Di- 
gester    L2 

B.B.C CI 

Big  G  Plus  Al 

Bio-Stat   CI 

Bio-Stat  G-F  A-183 CI 

Brake  Shoe  Cleaner Kl 

Bravo  E4 

Bravo  Concentrate  Liquid  Skin  Cleaner  El 

Chemax  All  Purpose  Geaner  CI 

Clear- Vision  A-121  CI 

Coach's  Choice  Dis-O-Kleen    CI 

Coach's  Choice  Equipment  Cleaner  ....  K2 

Coach's  Choice  Equipment  Lube   HI 

Coach's  Choice  Helmet  Cleaner  CI 


Coach's  Choice  Motivate    HI 

Coach's  Choice  Touchdown  Spray  Dsnf 

#102    CI 

Dana  Mite  Odor  Neutzr  &  Air  Frshnr 

A-187    CI 

Dielectric  Encapsulator  H2 

Driax  7  Residual  Insecticide F2 

DL-2001  H2 

Foamy  Penetrating  Oil    HI 

H-l  Food  Grade  Grease   HI 

High  Purity  Electronic  Cleaner K2 

Kleer  Vue    CI 

L'il  Bit  CI 

Lactra-Solv    K2 

Lemon  Fresh  20    A4 

Lithium  Grease  Lubricant  H2 

LJ-30  A- 148  Foaming  All  Purpose 

Cleaner   CI 

Mark-Out  A- 150  Vandalism  Mark  Re- 
mover        CI 

Moly  Lube  H2 

Mr.  Brite    C2 

MD-500  H2 

Nev.  Dawn  CI 

Nu-Dawn  A-156  Dry  Air  Freshener  ....    CI 

P.T.F.E.  Dry  Lubricant  A- 173   H2 

Pacesetter  H2 

Polyshield    CI 

Red  Hot  Sewer  and  Drain  Solvent  LI 

Roach  and  Ant  Killer   F2 

Safety  Cncntrtd  A-157  Open  Gear 

Lubrcnt  H2 

Safety  Lube  H2 

Shackle  Cleaner Al 

Ship  to  Shore  H2 

Ship  to  Shore  Liquid H2 

Silicone  No.  100  A-157   HI 

Super  Bravo  E4 

Tough E4 

Wasp  Shooter    F2 

Whirl  Pool  LI 

Whirlpool  LI 

ChemaClean 

Chemaclean  520    G6 

Chemaclean  575    G6 

540  G6 

555  G2.G6 

625  G6 

700  G6 

705  G6 

Chembrite 

Blast  Off   Al 

Block  Cleaner   Al 

Drain-X    LI 

Eggmatic   Ql 

Floor-Brite  Al 

Frosty  A5 

Granulated  Drain  Opener   LI 

Grease  Release    Al 

Grill  Brite    A2 

HD-77    A4 

Lime  Off  A3 

Milkstone  Remover  A3 

Panther  A4 

Power  Wash Al 

Reddy C2 

Safe  Steam  Al 

Seal-Ox    A3 

Spray  Tank  "Ferrous"   A2 

Steam  Cleaner  HD Al 

Chemclean  Corporation 

Chem-Zime   L2 

Chemclean  #250B  A2 

Chemclean  #35   A4 

Chemclean  #36    Al 


Chemclean  #500   A3 

Chemclean  #502   A3 

Chemclean  #77C  Al 

Chemclean  #8 1 C  A2 

Chemclean  Deodorizer  M  CI 

Chemclean  GCD  A4.C1 

Chemclean  297LF  Al 

Chemclean  310-S    A4 

Chemclean  55   A2 

Chloro-Clean  ALN   Al 

Drain  Cleaner  #80  LI 

Foam  Additive  MT  Al 

Handi-Clean  EX    Al 

Supaclean  Al 

SC  Cleaner Al 

T-650  Al 

T-655  A4 

T-660  Al 

TW  Liquid  Cleaner  Al 

510  A3 

77  Chlorinated  Al 

Chemclean,  Inc. 

Alive  Bacteria/Enzymes   L2 

Chemco  Chemical  Company 

Absolute  C2 

Absolute  Disinfectant  Deodorant  CI 

Anti-Sep  Proteinized  Lotion  Hand  Soap  El 

Artie  Clean    A5 

Be-Gone F2 

Be-Gone  Residual  Insecticide  F2 

Big  Orange    A4.A8 

Biothrin   Fl 

Bonus  E4 

Borax  Hand  Soap    C2 

Car  Wash  Al 

Chem-Slove  Kl 

Chemco  #1  A4 

Chlorinated  Machine  Dishwash   Al 

Clean  Up   CI 

Con-Clean   A3 

CD-80    H2 

CD-80  Rust-Solve  (Aerosol) H2 

Dazzle    A7 

Defender    H2 

Derusting  Cold  Vat  Compound    A2 

Fast-Flow  LI 

Foam  All   CI 

Food  Plant  Cleaner  Al 

Heavy  Baby  E4 

Hi  Foam  CI 

Hot  Vat  Compound  A2 

Hydrotreat  400-B G6 

Insect-O-Fog   Fl 

Laundry  Powder   Bl 

Long  Gone  F2 

Longone  Fl 

Moisture  Guard  H2 

Chemco  Chemical  Company 

Oven  &  Grill  Cleaner  Al 

Chemco  Chemical  Company 

OD-40    CI 

Powertize  Cleaner-Disnf.  Deodrzr 

Fungcd Dl 

Pro-Cleaner   El 

Pure  Lube    H2 

Remove    A4 

Sanitary  Lube  HE) HI 

Sewer  Pipe  Cleaner  LI 

Silicone  Spray  H2 

Silicone  Spray  (Aerosol)  HI 

Steam  Cleaner-Heavy  Duty    A2 

Sunshine    A4 

Super-Lube    H2 
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STSC-1050    Al 

Take-Away    CI 

Zor-O-Cide    Fl 

Chemco  Chemicals,  Inc. 

Luster  A7 

Chemco  Corp. 

Action    AI 

Chemcocide  1000   D2 

Combo  Al 

Concrete  Cleaner  A4 

Fryolator  Cleaner A8 

Golden  Glow  Al 

Grill  Cleaner   A8 

Grill/Oven/Fryolator  Cleaner    Al 

Heavy  Duty  Degreaser   A4 

Purple  Tiger  CI 

Chemco  Distributors 

Chemco  Ultra  Clean   CI 

Water-Less  Creme  Hand  Cleaner  E4 

Chemco  Industries,  Incorporated 

A-660  Chemco  Oven  Cleaner A8 

Chemco  Industries,  Incorporated 

Chem-Ox   CI 

Chem-128Q  D2 

Chem-256Q  D2 

Chem-64Q  D2 

Chem-64Q  Pine  CI 

Chemco  Industries,  Incorporated 

Chemco  #611  Al 

Chemco  #856 Al 

Chemco  #857  Super  Concentrate  Al 

Chemco  BB  &  G    C2 

Chemco  Chain  Lubricant    H2 

Chemco  Coconut  Hand  Soap   El 

Chemco  Industries,  Incorporated 

Chemco  Command   Al 

Chemco  Industries,  Incorporated 

Chemco  Liquid  Drain  Solvent   LI 

Chemco  S-25  Al 

Chemco  Super  Acid  Cleaner    A3 

Chemco  Industries,  Incorporated 

Chemco  SY-76    Bl 

Chemco  Industries,  Incorporated 

Chemco  Unicide   Dl 

Chemco  Vat  Dip  A2 

Chemco  800 A4 

Chemco  Industries,  Incorporated 

Clog-Buster  LI 

Chemco  Industries,  Incorporated 

D-24  LI 

Emulsion  Bowl-Kleen  C2 

Chemco  Industries,  Incorporated 

Gentle  &  Clean  Hand  Smoothie  E4 

Hand  Smoothie   E4 


Chemco  Industries,  Incorporated 

Heavy  Duty  Odorless  Concrete  Clnr.  ..  A4 

Chemco  Industries,  Incorporated 

Hurricane  Bowl  &  Porcelain  Cleaner  ..  C2 

Jet  Foam    CI 

Kleenzol  A4 

Lemon  Scented  Parvo-Away    A4.C1 

Chemco  Industries,  Incorporated 

NTI-25  Fl 

Rid  All  Disinf.  Deodorant  Sanitizer  ....  D2 

Chemco  Industries,  Incorporated 

Safe-Guard A4 

Sparkle  CI 

Chemco  Industries,  Incorporated 

SE-24  Synergistic  Emulsifier  Al 

Uniclean  Al 

Chemco  Janitorial  Supply 

Sana-Chem C2 

Tuff  Bowl  'N  Porcelain  Cleaner-Sani- 

tizer  CI 

Chemco  Products  Company 

Alkaline  CIP   A2 

All  Purpose  Cleaner   A4 

Automatic  Scrubber  Cleaner A4 

AAA  302  A3.Q2 

BW  Additive    Al 

Case  Wash  Al 

ChemKleenNB    Al 

Chem-Jell  Al 

Chemco  #2910 A2 

Chemco  #2913  A3 

Chemco  #2929  A2 

Chemco  #387 Al 

Chemco  #429 Al 

Chemco  #56 A2 

Chemco  #64 Al 

Chemco  Alk-Rus  A2 

Chemco  Anti-Foam  Q5 

Chemco  Bonanza Al 

Chemco  Chem-Chlor Al 

Chemco  Chloro-Brite    Al 

Chemco  Chloro-San    Al 

Chemco  Con-Syn    Al 

Chemco  Con-Syn    Al 

Chemco  Flo-Away    A4 

Chemco  Foamzall   Al 

Chemco  General  Cleaner   Al 

Chemco  Heavy  Duty  Degreaser  A4 

Chemco  Liquid  Hand  Soap El 

Chemco  Lubrite H2 

Chemco  Lubrite  75   H2 

Chemco  LC-U  Bl 

Chemco  LL30   H2 

Chemco  MR-1  A3 

Chemco  MR-2  A3 

Chemco  MSR    A3 

Chemco  Packers  General    Al 

Chemco  Power  Kleen  CI 

Chemco  Power-Chem  Al 

Chemco  Quik-Wipe A4 

Chemco  Rinse  Add  Gl 

Chemco  Steam  Elite  Al 

Chemco  Synterg    A4 

Chemco  Target   Al 

Chemco  Target   Al 

Chemco  Water  Based  Degreaser    Al 

Chemco  101  Al 


Chemco  125 Al 

Chemco  16 Al 

Chemco  19 A8 

Chemco  20 A2 

Chemco  21  A8 

Chemco  25 A3 

Chemco  301  Al 

Chemco  301A   A4 

Chemco  35 Al 

Chemco  40 A2 

Chemco  45 A3 

Chemco  51  Al 

Chemco  522  Solvent  Degreaser  Kl 

Chemco  62 Al 

Chemco  64 Al 

Chemco  71  A2 

Chemco  99 A2 

Chemeen  100  G6 

Chemeen  200  G6 

Chemeen  300  G6 

Chemguard  145  G7 

Chemguard  145  Corrosion  Inhibitor  ....  G7 

Chemguard  5675  G7 

Chemquest  101    G7 

Chemquest  300  Cooling  Water  Treat- 
ment      G7 

Chemquest  320   G7 

Chemquest  320A  G7 

Chemquest  330  Cooling  Water  Treat- 
ment      G7 

Chlorosan  A  Chlorinated  CIP  Cleaner  Al 

Chlorosan  Liquid  Al 

Dynamist  Al 

Dynamist  F   Al 

Dynamist  H.D A2 

E  Z  Lube  Conveyor  Chain  Lubricant  ..  H2 

Egg  Glo  Ql 

Egg-Kleen    Ql 

Egg-Kleen  Plus  Ql 

Enerex  201  G6 

Enerex  202 G6 

Enerex  205  Boiler  Water  Treatment    ..  G6 

Enerex  205L  Boiler  Water  Treatment  G7 

Enerex  300  Boiler  Water  Treatment    ..  G6 
Enerex  400  Multi-Purp.  Boiler  Wtr 

Treat.  G7 

Enerex  500  Boiler  Water  Treatment    ..  G6 
Enerex  600  Multi-Purp.  Boiler  Wtr 

Treat  G6 

Freezer  Locker  Cleaner  A5 

Freezer  Locker  Cleaner  2826  A5 

Glass  Cleaner  Concentrate   CI 

Granular  Drain  Opener  LI 

HTS  A2 

Hydro  Pan  Chlorinated  Al 

Lime  Descaler  A3 

Lubrite  Special    H2 

Lubrite  25    H2 

Lubrite  40  Conveyor  Chain  Lubricant  H2 

Quat  10    D2 

Sani-Foam   Al 

Stainless  Steel  Cleaner  and  Polish  A7 

Chemco  Products  Company,  Inc. 

Chem-San    D2.Q3 

Chemco  H-500    G6 

Chemco  H-500  Plus  Ox   G6 

Chemco  S-600  G6 

Formula  No.  FG-63  Oxygen  Scavenger  G6 
Formula  No.  FG-68  SLT  (Cond  Line 

Treat)  G6 

Chemco  Products,  Inc. 

BAC-100   G6 

BAC-125  G6 

BAS-200D  G6 

BCT-232   G6 

BLH-701    G6 

BLS-401    G7 

BLS-603    G6 
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Chetnco  Water  Technology  Inc. 

Chemco  Formula  3030   G6 

Chemco  2212 G6 

Chemco  2270 G6 

Chemco  2932 G6 

Chemco  2934 G6 

Chemco  2936 G6 

Formula  2129    G6 

Formula  2412    G6 

2162  G6 

2164  G6 

8004  G2 

Chemcraft 

ChemTechSO  Al 

Chemcraft  Floormatic  A4 

Chemcraft  OAC  100  A3 

Chemcraft  Vehicle  Wash  2000  Al 

Chemcraft  1000  Al 

Chemcraft  1100  A4 

Chemcraft  5000  Al 

Chemcraft  9000  Al 

K-880  CI 

Chemcraft  Corporation 

CC-3260    G5.G7 

CC2720   G6 

Chemcraft  Industries 

Bowl-Tek  C2 

Chemcraft  Toilaid  C2 

Kleenaide  215  OD El 

Kleenaide  220  OD El 

Kleenaide  240  OD El 

Neo  Concentrate   Al 

Neo  Solve    CI 

Chemec  Co. 

Grad  A  Al 

Chemenergy 

B-631  G6 

B-6350  G6 

B-6400  G6 

B-685  G6 

Chemex 

7075  Degreaser  K2 

Chemex  Inc. 

Blue  Thunder Al 

Chem  Hi  Foam  10    Al 

Chem-Lube  II    H2 

Chemal  A4 

Chembrite  Acid  A3 

Chemchlor  Al 

Chemex  Glass  Cleaner   CI 

Chemlcleen  A2 

Chemlube H2 

Chempower  A1.Q1 

Chempower  Plus  A2 

RD.  2000  Powdered  Cleaner  A2 

Heavy  Descaler  A3 

Mean  Kleen  D  Al 

Pot  &  Pan  Soap  Al 

Trolly  Cleaner  #1    A2 

Trolly  Hook  Cleaner  #2   A2 

Chemex  Industries 

C-55  Food  Plant  Degreaser Al 

Chain  &  Cable  Lubricant  H2 


Glass  Cleaner  (Aerosol)   CI 

O  G  S  Oven  Cleaner A8 

Rapido   C2 

Chemgard,  Inc. 

BL-1510 G6 

BL-1520 G6 

BL-4112 G6 

BL-5040 G6 

BL-5510  G6 

BL-5520  G6 

BL-5530  G6 

Chemgard  BL-1000  Deposit  Inhibitor  G6 

Chemgard  BL- 1525  G6 

Chemgard  BL-1550  G6 

Chemgard  BL-2000  Deposit  Inhibitor  G6 

Chemgard  BL^U30  G6 

Chemgard  BL-554  G6 

Chemgard  BL-560  G6 

Chemgard  BP-105  G6 

Chemgard  BP-153  G6 

Chemgard  BP-155  G6 

Chemgard  CL-4550  Dispersant    G7 

Chemgard-DS-800 Dl 

CL-10 G7 

CL-4550 G7 

Dixie  Red A4 

Flying  Insect  Killer  F2 

Klean  Hands  Antiseptic  Hand  Soap  E2 

Miracle  Clean    A4 

Purple  Cleaner  A4 

Chemgo  Products  Co. 

Chemedic  El 

Dish  Delight    Al 

Rapid-Sol  A4 

Super  Rapid-Sol    Al 

('hemic  Inc. 

Chemic  5000  G7 

Chemic  5010  G6 

Chemic  5020  G6 

Chemic  5052  G6 

Chemic  5060  G2.G6 

Chemic  5070  G6 

Chemic  5075  G2,G6 

Chemic  5090  G6 

Chemic  5100  G6 

Chemic  5120  G6 

Chemic  5121   G6 

Chemic  5165  G6 

Chemic  5214  G6 

Chemic  5220  G6 

Chemic  5230  G6 

Chemic  5310  G6 

Chemic  6000  G6 

Chemic  6010  G6 

Chemic  6015  G6 

Chemic  6020  G6 

Chemic  6030  G6 

5041  G6 

5105  G6 

5140  G6 

6150  G7 

Chemical  Brokers 

De-Scale-It  A3 

Chemical  Building  Maintenance  Inc. 

Liquid  Alive  Bacteria   L2 

Chemical  Buyers  of  America 

Chlorinated  Foaming  Cleaner  Al 

Coconut  Hand  Soap    El 

Concrete  Etch  &  Cleaner   A3 


Digestase  APD  900  L2 

Digestase  GTD  655  L2 

High  Heat    LI 

Live  Micro  535  L2 

Lotionized  Hand  and  Body  Soap  E4 

Machine  Dish  Detergent  (Liquid) Al 

Machine  Dish  Detergent  (Powder)  Al 

Medicated  Hand  Soap  E4 

Naturally  Clean  E4 

Orange  Degreaser  CI 

Orange  Drain  Cleaner  CI 

Paint  &  Varnish  Remover C3 

Sewer  Sweetener  CI 

Chemical  Buyers  Service,  Inc. 

Buyers  Alum  &  Stnls  Steel  Clnr  Brghtnr  A3 

Buyers  Best  Cleaner  &  Sanitizer  #1    ..  D2 
Buyers  Best  Hvy  Dty  All  Purp.  Clnr 

Blue A4 

Buyers  Best  Sanitizer  2 D2 

Buyers  Favorite  All  Purpose  Clng. 

Cone A4 

Buyers  Favorite  Cling  Degreaser  Kl 

Buyers  Favorite  Fast  Oven  &  Grill  Clnr.  A8 

Buyers  Favorite  Neutral  Cleaner    Al 

Buyers  Favorite  Water  Soluble  De- 
greaser    Al 

Buyers  Favourite  Germicidal  Cleaner  CI 

Buyers  Favourite  Stripper  CI 

Buyers  Heavy  Duty  Powdered  All 

Purp.Clnr Al 

Buyers  Quat  Clean    Dl 

Buyers  Sewerage  Flow  Enhancer  CI 

Buyers  Standard  Blue  All  Purpose 

Cleaner  A4 

Buyers  Standard  Clear  All  Purpose  Clnr  A4 
Buyers  Standard  Opal  All  Purpose 

Cleaner   A4 

Buyers  Standard  Sny-Clean    A4 

Lemon  Hand  Soap  El 

Chemical  Concepts 

Classy  Cleaner Al 

Chemical  Consultants,  Inc. 

Cleaner  Chlor  Liquid    Al 

Cleaner  Chlor  Plus  2  Al 

Cleaner  215-LF  Al 

Cleaner  304C  A2 

Cleaner  401A Al 

Cleaner  402A  Al 

Cleaner  403A Al 

Cleaner  406AE    Al 

Cleaner  408C  Al 

Cleaner  412  C  Al 

Cleaner  412  C-W    Al 

Cleaner  41 3A-LT    Al 

Cleaner  427  C  A4 

Cleaner  430  C  A4 

WT-14  G6 

WT-16  G7 

WT-24  G6 

WT-24  Plus  G6 

WT-35   G6 

WT-66  G7 

WT-7E  G6 

WT-77   G7 

Chemical  Control,  Incorporated 

BL-440  Boiler  Water  Treatment G6 

BP-440  Boiler  Water  Treatment  G6 

CP-440  Boiler  Water  Treatment  G6 

FL-440  Boiler  Water  Treatment  G6 

HL-440  Boiler  Water  Treatment    G6 

HL-441  Boiler  Water  Treatment    G6 

NL-442  Cooling  Water  Treatment  G7 

NP-442  Cooling  Water  Treatment   G7 
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VL-440  Potable  Water  Treatment    Gl 

VP-440  Potable  Water  Treatment Gl 

Chemical  Corporation  of  America 

Chemcoa  Chem-Solv  150  A4 

Chemcoa  Formula  Chem-Foam   Al 

Chemcoa  Formula  CS-175   A4 

Chemcoa  Formula  CS-2490   A3 

Chemcoa  Formula  1248    Al 

Chemcoa  Formula  3228    G6 

Chemcoa  Formula  3416   G6 

Chemcoa  Formula  4026   G6 

Chemcoa  Formula  4038    G6 

Chemcoa  Formula  4116   G6 

Chemcoa  Formula  4126    G7 

Chemcoa  Formula  4226    G6 

Chemcoa  WS-310  CI 

Chemcoa  441  G6 

Chemcoa  4416  G6 

Chemcoa  442  G6 

Chemcoa  4486  G6 

Sani-Chem  60   D2 

Chemical  Dynamics  Corporation 

K-50  Heavy  Duty-Multi-Purpose 
Cleaner   CI 

K-50  Hot  or  Cold  Water  Dry  Bleach  ..    Bl 

K-50  Hot  or  Cold  Water  Laundry  De- 
tergent      Bl 

K-50  Light  Duty-Multi-Purpose  Cleaner  A 1 

Chemical  Dynamics,  Inc. 

C-Pak  All  Purpose  Cleaner CI 

C-Pak  Concrete  and  Asphalt  Cleaner  ..  CI 

C-Pak  Degreaser  Heavy  Duty Al 

C-Pak  Glass  &  Stainless  Cleaner  CI 

Control  Citrus   CI 

Dyna-Foam   Al 

Dyna-Plus    Al 

Dynacon  50  Al 

Dynasyl    Al 

DPS-109C   Al 

DPS-121F    Al 

DPS-133CF  Al 

DPS-156CD  Al 

DSL-215C  Al 

DSL-240F   Al 

DSL-255CF  Al 

DSL-260CD Al 

Evergreen  El 

Freshl  E4 

Green  Clean  Al 

Luster  Al 

Power  Klean  Special  Al 

Regal    A4 

Ultra  Power  All  Purpose  Cleaner  CI 

Ultra  Power  Glass  &  Stainless  Cleaner  CI 

Chemical  Enterprises 

40  Truck  Soap  Al 

Chemical  Equipment  Labs 

Acidic  Ion-Exchange  Resin  Regen- 

erant    G1.P1 

Boiler  Treatment  500    G6 

Caustic  100   G1JP1 

Caustic  100-50 P1.G1 

Chlorine  488-CL-10    G4 

Chlorine  488-CL-20    G4.P1 

Compound  340    G2,G6 

Compound  400-A  Cooling  Tower 

Treatment   G6 

Compound  520-EP   G6 

Compound  530-S  Boiler  Treatment  ....    G6 
Compound  540-P    G6 


Solar  Salt  Ion-Exchange  Resin  Regnmt.  PI 
Steam  Treat-F   G6 

Chemical  Express,  Inc. 

CE  Blue  Power  Al 

CE  Blue  Wonder  Al 

CE  Chlorinated  Foamer    Al 

CE  Chlorinated  Powder    A2 

CE  Descaling  Acid   A3 

CE  Green  Master Al 

CE  Vat  Powder  A2 

Golden  Supreme   Al 

Heavy  Duty  Smokehouse  Cleaner   A I 

Heavy  Duty  Super  Cleaner  Al 

Now  Foam  Al 

Orange  Hard  Water  Degreaser  Al 

Pink  Pizzaz    Al 

Purple  Hurricane  Al 

Yellow  Marvel  Al 

Chemical  Finisher,  Inc. 

CFS-lOd Q1.Q2 

Chemical  Group,  The 

Snow  &  Ice  Melt CI 

Chemical  Kinetics,  Inc. 

Chem  Bac  1450  Series  Bio  Active 

Cult&Enz    CI 

Chem  Bac  1500  Series  Bio  Active 

Cult&Enz    CI 

Chem  Bac  1600  Series  Bio  Active 

Cult&Enz    L2 

Chem  Bac  2700FSeries  Bioactive 

Cult&Enz   L2 

Chem  Bac  2800  F  Series  Bio  Actv 

Cult&Enz    L2 

Chemical  Laboratories 

Grease-Strip  Degreaser  Cleaner  ....    A4.A8 

Chemical  Labs 

Sub-Zero    A5 

Chemical  Maintenance,  Inc. 

Action    C2 

Action  Plus    C2 

Conquer  A4 

Creme  Cleanser  Concentrate CI 

CMI  Big  M  Mark  Remover   CI 

CMI  Blast  Out  Drain  Opener  LI 

CMI  Dr.  One  Oil  Soluble  Spot  Remover  Kl 
CMI  Oven  Cleaner  Foaming-Scented       A8 

CMI  Quick  Clean   Al 

CMI  Surgical  Hand  Soap   El 

Formula  620    D2 

Germ-O-Kill    Dl 

Hand-Eze  Plus  w/Volcanic  Pumice 

Hand  Cln E4 

Hand-Eze  Plus  Hand  Cleaner  E4 

Liquid  X-Cell    Al 

Mr.  GIo    CI 

Phen-O-Kill  256    A4 

Pink  Velvet   A8 

Sabre    Al 

Satin  A8 

Stainless  Steel  Cleaner   A7 

Super  100  Plus    A4 

Surgical    El 

Swift  Clinging  Bowl  Cleaner  C2 

The  Grabber A3 

Treat  Cone.  Porcelain/Bowl  Tile  Clnr.     C2 

Triple  Threat  Bowl  Cleaner   C2 

WP626  A4 


X-Cell  MP  Al 

100  Plus  A4 

Chemical  Methods  Associates  of 
Ohio  Inc. 

CMA  Alklean    A2 

Chemical  Packaging  Corp.  of 
America,  Inc 

CPA-225  A3 

CPA-375  A3 

CPA-385  A3 

CPA^20  A3 

CPA-435  A3 

Chemical  Packaging  Corporation 

Acidic  Cleaner  C2 

Air  Tool  Oil H2 

Anti-Foam  Additive    Al 

Block  Out  (Aerosol)  CI 

Butyl  Cleaner Al 

Butyl  Cleaner  H.D CI 

Chemi-cap  Citrus  All  Purpose  Cleaner  CI 

Chemi-Cap  All  Purpose  Cleaner    CI 

Chemi-Cap  Battery  Cleaner   PI 

Chemi-Cap  Belt  Dressing  PI 

Chemi-Cap  Chain  &  Cable  H2 

Chemi-Cap  Cut  &  Tap  Fluid   H2 

Chemi-Cap  CRT  Screen-Care CI 

Chemi-Cap  De  Aqua  Lube  (Aerosol)  ..  H2 

Chemi-Cap  De  Aqua  Lube  Bulk    H2 

Chemi-Cap  Electronic  Contact  Cleaner  K2 

Chemi-Cap  Glass  Cleaner CI 

Chemi-Cap  Grease  White  Fluidized  ....  H2 

Chemi-Cap  Insect  Spray  Fl 

Chemi-Cap  Mtl  Pish  Stnl  Stl&All  Mtl 

Surf  CI 

Chemi-Cap  No  Grab  Anti-Seize  Cmpd 

(Bulk)   H2 

Chemi-Cap  No.  25  Insect  Spray Fl 

Chemi-Cap  Oven  Cleaner  A8 

Chemi-Cap  Oven  Protector PI 

Chemi-Cap  Paint  &  Varnish  Stripper  ..  C3 

Chemi-Cap  Safety  Solvent  (Aerosol)  ..  K2 

Chemi-Cap  Sani-Lube  (Aerosol)    HI 

Chemi-Cap  Silicone  Spray  HI 

Chemi-Cap  Skin  Shield    E4 

Chemi-Cap  Spray  Silicone  Release   ....  HI 
Chemi-Cap  TFE  Fluorotelomer  Lubri- 
cant    H2 

Chemi-Cap  Waterless  Hand  Cleaner   ....  E4 
Chemi-Cap  White  Lube  Food  Grade 

Grease  HI 

Chemi-Cap  Wyte-Ease  (Aerosol)  H2 

Chemi-Cap  Wyte-Ease  (Bulk)    H2 

Chemicap  Citrus  Vandalism  Mark  Re- 
mover     CI 

End-Con  PI 

Food  Equipment  Lubricant  HI 

Food  Grade  Gear  Lubricant  Grade 

80W-90  HI 

Food  Grade  Gear  Lubricant  Grade  90- 

140    HI 

Food  Grade  Polymer  Oil  Grade  10    ....  HI 

Food  Grade  Polymer  Oil  Grade  20    ....  HI 

Food  Grade  Polymer  Oil  Grade  30    ....  HI 

Food  Grade  Polymer  Oil  Grade  40    ....  HI 

Food  Machinery  Grease  (White)    HI 

Glass  Cleaner CI 

Grease  Trap  Maintainer    CI 

Hi-P  K2 

High  Viscosity  Silicone  Lube  HI 

Hydraulic  Oil  SAE  10W  H2 

Hydraulic  Oil  SAE  20W-20  H2 

Hydraulic  Oil  SAE  30 H2 

Moly  Heavy  Duty  Grease  H2 

Multi-Purpose  Polymer  Grease H2 

Multi-Purpose  Polymer  Oil  Grade  10  H2 
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Multi-Purpose  Polymer  Oil  Grade  20  H2 

Multi-Purpose  Polymer  Oil  Grade  30  H2 

Non-Drip  Gear  Lube  Grade  90-140  ....  H2 

Non-Drip  Gear  Lube  SAE  140  H2 

Non-Drip  Gear  Lube  SAE  80  H2 

Non-Drip  Gear  Lube  SAE  80W-90  ....  H2 

Non-Drip  Gear  Lube  SAE  90  H2 

Oven  Chain  and  Bearing  Lubricant   ....  H2 

Red  Non-Melt  Grease  H2 

Shine-Em-Up  Stainless  Steel  &  Metal 

Pish  A7 

Silicone  Release  (Bulk)  HI 

Stainless  Steel  &  Metal  Polish  A7 

Standard  Viscosity  Silicone  Lube HI 

TEF-Tape PI 

Chemical  Pioneer,  Inc. 

Jell-Cote  A8 

Chemical  Products  Company 

Aqua  Solve   Al 

Chemical  Products  Company 

Attack Al 

Charge   Al 

Chemical  Products  Company 

Conquest    Al 

Chemical  Products  Company 

Ems  606  A4 

Ems  650  Neutral  Fragrance    Dl 

Ems  680  A4 

Chemical  Products  Corporation 

Sodium  Metasilicate,  Pentahydrate Al 

Chemical  Products  Mfg.  Corp. 

Chempro  Clean   A2 

Chemical  Research  Corp. 

All  Purpose  Cleaner   Al 

All  Purpose  Degreaser    Al 

Jewel    Al 

Lemonee    A4 

Liquid  Dishwash  Concentrate  Al 

Liquid  Super  "C" A4 

Neutral  Cleaner  A4 

Pine-O   CI 

Pink  Neutral  Cleaner A4 

Prime  Al 

Super  Spray  A4 

Chemical  Research  Products 

Blaze-Off  A4 

CopeFG    CI 

CRPDrione  F2 

Golden  Concentrate  X Al 

Hi-Purity  Contact  Cleaner K2 

Sani  Suds  Detergent   Al 

Star  Liquid  Hand  Soap  El 

Super  Dri  PI 

Chemical  Resources  Corp. 

All  Purpose  Foaming  Cleaner A8 

All  You  Need    Al 

Arctic  Clean A5 

Butyl  Water  Soluble  Cleaner   A4 

Foam  Kwik   Al 

Liquid  Alive  Bacteria  L2 

Power  Foam CI 


Chemical  Resources,  Ltd. 

H.S.C.  Citrus  Cleaner  CI 

Chemical  Sanitizing  Systems,  Ltd. 

Detergent  Concentrate CI 

Equal   CI 

Liquid  Detergent  CM-15 CI 

Non-React-L    Bl 

P102  Bl 

Reclaim-L    Bl 

Renovate-L    Bl 

Restate-L  B2 

Value  Line  Attack  L  Bl 

Value  Line  Aware-P  Bl 

Value  Line  Fluff-L   B2 

Value  Line  Glo   Al 

Value  Line  Hard  Go  Al 

Value  Line  Pow-L  Bl 

Value  Line  Strike-L    Bl 

Chemical  Service  of  Philadelphia 
Inc. 

AP2    Al 

BOL4  C2 

EOC1  CI 

GL7   CI 

HS50  Antiseptic  Lotion  Hand  Soap  El 

KOH  Liquid  Caustic  Drain  Opener   LI 

L04   El 

Ph07  C2 

Pressure  Washer  Cleaner    Al 

P3L    Al 

P3LS    Al 

QS10   D2 

QT20   Dl 

R2D   A4 

S04    LI 

TD3  Surface  Scum  Remover   A4 

Chemical  Service  Company 

Boiler  Treatment  No.  192  G6 

Cooling  Water  Treatment  No.  121  G7 

Dry  Acid  No.  41   A3 

Organic  A    G6 

Oxygen  Control  Treatment  M    G6 

Phosphate  Treatment  No.  21     G6 

Phosphate  Treatment  No.  22    G6 

Return  Line  Treatment  MC50    G6 

Zeolite  Treatment  No.  181   PI 

Chemical  Services,  Inc. 

CSI  Cement  Cleaner  CI 

CSI  Drain  Opener  Granules   LI 

Degreaser  Cleaner  Al 

Degreaser  Cleaner  Al 

Detergent  Sanitizer   CI 

Lotion  Hand  Soap  E4 

Pink  Lotion  Hand  Dishwash  Detergent    Al 

Sanitize    D2 

Window  Stainless  Steel  Cleaner  Cone.     CI 

Chemical  Solvent  Company 

Coil-X-Cleaner    Al 

CSCO  B2000  G6 

Chemical  Specialties  Corporation 

Yellow  Label  444  Insecticide  Fl 

Chemical  Specialties  Inc. 

Kemsuds  Klene  C2 

Kemsuds  Solu-Base  Industrial   C2 

Phlo  pH-Balanced  Liquid  Skin  Cleanser  El 


Phlo  Liquid  Lotion  Soap    El 

Phlo  Waterless  Hand  Cleaner  E4 

Soft  Suds  Al 

Chemical  Specialties  International 

Digestant  2500  L2 

Live  Micro-Organisms    L2 

Superbugs    L2 

Chemical  Specialties,  Inc. 

Air  Freshner CI 

Air  Sanitizer  &  Room  Deodorant CI 

Ammoniated  Wax  Stripper  CI 

Auto-Det    A4 

Bac-Stop-128  Hospital  Disinfectant  ....  CI 
Bac-Stop-256  Hospital  Disinfectant  ....    D2 

Bac-Stop-64  Hospital  Disinfectant  CI 

Bio-Cide  Phenol  Disinfectant  CI 

Blast  Liquid  Sewer  Solvent    LI 

Bowl  Breeze  Porcelain  &  Bowl  Cleaner  C2 

Brite-White  Bowl  Cleaner    C2 

Chain  Lube  Jell  (Soft) H2 

Chem  Spec  Food  Plant  Insect  Bomb  ....  Fl 
Chem  Spec  Hgh  Grd  Space  Spry  Insctd  Fl 
Chem-I-Zyme  Enzyme  Sewer  Digester  L2 
Cherries  Jubilee  Bathroom  Cleaner   ....    CI 

Coal  Tar  Disinfectant   CI 

Coconut  Oil  Hand  Soap   El 

Concrete  Cleaner  A4 

De  Scent  Odor  Counteractant  CI 

Deep  Purple  Concentrate    A4 

Defoamer  For  Sewage  &  Industry  LI 

Diesolv  Safety  Solvent  K2 

F-22  General  Cleaning  Powder    Al 

Fly  and  Mosquito  Spray  Fl 

Gamma-Cide  Residual  Insecticide  F2 

General  Purpose  Detergent  Al 

Germicidal  Detergent    Dl 

Hand  Dishwash  Liquid  Al 

Hvy  Dty  Wax  Stripper  &  Grease  Rmvr  A4 
Keesi  Multi  Purpose  Det.  &  Power  Clnr  Al 

Kwik  Heavy  Duty  Detergent    Al 

Lem-O-Nee  30  Disinfectant   CI 

Lemon  Odor  Disinfectant  CI 

Light  Soap  Skin  Cleanser  El 

Liquid  Laundry  Compound Bl 

Liquid  Machine  Dishwash    Al 

Liquid  Steam  Compound    Al 

Lotion  Hand  Dishwash  Concentrate  ....    Al 

Lotion  Hand  Soap  E4 

Mechanic's  Lotion  Soap   El 

Melt-Away  Oven  And  Grill  Cleaner   ..    A8 

Mint  Odor  Disinfectant  CI 

O-Do-Ban  Deodorizing  Granules  CI 

O-Do-Nox  Sewer  Slvnt  &  Neutralizer      CI 

Odorless  Disinfectant    Dl 

Pheno-Pine  Phenolic  Disinfectant CI 

Pine  Odor  Disinfectant   CI 

Pine  Odor  Disinfectant  Coef.  13    CI 

Pine  Odor  Disinfectant  QT  CI 

Pine  Scrub  Deodorizing  Soap  CI 

Pine-i-Cide  Pine  Odor  Disinfectant  ....  CI 
Pine-I-Cide  Pine  Odor  Disinfectant  ....    CI 

Pine-O-Mite  Cleaner/Deodorant  CI 

Pink  Lotion  Hand  Soap    E4 

Poly  Spray  Insecticide Fl 

Posi-Kill  Space  Insecticide  Fl 

Pot  &  Pan  Cleaner    Al 

Pow-Co  Laundry  Soap    Bl 

Rout  Caustic  Sewer  Solvent  L2 

Scalder  &  Blancher  Compound   A2 

Scalder  &  Blancher  Compound  #65  ....    A2 

Septi-Scrub  Sanitizing  Hand  Soap  E2 

Septi-Scrub  Surgical  Hand  Soap    El 

Slidease  Silicone  Lubricant H2 

Stainless  Steel  Cleaner   CI 

Steam  Machine  Compound  Al 

Syn  Co  Spray  Insecticide   Fl 

Vat  Compound  (Powder)    A2 

White  Floor  Cleaning  Powder    A4 
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White  Powder  Hand  Soap  C2 

Window  Cleaner  CI 

Chemical  Suppliers  of  America 
Corp. 

APM-LMA1  6  Al 

Chemical  Systems  of  Florida,  Inc. 

AC-305    A3 

C.S.-223  Al 

C.S.-235  Al 

C.S.-300  A3 

C.S.-301  A3 

C.S.-503  G7 

C.S.-607  A1.Q1 

C.S.-607-F  Al 

C.S.-707  Al 

C.S.-714  Al 

C.S.-723  Al 

CS-100  A3 

CS-101  LF  D2 

CS-1 38  Disinfectant    D2 

CS-140  LFI  Sanitizer    D2 

CS-170  CI 

CS-175  D2 

CS-200  A4 

CS-203  Al 

CS-203S  Al 

CS-227  A4 

CS-305  A3 

CS-310  A3 

CS-316  A3 

CS^OO  A2 

CS^Ol  A2 

CS^02  A2 

CS-404  A2 

CS-405  A2 

CS^ll  A2 

CS^12  A2 

CS^50-100  Al 

CS-450-50   Al 

CS-526  G6 

CS-605  A2 

CS-606  A2 

CS-608  A2 

CS-609  A2 

CS-610  A2 

CS-611  A2 

CS-618  A2 

CS-710  G5 

CS-900  Conveyor  Chain  Lubricant     A 1  ,H2 

CS-900  P.E.T H2 

CS-900H  Conveyor  Chain  Lubricant  Al ,H2 

CS-905  Conveyor  Chain  Lubricant    ....  H2 

CS-915  H2 

CS-916  H2 

CS-920  H2 

CS-975  H2 

Chemical  Systems  Corporation 

Action  15  Al 

Barrier  Protective  Hand  Cleaner B4 

Barrier  Protective  Hand  Cream    E4 

Battery  Terminal  Cleaner  and  Protector   PI 
Bum  Off  Ammoniated  Oven  Cleaner       A8 

Chain  &  Cable H2 

Contact  Cleaner  K2 

De  Aqua  Lube  H2 

Dri-Mol  High  Temperature  Anti-Seize     H2 

Dry  Powder  Lubricant H2 

En  Con  PI 

Grip  Belt  Dressing    PI 

Knock-Out  Flying  Insect  Spray   Fl 

Lanolin  Waterless  Hand  Cleaner   E4 

Liquid  Digest L2 

One  Shot  Residual  Insect  Spray  F2 

R.I.P.  Insect  Spray    Fl 

Safety  Solvent   Kl 


Sparkle  Glass  Cleaner  CI 

Spearmint  Disinfectant  Cleaner  Deodrzr  C2 

Spontaneous  Emulsifier Al 

Stainless  Silicone  Spray    HI 

VXP.  No.  610  Cleaner  CI 

Chemical  Systems  Technology,  Inc. 

A-Foam   A3 

Acid  Neutralizer   A3 

ADC  A2 

B-100  Al 

Chlorinated  H  P  C    Al 

Concrete  Powder  A4 

CL.F.C.C Bl 

CLCIP  10    Al 

CST  All  Purpose  Cleaner  CI 

CST  Disinfectant-Sanitizer  D2 

CST  1000    A4 

CST  1200    Al 

CST  1200  LF    CI 

CST 486    Al 

D  300  Al 

Deep  Fat  Fryer  Cleaner A2 

Defoam    Al 

E  200  Al 

E-100  Ql 

Excell  Bl 

Extoll  Super  Duty  Bl 

Formula  Bio-D  619  A1.H2 

FD-104  Al 

Glide  9  H2 

Iodine  Sanitizer  D2 

Keg  Cleaner  Al 

Laundry  Break  Bl 

Laundry  Soft   B2 

Laundry  Sour Bl 

Lime-Off  A3 

Liqui-Det  Bl 

Low  Foam  Sanitizer   D2 

LACC    A2 

LTD-1    Al 

Peak  Bl 

Power  Pack  I  Al 

PC-60  A2 

PC-85  A2 

Quester A2 

Secure    Al 

Series  5000  Extoll  Bl 

Series  5000  Laundry  Detergent    Bl 

Series  5000  Neutralizer Bl 

Series  5000  Softner  B2 

Series  9000  Degreaser Al 

Spot  Free  Sanitizer   D2 

Suds  Up  Al 

System  Quat    Dl 

System  3000  Conditioner  Al 

System  3000  Detergent  Al 

System-Chlor  Dry  Bleach  Bl 

Chemical  Systems,  Inc. 

Antimicrobial  7413  G7 

0336  Gl 

2200  G6 

2202  G6 

2203  G6 

2204  G6 

2206  G6 

2230  G6 

2280  G6 

2294  G6 

2302  G6 

2304  G6 

2313  G6 

2315  G6 

2331  G6 

2361  G6 

2362  G5,G6 

2382  G6 

3240  G6 

3241  G6 


3243  G6 

3246  G6 

3441  G7 

4615  G7 

4616  G7 

4618  G7 

4691  G7 

4692  G7 

4935  G7 

7215  Microbiocide    G5.G7 

7415  Microbiocide    G7 

7416  Algaecide   G7 

7419  Microbiocide    G7 

8230  G7 

8251   G3 

8690  G7 

8692  G7 

8692  G7 

Chemical  Systems,  Incorporated 

"1971"  Low  Suds    A4 

AC-120    A3 

AS-140  A3 

Cleaner  No.  5    Al 

Coco  Blend   El 

Coco  Blend  Concentrate  El 

CC-119    Al 

CC-119/76  Al 

CC-129    Al 

CC-165    Al 

CC-200    A2 

CC-500    Al 

CC-550    Al 

CSI-171    A2 

Defoamer  R  Al 

Dish-Eze    Al 

DR-1010    A3 

Formula  AU-605B Al 

Formula  SC  412    Al 

FC711  A4 

FC-150  Al 

FC-300  Al 

FC-500  A5 

FC-712  Al 

FL-920  A3 

FLC-166    Al 

Go-880  Al 

GO  100    Al 

GO  1980    A4 

GO  383    A4 

GO  395    A4 

GO  400    Al 

GO  66    A4 

GO  920    Al 

GO  96    Al 

GO-215    Al 

GO-268    Al 

GO-285    Al 

GO-881    Al 

H.P.C Al 

HP-88 LI 

K&L  Kleaner A3 

KS-30  A4 

KS-32 Al 

KS-60 A4 

KS-62 Al 

LA-16 Al 

LA- 36 Al 

LC-2085  H2 

LC-2087  H2 

MB-334  A3 

MB-337   A3 

P  &  P  Detergent   A2 

RS  1115  A2 

RS1115L    A2 

Slip-It  H2 

Sta-Put  Bowl  Cleaner  C2 

SC^25  Al 

SW  343   A2 

SW  90P  A2 

SW-289   Al 
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SW-294   A2 

SW-296   A2 

SW-384   Al 

SW^32   Al 

SWM50   A2 

SW-589   Al 

SW-75   A4 

SW-83   A2 

SW-90   A2 

U-Neek Al 

Uneek  470  A4 

UN-181    Al 

UN-188    Al 

UN-190    Al 

XEC-25   CI 

Chemical  Technologies,  Inc. 

Chem  Tech  308  Acid   A3 

Chem  Tech  347  Al 

Chem  Tech  356  Alkali   Al 

Chem  Tech  402  Al 

Cleaner  212  Al 

Chemical  Technologies,  Inc. 

Freezer  Cleaner  A5 

Gre  Solv  Germicidal  Dl 

Lime  Gone  CI 

Chemical  Technologies,  Inc. 

422  Al 

Chemical  Waste  Removal,  Inc. 

Liquid  Fire  Drain  Opener  LI 

Chemical  Water  Treating 
Engineers,  Incorporated 

Kem  Boiler  Water  Treatment  CP  G6 

Kem  Boiler  Water  Treatment  MP   G6 

Kem  Boiler  Water  Treatment  PCP G6 

Chemical  World 

Go  Power A4 

Grease  Go   CI 

Micro  Kleen C2 

Chemical-Ways  Corporation 

All-Brite  M   A3 

Bottle  Bright  #70    A2 

Can  Wash  #10  Al 

Clean  #144 A2 

Clean  #60-L-2  Al 

Clean  #85 Al 

Clean  #898 Al 

Clean  #90 A2 

Clean  Bright  #40  A3 

Clean  NC-Plus  Al 

Clean  PCF  A2 

Clean  Solv  10   A4 

Clean  850 Al 

Cone  WW   CI 

Copper  Bright   A3.A6 

CWC-246 A3 

CWC-346 A3 

CWC-421  A2 

CWC-709  Al 

CWC-765  P.  F A2 

CWC-891-C A2 

Drainex    LI 

Egg-Wash  L.F Ql 

Hand  Soap  #46    El 

PC-600  Al 

PF268  Al 

San  Clean  A    Al 

Spray  Foam  Al 


Steam  L-276    A4 

Super  Derust    A2 

Chemicals  &  Delivery  Systems,  Inc. 

Blaze  Heavy  Duty  Degreaser  A4.A8 

Kwiklean  El 

Power  Plus  A4 

Rely  All  Purpose  Cleaner  Al 

Scale-Solv    A3 

Chemicals  and  Solvents,  Inc. 

GR-100    CI 

Chemicals  Plus 

Formula  210    Al 

Formula  220    A4.A8 

Formula  270    Al 

Formula  275    Al 

Formula  277    Al 

Chemico  1  Corp. 

ALB L2 

Chem  Quat Dl 

Chem  San    D2 

Lift  Away    A4 

Lift  Away    Al 

Liquid  C    Al 

Neutral  Cleaner  A4 

Task  Master  A4 

Total  Strip   A4 

Chemidyne  Corporation 

#1  H.D.  Bottle  Wash  A2 

#22BAFS    Al 

#30  Antiseptic  Liquid  Hand  Soap    E4 

"Blast"  Multi-Purp.  Steam  Cleaning 

Cone Al 

"Max"  Liquid  Steam  Cleaning  Concen- 
trate    Al 

"Monster"  Ultra  Hot  Sewer  Solvent  LI 

AW  Al 

Acid  Descale  A3 

Acidex  Powder  Cleaner    A3 

Acidine A3 

Alkalinty  Additive  No.  1    A2 

All  Foam  JJ  Al 

All  Foam  WC    Al 

All-Foam   Al 

All-Foam  RD Al 

Alpha  5000    A8 

Alpha  5000-C    Al 

Aluminum  Brite-Glo  A3 

Antiseptic  Liquid  Soap  El 

AA  Khlor Al 

Big  "C"  Concentrate  A4 

Butyl  Additive  No.  1     CI 

B220    A3 

C.S.-5  Al 

C.S.-5-F  Al 

C.S.-5-R  Al 

Chain  Lube  #12  H2 

Chlor  Kleen  Al 

Chum  Clean Al 

Clean  Line  Al 

Concentrate  #88 A4.A8 

Concentrate  #88  Chlorinated    A4.A8 

Concentrate  #88-S  Al 

Concentrate  #88T    Al 

Concentrate  88-J   Al 

Control  Suds  Laundry  Detergent   Bl 

CD-10    A2 

CD-100    A2 

CD-1001-0  Food  Grade  Grease    HI 

CD-1001-1  Food  Grade  Grease    HI 

CD-1001-2  Food  Grade  Grease   HI 

CD-1002-0  Food  Machinery  Grease    ..  HI 


CD-1002-1  Food  Machinery  Grease    ..  HI 

CD-1002-2  Food  Machinery  Grease    ..  HI 

CD-101     A2 

CD-102    A2 

CD-1021-1  Food  Grade  Lube  Oil    HI 

CD-1021-2  Food  Grade  Lube  Oil    HI 

CD-1021-3  Food  Grade  Lube  Oil    HI 

CD-1021-5  Food  Grade  Lube  Oil    HI 

CD-1022-1  Food  Grade  Lube  Oil    HI 

CD-1022-2  Food  Grade  Lube  Oil    HI 

CD-1022-3  Food  Grade  Lube  Oil    HI 

CD- 1022-5  Food  Grade  Lube  Oil    HI 

CD-1022-7  Food  Grade  Lube  Oil    HI 

CD-I 025-1  Food  Grade  Gear  Lube  ....  HI 

CD-1025-2  Food  Grade  Gear  Lube  ....  HI 

CD-103    A2 

CD-104    A2 

CD-1044-A  White  Oil  Lube  Additive  HI 

CD-105    A2 

CD-106    Al 

CD-1061-2  General  Purpose  Grease  ..  H2 
CD-1062-2  Red  High  Temperature 

Grease  H2 

CD-107    Al 

CD-108    Al 

CD-1081-1  General  Purpose  Oil    H2 

CD- 108 1-2  General  Purpose  Gil    H2 

CD-1081-3  General  Purpose  Oil    H2 

CD-1085-1  Gear  Lubricant  H2 

CD-I  085-2  Gear  Lubricant  H2 

CD- 1087-1  Fire  Resistant  Hydraulic 

Fluid   H2 

CD-1088-1  Hydraulic  Oil  H2 

CD-1088-2  Hydraulic  Oil  H2 

CD-1088-3  Hydraulic  Oil  H2 

CD-1089-1  Low  Temperature  Hydraulic 

Oil  H2 

CD-109    Al 

CD- 1095-4  High  Temperature  Chain 

Lubrcnt  H2 

CD-I  15    A2 

CD-I  15  SH   A2.Q1 

CD-I  18    A1.Q1 

CD-I  19    A2 

CD-120    A2 

CD-122    A2 

CD-124    Al 

CD-125    Al 

CD-126    Al 

CD-127    A1.Q1 

CD-I 30    A2 

CD-I  31    A2 

CD-132    A2 

CD-133    A2 

CD-134    Al 

CD-135    A1.Q1 

CD-150    A2 

CD-150  SH  A2 

CD-20    A2 

CD-200  General  Cleaner A1.Q1 

CD-200NP  A1.Q1 

CD-201    Al 

CD-202    Al 

CD-203    Al 

CD-210  General  Cleaner A1.Q1 

CD-210NP  A1.Q1 

CD-212    Al 

CD-213    Al 

CD-214    Al 

CD-220    Al 

CD-221    Al 

CD-222    A1.B1 

CD-230    A131 

CD-240    Al 

CD-241    Al 

CD-242    Al 

CD-243    Al 

CD-244    CI 

CD-248    Al 

CD-249    Al 

CD-250    A1.B1 

CD-255    Al 
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CD-256    Al 

CD-260    Al 

CD-262    Al 

CD-266    Al 

CD-267    Al 

CD-268    Al 

CD-269    Al 

CD-270    Al 

CD-270NP  Al 

CD-271    Al 

CD-272    Al 

CD-273    Al 

CD-274    Al 

CD-275    Al 31 

CD-276    Al 

CD-277    Al 

CD-278    Al 

CD-279    Al 

CD-280  Liquid  Hand  Cleaner El 

CD-281  Liquid  Hand  Clnr.  Concntrt  ....  El 

CD-283  Liquid  Hand  Cleaner El 

CD-284    El 

CD-285    El 

CD-286    E2 

CD-287    E2 

CD-288    E2 

CD-289    El 

CD-290    El 

CD-291    El 

CD-292    E4 

CD-293    A1.E1 

CD-300    A1.Q1 

CD-300NP  A2.Q1 

CD-301    Al 

CD-302    Al 

CD-303    Al 

CD-304    Al 

CD-306    Al 

CD-309    A1.Q1 

CD-310    A1.Q1 

CD-312    Al 

CD-320    A1.Q1 

CD-322  Egg  Wash    A1.Q1 

CD-323    Ql 

CD-324    A1.Q1 

CD-325    Ql 

CD-330    Al 

CD-331    Al 

CD-332    A 131 

CD-333    Al 

CD-334    Al 

CD-335    Al 

CD-340    A1.Q1 

CD-341    Al 

CD-342    Al 

CD-344    Al 

CD-345    Al 

CD-345NP  Al 

CD-346    Al 

CD-347    Al 

CD-349    Al 

CD-350    Al 

CD-352    Al 

CD-353    Al 

CD-360    Al 

CD-370    A131 

CD-371    A3.B1 

CD-372    Q5 

CD-373    Q5 

CD-380    Bl 

CD-382    A231 

CD-383    Al Jl 

CD-385    Bl 

CD-386    Bl 

CD-387    A131 

CD-388    B2 

CD-390    Al 

CD-392    Al 

CTMOO    A331 

CD-400NP  A3 

CLM01  Liquid  Acid  Cleaner  A3 

CLMOINP  A3 


CCM02    A3 

CD-403  Liquid  Acid  Cleaner  A3 

CEM04    A3 

CEM04  NA  A3 

CD^»05    A3 

CIM06    A3 

CD-410  Cncntrtd  Acid  Cleaner   A3 

CTMIONP  A3 

CEM12    A3 

OM20    A3 

CEM30    A3 

CEM40    A3 

CDA5    Al 

CEM50    A3 

CD-451    A3 

CEM55    A3 

CEM6  Floor  Cleaner CI 

CD^*60    A3 

CIM61    A3 

CIM62    A3 

CD-464    A3 

CEM70    A3 

CEM71    A3 

CD-484    A3 

CD-485    A3 

CD-490    A3 

CD^92    A3 

CEM93    A3 

CD^94    A3 

CD^95    A3 

CD^196    A3 

CIM97    A3 

CEM98    A3 

CD-499    A3 

CD-SOO    A2 

CD-500NP  A2 

CD-502    A2 

CD-505    A2 

CD-506    A2 

CD-507    A1.Q1 

CD-508    A1.Q1 

CD-509    Al 

CD-510    A2 

CD-510NP  A2 

CD-512    Al 

CD-515    A2 

CD-516PP   A2 

CD-517    Al 

CD-520    A2 

CD-522    A2 

CD-524    A2 

CD-530    A2 

CD-530NP  A2 

CD-531    A2 

CD-532  Heavy  Duty  Cleaner  A2.Q1 

CD-533    A2 

CD-534    A2 

CD-535    A2 

CD-536    A2 

CD-537    A2 

CD-538    A2 

CD-540    A2 

CD-541    A2 

CD-542    A1.Q1 

CD-543    A2 

CD-543NP  A2 

CD-544    A2.Q1 

CD-545    A2 

CD-545NP  A2 

CD-546    A2 

CD-547    Al 

CD-548    A2 

CD-550    A2 

CD-550NP  A2 

CD-551  Heavy  Duty  Cleaner  A2 

CD-552  Heavy  Duty  Cleaner  A2 

CD-553    A2 

CD-554    A2 

CD-555    A2 

CD-556    A2 

CD-557    A2 

CD-558    Al 


CD-559PP   A2 

CD-560    A1.Q1 

CD-561    Al 

CD-562    A1.Q1 

CD-563    Al 

CD-564  Liquid  Heavy  Duty  Cleaner  ..  A2 

CD-565    A2 

CD-566  LI 

CD-567    Al 

CD-568    A2 

CD-568LY  A2 

CD-569    Al 

CD-569DS  Al 

CD-569NP  Al 

CD-570    A2 

CD-571    A2 

CD-572    Al 

CD-573    A2 

CD-574    Al 

CD-575    A2.Q1 

CD-576    Al 

CD-577    Al 

CD-578    A2 

CD-579    Al 

CD-580    A2 

CD-581    Al 

CD-582    A2 

CD-583    A2 

CD-584    A2 

CD-585    Al 

CD-586    A2 

CD-587    Al 

CD-588    A2 

CD-588LY  A2 

CD-589    Al 

CD-590    HI 

CD-592    HI 

CD-593    HI 

CD-594    HI 

CD-595    HI 

CD-596  Trolley  Oil  HI 

CD-597    HI 

CD-599    HI 

CD-600    D2,G4,E3 

CD-610    D2 

CD-620    D2 

CD-621    D2.E3 

CD-622    D2 

CD-630    D2 

CD-631    D2 

CD-633  E3 

CD-634    D2 

CD-635    D2 

CD-640    D2 

CD-641    D2 

CD-650    D2 

CD-700    Al 

CD-701  Powder  Booster  Al 

CD-702    Al 

CD-703    Al 

CD-704    Al 

CD-705  Detergent  Additive   Al 

CD-706  Detergent  Additive   Al 

CD-707    Al 

CD-708    Al 

CD-710    A1.Q5 

CD-713    A1.Q1 

CD-714    Ql 

CD-715  PI 

CD-720    A1.Q1 

CD-722    Al 

CD-723    A1.G5 

CD-724    A3 

CD-726    Al 

CD-730    G5 

CD-741    Ql 

CD-75    A2 

CD-777    H2 

CD-780    H2 

CD-781    H2 

CD-782    H2 

CD-783    H2 
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CD-784    H2 

CD-785    H2 

CD-786    AUG 

CD-787    HI 

CD-788B  Conveyor  Lube  A1JI2 

CD-790    A1.H1 

CD-791  Conveyor  Lube   A1JI2 

CD-792    H2 

CD-793    H2 

CD-794    H3 

CD-799    H2 

CD-800    Al 

CD-802    HI 

CD-807    HI 

CD-809    HI 

CD-8I1A  Al 

CD-8I2    A2 

CD-814    Al 

CD-816    A2 

CD-820    G5.Q1 

CD-824    Bl 

CD-827    Al 

CD-828    A1JH 

CD-830    A1.Q1 

CD-831    Al 

CD-832    A1.B1 

CD-833    A1.B1 

CD-834    Al 

CD-835    Al 

CD-840    A1.Q1 

CD-842    Al 

CD-843    Al 

CD-844    Al 

CD-845    A2 

CD-846    A2 

CD-847    A2 

CD-848    A2 

CD-849    A2 

CD-851    A3 

CD-852    A3 

CD-854    A331 

CD-855    A3 

CD-856    A3 

CD-860    CI 

CD-870    A1.G5 

CD-871    A3 

CD-880  Laundry  Compound    A2.B1 

CD-881  Laundry  Compound    Bl 

CD-882    B2 

CD-883  Laundry  Compound    A1.B1 

CD-884  Laundry  Compound    Bl 

CD-885    A1.B1 

CD-886  Bleach   Bl 

CD-887  Laundry  Sour Bl 

CD-888    Bl 

CD-889    A1.B1 

CD-891    Al 

CD-898    CI 

CIP-250   Al 

CIP-300   A2 

CIP-300A A2 

CSC  A2 

CW-45  G5 

CWX   Al 

Degreaser  K2 

Degreaser-C  Al 

Degreaser-C-W/F Al 

Deodorant  Crystals   CI 

DMD   Al 

DMD-SS    Al 

DS-444N0.  1    LI 

DS-444  Sewer  Solvent   LI 

EcoCIP  Al 

Egg  Wash  #1  Ql 

Egg  WAsh  NC    Ql 

Foam  Additive  No.  1    Al 

Foam  Additive  No.  2    CI 

FoamXBC  Al 

Foam-All   Al 

Freezer  Cleaner  A5 

FFM-100   A4.A8 

FFM-50   A4 


FFM-50-B   Al 

FFM-75   Al 

Gel  45    A2 

GC-54  General  Cleaner A4 

GC-54  General  Purpose  Cleaner    Al 

GC-54  No.  1    Al 

H  D-Foam   Al 

H  D-Foam  No.  1   Al 

RD.  Foam  No.  2    Al 

HD.  Scald  A2 

Heavy  Duty  Formula  Liquid  Stm  Clng 

Cone    Al 

Hi  Bleach  D  Bl 

Hi-Bleach  Bl 

Hi-Dine    D2 

Hi-Gel    Al 

HD  CIP   Al 

HD  Foam  No.  65    A2 

HD  Pine  CI 

HDSCF  Al 

HD  50    A2 

HD  56    A2 

HD  95    A2 

HD-CIP-P    Al 

HD-FoamFFM  A4A8 

HD-FoamNo.  2    Al 

HD-SC  Al 

HD-SC-L  Al 

HD-52  Heavy  Duty  Cleaner  A2 

HD-52  S A2 

HD-54    A2 

HD-60    A2 

HD-70    A2 

HD-70  W/C  A2 

HPS  No.  1  Al 

HPS  No.  2  A4.A8 

HPS  No.  2  Liquid  Cleaner  Al 

HPS  No.  4  Al 

HPS  No.2-SS  Al 

HW  CIP  Al 

I.O.  Prep    E2 

Inhibited  Chemical  CI.  &  Oxidation 

Rmvr A3 

Laundry  and  Shroud  Cleaner   Bl 

Lemon  Phene CI 

Liquid  Egg  Wash    Ql 

Liquid  Egg  Wash  WC Q1.Q2 

Liquid  Heat  Gel  A8 

Liquid  Utility  Cleaner  Al 

Litic   Al 

Liric  Liquid  Alkali    Al 

LA-50 A2 

LA-50-M  A2 

LCA-1000   A2 

LCA-1700   A2 

L800  A1.G7 

L800B    Al 

L800D   G7 

Max  Foam  A1.G5 

Max  Foam  Plus  Al 

Max  Foam  Plus-SS  Al 

Max  Foam  WC   Al 

Max  Foam  WC-P    Al 

Max  Foam  25    A1.G5 

Max  Foam  25-SS    Al 

Max  Foam  40    Al 

Medicated  Hand  &  Body  Lotion   E4 

MCQ  Final    D2 

MCQ  No.  1   D2 

MCQ  No.  2  D2 

MCQ  No.  4-75    D2 

MW-580 A4 

MW-580-V    A2 

NY   Al 

No.  1  Heavy  Duty  General  Cleaner  ....  A2 

No.  1  Heavy  Duty  General  Cleaner  C  A2 

No.  26  BAFS  H2 

No.  38  BAFS  H2 

No.  40  BAFS HI 

O-Foam   A1.G5 

OThne  #1     D2 

Organic  Acid  Detergent    A3 


Oven  and  Grill  Cleaner A8 

Oxy-Acid  A3 

Oxy-C    Al 

Oxy-Q    Al 

P.T.  40  Acidulated  Cleaner A3 

Peradine  Hand  Sanitizer   E3 

Phos  A3 

Phos  Kleen  B  A3 

Power  Lube  H2 

Power  Lube  II  HI 

Pro  Tap  B    A3 

Pro  Tap  F A3 

Pro  Tap  L    A3 

Pro  Tap  V   A3 

Pro-Tap    A3 

Pro-Tap  Acid  Cleaning  Compound    ....  A3 

Pro-Tap  Acidulated  Cleaner  A3 

Pro-Tap  B-M  A3 

Pro-Tap  D   A3 

Pro-Tap  HF  A3 

Pro-Tap  M  A3 

Pro-Tap  No.  1   A3 

Pro-Tap  R    A3 

PL-25  A2 

Quat  Block LI 

Red  Hot  Sewer  Solvent LI 

Rins-O-Dine Dl 

Rinse  Additive  No.  1    CI 

Rinse  Additive  No.  2    CI 

Rom  450    A3 

Rom  4500    Dl 

Rom-Foam  Al 

Rom-Foam-P  Al 

Rom-Foam-SS  Al 

Rom-O-Cid   D2 

Rom-O-Cid  LF   D2 

Rom-O-Det    Al 

Rom-O-Dine    D2.Q6.E3 

RonwMX)  LF   A3 

Romro#2230  A1.G7 

Romro  #2230  WF  Al 

Romro  #270  Liquid  Alkali  Al 

Romro  #570  A2 

Romro  AMC-9    A3 

Romro  APC-2   Al 

Romro  Chlor-9    D2,G4,Q4 

Romro  CC-34    A4 

Romro  Drive-Eze  Chain  Lubricant H2 

Romro  GP-280    Al 

Romro  H.D.  Alkalene  A2 

Romro  Lubricant  TL  HI 

Romro  LD-515    Al 

Romro  MP-550  Al 

Romro  No.  1  General  Smokehouse 

Cleaner   A2 

Romro  No.  1  Heavy  Duty  General 

Cleaner   A2 

Romro  No.  23  Milkstone  &  Scale  Rmvr 

Cone   A3 

Romro  No.  5  Heavy  Duty  Smokehouse 

Clnr  A2 

Romro  No.  8  Extra-Heavy  Duty  All 

Purp  CI   A2 

Romro  ODine  #1    D2 

Romro  R-10 Al 

Romro  RDX    CI 

Romro  S-311  A2 

Romro  S-7  Concentrate  General  Cleaner  Al 

Romro  Superus   Al 

Romro  SC-6    Al 

Romro  SGC-3   Al 

Romro  SHS-12   D2.Q4 

Romro  SHS-5    D2.Q4 

Romro  SHS-9    D2.Q4 

Romro  TC-4    A2 

Romro  150  Al 

RDX-L  CI 

RDX-L  SP  CI 

RDX-L  50   CI 

RDX-V CI 

ROM  4500  Dl 

S-7  WC  Concentrate  Al 
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Sanni  Rinse  Dl 

Santi-Wash  Hand  Soap  E2 

Soft  Trak  H2 

Sta-Foam   Al 

Sta-Foam  #1    Al 

Sta-Foam  B   Al 

Sta-Foam  C  Al 

Sta-Foam  Plus   Al 

Sta-Foam  RD Al 

Sta-Foam  S    Al 

Sta-Foam-SS    Al 

SD-73  Al 

Task  Master  El 

TC-76 A2 

TC-76  No.  1    A2 

TD-12  Trolley  Cleaner  A2 

Waterless  Paste  Grit  Hand  Cleaner   E4 

WA-5  Al 

WD-103  A2 

WD-105  A2 

WD-110  A2 

YA-5    Al 

YN  Al 

100  A2 

1000  A2 

170  A2 

1700  A2 

2230  WQ  Al 

444  Sewer  Solvent  Drain  Opener CI 

Chemie-Technik  GmbH 

Elkalub  GLS  363  HI 

Elkalub  GLS  364 HI 

Elkalub  GLS  367 HI 

Elkalub  GLS  380  HI 

Elkalub  GLS  65 H2 

Elkalub  GLS  66 H2 

Elkalub  LFC  3032 HI 

Elkalub  LFC  3068  HI 

Elkalub  LFC  3100  HI 

Elkalub  LFC  3320  HI 

Elkalub  LFC  3680  HI 

Elkalub  LFC  9046  HI 

C  hem  if ax 

Aid  Lemon  Scented A4.C1 

Alkie  Alkaline  Emulsifter  Al 

All  Purpose  Green  Cleaner  CI 

Biodyne  Hand  Soap    E2 

Bowlarium  Clinging  Bowl  Cleaner   ....  C2 

Chem  Mist  Bowl  Cleaner  C2 

Chem  Mist  Coconut  Oil  Hand  Soap  ....  El 
Chem  Mist  Concentrated  Heavy 

DutyDgrsr.  A4.A8 

Chem  Mist  Conveyor  Lubricant  H2 

Chem  Mist  Lotion  Soap   El 

Chem  Mist  Power  Cleaner  Al 

Chemmist  Organic  Cleaner A4 

Cide-All Al 

Cleaner  Concentrate    A4 

Concentrated  Heavy  Duty  Degreaser  A4.A8 

Consept    Al 

Contest  Al 

Degreaser  Fat  and  Protein  Emulsifier  Al 

Drum  in  a  6Pak  Al 

Foaming  Heavy  Duty  Degreaser    Al 

Four  Seasons  A4 

Hi  Sept Dl 

Lemon  Creame  Lotion  Cleanser El 

Lime-Gone C2 

Low  Foam  Detergent    A4 

Oven  Foamy  Cleaner    A8 

Pine  Deodorant  Cleaner    CI 

Power  Cleaner  Degreaser  Al 

Power  Stripper  Wax  &  Floor  Finish 

Rmvr  A4,A8 

Premium  Pot  and  Pan  Dishwash    Al 

Pro  Sept  Dl 

Quat  Sanitizer  Rinse  D2 


Sani-Hands E2 

Sept  One    D2 

Septin  PF  A4 

Shower  Power  C2 

Solar  System  Digest  Odor  Elimin.  En- 
zyme      CI 

Spearmint A4 

Spontaneous  Emlsfr  Industrial  H.D. 

Clnr  Al 

Spring  Clean  Cleaner/Degreaser A8.C1 

The  Big  Orange CI 

Tiger  Stripe  A4.C1 

Chemisales,  Incorporated 

Blue  Wonder  CI 

Car  Wash  Al 

Clean  Up   LI 

Defoamer  C  Q5 

Dew-O-Fresh  CI 

Dichlorizin  CI 

Fumeless  Liquid  Drain  Solvent    LI 

Glyco  Soap    El 

Gold  Tiger  CI 

H.D.  Blue A4 

Hydrosteam  A2 

Hygea  Dual-Synergist  Insect  Spray  Fl 

Kill-O-Cide   Fl 

Low  Phos  Al 

Mint-O-Green    CI 

Multicide   Dl 

PTC-85    CI 

San-Air CI 

Sewer-Solv  LI 

Shine-O-Glass  Glass  Cleaner  CI 

Smokehouse  Cleaner  A2 

Stainless  Steel  Cleaner  &  Brightener  ..    A7 

Steam  Quick    A2 

Suds-O-Foam  Al 

T-C  505  C2 

T-4  Ammoniated  Cleaner  &  Wax  Strip- 
per      CI 

Theolac    A3 

Thermotron    A2 

Vat  Dip    A2 

Chemisis,  Inc. 

SP2  G7 

100  A2 

110  Al 

130  Al 

160  Al 

165  Al 

3270  G6 

3400  G6 

3405  G6 

3410  G6 

3415  G6 

3420  G6 

3425  G6 

3450  G7 

3610  G6 

3640  G6 

3855  G6 

3860  G6 

3900  G6 

4000  G7 

4004  G7 

4025  G7 

4905  G5,G7 

4915  G5.G7 

4960  G5,G7 

4964  G5.G7 

4980  G7 

5520  Al 

6120  G7 

6124  G7 

7140  G5.G7 

7145  G5.G7 


Chemite,  Inc. 

Code  122  All  Purpose  Cleaner  Al 

Code  129  Multi-Purpose  Cleaner  Al 

Code  218  Chlorinated  All  Purpose 

Cleaner  Al 

Code  218NC  Multi-Purpose  Cleaner  ..  Al 

Code  305  Multi-Purpose  Liquid  Al 

Code  308  Acidic  Detergent    A3 

Code  334  All  Purpose  Cleaner  A4 

Code  356  Chlorinated  Alkali   Al 

Code  398  Foam  Clean    Al 

Code  416  HD  Cleaner A4 

Code  424  All  Purpose  Cleaner  Al 

Code  642  Foamer   Al 

Code  681  Low  Foaming  Acid  Cleaner  A3 

Code  760  Super  HD  Cleaner   A2 

Code  793  Liquid  HD  Detergent  A2 

Code  805  Powdered  HD  Cleaner  A2 

Code  835  Al 

Code  836  Liquid  HD  Cleaner A2 

Code  859  All  Purpose  Cleaner  Al 

Code  868  Chlorinated  C-I-P  Cleaner  ..  A2 

Code  974  Multi-Purpose  Cleaner  Al 

Conveyor  Lube  200 H2 

122HD  Multi-Purpose  Detergent   Al 

125  CI 

145  Multi-Purpose  Detergent  A4 

383  Acidic  Detergent    A3 

396M  Al 

512LFM  Al 

660  H2 

732  Liquid  Acid  Cleaner  Descaler  A3 

773  Multi-Purpose  Detergent   Al 

859M  Chlorinated  All  Purpose  Cleaner  Al 

960  Foam-on  Chlorinated  Alkaline  Det.  Al 

967  Pow'rdet   Al 

981  HD  Acid  Cleaner  A3 

Chemix  Corporation 

C-100  Hot  Vat  A2 

C-101  Hot  Vat A2 

Chemix  C-l  10  Heavy  Duty  Alkaline  CI.  A2 

Chemix  C-l  11  Alkaline  Cleaner    A2 

Chemix  Corporation 

Chemix  107  Al 

Chemix  690  A3 

CCC  A2 

Chemix  Corporation 

Foamer  Al 

Chemix  Corporation 

442  A2 

577  PI 

Chemkare/ 

A  Div.  of  Carmel  Chemical 

Corporation 

Bowl  Cleanse C2 

Prestige  Concentrate  A4 

Prestige  Plus    Al 

Sterisan    Dl 

Chemlabs 

PE  100  Al 

Chemlabs,  Inc. 

Attack C2 

Freezer  Cleaner  A5 

Lime  Remover CI 

Nice  E4 
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Nu-Potty    C2 

Renew    Bl 

Super  Blue  Bl 

Super  Power  Blitz  A4 

Chemlan  Colors  &  Chemical,  Inc. 

Lanclean  Disinfectant  Concentrate  D2 

Chemland,  Inc. 

A-Plus  Safety  Detergent  Al 

Acidiphos  A3 

Act-4  Degreased-Alkali  Al 

Act-4Plus   Al 

Activet  A3 

Alkapure   A2 

Alkashak  Penetrating  Cleaner  A2 

Alkasud  Heavy  Duty  Cleaner  A2 

Approve  Egg  Washing  Compound  Ql 

Aquaxide  Liquid  Caustic  Geaner  Hvy 

Dty    A2 

Astric  Heavy  Duty  Chlorinated  Cleaner  Al 

B.W.  Special   A2 

Basic-1  Medium  Duty  Cleaner  Al 

Basic-2  Hi  Foamer  Detergent  Al 

Bio  Hatch  Disinfectant-Sanitizer- 

Deodrzr  D2.Q3 

Bio  Sept  Hand  Dp  Sanitizer    E3 

Bio-X  Acid  Cleaner  and  De-Sealer  ....  A3 
Blue  Chip  Ind.  Laundry  DeL  Contl. 

Suds Bl 

Boil-Out  #1    A2 

Boil-Out  #2  A2 

Boil-Out  #3  A2 

Bonus  Foaming  Detergent    Al 

Boost-Egg    Q1.Q2 

Break  Up  Ql 

Bubble  Up  Acid  Cleaner  And  De-Ruster  A3 

Burst  Ami  Foaming  Agent  A1.Q1 

C-Quest  Acid  Complex  A3 

C-Quest  50  Acid  Complex  A3 

C-San  28  Wash  Sanitizer   D2.Q4 

C-San  56  Detergent  Sanitizer  Dl 

Catalyst  1000  Additive  Al 

Catalyst  150  Liquid  Sequesterant  Al 

Chem  Brite  Heavy  Duty  Cleaner  &  D- 

Filmer  A2 

Chemad-DX  Foaming  Additive  And 

Cleaner   Al 

Chemad-SX  Foaming  Additive  And 

Cleaner   Al 

Chemfoam  Low  PH  Chlorinated 

Cleaner   Al 

Chemsag  Chlorinated  H.D.  De-foamed 

Det  A2 

Chemsol  Al 

Chemspec-500  CI 

Chloran  Liquid  Chlorinated  Detergent  Al 

Chlordet  Al 

Chlormate    Al 

Chlortex  Chlmtd  Extra  Strength 

Liq.Clnr A1.Q1 

Choice  1  Al 

Clophos  Chlor.  Alkali  Phosphate  No 

Foam  Al 

Code-A3  Acid  Complex  A3 

Code-C  Acid  Complex   A3 

Code-45  Select  Cleaner-Degreaser  Al 

Compact-3  Hvy  Duty  Chlor  Cln  & 

Foamer    A2 

Compose    A2 

Compose-50  A2,Q1 

Compound  CM-1000  Heavy  Duty 

Cleaner   A2 

Compound  CM-1150  Heavy  Duty 

Cleaner   A2 

Compound  CM-500  A    Al 

Compound  CM-500  Hi-Foam  Cleaner  A 1 

Compound-CLR    Al 

Contact  HI  Conveyor  Lubricant HI 

Contact  100  A1JJ.1 


Coslan  Coconut  Oil  Skin  Cleanser El 

Creed  Hard  Water  Cleaner  Al 

Crisp  Laundry  Soap    Bl 

Crozet  Chlorinated  Cleaner  Hi-Foam  ..    Al 

Cycle  3 A2 

Cyclon  Chlorinated  C.I.P.&Bulk  Tank 

Clnr  Al 

Cyclotherm    Al 

CDS  #7    A3 

CPC-80  Chlorinated  Pipe  Line  Cleaner    A 1 

CPC-80M A2 

D-Foam  Anti-Foaming  Agent  A1.Q5 

D-Freeze    A5 

D-Tain  A1.Q2.Q5 

Dermal  Hand  Soap  and  Skin  Cleanser  ..  El 

Dew  Mist  Water  Base  Odorant    CI 

Dipstrip  Soak  Cleaner  A2 

Disperse  Heavy  Duty  Hard  Water 

Cleaner   A2 

Dry  Power  Fast  Rinsing  Cleaner   Al 

Dysan  D2J>1 

DFC-88  Heavy  Duty  Cleaner  No  Foam   A2 

DW-90  Al 

Egg  Brite  Ql 

Eggterge  Ql 

Eggxel  Chlorinated  Egg  Cleaner    ..    Q1.Q2 

Emulsol   Al 

Energex    A1.Q1 

Enhance  Bl 

Enzymate  Al 

Esteem  Hi  Alkaline  Cleaner  Al 

Esteem  100    Al 

Extract-2    B1J52.Q4 

Finetex  All  Temp  Laundry  Soap  Low 

Suds Bl 

Finetex-XL Bl 

Flomax  LI 

FW-100   G2 

Gell    Al 

Gluconated  Caustic  Soda    A2 

Glucox  Heavy  Duty  Hard  Water  Cleaner  A2 

Glucox-MS    A2 

Gold  Eagle  Multi-Purpose  Detergent  ..    Al 

Gold  Eagle  Plus Al 

Grate-A  Concrete  Floor  Cleaner A4 

Grip    Al 

Grit  Concrete  Floor  Cleaner  A4 

Grit-HW  A2 

GT  16  All  Purpose  Cleaner    Al 

GT- 100  Hi  Alkaline  Cleaner    Al 

GT-16M  Al 

GY-90    Al 

Hi  Grade  Chlorinated  Egg  Cleaner    ....    Ql 

Hi  Sud  Concentrate  Al 

Hi-Foam  Al 

Hi-Trak  Heavy  Duty  Cleaner  A2 

Hurricane  Al 

Hurricane-MS    Al 

Hurricane-TN Al 

Hydrosol    A131 

I-Dyne  Disinfectant  D2,E3,G5 

Ioderm   E2 

IO-Dip  Hand  Dp  Sanitizer E3 

Jade  Lotionized  Hand  Soap    El 

Label-Aire   K3 

Lamz    El 

Liquid  Gell    Al 

Ltd  Chlmtd  All  Temp  Machine  Dshwsh 

Cmpd Al 

Luberite  Chain  Lubricant   HI 

Lubrikem  A1.H2 

Lubrikem  L.F A1.E1JL2 

Luke  Chlmted  Re-Circulating  & 

Spray  Det   A1.Q1 

Marine-3  Heavy  Duty  Hard  Water 

Cleaner   A2 

Masterlube  Mineral  Oil  Base  Lubricant   HI 

Maxid  Concentrated  Acid  Cleaner  A3 

Maxid-NF  Concentrated  Acid  Cleaner     A3 

Maxima    Bl 

Metabrite   A3 

Metalube  Concentrated  Cham  Lu- 


bricant      A1.H2 

Metalube-HP  H2 

Metalube-100  H2 

MetaIube-150  H2 

Metalube-200  H2 

Micro-X  E2 

Myco-Bac  Germicidal  Detergent 

Sanitizer   D2.G5 

MB-4  Spray  Detergent   Al 

MB-4C  Al 

MB4-HW  Al 

NaX-45    A1.Q1 

Newtex  Bl 

Nu-Core  A2 

Nu-Creed  A2 

Nu-Egg Ql 

Nu-Egg  C Ql 

Nupad  Hand  Scrubbing  Detergent   Al 

Nutrex  A  Laundry  Sour    Bl 

NAS-100    A3 

NP-40  A3 

Onyx  Re-Circulating  and  Spray  De- 
tergent      A1.Q1 

Onyx-CL   A1.Q1 

OM-Acid  Salt  Cleaner    A3 

OM-Dry  Acid  Cleaner    A3 

OM-Heavy  Duty  Cleaner   A2 

OM-Liquid  Smokehouse  Cieaner  A2 

OM-Liquid  Smokehouse  Cleaner  U  ....    A2 

OM-Liquid  Utility  Cleaner  U  Al 

OM-Smokehouse  Cleaner  A8 

Pac  Sil  Silicate  Cleaner  No  Foam   Al 

Passive  A3 

Perform    Al 

Petrosolv  Solvent-Emulsion   Kl 

Petrosolv-T    Kl 

Phos-W    A3 

Phosan   D2 

Pine  Mist  C1.E4 

Pine  Tex  Concrete  Floor  Cleaner  CI 

Pine-3  Pine  Oil  Cleaner  and  Deodorizer  CI 
Placid  Low  Foam  Acid  Clnr  &  Neutral- 

izer    A3 

Poly-D  Hi  Suds  Detergent    A131 

Poly-G  Hi  Suds  Detergent    Al 

Polyglide  Concentrated  Chain  Lubricant  H2 

Powermate  Hi-Foaming  Cleaner Al 

Pnde  Al 

Primate  Al 

Prime-D  Acid  Complex    A3 

Pro  Liquid  Laundry  Detergent   Bl 

Pro-Hib    Al 

Proline   A2 

Prosan    A3JD2 

PD-256  A4 

Q-Max  25    D2 

Q-Max  64  Cleaner  Disinfectant  Deo. 

Fngcd    D2 

Restore  Bl 

Richfoam  Chlomtd  Gen.  Purp  Clnr  & 

Foam Al 

Rotex  Pipeline  Cleaner  A1.Q1 

Rotex-MS    A2 

Saftest    K2 

Sanchlor  Al 

Sap  Chlorinated  Paste  Al 

Scout  Foaming  Detergent   A4.B1 

Scrub  Special  Automatic  Scrub  Deter- 
gent      A4 

Sewerod  Liquid  Drain  Opener  LI 

Shield  Egg  Washing  Compound    Ql 

Shield-C  Ql 

Silicoat  Protective  Lubricant H2 

Silshine  Protective  Lubricant    H2 

Slide  Liquid  Smokehouse  Cleaner  & 

Foamer   Al 

Slide-100   Al 

Softex  B2 

Soil  Tex  Extra  Strength  Cleaner Al 

Soil  Tex-LF  Liquid  Heavy  Duty  Cleaner  A2 

Soil  Tex-NF Al 

Sparkle  Aluminum  Cleaner  and  Bri- 
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ghtener    A3 

Sprain  Can  Washer  Al 

Standard  Al 

Standard  Blue  Chlorinated  Gen.  Purp. 

CI Al 

Statix  Concentrated  General  Purp.  Clnr.  Al 
Sulfam  Sulfamic  Acid  Cleaner  &  Des- 

caler A3 

Sulfam-100    A3 

Suresect  XV Fl 

Suresect  25    Fl 

Suresect-BG  F2 

Suresect- XP  Liquid  Spray  0.25%  Fl 

Suresect- 50  Liquid  Spray  0.50%   Fl 

Suresect- 500    Fl 

Syntro  200-NF A2 

Syntro-200  A2 

Tame    A3 

Trax-XD  Acid  Cleaner  and  De-Ruster  A3 
Tripple-G  Heavy  Duty  Hard  Water 

Cleaner  A2 

Tripple-GK    A2 

Triumph-NT  Chlorinated  Alkali  Cleaner  A2 

Truterge  Cone.  General  Purp.  Clnr Al 

TB-905  Trolley  Cleaner  Soak  or  Spray    A2 

Vanix  G5,G7J>1 

X-104  Al  J1.E3.G4 

Zero-Bac   E2 

Chemline 

B-Line  LS-I  G6 

B-LineLS-n   G6 

B-Line  SC-3    G6 

B-Line  SC-4    G6 

B-Line  SC-5    G6 

B-Line  SLT-2    G6 

B-Line  SLT-3    G6 

B-Line  100-C G6 

B-Line  100-S  G6 

B-Line  238  G6 

B-Line  238-S  G6 

B-Line  400 G6 

B-Line  400-S  G6 

B-Line  450 G6 

B-Line  450-S  G6 

B-Line  500 G6 

B-Line  500-S  G6 

B-Line-C-600 G6 

BL-C-9600 G6 

BL-LS-91  G6 

BL-LS-92  G6 

BL-SC-93    G6 

BL-SC-94    G6 

BL-SC-95    G6 

BL-SLT-92    G6 

BL-SLT-93    G6 

BL-9100-C  G6 

BL-9100-S  G6 

BL-9238  G6 

BL-9238-S  G6 

BL-9400  G6 

BL-9400-S  G6 

BL-9450  G6 

BL-9450-S  G6 

BL-9500  G6 

BL-9500-S  G6 

Chemline,  Inc. 

Chemaide  Disinfectant  Deodorant   C2 

Chemlube  H2 

Evict  Insecticide    F2 

Exel  Liquid  Grease  H2 

Fast-Break  Penetrating  Oil   H2 

Fog  Away    Fl 

Formula  170  All  Purpose  Cleaner   CI 

Living  Bacteria   L2 

Lok-Lube  H2 

Mark  Out  Vandalism  Mark  Remover  ..    CI 

Ply  Belt  Dressing    PI 

Poof  Residual  Insecticide  F2 


PCB-103    K2 

Sure  Clean  Cleaner/Disinfectant  CI 

Switch  Safety  Solvent  K2 

Wipe-Out  Brand    Fl 

Chemola  Corporation 

Desco  50  Pure  HI 

NPQD  Concentrate  Al 

Tap  Al 

745  Hand  Cleaner  E4 

745  Washing  Creme   El 

Chemox  Corp. 

Chem  Pine  Odor  CI 

Chem  San    D2 

Chem  Sep    Dl 

Chem-Quat Dl 

Deep  Freeze  Cold  Room  Cleaner A5 

Foam  Away  Al 

Lift  Away    Al 

Liquid  C    Al 

Mint-D  CI 

Chempace  Corporation 

All-Brite  Bl 

Blitz  F2 

Blue  Giant  Al 

Bonus  E4 

Bonus  Pumice  E4 

Cyclone   LI 

Deo-Gran  CI 

Foamy    CI 

Force    L2 

Gleem  CI 

Grease  Relief  CI 

H-D  321  A4 

Lic-It    CI 

Metacon  A3 

OAD A3 

Pen-Lube  H2 

Phase  I  CI 

Pink  Panther    Al 

Power  Foam CI 

Promise    CI 

Ratsnacks  Weatherproof  Rodent  Killer     F3 

Red  Fire  LI 

Seek  F2 

Seek  Fl 

Sewer-Cide    LI 

Slick  Silicone  Spray   HI 

Solo  San  510  Dl 

Straight  Flush    C2 

Super  Uni-Fog  F2 

Super  Uni-Terg  A4 

Uni  Wash  (Powder)  Al 

Uni-Chlor CI 

Uni-Quat  14 Dl 

Uni-Septic  Disinfectant/Deodorant  CI 

Uni-Zyme L2 

X-O  Therm    CI 

Chemplast,  Incorporated 

Fluoro  Glide  Chemically  Pure  Grd    ....    H2 
Fluoro  Glide  Film  Bonding  Grade  H2 

Chemplete  Industries,  Inc. 

Chemplete  Citra-Crystals    CI 

Citru-Clean    CI 

Citru-Clean  Natural  Organic  Degreaser    CI 

Ice  Cold  Freezer  Cleaner   A5 

LB-340  Liquid  Alive  Bacteria   L2 

Roach  Rinse F2 

Chemplex 

All  Purpose  Mechanic's  Spray   H2 


Anti-Seize  Compound  H2 

Bio  Bac   L2 

Bio-Pak  with  H.D.S.E L2 

Chembac  100  CI 

Chembac  103  L2 

Chembac  200  CI 

Chembac  201  L2 

Chembac  300  CI 

Chembac  301  L2 

Chemplex  Bulldog    E4 

Chemplex  141   HI 

Chemplex  172L  LI 

Chemplex  314  A4 

Chemplex  333  Al 

Chemplex  505  Al 

Chemplex  509  Al 

Chemplex  610  A3 

Chemplex  611    A3 

Chemplex  612  A3 

Chemplex  650  A5 

Chemplex  659  Al 

Chemplex  685  Al 

Chemplex  691   Al 

Chemplex  705   CI 

Chemplex  715   CI 

Chemplex  725  C2 

Chemplex  735   A6 

Chemplex  746  El 

Chemplex  905  A4 

Chemplex  913  A4 

Chemplex  915  A4 

Chemplex  917  Al 

Chemplex  925  Al 

Chemplex  927  Al 

Chemplex  933  Al 

Chemplex  935   Al 

Chemplex  936  Al 

Chemplex  964  Al 

Chemzyme  I    L2 

Chemzyme  II  L2 

Chemzyme  L  L2 

Chemzyme  Plus  L2 

Citra-Clean  All  Purpose  Cleaner   CI 

Derma-Clean   El 

Derma-San  Sanitizing  Hand  Cleaner  ....  E2 

Excel    Al 

Glass  &  Surface  Cleaner CI 

Grillo  A8 

Hi  Purity  Contact  Cleaner K2 

High  Purity  Contact  Cleaner K2 

MTEK  1600 G7 

MTEK  1601  G6 

MTEK  1603 G6 

MTEK  1604 G6 

MTEK  1605 G6 

MTEK  1606 G6 

Powder  Keg  CI 

Powerhouse  E4 

PS  1000  Al 

Ramrod    LI 

Safety  Solvent  K2 

Safety  Solvent  K2 

Sani-Kleen  CI 

Sani-Mist  CI 

Spray  Tape PI 

Stainless  Steel  Cleaner/Polish  CI 

Thick  &  Quick    CI 

Chemplex  Inc. 

Acid-Brite    A3 

Al-Clean Al 

AU-Chlor  Al 

Caustix  A2 

Champion    Al 

Delight  Al 

Deo-BG   CI 

Deo-V    CI 

MaxiClean-L  A2 

MaxiClor  Al 

Neutrol-HD   Al 

Skrub-Eze    Al 
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Chemplus 

Action  Degreaser Al 

Alkaline  Degreaser   Al 

Five  Plus   CI 

Five  Plus  DL  CI 

Golden  Plus  Al 

49  Al 

Chempoint  Products  Company/ 
Division  of  HPM  Corporation 

HP-112Tuff-Kleen  Degreaser  Al 

(  hem  pure  Products  Corporation 

Anit-Seize    H2 

Aqua  Sect    F2 

Do-It-AU    C2 

Glass  &  Hard  Surface  Cleaner  CI 

Grease  Gun  In  A  Can  H2 

Liquid  Alive  Bacteria   L2 

Safety  Solvent  Kl 

Soft  Touch  E4 

Chemrich/ 

Div.  of  Albright  &  Wilson  Americas, 

Inc. 

CB-No.  1  Cone  All-Purpose  Liquid  CI    Al 

Descaler  No.  1  A3 

Hi-Lo  Alkaline  Cleaner Al 

Melt-Away  Industrial  Skin  Cleaner  El 

Multi-Purpose  Cleaner    A4 

Teoc  500  "The  Workhorse"  Cone 

Cl-Dgrs  A4.A8 

Teoc  5000  Heavy-Duty  Cleaner  ....  A4.A8 
Teoc  55  General-Purpose  Cleaner  A4.A8 
Uniclean  The  Liquid  Total  Cleaner  ....    Al 

Chemrite  Corporation 

Acid  Brightner  (Liquid)  107-D A3 

B.T.  9005  G7 

Butyl  Cleaner  CR-156 A4 

BT  9015  G6 

C.T.  9205 G7 

Chemkee  301  Al 

Chemocide  1385   G7 

Chemocide  1390   G7 

CR  727  Steel  Rite  A7 

CR  800  Oven  Cleaner A8 

CR-103  Glucorite   Al 

CR-105  Powerite  90  A4.A8 

CR-106  Powerite  A2 

CR-107  Cleanrite Al 

CR-110  Megasol  Cleaner  A4 

CR-111  Creterite  CI 

CR-117  Allrite  A4 

CR-118  Solvrite    Al 

CR  119  Steamrite  HD Al 

CR-120  Blastrite  A2 

CR-121  Super  Solvrite   Al 

CR-128  Treatrite  A3 

CR-133  Preprite A3 

CR-152  Chemical  Striprite  A2 

CR-161  Aciderite  Powder A3 

CR-162  Sulfamorite   A3 

CR-164  D-Rustrite    A2 

CR-167  Acid-E-Rite  Liquid  A3 

CR-172  Vaporite  with  Cherry    F2 

CR-174  Vaporite  Fl 

CR-177  Dedrite  F2 

CR-178  M.S.R.   A3 

CR-180  Econorite  Al 

CR-182  Maskrite  CI 

CR-3  Qeaner/Degreaser  A4.A8 

CR-301  Chlor-Brite  Al 

CR-303  Panrite  Spraywash  Al 

CR-303-E  Panrite  E    Al 


CR-304  Econo  Foam Al 

CR-305  Foamrite  Al 

CR-307  HX).  Panrite  Spray    Al 

CR-308  Power  Foam A2 

CR-316  Sanirite Dl 

CR-317  Handrite  El 

CR-320  Jelrite  Al 

CR-328  Foam-Klor  Al 

CR-335  Chlorinated  Equipment  Cleaner  Al 

CR-339  Sam-Dyne    E2 

CR-341  Luberite  H2 

CR-344  Liquid  Luberite  H2 

CR-346  Econopower A2 

CR-350  Bio-Thanarite  D2,Q3,E3 

CR-352  Ciprite   A2 

CR-353  Alkarite  (Liquid)  A2 

CR-354  Ciprite  NF  A2 

CR-357  CI.P.  Cleaner    Al 

CR-358  Foam-Klor  Alk    Al 

CR-371  Egg  Wash    Ql 

CR-372  Liquid  Egg  Wash    Ql 

CR-374  Egg  Destainer   Q2 

CR-376  Antifoam-S    Q5 

CR-377  Antifoam   Q5 

CR-384  Chlorinated  Egg  Destainer   ....  Q2 

CR-395  Alklor  Foamer  Al 

CR-400  Neutra  Cleanrite    Al 

CR-403  Vacrite  A4 

CR-409  Unirite   Al 

CR-410  Extrarite  Kl 

CR-411  Alumasafe   Al 

CR-415  Chem-Grit  Waterless  Hand 

Cleaner   E4 

CR-416  Chem-Kreme  Waterless  Hand 

Cleaner  E4 

CR-470  Dyna  Solv   Al 

CR-500  Boilerite-SF  G6 

CR-501  Boilerite  H  F  G6 

CR-502  Guardrite   G7 

CR-503-F  Streamlinente-F  G6 

CR-504  Towerite G7 

CR-505  Algaerite    G7 

CR-505  Plus  Algaerite   G7 

CR-507  D-Scalerite  A3 

CR-511  Boilerite  FG  G7 

CR-515  Boilerite  I G7 

CR-518  Desperserite  100   G7 

CR-520  Tower  Control  G7 

CR-521  Towerite  H.H G7 

CR-535  Boilerite  M    G7 

CR-600    H2 

CR-602    H2 

CR-604    H2 

CR-605    H2 

CR-606    HI 

CR-610  Can-Gard  G5 

CR-615  Can-Gard  G2.G5 

CR-620  Can-Gard  D  G5 

CR-621  Can-Gard  G5 

CR-630  Can-Gard  DA    G5 

CR-640  Can-Gard  Z  G5 

CR-650  Can-Gard  ZA  G5 

CR-660  Can  Gard-P  G5 

CR-666  Can-Gard  G5 

CR-680  Can-Gard  G5 

CR-684  Can  Gard  G5 

CR-690  Can-Gard  G5 

CR-699  Oxa-Rite Al 

CR-7C  Cleaner/Degreaser Al 

CR-711  Neutrite    A4 

CR-718  Super  Bowlrite C2 

CR-723  Electrorite    K2 

CR-757  Concentrated  Concrete  Cleaner  A4 

CR-758  Concrete  Cleaner  A4 

CR-765  Cleaner  FF-170  A5 

CR-766  Cleaner  FF-150  A5 

CR-767  Cleaner  FF-124  A5 

CR-807  Silicone  Spray  HI 

CR-808  Fluorocarbon  Lubricant  H2 

CR-811     E4 

CR-824  Food  Equipment  Lubricant  ....  HI 

CR-901  Chemrite  XL   Al 


CR-931  Liporite    A8 

CR-933  Clingrite  A8 

CR-973  Pot-Rite  Unscented   Al 

CR-999  Domestic  Water  Treatment  ....  G2 

Drainrite  LI 

Gold  Medal  100    HI 

Lemon  Coco  Liquid  Hand  Soap  E4 

Chemrock  Chemical 
Division  of  Chemcoa,  Inc. 

#201  Action  Concentrated  Liquid 

Detrgnt  Al 

"Heavy  Duty"    A4.A8 

Blue  Clean  Al 

Smokehouse  Cleaner  A8 

Chemrx  Chemicals  Inc. 

Automax    A4 

B-Tex  G7 

Bactex    L2 

Boilex    A2 

Chemlorox  Al 

Concleanex    A3 

Confirm   CI 

Difex    CI 

Germitex    El 

Grimex  Al 

ICEX   A5 

Penetrex  CI 

Phorox   Dl 

Phosex   A3 

Powerex  Al 

Quattrex  Dl 

Scrubex    Al 

Smokex    Al 

Steam-XL Al 

Chemsave 

Quat  Dl 

Chemshop 

Brake  Bl 

Chem  Shop  General  Purpose-OH A4 

Chem  Shop  Liquid  Alkaline  CLP CI 

Chem  Shop  Liquid  CLP.  Acid    A3 

Chem  Shop  Powder  CLP.  Acid  A3 

ChemShop  General  Purpose-1    Al 

Laundry  Detergent Bl 

Chemsico 

Ant  &  Roach  Killer F2 

Clear  Lube  HI 

Electrical  Component  Cleaner   K2 

RRR  H2 

Silicone  Lubricant  HI 

Stainless  Steel  Cleaner  &  Polish    A7 

Stainless  Steel  Cleaner  &  Protector  II  A7 

Tile  &  Grout  Cleaner   CI 

White  Grease  H2 

Chemsol  Products  Corporation 

Clean-I  CI 

Formula  712    Dl 

K.O.  Concentrate  Al 

X-5  Al 

5  Star  Concentrate  A4 

Chemstar  Corp. 

pHPlus    A2 

Acid-Off A3 

Barbecue  Pit  Cleaner A2 

Bright  Now   A3 

Brite-Al    A3 

Chain  Free  HI 
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Champ   Al 

Chemclor  Al 

Chemstar  Chemaquacide  Fl 

Chemstar  Fabric  Softener  B2 

Chemstar  Glass  Cleaner  CI 

Chemstar  Laundry  Bleach  Bl 

Chemstar  Laundry  Detergent   Bl 

Chemstar  Laundry  Emulsifier Bl 

Cip-Chlor  Al 

Cip-Clean Al 

Concentrated  Window  Cleaner  CI 

CS-500  A2 

Deli/Bakery  Grease  Cutter   A4.A8 

Deli/Bakery  Pot,  Pan  &  Utensil  Cleaner  A 1 

Egg-eel  Ql 

Egg-cellent  Ql 

Egg-Brite  Ql 

Expunge  Al 

Extra  A2 

Extra  Plus    A2 

EW-2000  Ql 

EZ  Clean   Al 

Freshen El 

Fry-Out    Al 

FX-50 Al 

Grand  Slam   A2 

Grease  Cutter Al 

Grease  Cutter  Plus Al 

Hot  Shot    A2 

M.P.D.  Oil  HI 

Meat  Cleaner  Al 

MX-10  A2 

Pan-O-Brite  A3 

Q-San  D2 

Shackle  Cleaner A2 

Skrubz   Al 

Solv-All   CI 

Solv-All  Concentrate  CI 

Stain-Ex  Q2 

Sudz  Al 

Sunshine    Al 

Top  Grade   Ql 

Vanilla  Deo  CI 

Chemstar  Industries  Inc. 

Ban  Disinfectant  Det.  Deod.  Defilmer  Dl 

Blue  Power   A4 

Clear  Glass  Cleaner CI 

Concentrate  Multi-Purpose  Deter- 
gent    A1.E1 

Gentle  Antiseptic  Lotionized  Liquid 

Soap    El 

Gone  Solvent-Degreaser  Kl 

H  D  G  The  Reserve  Power  Detergent  A4 

Knock-Out  Insect  Killer  Fl 

Mr.  Grease  H2 

Quick  Germicidal  Spray&Wipe 

Cl.&Deo CI 

Secret  Creme  Cleanser  Concentrate  ....  C2 

Slide  Silicone  Spray   H2 

Chemtec  Products  Company 

B-100  Oxygen  Scavenger  G6 

B-105  Oxygen  Scavenger  G6 

B-125  Boiler  Water  Treatment  G6 

B- 130  Boiler  Water  Treatment  G6 

B- 150  Boiler  Water  Treatment  G6 

B- 165  Boiler  Water  Treatment  G6 

B- 195  Boiler  Water  Anti-Foam   G6 

B-225  Boiler  Water  Treatment  G6 

B-228  Condensate  Corrosion  Inhibitor  G6 

B-240  Boiler  Water  Treatment  G6 

CR-255  Condensate  Corrosion  Inhibitor  G6 
CR-265  Condensate  Corrosion  Inhibitor  G6 

Chemtech  Inc. 

Chem-Scrub  A6 

Control-Bac  1    Dl 

CT  Creme  Cleanser A6 


CT  Emulsion  Bowl  Cleaner  &  Disin- 
fectant      C2 

CT  Tile/Grout  And  Porcelain  Cleaner      C2 

F.P.A.  Quat  D2 

Formula  Blue CI 

GTC-3   C2 

Ultra  Clean    CI 

Ultra  Clean-D    C2 

Ultra  Soft  Antimicrobial  Lotion  Soap   ..  E4 

Ultra  Soft  Enriched  Shampoo  E4 

Ultra  Soft  Hand  Creme  and  Skin 

Moistzr E4 

Ultra  Soft  Mild  Lotion  Soap    E4 

Ultra  Strip  Floor  Finish  Emulsifier    ....    A4 
Ultra  Zyme    CI 

Chemtech  Resources,  Inc. 
See  Chemtech,  Industries,  Inc. 

ZZ 

Chemtech,  Inc. 

Chemtech  19   G6 

Chemtek  Corp. 

Silicone  Lubricant  HI 

Chemtek,  Inc. 

Alive  Bacteria/Enzyme  CBE  10  L2 

Chemlube  AR  7 H2 

Chemlube  DML H2 

Chemlube  H.T1 H2 

Chemlube  SRA  Dry  Silicone  Spray  ....    HI 

Chemlube  W.F.G HI 

Chemlube  911   H2 

Chemtek  #8  Fly  And  Roach  Spray  Cone.  Fl 

Chemtek  #9  F2 

Clear- Vue  Glass  Cleaner CI 

D'Solv  Away  CI 

Grease  Beast   L2 

Hot  Shot    LI 

H2S    L2 

M.C.P.  Moisture  Corrosion  Prevent.  & 

Lub   H2 

PTC  800    CI 

Red  Hot  Sewer  Solvent CI 

Rough  Touch  Oil  Field  Hand  Cleaner  ..  E4 

Rust  Buster  Penetrating  Lubricant  H2 

Scum  Off  CI 

Sealite  Pipe  Thread  Sealer   PI 

Silicone  Mold  Release  Agent  HI 

Strip  All  CI 

Tough  Job  Oil  Field  Hand  Cleaner   E4 

Chemtel  Industries,  Ltd. 

Chemtel  206    A4 

Super  Duty  Cleaner  226  A4 

Super  Enzymes    L2 

Super  228 A5 

White  Diamond  High  Speed  Concrete 
Clnr CI 

Chemtol  Industries,  Inc. 

Action    Al 

Action  Plus    Al 

AB-3  Alkaline  Clnr.  Aluminum  Bri- 

ghtener    Al 

Bacticide  Cleaner-Disinfectant  Deodrzr.  Dl 

Big  Job  Oven  &  Grill  Cleaner  A8 

Blast  Out  Drain  Pipe  Opener  LI 

BWT  #232  G6 

BWT  #234  G6 

BWT  #418  G7 

BWT  #432  G6 

Chemtol  Hook  &  Trolley  Cleaner   A2 

Coco  Pure  Liquid  Hand  Soap  El 


Diverchoor  Al 

Down  &  Out  Ant  &  Roach  Spray   F2 

Econe  Brite  Butyl  Cleaner  Degreaser  A4 

El  Glide  20  Silicone  Lubricant  Spray  HI 

Elglide  Liquid  Conveyor  Lubricant  ....  H2 

Foam  It    CI 

Foam-It  Foaming  Cleaner  Al 

Freeze  Free  Freezer  &  Cold  Room 

Cleaner   A5 

Husky  Industrial  Degreaser  Cleaner   A4.A8 

Lemon-Eez  Disinfectant  A4 

Natrisolv    CI 

Neutra  Clean  Floor  Finsh  Mntnr  Neut 

Clnr  Al 

Ortho-Ban  Sewer  &  Grbg  Odor 

Cntrl&Dgrsr   CI 

Paradet  Non-Butyl  Degreaser/Cleaner  Al 

Pink  Glow  Lotion  Hand  Soap    El 

Plus  B    L2 

Reprosolve  Degreaser  Cleaner  Wax 

Strip Al 

Sani-Lube HI 

Spero-Quat  Deod-Disnf-All  Purp  Clnr  C2 

Steam  Boy  Al 

Supreme  Al 

Tridet  Wax  &  Floor  Finish  Stripper  ....  A4 

Whamm  High  Pressure  Cleaner  Al 

Chemtron  Corporation 

Boiler  Water  Treatment  No.  3000   G6 

Boiler  Water  Treatment  No.  3000-S    ..  G6 

Boiler  Water  Treatment  No.  3010   G6 

Boiler  Water  Treatment  No.  3020   G6 

Boiler  Water  Treatment  No.  3030   G6 

Boiler  Water  Treatment  No.  6060   G6 

Boiler  Water  Treatment  No.  6062   G6 

Kleens  All  Hand  Dishwashing  Deter- 
gent    Al 

Polymer  Additive  #3035  G6 

Rite  Oven  &  Grill  Cleaner  A8 

Spray-Gene  Degreaser  Al 

SLT  5010  G6 

SLT  5020  G6 

Chemtron,  Inc. 

Challenge  CI 

Super  Clean  Instant  Load  A2 

Titan  Al 

Chemway  of  Nevada,  Inc. 

All  Purpose  Cleaner  Concentrate  Al 

Auto-Hood  Cleaner  A8 

AC-10  Commercial  Acid  Cleaner    A3 

Blitz  Pot  &  Pan  Powder  Al 

Bowl  White  C2 

Bowl-Brite  C2 

Buccaneer    Al 

Care   C2 

Coil  Cleaner  Acid  Type   PI 

Coil-X  Coil  Degreaser    PI 

Crete-Sol   A4 

Fryer-Kleen   A2 

Plumber  In  A  Drum    LI 

Sani-Klor  125    D2 

Sani-Klor  84    D2 

Spitfire  Hand  Soap   E2 

Tile  Brite  Heavy  Duty  Concentrate  ....  A3 

Z-14  CI 

Chemway  Products,  Inc. 

"Kitchen  Power"   A4.A8 

D-Skale    A3 

Grill  Magic    Al 

<  'hem world  Corporation 

Blitz  Al 
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(hem/all  Chemical  Co. 

All  Clean  No-7    Al 

ABC  Al 

ChemCal,  Inc. 

2011  G6 

2012  G6 

2090  G6 

2110  G6 

2308  G6 

2309  G6 

2311  G6 

2372  G6 

4202  G6 

4219  G6 

4226  G6 

4227  G6 

4232  G6 

4240  G6 

4242  G6 

4259  G6 

ChemClean,  Inc. 

C.CJ.  Quat  64  A4 

Ice  Clean   A5 

Siege    A4 

Surpass  A4.A8.E1 

Vigor   A4 

ChemCo 

Al-Klean    A3 

Alu-Lube  HI 

AC-79  Liquid  Caustic  Cleaner  A2 

Battery  Terminal  Cleaner  &  Protector  ..  PI 

C-Thru  CI 

De-Greze  CI 

Dissolve  CI 

Dn-Lube    H2 

Enforcer  With  Dursban  F2 

Impact  Cone.  Iodine  Det.  Sanit.  Di- 

sinf D2.E3 

Insect-O-Fog   Fl 

MPP  Cleaner  Al 

Omni    CI 

On  n'Off  Oven  Cleaner  A8 

Orbit  CI 

Pine  Oil  Disinfectant  CI 

Power  Play CI 

Power  Plus  CI 

Pnde  E4 

So-Soft  Commercial  Fabric 

Softener/Sntzr  B2 

Squeeze  Eze E4 

T-Pine    CI 

ChemCon/ 

Division  of  WT  Services,  Inc. 

Adjunct  2580  G6 

Adjunct  5080  G6 

Molytect  2510  G7 

Polyhance  2120  G7 

Polyhance  300  G6 

Polyhance  3000F  G6 

Polyhance  3754  G7 

Polyhance  3854  G7 

Polyhance  4310F  G6 

Polyhance  4510F  G6 

Polyhance  471  OF  G6 

102  G6 

104  G6 

105  G6 

195P  G6 

202  G6 

204  G6 

205  G6 


302  G6 

304  G6 

305  G6 

502  G6 

504  G6 

505  G6 

(  html. ink.  Inc. 

IPC  5628   G6 

IPC  5703  G6 

IPC  7000  G5.G7 

IPC  7002  G5.G6 

IPC  7010  G5.G7 

IPC  7012  G5.G7 

IPC  7015  G2.G5.G6 

IPC  7017  G2.G5.G6 

IPC  7020  G5.G7 

IPC  7235  G5.G7 

IPC  7237  G5.G7 

IPC  7240  G5.G7 

IPC  7242  G5.G7 

IPC  7250  G5.G7 

IPC  7252  G5.G7 

IPC  7255  G5.G7 

IPC  7257  G5.G6 

IPC  7260  G5.G6 

IPC  7262  G5.G6 

IPC  7270  G5.G7 

IPC  7272  G5.G7 

IPC  7275  G5.G7 

IPC  7277  G5.G7 

IPC  7280  G5,G7 

IPC  7282  G5.G7 

IPC  7295  G5.G7 

IPC  7297  G5.G7 

IPC  8085  GI.G5.G7 

IPC  8087  G5.G7 

IPC  8105   G5.G7 

IPC  8107  G5.G7 

IPC  8120  G5.G7 

IPC  8122  G5.G7 

IPC  8160  G5.G7 

IPC  8162   G5.G7 

IPC  8200  G2.G5.G7 

IPC  8505  G5.G7 

IPC  8507  G5.G7 

IPC  8510  G5.G7 

IPC  8512  G5.G7 

IPC  8910  G7 

IPC  8915   G7 

IPC  8925   G7 

IPC  8930  G7 

IPC  8950  G7 

IPC  9000  G6 

IPC  9001   G6 

IPC  9002  G6 

IPC  9003  G6 

IPC  9004  G6 

IPC  9005   G6 

IPC  9006  G6 

IPC  9007  G6 

IPC  9008  G6 

IPC  9009  G6 

IPC  9015  G6 

IPC  9016  G6 

IPC  9017   G6 

IPC  9018   G6 

IPC  9019  G6 

IPC  9035   G6 

IPC  9035  MA    G6 

IPC  9036  G6 

IPC  9037  G6 

IPC  9038  G6 

IPC  9039  G6 

IPC  9065   G6 

IPC  9075   G6 

IPC  9076  G6 

IPC  9077  G6 

IPC  9078  G6 

IPC  9079  G6 

IPC  9085   G6 


IPC  9090  G6 

IPC  9105  G6 

IPC  9220  G6 

IPC  9225  G6 

IPC  9230  G6 

IPC  9231    G6 

IPC  9232  G6 

IPC  9233  G6 

IPC  9234  G6 

IPC  9240  G6 

IPC  9245   G6 

IPC  9250  G6 

IPC  9255  G6 

IPC  9260  G6 

IPC  9265   G6 

IPC  9270  G6 

IPC  9305  G6 

IPC  9315  G6 

IPC  9380  G6 

IPC  9455  G6 

IPC  9460  G6 

IPC  9465   G6 

IPC  9475   G6 

(  hem  Mark  Int'l./Mark  Chemical 
Co. 

"Klor300"  D2 

Sanitary  Rinse  CI 

ChemMart 

Electrical  &  Componant  Cleaner  K2 

ChemPro 

Mean  Green  A4 

ChemRex  Inc. 

Fixmaster  Roof  &  Gutter  Sealant  PI 

Fixmaster  Silicone  Adhesive  Sealant  Blk  PI 
Fixmaster  Silicone  Adhesive  Sealant  Or  PI 
Fixmaster  Silicone  Adhesive  Sealant 

Wht  PI 

Fixmaster  Urethane  Putty  Sealant    PI 

ChemRex  Inc./ 

Sonneborn  Building  Products 

Sonolastic  NP  1  Aluminum  Gray  PI 

Sonolastic  NP  1  Black    PI 

Sonolastic  NP  1  Limestone    PI 

Sonolastic  NP  1  Medium  Bronze  PI 

Sonolastic  NP  1  Off-White  PI 

Sonolastic  NP  1  Redwood  Tan PI 

Sonolastic  NP  1  Special  Bronze  PI 

Sonolastic  NP  1  Stone    Pi 

Sonolastic  NP  1  Tan  PI 

Sonolastic  NP  1  White  PI 

ChemRite  Industries  Inc. 

"Spotless"  Al 

C-Thru  CI 

Chemclean-D  A4.C1 

Derma-Suds  El 

Foam  Power CI 

Glisten   A4 

Grime  Stopper  A4 

Irish  Mist  CI 

Multi-Klean  Al 

Palm  Power  E4 

Pine  Clean  CI 

Power-House   A4 

Rust  Off  CI 

S.S.  Cleaner CI 

Saniquat  I A4.C1 

Sil-Lube  HI 

Sila-Guard   G3 

Speedy  Spray  Al 
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Spray  Klean  Kl 

Steam-Klean    Al 

ChemSafe  International 

Citra-Scrub  23245  E4 

Formula  110    CI 

Formula  115    CI 

Formula  119    CI 

Formula  120    CI 

Formula  125    CI 

Formula  129    CI 

Formula  210    Al 

Formula  215    Al 

Formula  219    Al 

Formula  220    Al 

Formula  22300C  Crestar  Clean    Al 

Formula  225    Al 

Formula  229    Al 

Formula  230    Al 

Formula  235    Al 

Formula  239    Al 

Formula  240    Al 

Formula  245    Al 

Formula  249    Al 

Formula  250    Al 

Formula  255    Al 

Formula  259    Al 

Formula  29010  Boiler  Treatment  G6 

Formula  29016  Steam  Line  Treatment     G6 
Formula  29021  Boiler  Sludge  Condi- 
tioner      G6 

Formula  29201  Oxygen  Scavenger    ....    G6 
Formula  30200  Institutional  Success   ..    Bl 

Formula  420    A4 

Formula  425    A4 

Formula  429    A4 

Formula  520    Al 

Formula  525    Al 

Formula  529    Al 

Formula  540    Al 

Formula  545    Al 

Formula  549    Al 

Formula  550    CI 

Formula  554    CI 

Formula  559    CI 

Formula  580    CI 

Formula  585    CI 

Formula  589    CI 

Formula  590    CI 

Formula  595    CI 

Formula  599    CI 

FS4225  Al 

FS  4500  CI 

FS  4525  CI 

FS4550  Al 

GP  1050  Al 

GP  1125  Al 

GP  1150  Al 

GP  1200  Al 

GP  1225  Al 

GP  1250  Al 

GP  1300  Al 

GP  1450  Al 

GP  1550  A4 

GP  1600  Al 

GP  1625  Al 

GP  1700 Al 

GP  1750 Al 

GP  1800  A4 

GP  1875  Al 

HD  5015   Al 

HD  5025    Al 

HD  5055   Al 

HD  5065    Al 

HD  5075    Al 

HD  5090   Al 

HD  5100   Al 

HD  5105   Al 

HD  5125    Al 

HD  5150   Al 

HD  5160   Al 


HD  5170   Al 

HD  5175    Al 

HD  5190    Al 

HD  5200   Al 

HD  5205    Al 

HD5225   Al 

HD  5260   Al 

HD5300   Al 

HD  5305   Al 

HD5325    Al 

HD  5375   Al 

HD  5395    Al 

HD  5400   CI 

HD5425    Al 

HD  5450    Al 

HD  5475   Al 

HD  5505   Al 

HD  5550   Al 

HD5575    Al 

HD  5625    A4 

HD  5675    Al 

HD  5700   Al 

HD5725    Al 

HD5775   Al 

HD5800   Al 

HD5860   Al 

HD  5870   Al 

HD  5875   Al 

HD  5880   Al 

HD  5925    CI 

HD5965   Al 

HD  5975   Al 

KP  3000  Al 

KP3150  Al 

KP  3175 Al 

KP  3200 Al 

KP  3225  A2 

KP3250  Al 

KP3300  Al 

KP3325  Al 

KP  3350  Al 

KP  3450 Al 

KP  3550 Al 

KP  3575  Al 

KP3625  Al 

KP3675  Al 

KP3725  Al 

KP3750  Al 

KP  3775  Al 

KP3825  Al 

KP  3925  Al 

KP  3950  Al 

Neutracide  Formula  17007  Al 

Ox-Away  Formula  29205  G6 

Smoke  House  Geaner A8 

VC2105    Al 

ChemSolv  Chemical  Co. 

"CS-2021"  G6 

"CS-2024"  G6 

"CS-2028"  G6 

"CS-5100"   G6 

CS-5200  G6 

ChemStation 

FS4225  Al 

FS  4500  CI 

FS  4525  CI 

FS4550  Al 

GP  1050 Al 

GP  1125  Al 

GP  1150  Al 

GP  1200  Al 

GP  1225  Al 

GP  1250  Al 

GP  1300 Al 

GP  1450 Al 

GP  1550  A4 

GP  1600  Al 

GP  1625  Al 


GP  1700  Al 

GP  1750  Al 

GP  1800  A4 

GP  1875  Al 

HD  5015   Al 

HD5025    Al 

HD  5055    Al 

HD  5065    Al 

HD  5075    Al 

HD  5090   Al 

HD  5100   Al 

HD  5105    Al 

HD  5125    Al 

HD5150    Al 

HD  5160    Al 

HD  5170   Al 

HD  5175    Al 

HD5190   Al 

HD5200   Al 

HD5205   Al 

HD5225   Al 

HD5260   Al 

HD  5300   Al 

HD  5305    Al 

HD5325    Al 

HD  5375    Al 

HD5395   Al 

HD  5400   CI 

HD  5425    Al 

HD  5450   Al 

HD  5475   Al 

HD  5505    Al 

HD  5550   Al 

HD  5575   Al 

HD  5625    A4 

HD  5675    Al 

HD5700   Al 

HD5725    Al 

HD  5775    Al 

HD  5800   Al 

HD  5860   Al 

HD  5870   Al 

HD  5875    Al 

HD5880   Al 

HD  5925    CI 

HD  5965    Al 

HD5975    Al 

KP  3000 Al 

KP3150  Al 

KP3175  Al 

KP3200  Al 

KP  3225  Al 

KP  3250  Al 

KP  3300 Al 

KP3325  Al 

KP3350  Al 

KP3450  Al 

KP  3550  Al 

KP  3575  Al 

KP  3625  Al 

KP3675  Al 

KP3725  Al 

KP  3750 Al 

KP3775  Al 

KP  3825  Al 

KP3925  Al 

KP  3950  Al 

Smoke  House  Cleaner A8 

VC2105    Al 

ChemStation  of  Atlanta 

FS4225  Al 

FS  4500  CI 

FS  4525  CI 

FS4550  Al 

GP  1050  Al 

GP  1125 Al 

GP  1150 Al 

GP  1200  Al 

GP  1225  Al 

GP  1250  Al 
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GP  1300 Al 

GP  1450 Al 

GP  1550  A4 

GP  1600 Al 

GP  1625  Al 

GP  1700  Al 

GP  1750 Al 

GP  1800 A4 

GP  1875  Al 

HD  5015    Al 

HD5055   Al 

HD  5065   Al 

HD  5075    Al 

HD  5090   Al 

HD  5100   Al 

HD  5105   Al 

HD  5125    Al 

HD  5150   Al 

HD  5160   Al 

HD  5170   Al 

HD5175   Al 

HD5190   Al 

HD5200    Al 

HD5205   Al 

HD  5225    Al 

HD  5260   Al 

HD  5300   Al 

HD  5305   Al 

HD  5325    Al 

HD  5375    Al 

HD5395   Al 

HD  5400   CI 

HD  5425    Al 

HD  5450   Al 

HD  5475    Al 

HD  5505    Al 

HD  5550   Al 

HD5575   Al 

HD  5625   A4 

HD5675    Al 

HD5700   Al 

HD  5725   Al 

HD  5775   Al 

HD  5800   Al 

HD  5860   Al 

HD  5870   Al 

HD  5875    Al 

HD  5880   Al 

HD  5925    Al 

HD  5965   Al 

HD  5975   Al 

HP  5025  Al 

KP  3000 Al 

KP3150  Al 

KP  3175  Al 

KP  3200  Al 

KP  3225  Al 

KP  3250  Al 

KP  3300 Al 

KP  3325  Al 

KP  3350 Al 

KP  3450 Al 

KP  3550 Al 

KP  3575 Al 

KP  3625  Al 

KP3675  Al 

KP  3725  Al 

KP  3750  Al 

KP  3775  Al 

KP  3825  Al 

KP3925  Al 

KP  3950 Al 

VC  2105    Al 

ChemStation  of  Detroit 

FS4225  Al 

FS  4500  CI 

FS  4525  CI 

FS  4550  Al 

GP  1050  Al 

GP  1125  Al 


GP1150 Al 

GP  1200  Al 

GP  1250  Al 

GP  1300  Al 

GP  1550 A4 

GP  1750  Al 

GP  1800  A4 

GP  1875  Al 

HD5015    Al 

HD  5025    Al 

HD5055   Al 

HD  5065   Al 

HD  5075    Al 

HD  5090   Al 

HD  5100   Al 

HD5105   Al 

HD5125    Al 

HD  5150   Al 

HD  5160   Al 

HD5175    Al 

HD5200   Al 

HD5205    Al 

HD  5225    Al 

HD5300   Al 

HD5305    Al 

HD  5325    Al 

HD5375    Al 

HD  5400   CI 

HD  5425    Al 

HD  5450    Al 

HD  5475    Al 

HD  5550   Al 

HD  5575    Al 

HD  5600   Al 

HD  5625    A4 

HD  5650    A4.C1 

HD  5675    Al 

HD5700   Al 

HD  5725    Al 

HD  5775    Al 

HD  5800   Al 

HD  5875    Al 

HD  5925    CI 

HD  5975    Al 

KP3000  Al 

KP  3150  Al 

KP  3175  Al 

KP  3200  Al 

KP  3250  Al 

KP  3300  Al 

KP  3450  Al 

KP  3550  Al 

KP  3625  Al 

KP3725  Al 

KP  3750  Al 

KP3825  Al 

KP  3925  Al 

ChemStation  of  Indiana 

FS  4225  Al 

FS  4500  CI 

FS  4525  CI 

FS  4550  Al 

GP  1050 Al 

GP  1125  Al 

GP  1150 Al 

GP  1200 Al 

GP  1225  Al 

GP  1250 Al 

GP  1300  Al 

GP  1450  Al 

GP  1550  A4.C1 

GP  1600  Al 

GP  1625  Al 

GP  1700  Al 

GP  1750  Al 

GP  1800  A4 

GP  1875  Al 

HD  5015    Al 

HD5025   Al 

HD5055    Al 


HD  5065   Al 

HD  5075    Al 

HD  5090   Al 

HD5100   Al 

HD  5105    Al 

HD  5125   Al 

HD5150   Al 

HD  5160   Al 

HD5170   Al 

HD  5175    Al 

HD  5190   Al 

HD5200   Al 

HD  5205    Al 

HD  5225    Al 

HD  5300   Al 

HD5305    Al 

HD  5325    Al 

HD  5375   Al 

HD  5395   Al 

HD  5400   CI 

HD5425    Al 

HD  5450   Al 

HD  5475    Al 

HD  5505    Al 

HD5550   Al 

HD  5575    Al 

HD  5600   Al 

HD  5625   A4 

HD  5650   A4.C1 

HD  5675    Al 

HD  5700   Al 

HD  5725    Al 

HD5775   Al 

HD5800    Al 

HD  5860    Al 

HD5875    Al 

HD  5880    Al 

HD  5925    CI 

HD5965    Al 

HD  5975    Al 

KP  3000  Al 

KP  3150  Al 

KP  3175  Al 

KP  3200  Al 

KP  3225  A2 

KP  3250  Al 

KP3300  Al 

KP  3325  Al 

KP  3350  Al 

KP  3450  Al 

KP  3550  Al 

KP  3575  Al 

KP  3625  Al 

KP  3675  Al 

KP  3725  Al 

KP3750  Al 

KP  3775  Al 

KP  3825  Al 

KP  3925  Al 

KP  3950 Al 

Smoke  House  Cleaner A8 

ChemStation  of  Iowa 

FS4225  Al 

FS  4500  CI 

FS  4525  CI 

FS4550  Al 

GP  1050 Al 

GP1125  Al 

GP  1150 Al 

GP  1200  Al 

GP  1225  Al 

GP  1250  Al 

GP  1300  Al 

GP  1450  Al 

GP  1550  A4 

GP  1600  Al 

GP1625  Al 

GP  1700  Al 

GP  1750  Al 

GP  1800  A4 
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GP  1875  Al 

HD5015   Al 

HD5025    Al 

HD  5055   Al 

HD  5065   Al 

HD  5075    Al 

HD  5090   Al 

HD5100    Al 

HD  5105    Al 

HD  5125   Al 

HD5150   Al 

HD5160   Al 

HD  5170   Al 

HD  5175   Al 

HD  5190   Al 

HD  5200   Al 

HD  5205    Al 

HD  5225    Al 

HD5300   Al 

HD5305    Al 

HD  5325    Al 

HD5375    Al 

HD5395    Al 

HD  5400    CI 

HD5425    Al 

HD  5450   Al 

HD5475    Al 

HD5505   Al 

HD5550   Al 

HD5575   Al 

HD  5625    A4 

HD5675    Al 

HD5700   Al 

HD5725    Al 

HD5775    Al 

HD5800   Al 

HD  5860   Al 

HD5875    Al 

HD5880   Al 

HD  5925    CI 

HD  5965    Al 

HD5975   Al 

KP  3000  Al 

KP  3150 Al 

KP  3175  Al 

KP  3200  Al 

KP3225  Al 

KP3250  Al 

KP  3300 Al 

KP  3325  Al 

KP3350  Al 

KP  3450  Al 

KP  3550 Al 

KP3575  Al 

KP3625  Al 

KP3675  Al 

KP  3725  Al 

KP  3750  Al 

KP3775  Al 

KP  3825  Al 

KP  3925  Al 

KP3950  Al 

VC2105    Al 

ChemStation  of  Northern  Indiana 

FS  4225  Al 

FS  4500  CI 

FS  4525  CI 

FS  4550  Al 

GP  1050  Al 

GP  1125  Al 

GP  1150  Al 

GP  1200  Al 

GP  1225  Al 

GP  1250  Al 

GP  1300  Al 

GP  1450 Al 

GP  1550  A4 

GP  1600  Al 

GP  1625  Al 

GP  1700  Al 


GP  1750  Al 

GP  1800 A4 

GP  1875  Al 

HD5015    Al 

HD5025   Al 

HD  5055   Al 

HD  5065    Al 

HD5075   Al 

HD5090    Al 

HD  5100    Al 

HD  5105    Al 

HD5125    Al 

HD  5150   Al 

HD5160   Al 

HD  5170   Al 

HD5175    Al 

HD5190   Al 

HD5200   Al 

HD5205   Al 

HD5225    Al 

HD5260   Al 

HD  5300   Al 

HD  5305    Al 

HD  5325    Al 

HD  5375    Al 

HD5395    Al 

HD  5400   CI 

HD  5425    Al 

HD  5450   Al 

HD5475    Al 

HD5505    Al 

HD  5550   Al 

HD5575    Al 

HD  5625    A4 

HD  5675    Al 

HD5700   Al 

HD5725    Al 

HD5775    Al 

HD  5800   Al 

HD5860   Al 

HD  5870    Al 

HD5875    Al 

HD  5880   Al 

HD  5925    CI 

HD5965    Al 

HD  5975   Al 

KP  3000 Al 

KP  3150 Al 

KP  3175  Al 

KP  3200  Al 

KP  3225  Al 

KP  3250 Al 

KP  3300 Al 

KP  3325  Al 

KP3350  Al 

KP  3450  Al 

KP  3550  Al 

KP  3575  Al 

KP3625  Al 

KP3675  Al 

KP  3725  Al 

KP  3750  Al 

KP3775  Al 

KP  3825  Al 

KP  3925  Al 

KP  3950 Al 

Smoke  House  Cleaner A8 

VC  2105    Al 

ChemStation  of  Wisconsin 

FS  4225  Al 

FS  4500  CI 

FS  4525  CI 

FS4550  Al 

GP  1050  Al 

GP1125  Al 

GP  1150  Al 

GP1200  Al 

GP  1225  Al 

GP  1250  Al 

GP  1300  Al 


GP  1450 Al 

GP  1550  A4 

GP  1600  Al 

GP  1625  Al 

GP  1700  Al 

GP  1750  Al 

GP  1800 A4 

GP  1875  Al 

HD  5015    Al 

HD  5025    Al 

HD  5055    Al 

HD  5065    Al 

HD  5075    Al 

HD  5090   Al 

HD  5100   Al 

HD  5105   Al 

HD5125    Al 

HD5150   Al 

HD5160   Al 

HD  5170   Al 

HD  5175    Al 

HD  5190   Al 

HD5200   Al 

HD  5205    Al 

HD  5225    Al 

HD  5260   Al 

HD  5300   Al 

HD5305    Al 

HD5325   Al 

HD  5375    Al 

HD  5395    Al 

HD  5400    CI 

HD  5425    Al 

HD5450    Al 

HD5475    Al 

HD5505    Al 

HD  5550   Al 

HD  5575    Al 

HD  5625    A4 

HD  5675    Al 

HD  5700   Al 

HD  5725    Al 

HD  5775    Al 

HD5800   Al 

HD5860   Al 

HD5875    Al 

HD5880   Al 

HD  5925   CI 

HD5965    Al 

HD5975    Al 

KP  3000  Al 

KP3150 Al 

KP3175  Al 

KP  3200 Al 

KP  3225  Al 

KP3250  Al 

KP3300  Al 

KP  3325  Al 

KP  3350 Al 

KP  3450  Al 

KP  3550  Al 

KP  3575 Al 

KP  3625  Al 

KP  3675 Al 

KP3725  Al 

KP  3750 Al 

KP  3775  Al 

KP  3825  Al 

KP  3925  Al 

KP  3950 Al 

Smoke  House  Cleaner A8 

VC2105    Al 

ChemStation  International,  Inc. 

FS4225  Al 

FS  4500  CI 

FS  4525  CI 

FS4550  Al 

GP  1050 Al 

GP  1125  Al 

GP  1150  Al 
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GP  1200  Al 

GP1225  Al 

GP  1250 Al 

GP  1300 Al 

GP  1450 Al 

GP  1550 A4 

GP  1600 Al 

GP  1625  Al 

GP  1700 Al 

GP  1750 Al 

GP  1800 A4 

GP  1875  Al 

HD  5015    Al 

HD  5025    Al 

HD  5055    Al 

HD  5065   Al 

HD  5075   Al 

HD  5090   Al 

HD  5100   Al 

HD5105   Al 

HD5125    Al 

HD5150   Al 

HD5160   Al 

HD  5170   Al 

HD5175    Al 

HD  5190   Al 

HD  5200   Al 

HD5205   Al 

HD5225    Al 

HD5260   Al 

HD  5300    Al 

HD  5305   Al 

HD  5325    Al 

HD  5375    Al 

HD5395    Al 

HD  5400   CI 

HD  5425    „ Al 

HD5450    Al 

HD  5475    Al 

HD  5505   Al 

HD5550   Al 

HD  5575    Al 

HD  5625    A4 

HD  5675    Al 

HD  5700   Al 

HD  5725   Al 

HD5775    Al 

HD5800   Al 

HD  5860   Al 

HD  5870   Al 

HD  5875    Al 

HD  5880    Al 

HD  5925   CI 

HD  5965   Al 

HD  5975    Al 

KP  3000 Al 

KP  3150 Al 

KP  3175  Al 

KP  3200  Al 

KP3225  Al 

KP  3250  Al 

KP  3300 Al 

KP  3325  Al 

KP  3350 Al 

KP3450  Al 

KP  3550  Al 

KP  3575  Al 

KP  3625  Al 

KP  3675  Al 

KP  3725  Al 

KP  3750  Al 

KP3775  Al 

KP3825  Al 

KP3825KK   Al 

KP3925  Al 

KP3950  Al 

Plaid  Al 

Smoke  House  Cleaner A8 

VC  2105    Al 


ChemStation  Michiana 

GP  1550  A4 

HD  5300    Al 

HD  5650   Al 

HD  5775    Al 

KP  3450 Al 

KP  3750 Al 

ChemStation  Mid-South 

DP  3225 Al 

FS4225  Al 

FS  4500  CI 

FS  4525  CI 

FS4550  Al 

GP  1050 Al 

GP  1125  Al 

GP  1150  Al 

GP  1200 Al 

GP1225  Al 

GP  1250 Al 

GP  1300 Al 

GP  1450 Al 

GP  1550  A4 

GP  1600 Al 

GP  1625  Al 

GP  1700 Al 

GP  1750 Al 

GP  1800 A4 

GP  1875  Al 

HD5015   Al 

HD  5025    Al 

HD  5055    Al 

HD  5065    Al 

HD5075    Al 

HD5090   Al 

HD  5100   Al 

HD5105    Al 

HD5125   Al 

HD5150   Al 

HD  5160   Al 

HD5170    Al 

HD5175    Al 

HD  5190   Al 

HD  5200   Al 

HD  5205   Al 

HD5225   Al 

HD5260   Al 

HD5300   Al 

HD5305   Al 

HD  5325    Al 

HD  5375    Al 

HD  5395    Al 

HD  5400   CI 

HD  5425    Al 

HD5450    Al 

HD  5475    Al 

HD  5505    Al 

HD  5550   Al 

HD  5575   Al 

HD  5625    A4 

HD  5675   Al 

HD  5700   Al 

HD  5725    Al 

HD  5775    Al 

HD  5800    Al 

HD  5860    Al 

HD  5870   Al 

HD5875   Al 

HD  5880   Al 

HD  5925    CI 

HD  5965    Al 

HD  5975    Al 

KP  3000 Al 

KP  3150 Al 

KP  3175  Al 

KP  3200 Al 

KP  3250 Al 

KP  3300  Al 

KP  3325  Al 

KP  3350 Al 


KP  3450  Al 

KP  3550  Al 

KP3575  Al 

KP  3625  Al 

KP  3675  Al 

KP  3725  Al 

KP  3750 Al 

KP  3775  Al 

KP  3825  Al 

KP  3925  Al 

KP  3950 Al 

VC2105    Al 

ChemStation  Midwest 

FS  4225  Al 

FS  4500  CI 

FS  4525  CI 

FS4550  Al 

GP  1050 Al 

GP  1125  Al 

GP  1150 Al 

GP  1200  Al 

GP  1225  Al 

GP  1250  Al 

GP  1300  Al 

GP  1450  Al 

GP  1550  A4 

GP  1600  Al 

GP  1625  Al 

GP  1700  Al 

GP  1750  Al 

GP  1800  A4 

GP  1875  Al 

HD  5015   Al 

HD  5025    Al 

HD  5055    Al 

HD  5065    Al 

HD  5075    Al 

HD  5090   Al 

HD  5100    Al 

HD  5105    Al 

HD  5125    Al 

HD  5150    Al 

HD  5160   Al 

HD  5170    Al 

HD  5175    Al 

HD  5190    Al 

HD  5200    Al 

HD  5205    Al 

HD  5225    Al 

HD  5260    Al 

HD  5300    Al 

HD  5305    Al 

HD  5325   Al 

HD  5375    Al 

HD  5395    Al 

HD  5400   CI 

HD  5425    Al 

HD  5450   Al 

HD  5475    Al 

HD  5505    Al 

HD  5550    Al 

HD  5575    Al 

HD  5625    A4 

HD  5675    Al 

HD  5700    Al 

HD5725    Al 

HD  5775    Al 

HD  5800   Al 

HD  5860   Al 

HD  5870   Al 

HD5875    Al 

HD  5880   Al 

HD  5925    CI 

HD  5965    Al 

HD5975    Al 

KP3000  Al 

KP  3150 Al 

KP  3175  Al 

KP  3200 Al 

KP  3225  Al 
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KP  3250 Al 

KP  3300  Al 

KP  3325  Al 

KP3350  Al 

KP  3450  Al 

KP  3550  Al 

KP  3575  Al 

KP  3625  Al 

KP  3675  Al 

KP  3725  Al 

KP  3750 Al 

KP  3775  Al 

KP  3825  Al 

KP  3925  Al 

KP  3950  Al 

Smoke  House  Cleaner A8 

VC  2105    Al 

ChemStation  New  England 

FS4225  Al 

FS  4500  CI 

FS  4525  CI 

FS4550  Al 

GP  1050  Al 

GP  1125  Al 

GP  1150  Al 

GP  1200  Al 

GP  1225  Al 

GP  1250  Al 

GP  1300  Al 

GP  1450  Al 

GP  1550  A4 

GP1600  Al 

GP  1625  Al 

GP  1700  Al 

GP  1750  Al 

GP  1800  A4 

GP  1875  Al 

HD  5015    Al 

HD5025    Al 

HD5055    Al 

HD  5065    Al 

HD  5075    Al 

HD  5090   Al 

HD  5100    Al 

HD  5105    Al 

HD  5125    Al 

HD5150    Al 

HD  5160   Al 

HD  5170   Al 

HD5175    Al 

HD  5190   Al 

HD  5200   Al 

HD  5205    Al 

HD5225    Al 

HD  5260   Al 

HD5300   Al 

HD5305    Al 

HD5325    Al 

HD  5375    Al 

HD  5395    Al 

HD  5400   CI 

HD5425    Al 

HD  5450    Al 

HD  5475    Al 

HD5505    Al 

HD5550    Al 

HD  5575    Al 

HD  5625    A4 

HD  5675    Al 

HD  5700   Al 

HD  5725    Al 

HD  5775    Al 

HD  5800   Al 

HD  5860    Al 

HD  5870    Al 

HD  5875    Al 

HD  5880   Al 

HD  5925    CI 

HD5965    Al 

HD  5975    Al 


KP  3000 Al 

KP3150  Al 

KP  3175  Al 

KP3200 Al 

KP  3225  Al 

KP  3250  Al 

KP3300  Al 

KP3325  Al 

KP3350  Al 

KP  3450  Al 

KP  3550  Al 

KP3575  Al 

KP  3625  Al 

KP  3675  Al 

KP  3725  Al 

KP3750  Al 

KP  3775  Al 

KP  3825  Al 

KP  3925  Al 

KP  3950  Al 

VC2105    Al 

ChemTreat,  Inc. 


Chemical  Treatment  C-2189  G 

G5.G7 

Chemical  Treatment  C-2189  Tablets  G5.G7 

Chemical  Treatment  CL-2035    

G5.G7 

Chemical  Treatment  CL-206  Antim 

- 

....    G7 

Chemical  Treatment  CL-207  Antimi 

....    G7 

Chemical  Treatment  CL-211 1  Mi- 

G5.G7 

Chemical  Treatment  CL-2150    

....    G5 

Chemical  Treatment  CL-2152    

....    G7 

Chemical  Treatment  CL-216    

....    G7 

Chemical  Treatment  CT-202    

....    G7 

Chemtreat  BL-100  

....    G6 

Chemtreat  BL-1160  

....    G6 

Chemtreat  BL-1162  

....    G6 

Chemtreat  BL-1357  

....    G6 

Chemtreat  CL^t057  

G5.G7 

Chemtreat  CL^386  

....    G5 

ChemTreat  B-121    

G5.G6 

ChemTreat  B-141    

....    G6 

ChemTreat  B-143   

G5.G6 

ChemTreat  BL-110  

....    G6 

ChemTreat  BL-1 102  Boiler  Water 

....    G6 

ChemTreat  BL-1 105  Boiler  Water 

Treatment   

....    G6 

ChemTreat  BL-1225   

....    G6 

ChemTreat  BL-1240  

....    G6 

ChemTreat  BL-1250  

G6 

ChemTreat  BL-1 29  

G6 

ChemTreat  BL-1 301   

G6 

ChemTreat  BL-1 302  

G5.G6 

ChemTreat  BL-131   

G6 

ChemTreat  BL-1 31 6  

G6 

ChemTreat  BL-1 34  

G6 

ChemTreat  BL-1 345  

G6 

ChemTreat  BL-135   

G6 

ChemTreat  BL-1 353  

G6 

ChemTreat  BL-1 354  

G6 

ChemTreat  BL-1356  

G6 

ChemTreat  BL-136  

G6 

ChemTreat  BL-1370  

G6 

ChemTreat  BL-151   

G6 

ChemTreat  BL-1512  

G6 

ChemTreat  BL-1513  

G6 

ChemTreat  BL-1 52  

G6 

ChemTreat  BL-1532  

G6 

ChemTreat  BL-1 54  

G6 

ChemTreat  BL-1540  

G6 

ChemTreat  BL-1541   

G6 

ChemTreat  BL-1542  

G6 

ChemTreat  BL-1543  

G6 

ChemTreat  BL-1544  

G6 

ChemTreat  BL-1545  

G6 

ChemTreat  BL-1546  

G6 

ChemTreat  BL-1547  

G6 

ChemTreat  BL-1548  

G6 

ChemTreai 
ChemTrea' 
ChemTrea 
ChemTrea 
ChemTrea 
ChemTrea 
ChemTrea 
ChemTrea 


Treatment   G6 


ChemTrea 
ChemTrea 
ChemTrea 
ChemTrea 
ChemTrea 
ChemTrea 
ChemTrea 
ChemTrea 
ChemTrea' 
ChemTrea 
ChemTrea 


Treatment   G6 


ChemTrea 
ChemTrea 
ChemTrea 
ChemTrea 
ChemTrea 
ChemTrea 
ChemTrea 
ChemTrea 
ChemTrea 
ChemTrea 
ChemTrea 
ChemTrea 
ChemTrea 
ChemTrea 
ChemTrea 
ChemTrea 
ChemTrea 
ChemTrea 
ChemTrea 
ChemTrea 
ChemTrea 
ChemTrea 
ChemTrea 
ChemTrea1 
ChemTrea1 
ChemTrea 
ChemTrea 
ChemTrea 
ChemTrea 
ChemTrea 
ChemTrea 
ChemTrea 
ChemTrea 
ChemTrea 
ChemTrea 
ChemTrea 
ChemTrea 
ChemTrea 
ChemTrea 
ChemTrea 
ChemTrea 
ChemTrea 
ChemTrea 


BL-1551   G6 

BL-156  G6 

BL-171   G6 

BL-173  G6 

BL-174  G6 

BL-1741   G6 

BL-176  G6 

BL-1776  Boiler  Water 


BL-1821   G7 

BL-197  G6 

BL-8621   G6 

BL-8622  G6 

BL-8631   G6 

BL-8641   G6 

BL-8671   G6 

BL-8681  G6 

BL-8691  G6 

BL-8700  G7 

BL-8701  Boiler  Water 


C-230    G7 

C-235   A3 

CL-135  G5.G7 

CL-1352  G5 

CL-1406  G7 

CL-1408  G5 

CL-1409  G5 

CL-1410  G5 

CL-1411  G5 

CL-1412  G5 

CL-1414  G5 

CL-1415  G5.G7 

CL-1417  G5 

CL-1432  G5 

CL-1436  G5.G7 

CL-1446  G5.G7 

CL-1448  G5 

CL-1450  G5 

CL-1455  G5 

CL-1463  G5.G7 

CL-1466  G5.G7 

CL-1467  G7 

CL-1470  G5 

CL-16  PI 

CL-240  G5 

CL-241   G5 

CL-40  G5.G7 

CL-4050  G5 

CL-4059  G5 

CL-406  G7.G7 

CL-408  G7 

CL-410  G7 

CL-417  G7 

CL-435  G5.G7 

CL-4354  G5 

CL-4355  G5 

CL-4356  G5 

CL-4358  G5 

CL-438  G6 

CL-4387  G5 

CL-4400  G7 

CL-450  G5 

CL-564  Cooling  Water 


Treatment   G7 

ChemTreat  CT-50  G2 

ChemTreat  CT-55  G2 

ChemTreat  CT-57  G2 

ChemTreat  CT-58  G2 

ChemTreat  CT-60  G5 

ChemTreat  CT-708  G2 

ChemTreat  CT-709  G2 

ChemTreat  CT-907  G5 

ChemTreat  CT-908  G5 

ChemTreat  CT-9085  G5 

ChemTreat  CT-912  Al 

CL-1413 G5 

CL-1479  G5 

Hydrotreat  CL-1461  Corrosion  Inhibitor  G5 

PBC-10  Pasteurizer  Boilout  Compound  Al 
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ChemWash  Inc. 

All  Purpose  Degreaser    Al 

Glass  Cleaner  Ready-To-Use   CI 

Nice  E4 

Shine  Glass  Cleaner  Concentrated  CI 

Super  Power  499  Al 

Cheney  Brothers  Incorporated 

C.BJ.  Liq.  Hand  Soap  15%  Coconut  Oil  El 

C-B-I  Bacti-Cream    El 

Foaming  Degreaser  Al 

Cherokee  Chemical  Co.,  Inc. 

Acid  F   A3 

Alk-Rus   A2 

AAA  100-L  A4.A8.Q1 

AAA  302  A3 

AAA-Shell  Egg  Detergent    Ql 

AAA-203  Ql 

AAA-302  Destiner    Q2 

AAA-302-0   Q2 

AAA-302D    Q2 

AAA-700  E.W.  Defoamer    Q5 

B.T.  9005  G7 

Bonanza  FP  A4 

Bonanza  HW  A2 

Bonanza  O.F A2 

Brand  46    Al 

Brand  46  LF   Al 

Brand  64    Al 

BL-30 H2 

BL-30  HK   H2 

C.  P.  Clean    Al 

CLP.  Boilout A2 

C.T.  9205  G7 

Chain  and  Conveyor  Lube   H2 

Chemeen  100  G6 

Chemeen  200  G6 

Chemquest  101A  G7 

Chemquest  102A  G7 

Chemquest  300   G7 

Chemquest  800   G7 

Chemquest  850   G7 

Chemquest  855    G7 

Cherokee  1043  Al 

Cherokleen  E4 

Chloro-San  Al 

Chloro-San  B  A2 

Cleaner  E-0687  Al 

Con-Syn  A4 

Con-Syn  Blue    Al 

Con-Syn  HD   A4 

CIP  Boilout  CR-121 3  A2 

CR  1495    A8 

D  Scalerite  A3 

Dock  Cleaner Al 

Egg-D-Lite Ql 

Egg-D-Lite  +  CR-1453  Ql 

Egg-Glo  Ql 

Egg-Kleen   Ql 

Egg-Kleen  Plus   Ql 

Electrorite    K2 

Enerex  202 G7 

Enerex  2020 G6 

Enerex  2020+    G6 

Enerex  250  G7 

Enerex  2500 G6 

Enerex  300  G6 

Enerex  3000 G7 

Enerex  500 G6 

Enerex  700  G6 

Enerex  705 G6 

Farmers  Special  Al 

Freezer  Cleaner  F-50 A5 

Hasa  Anti-Foam    Q5 

Hasa  Chlor Al 

Hasa  Chloro-Brite   Al 

Hasa  Smokehouse  Cleaner   A3 

Hasa  101    A2 


Hasa  2418   LI 

Hasa  2910    A2 

Hasa  2913   A3 

Hasa  2929   LI 

Hasa  387   Al 

Hasa  391    Ql 

Hasa  429   Al 

Hasa  485   A2 

Hasa  64   Al 

Hydro  Pan   Al 

Hydro-Pan  Chlorinated  Al 

Kee  Power  999    A4.A8 

Kee  Super   Al 

Kee-Con  Al 

Kee-Foam  H.D A2 

Kee-Glow  Liquid  Al 

Keechem  MR-2  A3 

Keechem  S.C Al 

Keechem  1335  Al 

Keechem  16  Al 

Keechem  19  A8 

Keechem  20  A2 

Keechem  21  Al 

Keechem  25  A3 

Keechem  301  Al 

Keechem  301-A A4 

Keechem  40  A2 

Keechem  40B    A2 

Keechem  45  A3 

Keechem  51  Al 

Keechem  56  A2 

Keechem  62  Al 

Keechem  99  A2 

Keechief Al 

Keefome A2 

Keejell   Al 

Keepower  F  Al 

Laundry  Detergent Bl 

Laundry  Softner/Sour   B2 

Lemon  Coco  Liquid  Hand  Soap  E4 

Lime  Descaler  A3 

Liqui-Shine  With  Chlorine  Al 

Liquid  Laundry  Break  Bl 

Liquid  Smokehouse  Cleaner  CR-1491      A2 

Liquid  Supreme  Al 

LC-U   Bl 

MR-1   A3 

One-Step  Hand  Wash   E2 

Packers  General  Al 

Powdered  Hand  Soap   C2 

Power  Chem    Al 

Power  Chem-S A4 

Power  Kleen    CI 

Powerite  106   A2 

Quik  Wipe  A4 

Sanidyne    E2 

Steam  Con  A2 

Steam  Con  Liquid  Al 

Steam  Elite    Al 

Steam  Pot  Plus    CI 

Super  Chief  II   Al 

Super  Solvrite   Al 

Sur  Wash  HT A2 

Sur  Wash  K  A2 

Sur  Wash  LK A2 

Synterg A4 

Target Al 

True  Grit   E4 

Whiz  Bang  A4 

1021  General  Al 

4591  A2 

4591  LF  A2 

Cherry  Grove  Inc. 

#14  Acid  Cleaner    A3 

Acid  Concentrate  A3 

Chlorinated  CIP  Alkali  A1.Q1 

Cherryville  Dist.  Co.,  Inc. 

Hi-Foam  Concentrated  Cleaner    ....    A4.A8 


Chesterton,  A.  W.  Company 

Anti-Seize  Compound  (Aerosol)    H2 

Anti-Seize  Compound  (Bulk)  H2 

Chain  Drive  Pin  &  Bushing  Lub.  Aer- 
osol      H2 

Chain  Drive  Pin  &  Bushing  Lub.  Bulk    H2 
Detergent  Lubricating  Oil  (Aerosol)    ..    H2 

Electric  Motor  Cleaner  K2 

Electro  Contact  Cleaner    K2 

Goldend  Paste   PI 

High  Temperature  Grease  Nr.615    H2 

Industrial  &  Marine  Solvent  Al 

Nickel  Anti-Seize  Compound, 

Bulk&Aer H2 

Nr.  261  Safety  Solvent  Cleaner  (Aer- 
osol)        K2 

Nr.  261  Safety  Solvent  Cleaner  (Bulk)     K2 

Nr.  380  Machinery  Coolant   PI 

Nr.  390  Cutting  Oil  (Bulk)  PI 

Nr.  668  Silicone  Spray  Compound    ....    HI 

Nr.  690  Penetrant  &  Lubricant  HI 

Nr.616  High  Temp.  Moly  Lubricant 

(Bulk)   H2 

Nr.677  Dry  Lubricant  H2 

NR.346  Descaler  &  Chemical  Cleaner     A3 

Phosphate-Free  Cleaner  #360  A4 

Premium  Detergent  Lubricating  Oil 

(Bulk)    H2 

Pump,  Valve  and  Machinery  Cleaner       K2 

Rust  Transformer PI 

Rustsolvo  H2 

Spraflex  Aerosol   H2 

Spraflex  Bulk H2 

Super  Steam  Cleaner  Nr.  235  A4 

Synthetic  Lubricating  Fluid  #610  H2 

Tapping  Lubricant  H2 

Teflon  Chesterton  Gold  End  Tape  PI 

Teflon  Coating  (Aerosol)    H2 

Teflon  Coating  (Bulk)  H2 

061  Germicidal  Cleaner   CI 

099  Glass  Cleaner  (Aerosol) CI 

099  Glass  Cleaner  (Bulk)  CI 

274  Industrial  Degreaser  K2 

274  Industrial  Degreaser  (Aerosol)    ....    K2 

371  Blue  Layout  Fluid   PI 

390  Cutting  Oil  (Aerosol)  PI 

590  Synthetic  Lubricant  (Aerosol)  H2 

590  Synthetic  Lubricant  (Bulk)    H2 

610  Synthetic  Lubricating 

Fluid(Aerosol)  H2 

616  High  Temp.  Moly  Lubricant  (Aer- 
osol)        H2 

622  White  Grease   HI 

629  High  Temperature  White  Grease  ..    HI 

660  Silicone  Lubricant  (Bulk)    HI 

695  Synth.  Comprsr  Fluid  ISO  100/SAE 

30    H2 

695  Synth.  Comprsr  Fluid  ISO  32/SAE 

10    H2 

695  Synth.  Comprsr  Fluid  ISO  68/SAE 

20    H2 

715  Spraflex  Gold  H2 

723  Sprasolvo   H2 

730  Spragrip    PI 

738  Belt-Flo    PI 

785  Parting  Lubricant  H2 

860  Moldable  Polymer  Gasketing  (Cart.)  PI 
860  Moldable  Polymer  Gasketing  Cur 
Agent PI 

Chevron  Chemical  Company 

Orthene  Professional  Roach  Spray  F2 

Orthene  PCO  Spray  Concentrate   F2 

Orthene  2.5  Professional  Spray    F2 

Ortho  Dibrom  Fly  &  Mosquito  Spray   ..  F2 
Ortho  Fly  Killer  D    F2 
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Chevron  U.S.A.  Products  Company 

Chevron  AW  Machine  Oil  150    H2 

Chevron  AW  Machine  Oil  220    H2 

Chevron  AW  Machine  Oil  320    H2 

Chevron  Cylinder  Oil  W  ISO  460 

(RCoast)  H2 

Chevron  Cylinder  Oil  W  ISO  460 

(W.Coast)   H2 

Chevron  Cylinder  Oil  W  ISO  680 

(E.Coast)  H2 

Chevron  Cylinder  Oil  W  ISO  680 

(W.Coast)   H2 

Chevron  Delo  100  Motor  Oil  SAE  10W  H2 
Chevron  Delo  100  Motor  Oil  SAE 

20W-20  H2 

Chevron  Delo  100  Motor  Oil  SAE  30  H2 

Chevron  Delo  100  Motor  Oil  SAE  40  H2 

Chevron  Delo  100  Motor  Oil  SAE  50  H2 

Chevron  Delo  400  Motor  Oil  SAE  10W  H2 
Chevron  Delo  400  Motor  Oil  SAE 

15W-40  H2 

Chevron  Delo  400  Motor  Oil  SAE 

20W-20  H2 

Chevron  Delo  400  Motor  Oil  SAE  30  H2 

Chevron  Delo  400  Motor  Oil  SAE  40  H2 

Chevron  EP  Industrial  Oil  100X    H2 

Chevron  EP  Industrial  Oil  150X    H2 

Chevron  EP  Industrial  Oil  220X    H2 

Chevron  EP  Industrial  Oil  46X    H2 

Chevron  FM  Grease  NLGI  0   HI 

Chevron  FM  Grease  NLGI  1    HI 

Chevron  FM  Grease  NLGI  2   HI 

Chevron  GST  Oil  100  H2 

Chevron  GST  Oil  32 H2 

Chevron  GST  Oil  46 H2 

Chevron  GST  Oil  68 H2 

Chevron  Heavy  Duty  Grease-1  H2 

Chevron  Heavy  Duty  Grease-2 H2 

Chevron  Hydraulic  Oil  AW  IS032 

(E.Coast)  H2 

Chevron  Hydraulic  Oil  AW  IS032 

(W.Coast)   H2 

Chevron  Hydraulic  Oil  AW  IS046 

(ECoast)  H2 

Chevron  Hydraulic  Oil  AW  IS046 

(W.Coast)   H2 

Chevron  Hydraulic  Oil  AW  IS068 

(E.Coast)  H2 

Chevron  Hydraulic  Oil  AW  IS068 

(W.Coast)   H2 

Chevron  Hydraulic  Oil  AW  MV  ISO  32  H2 

Chevron  Industrial  Grease  Medium  ....  H2 
Chevron  Lubrctng  Oil  FM  ISO 

220(E.Coast)  HI 

Chevron  Lubrctng  Oil  FM  ISO 

220(W.Coast)   HI 

Chevron  Lubrctng  Oil  FM  ISO  68(W. 

Coast)    HI 

Chevron  Lubricating  Oil  FM  ISO  460  HI 

Chevron  Lubricating  Oil  FM  ISO  68  ..  HI 
Chevron  Lubricating  Oil  FM 

ISOlOOW.Coast   HI 

Chevron  Lubricating  Oil  FM  IS032 

W.Coast    HI 

Chevron  Lubricating  Oil  FM-E  ISO  100  HI 
Chevron  Lubricating  OilFM  ISO100 

E.Coast   HI 

Chevron  Multi-Motive  Grease  2 H2 

Chevron  Multi-Motive  Grease-1  H2 

Chevron  NL  Gear  Compound  100  H2 

Chevron  NL  Gear  Compound  1000  ....  H2 

Chevron  NL  Gear  Compound  150  H2 

Chevron  NL  Gear  Compound  1500  ....  H2 

Chevron  NL  Gear  Compound  220  H2 

Chevron  NL  Gear  Compound  2200  ....  H2 

Chevron  NL  Gear  Compound  320  H2 

Chevron  NL  Gear  Compound  460  H2 

Chevron  NL  Gear  Compound  68  H2 

Chevron  NL  Gear  Compound  680  H2 

Chevron  Pinion  Grease  MS    H2 


Chevron  Polyurea  EP  Grease  0    H2 

Chevron  Polyurea  EP  Grease  1    H2 

Chevron  Polyurea  EP  Grease  2    H2 

Chevron  Refrigeration  Oil  WF  ISO  32  H2 

Chevron  Refrigeration  Oil  WF  ISO  68  H2 

Chevron  Rust  Preventive    H2 

Chevron  Soluble  Oil  H3 

Chevron  Special  Motor  Oil  SAE 

20W-20  H2 

Chevron  Special  Motor  Oil  30  H2 

Chevron  Special  Motor  Oil  40  H2 

Chevron  SRI  Grease  NLGI  2  H2 

Chevron  Technical  White  Oil  HI 

Chevron  Universal  Gear  Lub.  SAE 

80W-90  H2 

Chevron  Universal  Gear  Lub.  SAE 

85W-140  H2 

Chevron  Utility  Grease  Light  H2 

Chiarenza  Chemical  Co. 

B3002SR  G6 

B3360    G7 

C5025    G7 

D3503    G6 

D3503S    G6 

P903  G3 

RC443   PI 

R4010    G7 

S10O8  G7 

S1017  G7 

Chicago  Sanitary  Products  Co. 

Krag  Cleaner  #100    Al 

Krystokleen  Al 

Thorokleen  LI 

Velvene  Castile  El 

Chief  Chemical  &  Supply,  Inc. 

Blue  Magic    A4 

BT-100  Boiler  Compound    G6 

CL-70  Chain  Lube    H2 

Excellent    Al 

FR-12  Food  Locker  &  Freezer  Cleaner  A5 

HD-26  Heavy  Duty  Floor  Cleaner  A4 

MD-12  Machine  Dishwashing  Powder  Al 

0-1000   A8 

Childers  Products  Company,  Inc. 

CP-125Chil-Line   PI 

CP-127  Chil-Quik  PI 

CP-211  Chil-Bridge    PI 

Chloral  Chemical  Corporation 

Aqua  Blue  B2 

Formula  BF  Super Bl 

Soft-D-Dry  B2 

Stainex  Plus  Bl 

Super  Booster  Special  #1    Bl 

Super  Solite  Dry  Bleach  Bl 

Super  Spec.  Sour  W   Bl 

TX  100 Bl 

Chloral  Group 

Ammoniated  All  Purpose  Cleaner   Al 

CG-2000    Al 

DG-97    Bl 

Formula  301  Quarry  Stone  Cleaner  ....  A4 

Liquid  Laundry  Sour  Soft  B2 

Lotionized  Liquid  Hand  Soap  El 

Microcide  Gamma  D2 

PinkPP-Suds  Al 

See-Klear  Window  Cleaner    CI 

SourA-C  Bl 

Stainex  33   Bl 


Chloramone  Corporation,  The 

Sodium  Hypochlorite 
Solution  B1£>2,G4,G7,L1,Q4 

Chocola  Cleaning  Materials,  Inc. 

CM  Cleanmate  LemonScent 

StnlsStlClnr  H  CI 

CM  Cleanmate  Porcelain  Cleaner    C2 

Jell-Strip    CI 

Sprayaway   A4 

WABC  CI 

Choice  Manufacturing  Company 

Brite  10   Bl 

Choice   A4 

Conquer!  Al 

Fortify    Bl 

Fortify  E    Bl 

Grime-Buster  A4 

Hi-Pro  HD  Al 

LW-OSD  G6 

LW-T3  G7 

LW-1B  G6 

LW-2B  G6 

LW-4S  G6 

Maintain  CI 

Musclel A3 

Pro  Form  D   Al 

Quick  Clean  A2 

Refresh  Bl 

Refresh  U  Bl 

X-tra  Strength    A2 

Christen  Janitorial  Supplies,  Inc. 

C.J.S.  Cleaner-Degreaser    A4 

C.J.S.  Concentrate  All-Purpose  Cleaner  CI 
C.J.S.  Lemon  Lotion  Hand  Dishwash 

Cone Al 

C.J.S.  Neutral  All  Purpose  Cleaner- 

Dgrsr  Al 

C.J.S.  Non-Butyl  Degreaser-Cleaner  ..  Al 
C.J.S.  Pink  Lotionized  Liquid  Hand  Clnr  E4 

Chronley,  J.  F.  Manufacturing  Co. 

Heavy  Duty  Cleaner  Al 

Quat  Germicidal  Cleaner    Dl 

Church  &  Dwight  Co.,  Inc. 

Arm  &  Hammer  Baking 
Soda(Sodium  Bicarb.)    A1.L1.G5 

Armex  Blast  Media  Maintenance  For- 
mula        Al 

Armex  Blast  Media  Maintenance  For- 
mula XL   Al 

Church  &  Dwight  Sodium  Bi- 
carbonate USP    A1XU1.G1 

Con-Sal    A1.G6.G5 

Sodium  Bicarbonate  Industrial 
Grade Al.GUlll 

Sodium  Carbonate  Monohydrate 
U.S.P A1.G6 

Chute  Chemical  Company 

Blister    Al 

Bristle-HF  (High  Foaming) Al 

Bristle-LF    Al 

C-Tech  Medicated  Hand  Wash El 

C-Tech  Multiclean Al 

Caustic  100   A2.L1 

Chain  Lubricant  H2 

ChlorBuff84    Al 

Chlor-Ten A 131 

Chlorfoam   Al 

Chlorosan  E2 
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Chute  Sanitizer-Cleaner    D2 

Cipac   A3 

Clean  Plant-20  Caustic  Cleaner   A4 

Clean-Shell    Ql 

Clean-Shell  Type  I    Ql 

Clean-Shell  Type  D  Ql 

CCC  Antifoam    Q5 

CCC  Chlorinated  Manual  Cleaner  Al 

CCC  Clean-It A4 

CCC  Disinfectant-Sanitizer  Fngcd 

Deodrzr  D2 

CCC  Liquid  Hand  Soap   E4 

CCC-Egg  Detergent    Ql 

CCC-20  Caustic  Cleaner A4 

CCC-8-Liquid  Caustic  Cleaner A4 

CIPChlor  One-Ten    Al 

DAFC    A3 

DM  Drain  Maintenance    CI 

E-Z  Chlor Dl 

E-Z  Rinse  Degreaser Kl 

Econo-Kleen    Ql 

Fosfan    A3 

Glass-Brite  CI 

Gly-Phos  Acid  Dairy  Cleaner  A3 

Glyphos  HF  A3 

Grease  Blitz  Al 

Grease  Blitz  LF  Al 

Heavy  Duty  Caustic  95  A2 

Institutional  All-Purpose  Cleaner  A4 

Institutional  Oven  Grill  &  Fat  Fry.  Clnr  A8 

Iodosan  Medicated  Hand  Wash   El 

Iron  Stain  Remover  A3 

LF.P.  Foam  Cleaner  Plus  Al 

Light  Duty  Caustic  Cleaner  A    Al 

Liquid  Chlorinated  Alkaline  Detergent  Al 
Liquid  Chlorinated  Alkaline  Detergent 

n Al 

Liquid  Food  Plant  Cleaner  Type  A   ....  Al 

Liquid  Food  Plant  Cleaner  Type  B    ....  Al 

Liquid  Food  Plant  Deaner  Type  C    ....  Al 

Liquid  Food  Plant  Cleaner  Type  D   ....  Al 

Liquid  Metal  Brightener  A  A3 

MDD-10 A131 

MDD-10  N/C Al 

Nophos  Al 

Purge   A2 

Sanazine  D1.Q4 

Smokehouse  Cleaner  HF A8 

Solvent  170   Kl 

Spray  Clean  A3 

SPF  Chlorinated  Dairy  Cleaner   Dl 

SPF  Dairy  Pipeline  And  Bulk  Tank 

Clnr Al 

SPF  Heavy  Duty  Caustic  Cleaner    Al 

SPF  Heavy  Duty  Caustic  Cleaner-80  ..  A2 

SPF  Heavy  Duty  Cleaner-Type  I  Al 

SPF  Heavy  Duty  Cleaner-Type  H    Al 

SPF  Liquid  Hand  Soap  El 

SPF  Smokestick  Cleaner A2 

SPF-HD  Caustic  Cleaner-40  A2 

X-Cel  Al 

Ciba-Geigy  Corporation 
Additives  Department 

Belclene  200    G5.G6 

Belclene  283    G5.G7 

Bellacide  322  G5.G7 

Bellacide  325  G5,G7 

Bellacide  329  G7 

Ciba-Geigy  Corporation/ 
Agricultural  Division 

D.z.n  Diazinon  4E  Insecticide    F2 

Diazinon  SOW  F2 

Cincare  Chemicals  Incorporated 

CC-10    G6 

CC-12    G6 


CC-14    G6 

CC-18    G6 

CC-20    G6 

CC-22    G6 

CC-28    G6 

CC-32    G6 

CC-34    G6 

CC-36    G6 

CC-40    G6 

CC-42    G6 

CC-44    G6 

CC-80    G6 

Cincinnati  Brush  Manufacturing 
Co. 

Hi-Performance  Cleaner  &  Degreaser  A4 

Mohawk  Floor  Cleaner  A4 

Mohawk  Liquid  Hand  Soap  15%  El 

Mohawk  Liquid  Hand  Soap  20%  El 

Mohawk  Liquid  Hand  Soap  40%  El 

Cincinnati  Janitorial  Supply,  Inc. 

Creamy  Waterless  Hand  Cleaner  E4 

E-Z  Strip   C3 

EZTap H2 

Gritty  Hand  Cleaner  w/Volcanic  Pumice  E4 

Industrial  Formula  Pentra-Lube    H2 

Micronic  Glass-Shield  CI 

Safety  Spra-Solve   K2 

Sani  Foam  A  C2 

Sani-Lube HI 

Sparkle  CI 

Tackle    CI 

White  Lithium  Lube   H2 

Citation  Equipment  &  Chemicals, 
Inc. 

Blast  Off   A2 

Burple    Al 

Steam  Off    Al 

Cite  Corporation 

5020  G6 

5055  G6 

5060  G6 

5075  G6 

5214  G6 

5220  G7 

5310  G6 

6000  G6 

6010  G6 

6150  G7 

Citgo  Petroleum  Corporation 

A/W  All-Temp  Hydraulic  Oil H2 

AAV  Hydraulic  Oil  150    H2 

Citgard  500  Motor  Oil  SAE  15W-40  ..  H2 

Citgard  500  Motor  Oil  SAE  30   H2 

Citgo  A/W  Hydraulic  Oil  32    H2 

Citgo  A/W  Hydraulic  Oil  46    H2 

Citgo  A/W  Hydraulic  Oil  68    H2 

Citgo  C-300  Detergent  M.O.  SAE  30  H2 

Citgo  C-500  Motor  Oil  SAE  30  H2 

Citgo  C-500  Plus  Motor  Oil  SAE 

15W^0  H2 

Citgo  Cylinder  Oil  400-5    H2 

Citgo  EP  Compound  220   H2 

Citgo  Multipurpose  ATF  Dexron  U  ....  H2 

Citgo  Pacemaker  150    H2 

Citgo  Pacemaker  220    H2 

Citgo  Pacemaker  46    H2 

Citgo  Pacemaker  68    H2 

Citgo  Premium  Gear  Oil  (MP)  SAE 

80W-90  H2 

Citgo  Premium  Gear  Oil  (MP)  85W-140  H2 

Citgo  Refrigeration  Oil  54LP  H2 


Citgo  Sentry  19  H2 

Citgo  Sliderite  220    H2 

Citgo  Sliderite  68    H2 

Cylinder  Oil  680-7    H2 

CP  Hydraulic  Fluid  H2 

EP  Compound  150    H2 

Multipurp  AFT  Dejttron  II  Mercon  D- 

22579    H2 

Multipurp  ATF  Dextron  II  Mercon  D- 

21571    H2 

North  Star  Refrigeration  Oil  54   H2 

Pacemaker  HV-39  H2 

Pacemaker  HV-68  H2 

Premium  Lithium  EP  Semi-Fluid  H2 

Premium  Lithium  EP-2  H2 

Sentry  68   H2 

Supergard  Motor  Oil  SAE  10W-30   ....  H2 

City  Janitor  Supply  Company 

Industrial  Degreaser/Cleaner A4 

City  Janitor  Supply,  Inc. 

Blue  Bowl  Acid  Cleaner C2 

Commander  Al 

Foam  Disinfectant  Cleaner  CI 

Glass  Cleaner CI 

Glass  Plus    CI 

Husky  H.D.  Degreaser    A4 

Pink  Pearl  Hand  Cleaner El 

Stainless  Steel  Cleaner   A7 

Vandalism  Mark  Remover   CI 

City  Janitorial  Supply 

Remarkable  Foamy  Germicidal  Clnr  & 

Deod   CI 

City  Supply 

De  Aqua  Lube  H2 

Hi-Pressure  Insect  Bomb    Fl 

Oven  Cleaner A8 

City  Wide  Chemical  Co.,  Inc. 

Cherry  Scent    CI 

Crystal  Clear   CI 

Defoamer  Al 

Extra  Strength  Pipe  Opener    LI 

Granulated  Concrete  Cleaner   CI 

Granulated  Powdered  Hand  Cleaner    ..  C2 

Greasasolv   A4 

Grime  Buster  E4 

Hot  Shot    D2 

Lemon  Scent  CI 

Lemon  Scented  Germicidal  Detergent  CI 

M-M#300  Al 

Mity-Wite    C2 

Orange  Crunch    CI 

Pine  Scent   CI 

Quick  Klean A4.A8 

Sani  Gel  CI 

Sani  Safe   D2 

Sani  Scrub  A6.C2 

Sanibrite  CI 

Sanibrite  Plus    CI 

Scent-Sational    CI 

Shower  Shampoo  Soap  El 

Silicone  Spray  HI 

Solv-It    A4 

Stainless  Steel  Cleaner   A7 

Sunshine  Q    CI 

Super  Quick  Klean   A4.A8 

Top  Gun  A4 

Vandal  Mark  Remover  CI 

101  All  Purpose  Cleaner Al 

15%  Coconut  Oil  Soap  El 

40%  Coconut  Oil  Soap  40% El 
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Claire  Manufacturing  Co. 

Apple  Orchard  CI 

Automatic  Insect  Bomb    Fl 

Autumn  Leaves  Air  Freshener  CI 

Baby  Powder  Dry  Air  &  Fabric  Deo- 
dorizer      CI 

Baseboard  Cleaner  &  Wax  Stripper  ....    CI 
Bel  Aire  Air  Sanitizer  and  Deodorizer     CI 

Big  Jinx  H  F2 

Brake  Parts  Cleaner K2 

Bug  Buster  Insect  Killer  Fl 

Canadian  Pine  CI 

Carburetor  and  Choke  Cleaner  K2 

Cinnamon  Spice    CI 

Citra  Jinx  CI 

Claire  Disinfectant  Bathroom  Cleaner      C2 

Claire  Silicone  Spray    HI 

Down  &  Out  Flying  &  Crawling  Inset 

Kill F2 

Gleme  Glass  Cleaner CI 

Grill  &  Oven  Cleaner  A8 

Heat-Stable  Silicone  Release  Agent  ....    HI 
Heavy  Duty  Tile/Grout/Fiberglass 

Cleaner   CI 

Hospital  Grade  Disinfectant  CI 

Hospital  Use  Disinfectant  Spray  CI 

Lemon  Aire  Air  Sanitizer  &  Deodorizer  CI 
Lemony  Stainless  Steel  Polish  & 

Cleaner   A7 

Mint-Aire  Air  Sanitizer  &  Deodorizer      CI 

Mister  Jinx  CI 

One  Shot  Automatic  Insect  Spray    Fl 

Peni-Lube  Penetrating  Oil  CI 

Plastic  Cleaner CI 

Point  Three  Insect  Killer Fl 

Point  5  Flying  &  Crawling  Insect  Killer  Fl 
Pyrethrin  Cncntrt  Fly&Crawl.  Insect  Kir  Fl 

Silicone  Spray  HI 

Solvent  Cleaner  &  De-Greaser  Kl  JC2 

Spot  Remover   Kl 

Spray  Lubricant  HI 

Spray-Nox  U  Insect  Killer   Fl 

Stainless  Steel  Maintainer A7 

Stainless  Steel  Polish  And  Cleaner    ....    CI 

Syn-Secticide  Total  Release  F2 

Tropic  Breeze    CI 

TFE  Dry  Lubricant  Release  Agent  H2 

Vandalism  Mark  and  Stain  Remover  ..    CI 

Video  Display  Terminal  Cleaner  CI 

Water  Base  Stainless  Steel  Clnr  &  Pol- 
ish       A7 

White  Lithium  Grease  H2 

Clan  Supply/S  S  S  Inc. 

Tornado  II  H.D.  Cleaner Al 

Claremont  Chemical 

141 -F  Cleaner/Degreaser A4 

Clark  Foodservice,  Inc. 

Kling   C2 

Kola  A3 

Mint  Odor  CI 

Oven  &  Grill  Cleaner  A8 

Power  Clean    A4 

Sanisol  C2 

260NA  Secure  CI 

Clark  Lund,  Inc. 

Power  Clean  +  Cleaner-Degreaser      A4.A8 

Clark  Products,  Inc. 

All  Purpose  Stainless  Steel  Cleaner  ....    CI 

Blue  Glass  Cleaner  CI 

Delimer   A3 


Dissolve-It  Degreaser  A4 

Kling  Bowl  Cleaner    C2 

Kola  CI 

Lem-O-Kleen  Dl 

Pink  Lotion  Liquid  Detergent  Al 

Spray  Foam  Al 

Tile  &  Grout  Cleaner   A3 

165  Steel  Bright  Lemon  Scented  A7 

Clarke  Outdoor  Spraying  Co.,  Inc. 

Pyrethrins  ULV  Fogging  Concentrate   ..  Fl 

Clarke  Power  Products  Inc. 

One  Shot  Detergent/Disinfectant    D2 

Super  Double  Strength  Degreaser    A4 

Clarke-Delco  Industries 

Mean  Blue  Al 

Royal  Blue Al 

Ruf-Neck  A4 

Super  Power  Plus    A4 

Clarklift  of  Fort  Worth,  Inc. 

C-5000  Floor  Scrub A4 

Clarklift  of  Los  Angeles,  Inc. 

Cleaner/Degreaser  Activ  800    Al 

Clarklift  of  Wisconsin  Inc. 

CL-7761  A4.A8 

CL-7763 Al 

CL-7764 CI 

Clarkson  Chemical  Company  Inc. 

Buddy  RTU  Window  Cleaner    CI 

Enviro  Tile  Cleaner C2 

Extra  Heavy  Duty  Penetrating  Oil  H2 

Classic  Chemical,  Inc. 

Detergent  Thickened  Bowl  Cleaner  ....  CI 

FS  4225  Al 

FS  4500  CI 

FS  4525  CI 

FS4550  Al 

GP1050 Al 

GP  1125  Al 

GP  1150 Al 

GP  1200 Al 

GP  1225  Al 

GP  1250 Al 

GP  1300  Al 

GP  1450 Al 

GP  1550 A4 

GP  1600  Al 

GP  1625  Al 

GP  1700  Al 

GP  1750  Al 

GP  1800  A4 

GP  1875  Al 

HD5015   Al 

HD  5025   Al 

HD  5055   Al 

HD  5065   Al 

HD  5075    Al 

HD5090   Al 

HD  5100    Al 

HD  5105    Al 

HD5125    Al 

HD5150   Al 

HD  5160   Al 

HD  5170   Al 

HD5175   Al 

HD5190   Al 


HD  5200   Al 

HD  5205    Al 

HD  5225   Al 

HD5260   Al 

HD  5300   Al 

HD  5305    Al 

HD  5325    Al 

HD  5375    Al 

HD  5395    Al 

HD  5400   CI 

HD5425   Al 

HD  5450    Al 

HD5475    Al 

HD  5505    Al 

HD  5550   Al 

HD  5575    Al 

HD  5625    A4 

HD5675   Al 

HD5700   Al 

HD  5725   Al 

HD  5775    Al 

HD  5800    Al 

HD5860   Al 

HD5870   Al 

HD5875    Al 

HD  5880   Al 

HD  5925    CI 

HD  5965    Al 

HD  5975   Al 

KP  3000  Al 

KP  3150  Al 

KP  3175  Al 

KP  3200 Al 

KP  3225  Al 

KP  3250  Al 

KP  3300  Al 

KP  3325  Al 

KP  3350 Al 

KP  3450 Al 

KP3550  Al 

KP3575  Al 

KP  3625  Al 

KP  3675  Al 

KP3725  Al 

KP  3750  Al 

KP  3775  Al 

KP3825  Al 

KP3825KK   Al 

KP3925  Al 

KP  3950 Al 

Lemon  Soft  Dishwash  Concentrate    ....  Al 

Non-Acid  Bowl  and  Bathroom  Cleaner  C2 

Smoke  House  Cleaner A8 

VC2105    Al 

Clayton  Industries 

Comd-01    G6 

Condensate  Treatment  CCTL- 10   G6 

Kertul  A2 

Kleenkoil  G7 

Liquidemon  Heavy  Duty Al 

Liquidemon  Hvy  Dty  Phosp.  Free  Al 

Liquidemon  Universal  CI 

Liquidemon  Universal  Phosp.  Free    ....  Al 

Oxygen  Scavenger  COSL-10   G6 

Oxygen  Scavenger  COSL-20   G6 

Sludge  Control  CSCL-10   G6 

Steamsafe  Compound  A2 

Water  Conditioning  Compound 

COSD-25    G6 

Clean  Control  Corporation 

Odor-Ban  CI 

Clean  Craft  Industries 

Pure  Rinse  D2 

Quat  Cide Al 
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Clean  Finish,  Inc. 

Clean  Finish    CI 

Purple  Orange   CI 

Clean  Plus  Inc. 

Clean  +  Hand  Soap  E4 

Clean  Rite  Chemical  &  Supply  Co. 

Chloro-Power Al 

Clean  and  Thaw    A5 

Non-Butyl  Cleaner  Concentrate   Al 

Oven  &  Smokehouse  Cleaner A8 

Clean  Spot,  The 

Heavy  Duty  Degreaser   Al 

Clean  Sweep 

C.S.  Aqua  Clean   K3 

C.S.  Quik  Power  A4 

Pink  Pearl    Al 

Clean  World  Inc. 

Coconut  Hand  Soap    El 

Neutral  Plus  A4 

Pine  Plus    CI 

Clean  World  Supply  Inc. 

#86  Antibacterial  Hand  Wash  Sanitizer  E2 

AJJ.A CI 

Angel  Mint    CI 

Germ  Clean  C2 

J's  Power  Play  CI 

Lemon  Squeeze  CI 

New  Body  Vehicle  Cleaner   Al 

Safe   K2 

Sani-Q   D2 

Shine-N-Brite A7 

Shower  Plus  C2 

Slide  HI 

Sling  Shot  D.C CI 

Supreme  CI 

Supreme  Plus  CI 

Swift  Line  II   Al 

Thunder  Bolt  A4,C1 

Clean-All  Chemical  Corp. 

Formula  106  Floor  Clnr.&Wax  Stripper  CI 
Formula  106  SS  Floor  Clnr.&Wax 

Stripper  CI 

Clean-All,  Inc. 

Clean  All  Al 

Safety  Solvent  Cleaner  &  Degreaser  ..  Kl 

Super  Butyl  Cleaner   A4 

Clean-Chem  Corporation 

Clean  Wash  111    A4 

Clean-Grease  1 1 1    K1J>1 

Clean-Line 

Control  Plus A4 

Fortify-Plus   Al 

Freeze-Clean    A5 

Industrial  Team-Mate   Al 

Team  Mate  Cleaner  Degreaser  Al 


Clean-Line/Consumer  Supply  Co. 
See  Clean-Line 

zz 

Clean-Master  Products  Inc. 

Clean-Master  Al 

Mas-Tex  202  Al 

Clean-N-Fresh 

Dirt  Away  Hand  Soap E4 

E2  Brute E2 

Iodine  Hand  Wash E2 

Lotion  Hand  Cleaner E4 

Mechanics  Hand  Soap E4 

Opal  Shower  Soap E4 

Sanitary  Hand  Cleaner   El 

Clean-Rite  Co. 

All  Purpose  Spray  Cleaner  CI 

Break-Away  Al 

Microzyme  L2 

Resolve    CI 

Scrub  Pal  CI 

Sile-Ex  Al 

Cleaner  Company,  The 

Easy/Does/It Al 

Pro-Tek  Magnicicent  7  CI 

Pro-Tek  Royal  Hush  L2 

Pro-Tek  Tuff  Enough    A4 

Tuff  Stuff A3 

Wipe  Out  Airborn  Fl 

Cleanergy 

"Mr.  Pine  Odor"    CI 

Blue  Magic    CI 

Pink  Angel  Al 

Pink  Magic    C2 

Cleaning  Equipment  &  Supply  Co. 

Cesco  M-4  Al 

Cleaning  Ideas 

Clear  View  CI 

Delight  Al 

Laundry  Gain Bl 

Lime  and  Hardwater  Cleaner  A3 

Metal  Shine  CI 

One  Pass    A4 

Out  Ahead-Floor  Stripper  and  Cleaner  A4 

Out  Brite   Bl 

Out  Come  All  Purpose  Cleaner   ....    A4.A8 

Out  Drain LI 

Out  Fast  Oven  and  Griddle  Cleaner  ....  A8 

Out  Muscle-Cleaner  Degreaser A4 

Out  View-Glass  and  Mirror  Cleaner    ..  CI 

Out  Wonder  Liquid  Laundry  Detergent  B2 
Out  Work-Multi-Purpose  Neutral 

Cleaner   Al 

Quat  32  Germicidal  Detergent   A4 

Super  Bute  CI 

Swish  Disinfectant  Foam  Cleaner    CI 

Work  Force  CI 

Cleaning  Systems  of  Virginia 

PW-l  Steam  &  Pressure  Cleaner  Al 

Cleaning  Systems  Inc. 

C.S.I.  0200 A4.C1 


C.S.I.  0300 Al 

C.SJ.  0400 Al 

C.SJ.  0700 Al 

Foamy  Super  Clean  A! 

Miracle  Spray  Clean  CI 

Release Al 

Release  (Non-Phosphate)    Al 

Super  Clean  Al 

Trans  Clean  Al 

Triumph  Al 

Versa   CI 

Cleanright  Corporation 

AC-240    A3 

APC-700   A4 

BC-95    A2 

BW-80  A2 

Clean-Up-702    Al 

Clearshine    A3 

CC-90    A2 

CP-50  Al 

Foam-Up  480 Al 

Foamac-250  A3 

L-99  Al 

LAC-610   Al 

LAC-620   Al 

MC-650   Al 

PAC-615   Al 

PAC-625    Al 

Sani-Foam  470    Al 

SA-201  A3 

SA-205  A3 

Cleanse-Tec  Inc. 

Action    A2 

Cleanse-All    A4 

Liquid  Power  A2 

Prestige    A2 

Sani-Dip  Hand  Sanitizer  Concentrate  ....  E3 

Clear- Water  Research 

Clear-Water  Al 

Clearco  Products  Co.,  Inc. 

Food  Grade  Grease  HI 

Food  Grade  Mineral  Oil  HI 

Mineral  Oil  Spray  HI 

Mr.  Clearco  Silicone  Spray  Food  Grade  HI 
SFG-350  Food  Grade  Silicone  HI 

Clearwater  Chemical  Corp. 

Sodium  Hypochlorite  9.2%  by  Weight     D2 

Clearwater  Distributors,  Inc. 

Hypochlorite  Solution  D2 

Cleary,  W.  A.  Products  Inc. 

Lube-All  21  HI 

Lube-All  35  HI 

Lube-All  7  HI 

Lube-All  9  HI 

ClearChem  Corp. 

Odor  Ban  A1.L2 

Odor  Digest  A1.L2 

Cleaver  Brooks/ 

Water  Management  Group 

CB-1250    G7 

3300  PI 

3900  G7 

5530  G7 
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7233  G6 

7275  G6 

7326  G2.G6 

7328  G5.G6 

7353  G6 

7386  G6 

7388  G6 

7396  G6 

7397  G6 

7925  G6 

7945  G6 

7957  G7 

9332  G6 

9412  G6 

9422  G6 

9431  G7 

9432  G6 

9442  G6 

9452  G6 

9462  G6 

9472  G6 

9474  G6 

Cleaver-Brooks 

Belt  Dressing  PI 

Gasket  Remover   PI 

3600  G5.G7 

5494  G7 

5496  G7 

5535  G5.G7 

7340  G6 

7350  G6 

Clems  Chemicals 

Citrus  Waterless  Hand  Cleaner E4 

Coconut  Hand  Soap    El 

Concrete  Etcher  and  Cleaner   A3 

Heavy  Duty  Penetrating  Oil  H2 

Mint  Deodorant  CI 

Non-Flammable  Safety  Solvent   K2 

Powdered  Laundry  Detergent  Bl 

Silicone  Lubricant  HI 

Super  Power  #1  A4 

Super  Solv  #1    A4 

Clenesco  Products  Corp. 

'Round   Al 

Acid  Cleaner  Concentrate  A3 

Adhere  Al 

Antibacterial  Handwash    E2 

Approval    A3 

Bottle  Cleaner  Al 

Brite-Gloss  A2 

BC  66    Al 

BSC  22    A2 

Chelacid  2199  Cone A3 

Chlor-Al-K Al 

Chlorinated  "Foam"  Cleaner  Al 

Chlorinated  "Foam"  Cleaner-G  Al 

Chlorinated  Cleaner Al 

Chlorinated  NuClen Al 

Chlorinated  Superclen  Al 

Chlorinating  Liquid  D2 

Circulate Al 

Clak  Al 

Clear D2 

Clenesco  Brite  Surf  99   A3 

Clenesco  Con-AC  A3 

Clenesco  Liquid  Complete  Additive    ..  Al 

Complete  A2 

Condef  Al 

CIP-PreS    A1.G7 

FoamClenHD   Al 

FoamClenHD-G   Al 

Food  Grade  Spray  Grease  HI 

Gol  A4 

HiCid  Concentrate  A3 


Hyclen  K  A3 

Insta-Kleen A2 

Iodine  Handwash  E2 

Liquid  Cleaner  Al 

Liquid  75  Cleaner  Al 

Loop  Al 

Lumatic  589 H2 

LFA   A3 

LFA  Concentrate  A3 

Medicated  Skin  Cleansing  Lotion    El 

More Al 

NuClen  Al 

Oxy-Brite  A3 

Pentacon Al 

Polylube  Polymer  Food-Grade  Grease  HI 

Spec-Blend  Alk A2 

Super  Lumatic  589   H2 

Superclen  Al 

Thrust H2 

Winter  Lubricant  H2 

Clenesco/ 

A  Division  of  Chemed  Corporation 

Chlorinated  "Foam"  Cleaner  Al 

Clenesco  Foam  Clen  HD    Al 

Hyclen  K  A3 

Spec-Blend  Alk A2 

10-1  Polymer  Grease H2 

10-1  Polymer  No.2  High  Temp  Food- 

Grd  Grs  HI 

10-1  Spray  Grease  H2 

Cleveland  Cotton  Products 

CCP  Lemon  Lotion  El 

Workbeaters  Degreaser  And  Cleaner  ..    CI 

Cleveland  Maintenance&Janitorial 
Supply 

Quick  Foam  A8 

Clifton  Chemical  Co. 

C.C-108  General  Purpose  Cleaner Al 

CC109  General  Purpose  Cleaner   Al 

Clinch  Enterprises 

Agicide D2 

Ariva  Dirty    CI 

Bac  Attack  L2 

Bar  Mate   Al 

Broadside  A2 

Cannon  Fire  Al 

Captain's  Choice   A4 

Clinging  Rescue    C2 

Crew  Chief   Dl 

Dockside    Al 

Ebb  Tide   Al 

First  Mate    A8 

Galleon A3 

Galley  Mate  Al 

Gulf  Stream  G6 

High  Tide A4 

Jolly  Roger    LI 

North  Atlantic  A5 

Out-A-Odor  C2 

Restroom  Rescue  A3 

Shipshape CI 

Sick  Bay    CI 

Sweet  Sailing CI 

Tempest  Al 

Torpedo   Fl 

Waterlily    CI 

Whirlpool  LI 

Whistle CI 

White  Cap   Bl 


Cling  Surface  Co.,  Inc. 
See  Powers,  D.  B.  Corp. 

zz 

( 'ling-Surface  Company 

All-Purpose  Cleaner    CI 

Chain  &  Cable  Lubricant   H2 

Creeper  Penetrating  Oil  H2 

Food  Grade  Machinery  Lube  HI 

Food  Grade  Silicone  Lubrcnt 

Stk.No.20010    HI 

Light  Oil  &  Chain  Lubrcnt  Stock 

No.11035    H2 

Moly  Dry  Film  Lubricant  H2 

Moovit  Super  Penetrating  Lubricant    ..  H2 

Rust  Remover  Liquid   Al 

Spray  Belt  Dressing    PI 

T.F.  Elec.  Cntct&Switch  Cln 

Stk.No.30000    K2 

TFE  Dry  Film  Lubricant H2 

Vydax  Dry  Lube  Release  Agent H2 

4-Way  Super  Lube  Stock  No.  11040  ..  H2 

Cloroben  Corporation 

Cloroben  PF    LI 

Cloroben  PT-2  CI 

Cloroben  PT-4  CI 

CPMB  CI 

CPM4  CI 

Formula  4    CI 

Greastrol  2  CI 

Greastrol  4  CI 

Clorox  Company,  The 

Clorox    D2,Q4,C2,E3 

Clorox  Bleach  (Institutional)    C2JD2 

Formula  409  (Institutional)  CI 

Formula  409  All  Purpose  Cleaner   CI 

Liquid-Plumr  LI 

Soft  Scrub  Cleanser A6 

Clover  Chemical  Company 

Cleaning  Compound  #18    Al 

Clodine  Handsoap  E2 

Clovasuds    Al 

Clover  Unlimited,  Inc. 

Industrial  500 Al 

Industrial  500b Al 

Cloverdale 

Cloverdale  Cleaner   Al 

Cloverleaf  Chemical  Company 

Acid  26    A3 

Acid  6    A3 

Acid  7    A3 

Acid  8    A3 

Acid-1    A3 

Acid-2   A3 

Acid-3    A3 

Acid-5    A3 

AA-3   Al 

AC-334    A3 

AC^l    A4 

AC-87    Al 

ACP  A3 

AFC-2   A3 

AMB-127  A4 

AS-46 A3 

BK  14    D2 

BK-13    Al 

BK-334    A3 
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BO-108    A2 

BO-108  L A2 

BO-166    A2 

BO-95    A2 

BOL-51    A2 

BP-28  Al 

ChlorSanl25  D2 

Cloverleaf  AC-900    Al 

Ooverieaf  AQ-10   D2 

Cloverleaf  BW-31   Al 

Ooverieaf  C.F.C Al 

Cloverleaf  CFC-64    Al 

Ooverieaf  CL-1 19 A3 

Cloverleaf  CL-221  A3 

Ooverieaf  CL-222 A3 

Ooverieaf  CL-223 A3 

Ooverieaf  Degreaser-400  Al 

Ooverieaf  LBT-28    A2 

Ooverieaf  RD-44    A3 

Ooverieaf  RD-44  Plus   A3 

Ooverieaf  XP-668 A3 

CAC-4  A3 

CC-880    Al 

CCIP    A1.Q1 

CIP-26  A1.Q1 

CL-077  Al 

CL-1200 A3 

CL-14 A2 

CL-15 A2 

CL-150 Al 

CL-1800 A2 

CL-220 A3 

CL-260 Al 

CL-260P    Al 

CL-27 Al 

CL-49 Al 

CL-561  A2 

CL-59 Al 

CL-68 Al 

CL-70 D2 

CL-80 A2 

CL-80O A2 

CL-805 A2 

CL-806 - A3 

CL-807 A3 

CL-809 A3 

CL-817  A2 

CL-870 A2 

CL-877 A2 

CL-90 A2 

CL-900 A2 

CL-91 A2 

CLF-225    Al 

CLF-225P    Al 

CLF-330    Al 

CLF-450    Al 

CP-901  A2 

Foam-12 Al 

FLC   A8 

GC-522    Al 

Idosept  E2 

JEM  A2 

JD-440  A2 

JD-87  A2 

LFC-1000    Al 

LFC-1001    A4.A8.C1 

LFC-1010    A4 

LFC-1011    Al 

LSH-32    Al 

LSH-33    Al 

MB22  A4 

MB44  Al 

MS-87    Al 

Sanitizer  Quat-10 D2 

SC910  Al 

SC-100  Al 

SC-200  Al 

SC-2000  Al 

SCA-7    Al 

SCC-15    Al 

SCC-45    Al 


SHC-200   A2 

SP-26  Al 

ST-164  Al 

TO-100 A4 

TO-20LF  Al 

T019 Al 

T020 Al 

XP-189 Al 

CloWhite  Company,  The 

Qo  White  Bleach   D2 

Coast  Chemical/ 

Div.  of  Sanang  Maintenance 

Ant  &  Roach  Killer F2 

Big  Cast  Automotive  Degreaser  Kl 

Big-A  Hi-Count  Organic  Digester  L2 

Bravo  Oeaner  &  Degreaser  A4.C1 

Cleenspeed  Industrial  Parts  Cleaner  ....    A2 

Coast  Mint  Disinfectant    CI 

Concentrated  Pool  Muriatic  Acid  A3 

Disinfectant  Cherry  Bowl  Oeaner 

20723    C2 

Emulsol  20734  Disinfectant  Bowl 

Oeaner  C2 

Fast  Concrete  Floor  &  Driveway 

Oeaner  CI 

Formula  D-30  Hand  Dishwashing  De- 
tergent      Al 

Formula  0-99  Solvent  &  Degreaser  ....    K2 

Formula  114  All  Purpose  Cleaner   A4 

Formula  440  Laundry  Detergent    B2 

Formula  441  Liquid  Laundry  Detergent  Bl 
Formula  501  Extra  Heavy  Duty  Onr 

Dgrsr  A4.A8 

Freezer  Cleaner  A5 

Fresh  Happy  Mlt-Purp  WtrSol 

MldrCntrctnt  CI 

Glass  Cleaner CI 

Glove  Creme  Cleanser    A6 

Hand  Up  Waterless  Hand  Creme  E4 

Heavy  Duty  Orange  D  Degreaser CI 

Hospital  Disinfectant  Deodorant CI 

Insect  Killer  F2 

Lemon  Coast  Disinfectant C2 

Multi-A  Multi-Dilutable  Cleaner  Dgrsr    A4 

Oven  Cleaner A8 

Pine  Coast  Disinfectant  CI 

Plus  S  Sanitizer  D2 

Punch  Door  Heavy  Duty  Cleaner 

Degreaser   A4A8 

Ready  to  Use  Oven  &  Griddle  Cleaner    A8 
Step  Away  Automatic  Scrubber  Deter- 
gent      A4 

Super  Coast  Fly-90  F2 

Coast  Detergents,  Inc. 


Food  Plant  Laundry  Detergent  #39 
Food  Plant  Laundry  Detergent  #42 

Coast  Products 


Bl 
Bl 


Power  The  Safe  Degreaser  Al 

Coast  Water  Technologies 

Cleansol  1000   CI 

Coastal  Chemical  &  Paper  Supply 
Inc. 

Co-Blast  A4.A8 

Coastal  Chemical  Company 

Oo-White  Bleach   Bl 


Coastal  Chemical  Company/ 
Div.  Coastal  Industries,  Inc. 

All  Purpose  Oeaner   Al 

Bi  Quat  Disinfectant  Cleaner  Dl 

Gypsy CI 

Hi  Brite   CI 

Instant  Degreaser CI 

Jab   CI 

Jab  Odorless  Floor  &  Wall  Oeaner  ....  Al 

Jab  500  HD  CI 

Mello  Hand  Cleaner   El 

Sani  Det  Germicidal  Cleaner   Dl 

Steamex  260    A4 

Steel  Brite   Al 

Coastal  Engineering  Corporation 

Ceco  Sperse  G6 

Ceco  120  L   G6 

Ceco  120  S    G7 

Ceco  131  L   G6 

Ceco  131  S    G7 

Ceco  150  SLS  G6 

Ceco  170  G6 

Cecotrol-1283    G7 

Coastal  Industries,  Inc. 

Coastal's  Husky  A4 

Coastal's  Husky  1    A4 

Coastal  Janitor  Supply 

S.S.C A7 

Coastal  Products  Company 

ES-125  Al 

ES-35  A3 

ES-81  Al 

ES-91  A4.A8 

Io-Klenz  E2 

Shell  D2,E3,Q6 

Swell    D2 

Coastal  Sanitary  Supply  Co. 

Bet-Sure  C2 

Coastal  Unilube,  Inc. 

Unilube  Ail-Purpose  Grease  H2 

Unilube  Food  Grade  AW  Hydraulic  Oil 

100    HI 

Unilube  Food  Grade  AW  Hydraulic  Oil 

100    HI 

Unilube  Food  Grade  AW  Hydraulic  Oil 

32    HI 

Unilube  Food  Grade  AW  Hydraulic  Oil 

46    HI 

Unilube  Food  Grade  AW  Hydraulic  Oil 

460    HI 

Unilube  Food  Grade  AW  Hydraulic  Oil 

68    HI 

Unilube  Food  Grade  High  Temp  E.P. 

Grease  HI 

Unilube  Industrial  Aluminum  EP  Grease  H2 
Unilube  Industrial  Moly  EP  Grease  ....  H2 
Unilube  Premium  Hi-Temp  Grease  ....  H2 
Unilube  Premium  Multi-Purpose  EP 

Grease  H2 

Coastal-Sail 

Paper  Company-Chemical 

Company 

Sail  Break  Away  Foaming  Cleaner   ....    Al 
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Coastline  Ltd. 

Triple  Play  E4 

Cobra  Chemical  Company,  Inc. 

0336  Gl 

102  G6 

104  G6 

200  G6 

203  G6 

2202  G6 

2203  G6 

223  G6 

2230  G6 

225  G6 

2294  G6 

2302  G6 

2305  G6 

2362  G6 

242  G6 

244  G6 

245  G6 

261  G6 

262  G6 

263  G7 

264  G6 

265F G6 

360  G7 

362  G7 

403  Microbiocide    G7 

7212  Microbiocide    G7 

8251  G3 

Code,  Inc. 

Ammoniated  Window  Cleaner  CI 

Classic  Disinfectant  Deodorant  Spray  CI 

Classic  Dry  Mist  Insect  Killer  Fl 

Classic  Hospital  Dsnfctnt  &  Deodorant  C2 

Classic  Residual  Insecticide   F2 

Code  Classic  Cleanser  Industrial  Stmgth  A6 

Code  Classic  Quaternary  Sanitizer  D2 

Commander  Ammoniated  All  Purpose 

Cleaner   CI 

Commander  Oven  &  Grill  Cleaner    ....  A8 

Commander  Quat  Ammonium  Sanitizer  D2 

Concentrated  Solvent  Cleaner CI 

Deliming  Liquid    A3 

Economy  Chlorinated  Mech.  Warewash 

Pwdr   Al 

Economy  Liq.  Chlorinated  Mech.  War- 
ewash      Al 

Grill  and  Oven  Cleaner A8 

H.D.  Laundry  Detergent  Bl 

Liquid  Laundry  Bleach  Bl 

Liquid  Laundry  Break  Bl 

Liquid  Laundry  Prespot    B2 

Liquid  Laundry  Suds Bl 

Liquid  Non-Chlor.  Pot  &  Pan  Mach. 

Dtrgnt    Al 

Non-Chlorinated  Pot  &  Pan  Mach. 

Dtrgnt   Al 

Powdered  Bleach  Bl 

S-4000   Bl 

Sink,  Tile  &  Shower  Delimer A3 

Super  Concentrated  Pot  &  Pan  Deter- 
gent    Al 

Coke  Chemical  Company 

CRW  Commercial  Cleaner  Al 

Colberg  Chemical  Company 

Aldran    Al 

Cole  Associates,  Inc. 

E.Z.  Klean  Degreaser   A4 


Cole  Service  Company 

Formula  CBW-24   G6 

Cole-Chem,  Corporation 

Cole  Chem  330  G6 

Cole  Chem  620  G6 

Cole  Chem  850  H2 

Cole-Chem  425  G6 

Cole-Chem  602  G6 

Cole's  Quality  Foods,  Inc. 

C-100  Food  Processing  Clnr  &  Emlsfr  A 1 
C-140  D2 

Colgate-Palmolive  Company 

Ajax  with  Chlorine  Bleach  A6 

Ajax  Ammonial  All  Purpose  Cleaner  ..    CI 

Ajax  Disinfectant  Bowl  Cleaner CI 

Ajax  Disinfectant  Creme  Cleanser  A6 

Ajax  Glass  &  Multi  Surface  Clnr 

Cncntrt    CI 

Ajax  Heavy-Duty  Degreaser/Cleaner  ..  CI 
Ajax  Instant  Mildew  Stain  Remover  ..  CI 
Ajax  No-Rinse  Hard  Surface  Cleaner       CI 

Ajax  Oxygen  Bleach  Cleanser  A6 

Ajax  Professional  Window  Cleaner  ....    CI 

Ajax  Tub  &  Tile  Cleaner  CI 

Ajax  Ultra  Dishwashing  Liquid   Al 

All  Purpose  Liquid  Cleaner   A4 

Arctic  Syntex  M  Beads  Al 

Cashmere  Bouquet  Complextion  Soap  ..  E4 

Cashmere  Deodorant  Soap   E4 

Coleo   E4 

Colgate  Pumice  Soap    E4 

Colgate-Palmolive  New  Science  Ever- 

y-Ware    Al 

CP  NS  Deodorizing  Soft  Cleanser  CI 

CP  NS  Neutral  Micro-Emul.  Multi-Purp 

Cln  A4 

CPL  Inst.  Products  Ajax  Disinf.  Clean- 
ser      A6 

CPL  Instil.  Prod.  Liquid  Palmolive  Soap  E4 
CPL  Instil.  Products  Ajax  Soft  Cleanser  A6 
CPL  Instl  Prod  Ajax  Gls&Multi-Surf 

Clnr  CI 

CPL  Instl  Prod  Ajax  Liquid  Laundry 

Det,   Bl 

CPL  Instl  Prod  Ajax  Pn  Frst  All  Purp 

Cln CI 

CPL  Instl  Prod  Ajax  Quik  Solv  Spray 

Clnr  CI 

CPL  Instl  Prod  Ajax  Quik  Solv  Spray 

Clnr  CI 

CPL  Instl  Products  Ajax  Scouring 

Creme   A6 

DermaCidin  Health  Care  Personnel  Hnd 

Wsh  E4 

Inst.  Pine  Forest  Ajax  All  Purpose  Clnr  CI 
Institl  Ajax  Low  Foam  All-Purpose  Det.  A4 
Institutional  Ajax  All  Purpose  Cleaner  CI 
Institutional  Ajax  Disinf.  Creme  Clnsr.    A6 

Institutional  Ajax  Scouring  Creme  A6 

Institutional  Fresh  Start  Bl 

Irish  Spring  Deodorant  Soap    E4 

Liquid  Palmolive  Automatic  Dshwshr. 

Det Al 

New  Science  Heavy  Duty  Oven  Cleaner 

Gel A8 

New  Science  Spray  Oven  and  Grill 

Cleaner   A8 

Palmolive  Auto  Dishwasher  Detrgnt 

Powder    Al 

Palmolive  Complexion  Soap    E4 

Palmolive  Deodorant  Soap  E4 

Palmolive  Dishwashing  Liquid  A8 

Palmolive  Liquid  Soap   E4 


Palmolive  The  Gentle  Skin  Care  Soap  ..  E4 
Professional  Ajax  Disinfectant  Cleanser  A6 

Softsoap  Liquid  Soap   E4 

Super  Soap  Antiseptic  Soap  E4 

Super  Soap  Body  Wash    E4 

Super  Soap  E2  Sanitizing  Hand  Cleanser  E2 
Super  Soap  Food  Handler  Antiseptic 

Soap    El 

Super  Soap  Food  Handler  Lotion  Soap     El 

Super  Soap  Hand  Lotion E4 

Super  Soap  Lotion  Soap  E4 

Super  Soap  Waterless  Hand  Cleaner  ....  E4 

Collegiate  Sales  Inc. 

Rinse  Away  Al 

Colloid  Innovators 

Pace   Al 

Pace  Bleach  Bl 

Pace  Colloid  Cleaner Al 

Pace  L.D.E Bl 

Pace-Plus  Al 

Colman  Supply  Co. 

Foam  Away  A4.A8 

Colonial  Chemical  Corporation 

"Activate"    CI 

"Bi-O-Cide"  D2 

"Blue-White"  C2 

"Bottle  Brite"  A2 

"Chlora-Plus"  A1.Q1 

"CDC"   Al 

"Dairidet"  Al 

"Dairisan"    D2 

"Hydrolite" A3 

"Penetrate"  CI 

"Penetrol" CI 

"Pine-O-Cide"   CI 

"Promote"    Al 

"Rinse  Off   Al 

"Serval"   Al 

"Several"   A2 

"Sno-Bowl"   C2 

"Surfasol" CI 

"Ultracide"  D2 

"Versatile"  CI 

Aqua  Lube  380   H2 

Biophor   D2 

Citrusol    A4.A8 

Cold  Room  Cleaner A5 

Dairy  Utility  Cleaner Al 

Formula  No.  101  G.P.C.  Gen  Purp  Liq 

Clnr  Al 

Formula  No.  102  Cleaner-Degreaser  ..  Al 
Formula  No.  112  15%  Liquid  Hand 

Soap    El 

Formula  No.  1 13  20%  Liquid  Hand 

Soap    El 

Formula  No.  151  Laundry  Detergent  ..  Bl 
Formula  No.  153  Powdered  Bleach  ....  Bl 
Formula  No.  180  Inhibited  Steam  Clnr.  Al 
Formula  No.  181  Hvy  Duty  Steam 

Cleaner   Al 

Formula  No.  212  Liquid  Acid  Cleaner  A3 
Formula  No.  307  Gen.  Purpose  Cleaner  A2 

Germicidal  Hand  Wash  E2 

GSX  Al 

Handisan    E3 

Heavy  Duty  Liquid  Steam  Cleaner    ....    Al 

Liquid  Pressure  Wash  Detergent    Al 

Ovaterge Ql 

Saniphor D2 

Sanisoap E2 

Scrubby  Bubbles  Al 

Vitreol   CI 
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Colonial  Products,  Inc. 

Pyre-Thrin  Multi -Purpose  Fl 

Colonial  Refining  and  Chemical  Co. 

Kleen  Sweep   CI 

Purg-It  Heavy  Duty  Cleaner  &  De- 
greaser  A4.C1 

Sure-Clean  A4 

Colonial  Research  Chemical  Corp. 

CRC-100   A3 

CRC-12  Safety  Solvent Kl 

CRC-18   El 

CRC-200  Ultimate    CI 

CRC-300   CI 

CRC-302   G6 

CRC-36   Al 

CRC-37   Dl 

CRC-39   A4 

CRC^5   CI 

CRC-49   C2 

CRC-51  Bowl  Cleaner   C2 

CRC-60   LI 

CRC-63  Deodorant  Granules   CI 

CRC-64   CI 

CRC-67  Digester  +  L2 

CRC-71  Mud  Remover LI 

CRC-91  Enzymes   L2 

CRC-96   CI 

CRC-98   CI 

RCC-1 10  The  Penetrator H2 

RCC-1 12  Spray  &  Wipe  All  Purpose 

Geaner   CI 

RCC-1 13A  Germicidal  Foamy  Cleaner    CI 

RCC-120  Glass  Cleaner   CI 

RCC-1 36  Chip  Gum  &  Wax  Remover  CI 
RCC-1 42  Battery  Terminal  Cleaner  & 

ProL  PI 

RCC-163  Dry  Moly  Lubricant  H2 

Colony  Chemicals,  Inc. 

CD-I 30  Disinfectant  Cleaner  Dl 

CD-I  33  Pine  Odor  Disinfectant  CI 

CD-I 34  Lemon  Deodorant  Cleaner  ....    CI 

CH-120  Coconut  Oil  Hand  Soap   El 

CI-162  Heavy  Duty  Steam  Cleaner  Liq- 
uid      Al 

CI160  All  Purpose  Steam  Geaning 

Cmpd.   Al 

CL  101  AU  Purpose  Cleaner    A4 

CL-100  Cleaner  Degreaser  Al 

CL-102  Non  Butyl  Industrial  Degreaser  Al 

CL340  Oven  &  Grill  Geaner  A8 

CP300  Chlorinated  Machine  Dishwash 
Cmpd Al 

Colorado  Chemical  Company 

AA  Al 

Carbonated  Alkali  A2 

Combo  Bl 

Crisp-N-Gean  Liq  Laundry  Detrg 

&Builder  Bl 

CCC  Cleanser   A6 

Grease-Away  Al 

Laundry  Detergent Bl 

Liquid  Laundry  Break  Bl 

Liquid  Laundry  Detergent Bl 

Liquid  Laundry  Softener B2 

Liquid  Laundry  Sour/Soft  B2 

Low-Dine D2 

Pink  High  Active  Built  Beads    Al 

Right  Hands  Concentrated  Hand  Soap  ..  El 

Slash  Procelain  Cleaner    C2 

Sudiex   Al 

Super  Heat  Drain  Pipe  Opener  LI 

Triple  C  Fine  Touch  E-2  Rated  Geanser  E2 


Triple  C  Hitman    F2 

Triple  C  Laundry  Carbonated  Alkali  ..    Bl 
Triple  C  Laundry  Complete  Syn.  Low- 
Suds  Bl 

Triple  C  Laundry  Liquid  Builder  Bl 

Triple  C  Laundry  Liquid  Detergent  ....    Bl 
Triple  C  Laundry  Liquid  Fabric  Softener  B2 
Triple  C  Laundry  Powder  Fabric  Sof- 
tener        B2 

Triple  C  Professional  Drain  Opener  LI 

Triple  C  Spray  Cleaner  A4.A8 

Colorado  Supply  Company 

Power  Clean    A4.A8 

Columbia  Jobbing  Co. 

Liquid  Hand  Soap  20    El 

Columbus  Janitor  Supply 

Breakthm  Al 

C  J  Super  10  Degreaser/Geaner Al 

C  J  Super  10  Non  Combustible  Emulsi- 

fier Al 

C  J  Super  10  Steam  Cleaner A4 

Cherry  Blitz  U  1928  F2 

Contact  &  Circuit  Board  Cleaner  K2 

a  De-Moist    H2 

CJ  Deep  Geaning  Rough  Touch   E4 

CI  Grease  Gun    H2 

CJ  Liv  Bac L2 

CJ  Rough  Touch  E4 

CJ  Soft  Touch  E4 

Eze-Off    A8 

Glass  Geaner CI 

On  Target  Residual  Insecticide  192220    F2 
Schmutz  Fighter  2632  Foam  Cleaner  ..    CI 

Silicone  Spray  HI 

Stainless  Steel  Cleaner   A7 

575  Hi-P  Contact  Cleaner K2 

576  Silicone  Spray    HI 

Columbus  Paper  Co. 

Elite  Antiseptic  Liquid  Hand  Soap  20  ..  E2 
Elite  E-2  Food  Industry  Sanitizing  Soap  E2 

Combined  Labs  Inc. 

AC  Bounty    Bl 

Boil-Out  A2 

CL-1000  Heavy  Duty  Degreaser   A8 

Foam  Away  Plus  Al 

Foam  Away  1100   A4.A8 

Foam  Away  1200   Al 

Foam  Away  1300   Al 

Glass  Cleaner CI 

Linen  Clean  Plus  Bl 

Liquid  Dishwash  Concentrate  Al 

Mask  Odor  Counteractant  CI 

Medicated  Hand  Soap  E2 

Multi-Purpose  Cleaner    CI 

Oven,  Grill  &  Stainless  Steel  Geaner  A2 

OxyPlus   Bl 

Pink  Lustre  Lotionized  Detergent Al 

Power  Plus  Bl 

Spring  Green  Odor  Counteractant   CI 

Super  Chlor  15   Bl 

Xtra-2000  Al 

Combined  Sales  Co. 

All  Purpose  Cleaner  Plus    A4.A8 

Ammoniated  Wax  Stripper  Plus  CI 

Blue  Glass  Cleaner  Plus  CI 

Brite  General  Purpose  Geaner  Al 

Concentrated  Floor  Cleaner    Al 

Concentrated  Floor  Cleaner  Plus   Al 

Controlled  Suds  Laundry  Detergent  Plus  Bl 


CS  Co.  Chlorinated  Bleach  Cleanser  ..    A6 

Flying  Insecticide   Fl 

Heavy  Duty  Floor  &  Wall  Geaner  Plus  A4 

Heavy  Duty  Glass  Cleaner  CI 

Hospital  Disinfectant  Deodorant CI 

Hospital  Disinfectant  Deodorant  Plus       CI 

Lemon  Drops  A4 

Lemon  Hand  Soap El 

Lemon  Hand  Soap  Plus    El 

Lotion  Hand  Soap  El 

Lotion  Hand  Soap  Plus  El 

Magic  Green   CI 

Powdered  Hand  Soap   C2 

Residual  Insecticide F2 

Spray  and  Wipe  Foaming  Geaner  CI 

USB  Dispenser  Lotion  Hand  Soap  El 

White  Lotionized  Hand  Soap  E4 

Comercial  E  Industrial  Dixie,  S.A. 

Activ  VUI    Al 

Activ  VTA  28  D2 

Activ  800  Al 

AC800XTRA Al 

Captivate   A4 

Four  Seasons  Al 

Lem  O-Dis  A4.C1 

Oven  Cleaner CI 

Palm  Dishwash   Al 

Power  Pak   A4 

Restroom  Cleaner   A3 

Spearmint  Deodorant  Disinfectant   C2 

Spray  &  Wipe  Cleaner  CI 

Stainless  Steel  Polish    CI 

Turbo  A3 

X-2001  Al 

Comercial  Tecnica  Aralf  S.A. 

Limalum    A3 

REMLAT Kl 

Comet  Manufacturing  Corporation 

"Zaps"    Fl 

C-ll  Concentrate Al 

Chick-Klean  No.  631    A4 

Com-O-Flush  LI 

Com-O-Phene    Dl 

Comet  Kreme    E4 

Comet  No.  88   D1.Q3 

Comet  R-55  A4 

Comonite  Al 

Concrete  Geaner  A4 

CMC  All  Purpose  Cleaner   CI 

CMC  Com-O-Fect  Surface  Dismf. 

Deodmt  CI 

CMC  Glass  Cleaner    CI 

CMC  Perfumed  Deodorant  Blox    C2 

CMC  Perfumed  Deodorant  Cakes    C2 

CMC  Porc-O-Nam  T/C  Bowl/Tile  Prcln 

Clnr  C2 

CMC  Roach  and  Ant  Killer  F2 

CMC  Safety  Solvent  Kl 

CMC  Silicone  Spray  HI 

CMC  Spray  De-icer   CI 

CMC  Stinger  F2 

CMC  Super  Mechanic H2 

CMC  Wasp  &  Hornet  Spray    F2 

Digestizyme  L2 

Extra  Extra  Heavy  Duty  Liquid  Steam 

Clnr  Al 

Fog-Out  Fl 

Formula  666    A2 

Kling-On  Thixotropic  Concentrate  C2 

Liquid  Hand  Soap  No.  10 El 

Muscle  Heavy  Duty  Liquid  Steam 

Cleaner   Al 

Oven  Bright  A8 

P-55  General  Purpose  Geaner  Al 

Safety  Solvent  K2 
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SS-44  LI 

VSR  Viscous  Surface  Renovator  A6 

XX  Liquid  Steam  Cleaning  Compound    A2 

Zilch  Fl 

333  Cleaner  A2 

Command  Chemical  Co.,  Inc. 

A.PChlor Al 

Cann  Khlor   Al 

Command  Blast  A2 

Command  Khlor  DO- 13  Al 

CBR  5555  P    A2 

Dyna  Command A2 

Fome    A4 

Lube  H2 

Pan  Clean Al 

Pan  Clean  SAF   Al 

Power  A4 

Pre*  AC  Al 

Scale  &  Film  Remover  A3 

Stripp  A2 

Sup  Klor    Al 

Command  Products,  Inc. 

A-650  A3 

A-660  A3 

A-670  A3 

A-680  A3 

A-700  A3 

Bac-A-San  E2 

Cir-Chlor  Al 

CNF-Cleaner  A2 

CP-213  A8 

Defend  Al 

Defense   Al 

EG-Detergent  Ql 

EG-Detergent  NC   Ql 

Foam-Chlor  Al 

Foam-ChlorHD Al 

Foam-Chlor  Plus  Al 

Foam-Save  Al 

Lazer   Al 

LazerNF  Al 

Lub-Clean    H2 

Lub-Clean  LT   H2 

Lub-Clean  LTD  H2 

Man-O-Clean  Al 

MP-40    Al 

Neutra-Clean   Al 

P-240  A2 

P-260  A2 

P-280  A2 

P-300  A2 

P-320  A2 

P-340  A2 

Quat-D  D2.Q3 

Sanni-Dip  E3 

Smooth  &  Soft    El 

Super-Chlor  Al 

SH-123  A8 

SH-132  A8 

SH-231  A8 

SH-321  A8 

Tray-Clean  A2 

Trol-Clean   A2 

TCP   Al 

Volcano   A2 

Volcano  Plus  A2 

Command  Service,  Inc. 

Clean  Hands    El 

P903  G3 

Commercial  and  Industrial 
Products  Co. 

Cipco  Liquid  Hand  Soap    El 


Commercial  Chemical  Company 

#201  Triple  Action  Cleaner   Al 

Commercial  Chemical  Company 

EPO  Joint  Sealant  PI 

Commercial  Chemical  Products, 
Inc. 

Auto  Skrub    A4 

CCP  Econoclean   A4 

CCP  Heavy  Duty  Degreaser  A4A8 

CCP  Heavy  Duty  Detergent  A4 

CCP  Heavy  Duty  Steam  Cleaner  A4 

Sanitary  Food  Equipment  Lube   HI 

Commercial  Cleanser  Company 

Formula  MP-10  Powdered  Hand  Soap     C2 

Formula  101  Cleaner Al 

Laser  Antimicrobial  Liquid  Hand  Soap  E4 
Mr.  Power-The  Scrubbing  Hand  Cleaner  E4 
One  Shot  Sanitizing  Hand  Cleaner E2 

Commercial  Equipment  Company 

CEC  Bleach  Bl 

CEC  Liquid  Laundry  Booster Bl 

CEC  Liquid  Laundry  Detergent  Bl 

CEC  Liquid  Laundry  Sour  B2 

Commercial  Industrial  Supply 

Brite  Hook  A2 

CitraSuds  CI 

Descale-All    A3 

DigestAll   L2 

EasyKleen   Al 

Floors  Scorell  A4 

FoamAdd  Al 

FoamAdd  Concentrate Al 

Genie  Sheen Al 

Genie-Kleen  High  Alkaline  Cleaner  ....    Al 

Han  San  E2 

Insect  O  Kill    Fl 

Insect  O  Kill-R    F2 

Kleen  "N"  Klear   CI 

KlorAUKleen   Al 

Kold  "N"  Kleen  A5 

KwikDrain  LI 

KwikDrain-R  LI 

Liquid  BPR-523  Foamless  Hi  Alkaline 

Clnr  Al 

Liquid  SteamAll  Heavy  Duty  Al 

RPM  Chain  Lube    H2 

Sani-Fectant  D2 

Scale  Away  A3 

ShineShield   CI 

Sili-Lube   H2 

SpeedyKleen   Al 

SteamAll  Heavy  Duty  Powder  A8 

SS  Brite  CI 

Tart  "N"  Kleen    A3 

Commercial  Laboratories  Inc. 

Crusty  Oven  &  Grill  Cleaner  A8 

Pink  Dish  Detergent   Al 

Sure  Shot  Floor  Cleaner  Al 

Commercial  Maintenance  Supply 

Blue  Magnum    A4 

Commercial  Maintenance  Supply 
Inc. 

All  Purpose  Cleaner  No  Soil,  No 


Toil  G-G  A4A8 

All  Purpose  Cleaner  No  Soil,  No 
Toil  Y-L   A4A8 

All  Purpose  Clnr  No  Soil,  No  Toil  Yel- 
low        Al 

All  Purpose  Clnr.  No  Soil,  No  Toil 
Green Al 

All  Purpose  Clnr.  No  Soil,  No  Toil 
RTU-h  A4A8 

All  Purpose  Clnr.  No  Soil,  No  Toil 
RTU-m   A4A8 

Commercial  Supply  Company 

Terrific  Al 

Commercial  Supply  Corporation 

Actacid  A4 

Applause   E4 

Aquarius  128  A4 

Blast-Off   A4 

Grease  Gun    H2 

Grime-Away    A4A8 

Handy El 

Ice-Cold  A5 

Insect  Kill    F2 

Phase  I  Al 

Task  Force  Neutral  Cleaner  &  Mntnr  A4A8 
Taurus  256  A4 

Commonwealth 

BWT  14  G6 

BWT  15  G6 

BWT  18  G6 

BWT  19M  G6 

BWT  190M  G6 

BWT  21  G6 

BWT  254  G6 

CWT  30  G7 

CWT  900  G7 

RLT  20    G6 

RLT  21    G6 

RLT  35    G6 

Commonwealth  Maintenance 
Supply,  Inc. 

CMS  Pine  Forest  CI 

Community  World 

Ease  A4.C1 

Comp-U-Chem,  Inc. 

BP-1208  G6 

BP-1209  G6 

BP-1210  G6 

BP-1217  G6 

BP-1374  G6 

BP-1376  G6 

BP-1377  G6 

BP-1380  G6 

BP-1410  G6 

BP-1430  G6 

BP-1431  G6 

BP-1432  G6 

BP-1440  G6 

BP-1455  G6 

BP-1501  G6 

BP-1511  G6 

BP-1512  G6 

BP-1513  G6 

BP-1514  G6 

BP-3500  G6 

BP-3505  G6 

BP-3510  G6 

BP-5100  G6 

BP-5122  G6 
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BP-5380  G6 

BP-5385  G6 

RL-1100  G6 

RL-1105 G6 

RL-1110 G6 

RL-1200 G6 

RL-1205  G6 

RL-1800  G6 

SC-1000  G6 

SC-1410  G6 

SC-1430  G6 

SC-1431  G6 

SC-1432  G6 

Compact  Chemical  Corporation 

Chlor-Wash  Al 

Compact  Formula  1000  A4 

Formula  #301  Concentrated  Stone  CI.  Al 
Formula  1700  Production  Equipment 

On Al 

Compak  Packaging  Corporation 

All  Surface  Cleaner CI 

Dishwash  Al 

Neutral  Floor  Mopping  Solution    CI 

Complete  Supply,  Inc. 

Degreaser  Al 

CompAir  Kellogg  Inc. 

CompAirCS150   H2 

CSS-20  H2 

CSS-30 H2 

CSX-20    HI 

CS100    H2 

CS200    H2 

CS300    H2 

CS400    H2 

Comstar  International  Inc. 

Coil  Safe   PI 

Super  Grease  Cutter  Degreaser CI 

Con  Agra  Consumer  Frozen  Food 
Company 

CCF-Prime Al 

CCF-Special    Al 

CCF-1    Al 

CCF-10    Al 

CCF-11    Al 

CCF-15    A2 

CCF-15A  A2 

CCF-15B   A2 

CCF-16    A2 

CCF-17    A2 

CCF-18    A2 

CCF-19    A2 

CCF-19  Extra    A2 

CCF-2    Al 

CCF-20    A3 

CCF-21    A3 

CCF-22    A3 

CCF-23    A3 

CCF-24    A3 

CCF-25    A4 

CCF-25X  A4 

CCF-26    A3 

CCF-27    A3 

CCF-28    A3 

CCF-3    Al 

CCF-39    A2 

CCF-4    Al 

CCF-40    A2 

COM1    LI 

CCF-46    LI 


CCF^W    CI 

CCF-5    Al 

CCF-50    Bl 

CCF-51    Bl 

CCF-52    Bl 

CCF-6    Al 

CCF-7    Al 

CCF-8    Al 

CCF-8B   Al 

CCF-8C   Al 

CCF-9    Al 

Con-Lux  Coatings,  Inc. 

Custom  Reducer  165  PI 

Concentrated  Chemical  Co. 

Pyra-Spray  OS-50  Fl 

Concept  Chemicals 

Rocide   D2 

Conco  Food  Service 

1007  Autocrat  Liquid  Hand  Dish  Wash  Al 

1090  Autocrat  Inst  Liq  Dm  Pipe 
Opn&Mntr    LI 

330  Autocrat  Machine  Dish  Wash 
Compound Al 

335  Autocrat  Instl.  Deep  Fat  Fryer  Clnr.  A8 

925  Autocrat  Ammoniated  All  Purp 
Cln-Dgr  A4 

940  Autocrat  Bowl  Cleaner   C2 

950  Autocrat  Extra  Heavy  Duty  De- 
greaser      A4.A8 

Concord  Chemical 

Bulldozer  Plus  #112   Al 

Condor  Distributing  Co. 

Metal  Magic  Tarnish  Remover  &  Pre- 
ventatv  CI 

Condor  Technologies,  Inc. 

Formula  BR-1595-T  G5.G7 

Formula  DL-1542  G5.G7 

Formula  DL-1543  G5.G7 

Formula  DL-1545  G5.G7 

Formula  DL-1546  G5.G7 

Formula  DL- 1547   G7 

Formula  2001-F G6 

Formula  2025-F G6 

Formula  2026-F G6 

Formula  2027-F G6 

Formula  2028-F G6 

Formula  2065-F G6 

Formula  2067-F G6 

Formula  2187-F G6 

Formula  2201-F G6 

Formula  2220-F G6 

Formula  2350-F G6 

Conese  Chemical  Corporation 

Con-Easy  Clean  Oven  Cleaner  A8 

Squeeky  Clean  A4 

Conklin  Company,  Incorporated 

Bontz  A4.A8 

Care  El 

Crust  Buster C2 

Dike  G7 

Mox   A4 

Rust  Off A3 

Safe    G7 


Sanox  II  CI 

Spring  Dew  A1.E1 

Waush    Bl 

360-S  Urethane  Sealant  White  PI 

Conley  Chemical  &  Supply  Co. 

Coronet    Al 

Spra-Kleen  A4 

Conley,  M.  Company,  The 

Brimar  Concentrate  Al 

Conn  Ri  Paper  &  Supply  Co.,  Inc. 

All  Purpose  Cleaner/Degreaser Al 

Dishwash  Liquid  Pot  and  Pan  Cleaner  A 1 

Disinfectant  Cleaner   A4 

Grill-Oven  &  Fat  Fry  Cleaner   A8 

Conoco  Inc. 

Automatic  Transmission  Fluid  Dexron 

D  H2 

Automatic  Transmission  Fluid  Type  F  H2 

Bentone  Grease  No.  1  H2 

Bentone  Grease  No.  2  H2 

Coglube  Lubricant  No.  14    H2 

Conoflex  SRI  Lubricant   H2 

Conoplex  "C"  Grease  No.  1   H2 

Dectol  R&O  Oil  100 H2 

Dectol  R&O  Oil  150 H2 

Dectol  R&O  Oil  220 H2 

Dectol  R&O  Oil  32  H2 

Dectol  R&O  Oil  320 H2 

Dectol  R&O  Oil  46  H2 

Dectol  R&O  Oil  460  H2 

Dectol  R&O  Oil  68  H2 

El  Mar  Oil  SAE  20-20W   H2 

El  Mar  Oil  SAE  30  H2 

El  Mar  Oil  SAE  40  H2 

EP  Conolith  Grease  No.  0    H2 

EP  Conolith  Grease  No.  00    H2 

EP  Conolith  Grease  No.  000    H2 

EP  Conolith  Grease  No.  1    H2 

EP  Conolith  Grease  No.  2    H2 

Fleet  Supreme  SAE  10W-30    H2 

Fleet  Supreme  SAE  15W-40    H2 

Fleet  SAE  10W  H2 

Fleet  SAE  30  H2 

Fleet  SAE  40  H2 

Fleet  SAE  50  H2 

Fleet  20-20W  H2 

Gear  Oil  100   H2 

Gear  Oil  1000   H2 

Gear  Oil  150   H2 

Gear  Oil  1500   H2 

Gear  Oil  220   H2 

Gear  Oil  320   H2 

Gear  Oil  460  H2 

Gear  Oil  68   H2 

Gear  Oil  680  H2 

Graphlube  Grease  No.  30  H2 

Heat  Transfer  Oil    H2 

Hydraulic  Transmission  Fluid  Type  C-3  H2 

HD  Calcium  Grease  No.  1   H2 

HD  Calcium  Grease  No.  2  H2 

Ice  Machine  Oil  46  H2 

Ice  Machine  Oil  68  H2 

Inca  Oil   H2 

New  Generation  All  Season  SAE 

10W-20W-40    H2 

Oconoc  Grease  No.  20   H2 

Oven  Chain  Oil  46   H2 

Pale  Paraffin  Oil  10    H2 

Pale  Paraffin  Oil  22    H2 

Par  SAE  20-20W H2 

Power-Tran  DI  Fluid  H2 

Redind  Oil  100   H2 

Redind  Oil  150   H2 
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Redind  Oil  220   H2 

Redind  Oil  32   H2 

Redind  Oil  320   H2 

Redind  Oil  46    H2 

Redind  Oil  460   H2 

Redind  Oil  68   H2 

Soluble  Oil    H2 

Super  Hydraulic  Oil  100  H2 

Super  Hydraulic  Oil  22  H2 

Super  Hydraulic  Oil  32  H2 

Super  Hydraulic  Oil  46  H2 

Super  Hydraulic  Oil  5W-20   H2 

Super  Hydraulic  Oil  552M  H2 

Super  Hydraulic  Oil  68  H2 

Super  Lube  M  Grease  H2 

Super  SAE  10W   H2 

Super  SAE  10W-30 H2 

Super  SAE  30   H2 

Super  SAE  40   H2 

Super  20-20W  H2 

Super-Sta  Grease  H2 

Super-Sta  Grease  Light  H2 

Superlube  M  EP  Grease  H2 

Superlube  M  EP  Grease  Light  H2 

Tracon  Supreme  SAE  10W-30  H2 

Tracon  Supreme  SAE  10W-40  H2 

Tracon  Supreme  SAE  20W-40  H2 

Tracon  SAE  10W   H2 

Tracon  SAE  20-20W H2 

Tracon  SAE  30   H2 

Tracon  SAE  40   H2 

Tracon  SAE  50   H2 

Transmission  Oil  SAE  90  H2 

Turbine  Oil  100  H2 

Turbine  Oil  32  H2 

Turbine  Oil  46  H2 

Turbine  Oil  68  H2 

Universal  Gear  Lubricant  SAE  80W-90  H2 
Universal  Gear  Lubricant  SAE  85W- 

140    H2 

Consan  Pacific  Inc. 

Physan  20    D2.Q3 

Consolidated  Chemex  Corporation 

C-102-X  Consolidated  Chemex  Clnr  ..  Al 

Chemex  44X   A4 

Chemex  47 A3 

Chemex  48 Al 

Chemex  633 A4 

Consolidated  Chemex  Cleaner  611    ....  Al 

Consolidated  Chemex  Cleaner  777    ....  Al 

Consolidated  Chemical  Corporation 
of  Florida 

Consol  Acid  C-2000  A3 

Consol  AP-10    Al 

Consol  Concrete  Cleaner    A4 

Consol  CC-107   Dl 

Consol  Germicidal  Cleaner Dl 

Consol  LS-227    Al 

Consol  SS-333  LI 

Consol  T-83  A2 

Super  Kill  Concentrate  Fl 

Consolidated  Chemical  Corporation 

X+L  Waterless  Hand  Cleaner El 

Consolidated  Chemical,  Inc. 

Sno-Clean    A3 

Top-Quat  A4 

Consolidated  Laboratories,  Inc. 

C  L  Concentrate    Al 


C  L  Floor  Cleaner  CI 

Con  Chlor  Concentrate  CI 

Conzyme   L2 

CL  Safety  Solvent  Kl 

Germ  Brite Dl 

Glisten   Al 

Kle«n  Out    LI 

L.D.0 LI 

Lightning  C2 

Odor  Gran   CI 

Pinky   C2 

Rid  Ice  CI 

Sewer  Sweet    CI 

Super  CL  666    LI 

Vanish   CI 

Consolidated  Marketing,  Inc. 

Air-O-Mint C2 

Ambush  Residual  Insecticide  F2 

Biocide  Dl 

Blen  Liquid  Detergent A4 

Foam-O-Cide  Disinfectant  Foam   CI 

Fury  Clean  101  Industrial  Surfactant  ..  Al 
Fury  Clean  181  Press  Roller  Wash  ....  A4 
Fury  Clean  401  Steam  Cleaner  Cone.  A4 
Fury  Clean  403  Fireproof  Degreaser  ..    A4 

Fury  Clean  499  Steam  Clnr  Cone    A4 

Fury  Clean  703  Krete  Clean  A4 

Fury  Clean  705  Supreme  Concrete  CI.  A4 
Fury  Clean  727  Sewer  Pipe  Cleaner  ....  LI 
Fury  Clean  728  Food  Plant  Cleaner  ....    Al 

Fury  Clean  747  Bake  Pan  Cleaner  Al 

Fury  Clean  925  Indust,  Silcn.  Spray    ..    HI 

Fury  Clean  975  Skin  Guard  E4 

Fury-Clean  #801  Industrial  Odor  Con- 
trol      CI 

Fury-Clean  No.  940  Motor  Degreaser  Kl 
Glad  Hand  Waterless  Cream  Hand 

Cleaner   E4 

Glisten  Stainless  Steel  Cleaner  A7 

Harmony  All  Purpose  Soap  Powder  ....  Al 
Harmony  Ammoniated  Oven  Cleaner      A8 

Harmony  Dish  Kleen    A4 

Harmony  Frosty  Rose  E4 

Harmony  Glass  Cleaner   CI 

Harmony  Insecticide  Fl 

Harmony  Sani-Lube  Food  Equip  Lub.     HI 

Harmony  Scent-O-Cide  Dl 

Harmony  Shine-It   A4 

Harmony  Stainless  Steel  &  Metal  Polish  A7 

Harmony  Super  Concentrate A4 

Harmony  Surgical  Liquid  Hand  Soap    ..  El 

Insect-O-Ban  II  Fl 

Mister  Green  Kleen  A4 

Oven-Glo  Oven  &  Grill  Cleaner   A8 

Pink  Lotioned  Liquid  Detergent  A4 

Shield  Moisture  Guard   H2 

Skin  Guard  Barrier  Cream   E4 

Slick  Silicone  Lubricant   HI 

Smooth  Forty  El 

Smooth  Twenty  El 

Sparkle  Glass  Cleaner  CI 

Spicy  Air  Sanitizer   CI 

Sprasaf  Engine  Degreaser  Kl 

Tile  Brite  Bath  &  Tile  Cleaner C2 

Twist  Lemon-Lime  Air  Sanitizer  CI 

White  Lightning    CI 

Zap  A4 

Consolidated  Paper  Products/ 
Div.  of  Ginsburg  Brothers,  Inc. 

Liquid  Hand  Soap  El 

Consolidated  Products  Inc. 

Hero  Bl 

Pure   Bl 


Consolidated  Products,  Inc. 

C.P.  Antibacterial  Hand  Soap  Plus E2 

C.P.  Antibacterial  Handsoap  E2 

Consolidated  Protective  Coatings 
Corp. 

Consolite  Hvy  Dty  Clnr  No.  33  Al 

Goodyear  All  Purpose  Cleaner  Al 

Greeskut  A4 

Consolidated  Research  Corporation 

CRC  Acid  Cleaner    A3 

CRC  Concrete  Cleaner  Odorless    A4 

CRC  Slick  Streak   Al 

CRC  Spark-It Al 

CRC  Super  Insecticide  Concentrate  Fl 

CRC  212  Sewer  Solvent  LI 

Consolidated  Systems,  Inc. 

Builder/Break Bl 

Laundry  Prespray  and  Soak   Bl 

LDC-64   D2 

Pure   Bl 

Softener/Sour  B2 

Contact  Industries,  Inc. 

A.P.C CI 

Anti-Seize   H2 

Bowl  Cleaner C2 

Chain  &  Cable H2 

Ease  Off  Fluorocarbon   H2 

Electra-Solve  K2 

Filtrol  Treatment  PI 

Foam  Metal  Cleaner  &  Polish   A7 

Fresh  Mint  Glycolized  Air  Freshener  ..    CI 

Fresh  Pine   CI 

Germicidal  CI 

Hospi-Spray CI 

Ice  Away  CI 

Non  Conduct  H2 

Oven  Cleaner A8 

Oven  Guard  PI 

P-30  Fl 

P-30  Cherry  F2 

Pipe  Coat  PI 

Pro/Pak  Citrus  Lemon  CI 

Pro/Pak  Fresh  Spice    CI 

Pro/Pak  Green  Apple    CI 

Pro/Pak  Spring  Bouquet  CI 

Pure  Lube    HI 

Quick  Slip  Silicone  HI 

Roach  &  Ant  Killer F2 

Silicone  Mold  Release    HI 

Stainless  Steel  Cleaner/Polish  A7 

Tile  and  Grout  Cleaner  CI 

Trouble  Spots    A4 

Water  Soluble  Degreaser    CI 

White  Lithium  Grease  All  Purp.  Lubri- 
cant      H2 

X-Term  Indoor  Fogger  Insecticide  Spray  Fl 

Continental  Chemical  &  Supply  Co. 

Boilerite-100   G6 

Continental  Chemical  Company 

A-K  No.  46  Liquid  Cleaner  A3 

Algex  No.  829  G7 

Aqua-X  No.  800   G6 

Aqua-X  No.  802   G6 

Aqua-X  No.  804   G6 

Aqua-X  No.  808    G6 

Aqua-X  No.  810   G6 

Aqua-X  No.  8456   G6 

Aqua-X  809  G7 
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Aqua-X811  G7 

Aqua-X  812  G7 

Automatic  Floor  Scrub  No.  170  A4 

AK  No.  40  A3 

AK  No.  41  A3 

Chain  Lube  No.  952  H2 

Chain  Lube  No.  953  H2 

Chain  Lube  No.  954  H2 

Chain  Lube  951  HI 

Chem-X  No.  820  G6 

Chem-X  No.  821  G6 

Chem-X  No.  822  G6 

Chem-X  No.  824  G6 

Chem-X  No.  825  G6 

Chem-X  No.  832  G6 

Chem-X  No.  836  G6 

Chem-X  No.  837  G6 

Chem-X  No.  838  G6 

Chem-X  No.  839  G6 

Continental  Chemical  Company 

Chloro-Clean  Al 

Continental  Chemical  Company 

Cold  Room  Kleaner  No.  174   A5 

Compil-X  No.  870    G7 

Compil-X  No.  875    G2 

Compil-X  No.  877    G2 

Compil-X  No.  880    G7.G3 

Compil-X  SS-1    D2 

Continental  Chemical  Company 

Con-0  Odor  Control  Agent    Gl 

Con-0  OCA  Acid  A3 

Con-0  Sodium  Hypochlorite  12.5%    ..  D2 

Con-0  Super  OCA   G4 

Con-O-Clean  N-San    A4 

Con-O-Descaler  A3 

Con-O-Insect  Spray  Fl 

Con-O-Liquid  Hand  Soap  El 

Con-O-Mill  Spray  Fl 

Con-O-San-O-Clear Dl 

Con-O-1346  A3 

Con-O-1360  A4 

Con-O-1389  A2 

Con-O-1405-P  A2 

Con-O-1555  LI 

Con-O-250  A3 

Con-O-255  Al 

Con-O-400-P  Al 

Con-O-805  A2 

Continental  Chemical  Company 

De-Ox  No.  855   G6 

Degrez  No.  108  CI 

Descaler  No.  905 A3 

Det-San  No.  175   A4 

Det-SanNo.  181   Dl 

Continental  Chemical  Company 

Dock  Clean   A4 

Floor  Cleaner  HD   A2 

Foam  A  Way  Al 

Continental  Chemical  Company 

Foam  Additive  No.  941    A4 

Heavy  Duty  Emulsion  Degreaser 

No.10086-2  CI 

K-Loid  No.  850  G6 

K-Loid  No.  851  G6 

Klen-Jel   E4 

Klenosan  No.  144  Al 

Klenosept  A4 

Klenosolv  No.  148    A4 

Klenosolv  No.  148-B    A4 


Lube  No.  6    H2 

Meta  Klen  #50 A3 

Meta  Klen  #55  A3 

Neutro-San  No.  429  W.S CI 

Neutro-San  No.  435    CI 

Neutro-San  No.  438    CI 

Neutro-San  No.  442  O.S CI 

Neutro-San  No.  442  W.S CI 

Continental  Chemical  Company 

Packers  All  Purpose    Al 

Continental  Chemical  Company 

Pad  No.  901  LI 

Pad  No.  902 LI 

Continental  Chemical  Company 

Pan  Bright   A3 

Continental  Chemical  Company 

Pan  Washing  Detergent  No.  291    Al 

Pan  Washing  Detergent  No.  291-NP  ..  Al 

Powdered  Detergent  No.  247   Al 

Powdered  Detergent  No.  281    Al 

Powdered  Detergent  No.  284  A2 

Powermist  No.  164  A2 

Rack  Wash A2 

Continental  Chemical  Company 

Roller  Hook  Cleaner  A2 

Continental  Chemical  Company 

Samoclean   Kl 

Samoclene  Formula  No.  126    K2 

Samoclene  Formula  No.  128    K2 

Samoclene  Formula  122  Kl 

Samoclene  Formulla  No.  125  K2 

Shell  Brite  Ql 

Continental  Chemical  Company 

Smokehouse  Cleaner  A2 

Continental  Chemical  Company 

Sodium  Hypochlorite  Solution  A1.G4 

Continental  Chemical  Company 

Super  Steam A2 

Continental  Chemical  Company 

Tile-O-San  A6 

Vol-Am  No.  860  G6 

Zeo  Klen  No.  936  PI 

Continental  Manufacturing 
Company 

Contro/Mist  Air  Sanitizer  CI 

Contro/Mist  Insecticide  Fl 

Continental  Nitrogen  Resources 

Quik-Melt    CI 

Continental  Organization  Of/ 
Distributor  Enterprises  Inc. 

Ammoniated  All  Purpose  Cleaner   CI 

Antiseptic  Liquid  Soap  El 

Cocoanut  Oil  Liquid  Hand  Soap    El 

Code  All  Purpose  Cleaner    G6 


Code  De-Greaser  Cleaner  Al 

Code  Floor  and  Concrete  Cleaner   A4 

Code  Liquid  Hand  Soap  E4 

Code  Oven  and  Grill  Cleaner  A8 

Code  Pink  Lotion  Hand  Dishwash  De- 
tergent    Al 

Code  1005-1  Liquid  Hand  Dish  Wash  Al 
Code  1090-1  In- 

stitnl.Liq.Dm.Opnr.&Mntnr  LI 

Code  330-X50  Machine  Dish  Wash 

Compound Al 

Code  335-5  Inst.  Deep  Fat  Fryer 

Cleaner   A8 

Code  341-X50  Supreme  Low  Suds 

Lndry  Det Bl 

Code  345-X10  Concentrated  Dry  Bleach  Bl 
Code  911  Heavy  Duty  Machine  Scrub. 

Cone Al 

Code  920  Heavy  Duty  General  Purpose 

Clnr  Al 

Code  925-1  Ammoniated  All  Purpose 

Clnr A4 

Code  940-1  Bowl  Cleaner    C2 

Code  945  Alkaline  Dgrsr  &  Oven  Cln 

Cone A8 

Code  950  Extra  Heavy  Duty  De- 
greaser      A4.A8 

Code-Lo-Dine   D2 

Deodorite  CI 

Glass  Brite  CI 

HA.  Concentrate  A4 

High  Suds  Laundry  Detergent   Al 

Institutional  Chlorinated  Cleanser    A6 

Organo-Chlor  Germicide-Deodorant    ..  Dl 

Pine  Dres  Garage  Floor  Cleaner CI 

Pine  Oil  Cleaner  and  Deodorizer  CI 

Pink  High  Active  Built  Beads    Al 

Pink  Lotionized  Liquid  Detergent    CI 

Safe  Scrub  Scratchless  Liq. 

Clnsr&Polish CI 

Sanni-Rinse  D2 

Ship  Shape  All  Purpose  Cleaner    CI 

Spray  Cleaner   CI 

T-400  Controlled  Suds  Laundry  Deter- 
gent    Bl 

Wipe-A-Way  CI 

Continental  Research 

Spray-All  CI 

Continental  Research  Corporation 

Action    CI 

Aero-Grease  H2 

Blast  Fog  MultiPurp  Fog  Inset 

ChryBlsSnt   Fl 

Board-X  Contact  Cleaner   K2 

Caf-Fog  Insecticide  Fl 

Caf-Sect  F2 

Clean-Guard CI 

Clear-All    CI 

CR-10    Al 

CR-2    G6 

CR-4    G6 

Dry  Fly    Fl 

Ecolo-G   L2 

Enzyme-70  L2 

Final  Stage D2 

Foam-Ox   A3 

Freezer  Kleen  910  A5 

GrabD  E4 

Graf  H2 

Gritn E4 

HD-10    Al 

In-Mist  F2 

In-Mist-B  F2 

Jel-M.D Kl 

Lana-High   E4 

Lemon-Guard CI 

Moly-Spec  H2 

Multi-Zyme  821    L2 
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No-Seize    H2 

Pine  Guard  CI 

Power  Clean    El 

Power-Plus  PI 

Red-Spec   H2 

Rid  F2 

Rid-O-Grease  CI 

Rid-O-Grime  E4 

Safety-Xcel  Degreaser K2 

Sani-Hands El 

Sila-Slip  HI 

Spray  All  C2 

Stay  Away  F2 

Super  Foam  CI 

Super  200 A8 

Super-Pent  H2 

Tar-Jel    Kl 

Tefla-Lube  H2 

Trap   LI 

Tri-Mint  Air  Sanitizer  &  Surf.  Disf.Deo.  CI 

Trust  CI 

Vand-Off  CI 

Xtra-932  A4 

Continental  Water  Systems 

G.W.S.C.  3001    G6 

Contract  Cleaners  Supply 

Power  Pack    A4 

Super  Dynamo  Al 

Contractors  Chemical  Corp. 

Floor  Soap  Al 

Germicide  RC-3    D2 

Control  Chemical  Company 

Concrete  Cleaner  Al 

Metal  Brite A3 

No.  380    A2 

Oven  Brite  Al 

Power  Chlor A2 

Power  Foam Al 

Power  Suds   Al 

Release  A2 

Rinse  Brite Al 

Super  Chlor  A2 

Super  Suds  Al 

Control  Print  Division 

CP  10  Cleaner  Kl 

Conwood  Corporation 

Hot  Shot  Fly&Mosquito  Insect  Killer   ..  Fl 

Cook's  Industrial  Lubricants  Inc. 

Albavis  20  H2 

Albavis  30  H2 

Albavis  5  H2 

Cup  Grease  #2  H2 

Cooke  Industries,  Inc. 

Tuff  Job  CI 

Cool  Curtain 

Curtain  Clear  CI 

Cooper  Bell,  Inc. 

Ink-Off  CB-21 3  A4.A8 


Cooper  Industries/ 
W-K-M  Division 

Key  Graphite  Paste  PI 

KeyTite  PI 

Cooper-Griffin  Water  Services,  Inc. 

BWT  8103  G7 

Ox-Chem  (Powder)  G7 

Solution  C/40    G7 

Solution  C/41     G6 

1006  G6 

Coopers  Animal  Health  Inc. 

Havoc  Rodenticide  Bait  Pack  (Pellets)     F3 
Havoc  Wax  Blocks  F3 

Copeco 

Copeco  Alco-AA  Food  Machinery 

Grease  HI 

Copecote  FO-30W HI 

FO-10W  HI 

Syn-FG  1  HI 

SFG-2  Grease    HI 

Copper  Brite,  Inc. 

Roach  Prufe  F2 

Copps  Industries  Inc. 

A-018WH-U1  Resin  and  B-005-J1  Har- 
dener    PI 

Cor-Tek  Inc. 

FP  2000  Chain  Lube  H2 

Cora  Chem,  Inc. 

Cora-Clean  Al 

Cora-Solv  CI 

Neutra-Clean  A4 

Neutra-Clean  Plus  CI 

Q-64  D2 

TMR    A4 

Coral  International,  Inc. 

A-227  A3 

Brite  Clene  Add    A3 

Brite  Clene  25  A3 

Chlor-Clene  15    A2.Q1 

Chloro-San  D2.Q4 

Circulate  14  Al 

Clene  A-21    A3 

Clene  Aid Al 

Clene  All  4   Al 

Clene  MGW    Al 

Clene  S.S CI 

Clene  SRO  Al 

Clene  308 El 

Clene  50  A2 

Clene  509 A2 

Clene  57  A2 

Clene  777 A2 

Cloral  Al 

Concrete  Brightener  #2  A3 

CorCal#l  Al 

Cor  Clene  1107  Al 

CorFom34  Al 

Cor  Jell    Al 

Cor  Pop  03    C3 

Cor  Rinse  307  A2 

Cor  Steem  00 Al 

CorSteem  11  A2 


Cor  Steem  30 Al 

Cor  Steem  90 A2 

CorVap90   Al 

Coracid  30  D2 

Coralite  02  Al 

Coralite  100  A4 

Coralite  200  A4 

Cordefom  92  QS 

Cordefom  93  Q5 

Coredge  30    A2 

Corem  92  Kl 

Corfom  35  Al 

Corfom94  Al 

Corpol  34 A6 

Corsheen  Plus   Al 

Corsheen  333  A2 

Corsheen  908  Al 

Corsheen  909  Al 

Cortak  301  A2 

Cortak  90  A2 

Cortak  98  A2 

Corvin  14  A3 

Corvin  17  A3 

Corvin  97  A3 

COR  Clene  316  Al 

Defoam  125  A1.Q5 

Descale  202  A3 

Descale  90  A3 

E.C.  Ultimate A1.Q1 

Egg  Clene  FMC    A1.Q1 

Egg  Clene  Plus   A1.Q1 

Egg  Clene  200  Ql 

Flash  Clene  Super  A2 

Flash  Clene  26  A2 

Flash  23L A2 

Foam  Clene  10    A2 

GF  844 Al 

Li  Cor  21  A2 

Liqua-Steam  5  Al 

Liqui  Lube  3   H2 

Liqui  Lube  5   H2 

Liqui-Lube  4  H2 

PC  300  A2 

Sewerex  3    LI 

Spray  Clene  76   Al 

Spray  Cor  41   A2 

Spray  35  Al 

Super  Clene  A2 

Vat  Clene  50  A2 

Corcoran  Chemical  Products,  Inc. 

DCDD. C2 

DCD  U  Detergent/Disinfectant  Cncntrt.   D2 

Fly  Swatter    F2 

Fogging  Insecticide  O  Fl 

Glass  &  All-Purpose  Cleaner  CI 

Glass  &  All-Purpose  Cleaner  U  CI 

Glass  &  All-Purpose  Cleaner  U  CI 

Liquid  Hand  Soap  El 

Lotionized  Hand  &  Skin  Cleaner El 

Machine  &  Dish  Pan  Powder  Al 

Porcelain  &  Bowl  Cleaner   C2 

Residual  Spray  Insecticide   F2 

Scale  &  Lime  Remover    A3 

Special  Cleaner  Disinfectant  N Dl 

The  Greaser  H2 

Corium  Chemical  Division/ 
Magna  Industrial  Co.,  Ltd. 

Corium  32  G5 

Corium  48   Al 

Corium  54  G7 

Corium  64  A8 

Corium  80   G6 

Corium  84  E4 

Corium  95   Dl 

Corium  99   E4 
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Corporate  Chemicals 

Sea-Wash  Al 

Correctional  Industries 

Pencor  PDO»5   D2 

Correlated  Products,  Inc. 

Biosan  220  D2 

Blue  Fox  1  Al 

Bowlshine  Bowl  &  Porcelain  Cleaner      C2 

Cling  Porcelain  Cleaner   C2 

Contact  &  Point  Cleaner K2 

Corre-Kill  Insecticide   Fl 

Correl-Freeze  CI 

Correlsept  Disinfectant-Cleaner   Dl 

Correlsept  Disinfecting  Cleaner  CI 

Creme-Clenz   C2 

CP-89  Al 

CPD-500   Al 

CPI  Aqua  Shield  H2 

CPI  Krome  Kleen  Porcelain  Cleaner  ..    CI 

CPI  Liquid  Alive  Bacteria    CI 

CPI  Residual  Roach  Liquid    F2 

CPI  Sani-Lube  HI 

D/Grease    CI 

Descaler-89   A3 

Drain  Cleaner    LI 

Drift  Bl 

Dry-Tef  Spray  Lubricant H2 

Electro-Kleen  K2 

Erase  Mark  &  Stain  Remover    CI 

Force    CI 

Fortify    Bl 

Grimeaway E4 

Hand  Barrier  Cream   E4 

Heavy  Duty  Open  Gear  Lubricant   H2 

Help  A4 

KleerOut  LI 

Liquid  Alive  Bacteria   L2 

Liquid  Steam  Cleaning  Compound    ....    Al 
Lotionized  Glass  &  Dishwashing  Com- 
pound        Al 

Mechanics  Helper  H2 

Medifect  Disinfectant  Deodorant   CI 

Neutrol  A4 

Pine  Odor  Disinfectant  CI 

Quat-128    D2.Q3 

Rebound  B2 

Roach  &  Ant  Killer F2 

Roach&Ant  Spr  Inset  (w/Resid  Inset 

Cntr)   F2 

Spray  K   A4 

Staphasept  Hospital  Disinfectant  Deod.  C2 
TQC  Germicidal  Cleaner  and  Deodorant  CI 
Wasp  "N"  Hornet  Spray  F2 

Corrosion  Control  Services 

C-500  G6 

CH-100    G6 

CH-150    G6 

CL-500 G6 

CS-760  G6 

HMP    G6 

PHP-20    G6 

PHP-50    G6 

SLT-10  G6 

SLT-12  G7 

SLT-50  G6 

404  G7 

520-C  G6 

704-S   G6 

704-SST  G6 

710-L  G6 

904-L  G6 

909-PD G6 


Corty,  R.  L.  &  Company 

GLD  A4 

Steamatic  Heavy  Duty  Cleaner  #101   ..    Al 

Cosco  Soap  &  Detergent  CoV 
Div.  of  Cosco  Entrprises  Inc. 

Clearview  CI 

Cottingham 

Power  House  C2 

Cotto-Waxo  Company 

Scavenger  Universal  Absorbent  CI 

Cougar  Chemical  Company 

Cougar  #100  Heavy  Duty  Cleaner  Al 

Cougar  #150  General  Purpose  Cleaner    Al 

Cougar  Energy  Corporation 

Puma  Oil  100    HI 

Puma  Oil  300    HI 

Puma  Oil  44    HI 

Puma  Oil  50    HI 

Puma  Oil  70    HI 

Puma  Oil  80    HI 

Coustic-Glo  International,  Inc. 

Coustic-Glo  A  Rail  And  Fixture  Cleaner  PI 

Coustic-Glo  B    PI 

Coustic-Glo  C   PI 

Cowboy  Chemical  Company 

Custer's  Last  Charge  Sewer  Cleaner    ....  LI 

Hi  Sierra    C2 

One  Shot   Kl 

Rio  Pecos  Kl 

Saddle  Slick  H2 

Cox  Industries 

Ban-Ox  Aluminate  I   A3 

Ban-Ox  Truck  Wash  Al 

Earthtone  Multi-Purpose  Cleaner  Al 

Grease-Relief  Dishwashing  Liquid  Al 

024Degreaser  A4.A8 

320  Heavy  Duty  Cleaner    Al 

Coyne  Chemical  Company 

Coyne  Formula  100 F2 

Coyne  Formula  101  F2 

Coyne  Formula  104 F2 

Coyne  Formula  106 Fl 

Coyne  Formula  108  Fl 

Coyne  Formula  110 Fl 

Coyne  Formula  132 Fl 

Coyne  Formula  141  Fl 

Coyne  Formula  142 Fl 

Coyne  Formula  143  Fl 

Coyne  Formula  147 Fl 

Coyne  Formula  148 Fl 

Coyne  Formula  200 F2 

Coyne  Formula  204 F2 

Coyne  Formula  211  Fl 

Diazi-Trol    F2 

Mala-Trol  F2 

Sniper  Insecticide    F2 

Coyne  Oil  Corporation 

Food  Lube  Grease  ET  HI 


Craft  Laboratories,  Inc. 

Blue  Thunder Al 

BC-98    A4.A8 

BC-98  with  Foam   A4.A8 

Craft  Heavy  Duty  Hand  Cleanser  & 

Cond E4 

Dekacide  100  D2 

Dekacide  200  D2 

Eliminator    A4 

Masterclean   D2 

Power  Clean    A4.A8 

X-400  CI 

501  Al 

Craftsman  Chemical  Corp. 

Cleaner  Chlor  Plus  Three  Al 

Cleaner  Chlor  Plus  Two  Al 

Cleaner  Liquid  Chlor  Plus    Al 

Cleaner  223  C  A2 

Cleaner  301  C  A2 

Cleaner  304-C  A2 

Cleaner  308-C  A2 

Cleaner  402  A  Al 

Cleaner  412  C  A2 

Cleaner  416  C  Al 

Cleaner  417-C  Al 

Loob  J   H2 

Metal  Cond.  No.  1    A3 

Metal  Cond.  No.  2    A3 

Metal  Cond.  30-K  A3 

Stnpper  204  DS  Al 

Crain  Chemical  Company 

#1381  A2 

Beyond  A4 

Boiler  Compound    G7 

Con-O-Chlor   D2 

Con-O-Phene  C2 

Con-O-San  A4 

Con-O-Tox  SB    Fl 

Concentrate   Al 

Crain  Quatro  Multi-Purpose  Dsnfctnt 

Clnr  CI 

Crain  Silicone  Spray  Food  Grade HI 

Crain's  #550  Resmethnn  Fl 

Crainchem's  Silicone  Spray    HI 

Crainchem's  Utility  Cleaner   CI 

Dish-Brite    Al 

DFC^tO  Deep  Fat  Fryer  Cleaner   A2 

G-Go  Hospital  Disinfectant  Deodorant     C2 

G-Go+   CI 

Gel  Graffiti  Remover   CI 

H-320  Al 

JP  78  Glass  Cleaner   CI 

Lana  El 

Mr.  "C"  Disinfectant  Deodorant  CI 

New  Glo    C2 

Nock-Out  LI 

OVN  Cleaner A8 

Powder  Power  F2 

Power  Plus  Prilled  Drain  Opener  LI 

PSS-35  Stainless  Steel  Cleaner    A7 

Quam  75   D2 

RCR-235   A3 

RIA-72  F2 

SMD  7010  Solvent  Degreaser    Kl 

SS-305  HI 

Tribute  Hospital  Spray  Disinf.-Deod.  ..    CI 
Triple-C  Disinfectant  Foam  Cleaner    ..    CI 

Watermate  101    G6 

X-Out  CI 

Crane  Industrial  Chemicals/ 
A  Division  of  Larsal  Inc. 

Beulah   CI 

CO-1    L2 

CO-1  Oven  Cleaner A8 
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Good  Bye  Liquid  Drain  Opener  LI 

Olympic  The  Champion  A4 

Rebrite  C2 

Remox   A3 

Selectric  Kl 

Slik-Sil  HI 

Smooth  N  Creamy El 

Craver  Supply  Company,  Inc. 

Craco  Hand  Soap    El 

Crawfordsville  Paper  Products 

Grease-Eze  H2 

Creative  Chemicals  Inc. 

Classic  Lotion  Soap    E4 

Clout  Lotion  Soap  El 

Pum-X  DP  Lotion  Waterless  Hand 

Cleaner  E4 

Pum-X  HD  Lotion  Waterless  Hand 

Cleaner   E4 

Pum-X  Lotion  Soap  with  Pumice 

Scrubbers    C2 

Sportsman's  Friend    E4 

Creative  Chemicals,  Inc. 

Bio-Act    L2 

Cherri-o  Mild  Low-Acid  Bowl  Cleaner  C2 
Cling-N-Clean  Bowl  &  Porcelain 

Cleaner   C2 

Concentrated  Deod.  Odor  Control 

Granules   CI 

Creative  #23  Emulsion  Bowl  Clnr  & 

Disinf    CI 

Creative  Gush  Drain  Opener  &  Main- 

tainer  LI 

Creative  Heavy  Duty  Cleaner-Degreaser  CI 

Dig  Bowl  Cleaner-Scale  Solvent   C2 

Extra  Strength  RTU  Cleaner-Degreaser    CI 

Gentle  Scrub   CI 

Glass  Cleaner  Plus    CI 

Living  Proof    L2 

Mild  Low-Acid  Bowl  Cleaner   C2 

Non-Acid  Caustic  Liq.  Drain  Opnr  & 

Main LI 

One-Shot   CI 

Phosclean  C2 

Pronto  Acid  Foaming  Cleaner    C2 

Pronto  Foaming  Cleaner-Degreaser  ....    CI 

Pronto  Glass  Cleaner CI 

Pronto  Mildew  Stain  Remover  C2 

Pronto  Oven  and  Grill  Cleaner A8 

Pronto  Spot  &  Stain  Remover   CI 

Pronto  Super  Cleaner-Degreaser CI 

Ram  Liquid   LI 

Safety  Non-Acid  Bowl  Cleaner   C2 

Scour  Brite A6 

Tag  Tile  and  Grout  Cleaner  CI 

Tub,  Tile  &  Grout  Cleaner  CI 

Velvet  Touch  Pink  Lotion  Hand  Soap  ..  E4 
15%  Liquid  Hand  Soap  El 

Creative  Industries 

De-Zolv  Sulfuric  Acid  Drain  Opener  ....  LI 
Emerald  Ready  To  Use  Liquid  Hand 

Soap    El 

Evergreen  Pine-Odor  Disinfectant    CI 

Fact  Concentrate  All-Purpose  Cleaner      A4 

Flash  Cleaner-Degreaser  A4.A8 

Zing  Clinging  Bowl  Cleaner    C2 

Creative  Marketing  Channels  Int'l, 
Inc. 

TD3  Odor  Eliminator   CI 


TD3  Odor  Eliminator  Commercial 

Strength  CI 

TD3  Odor  Eliminator  Industrial  Strength  CI 

Creative  Packaging  &  Maintenance 

G-A-G  33  Degreaser  Cleaner  A4 

HG-1 13  All  Purpose  Cleaner  Al 

Creed  Laboratories 

"10-4" Al 

Aqua  Guard  H2 

Baby  Fresh  Glycol  Air  Fresh/Baby 

PwdFrag   CI 

Bac  Stop    A4 

Bolt-Off  Penetrating  Lubricant  H2 

Break-Down Al 

Creed  Organex  A3 

CL-77  A4 

Destiny  CI 

Detailer    Al 

Duro  Power  Al 

Excel  Glass  Cleaner   CI 

First  Hand  Barrier  Cream  E4 

Floor  Sheen  Al 

Glisten  CI 

Grease  Power A4 

Hot  Tank  880    A2 

Kill-Zol  Brand  Residual  Insecticide  F2 

Mean  Steam  Al 

Polar  Bear   A5 

Premier Ql 

Pyrazine  Fl 

React    LI 

Reddy C2 

Safe  T  Solvent K2 

Sanitrol    D2 

Scalex  A3 

Sila-Creed  Silicone  Lubricant  Spray    ..    HI 
Vandal  Vandalism  Mark  Remover  CI 

Crescent  Resources  Inc. 

Aluma-Crcss   A3 

Cres  Prime  345   H2 

Cres  Solve  A4.A8 

Cres  Wash  HP  A4 

Cres-Clean  A4 

Cres-Clean  II  Al 

Cres-Clean  Plus  A4 

Cres-D-Crete  A3 

Cres-Enz    L2 

Cres-Prime  PI 

Cres-Scent  CI 

Cres-Scent  G  CI 

Cres-Scent  M  CI 

Cres-Slide  Silicone   H2 

Cres-Slide  Soap  Base   H2 

Cres-Soap  A    E4 

Cres-Soap  L El 

Cres-Soap-PP  C2 

Cres-Solve  ED  Kl 

Cres-Strip  Kl 

Crescent  Acid  Clean  A3 

E-Z  Wash  P  Al 

Freez-A-Clean  A5 

Jenny-Cres-L  A4 

Jenny-Cres-P  Al 

Jenny-Cress  L   Al 

Nutz-Off H2 

Oven  Cleaner A8 

Saf-T-Cress  A   K2 

Wash-E-Z Al 

Zap-A-Bug  Fl 

Cresset  Chemical  Company 

Cresset  Coral  Hand  Cleaner  E4 

Cresset  Green  Hand  Cleaner E4 


Crest  Industries 

Crest  Mid-West  Grease  Gun  In  A  Can    H2 

Crest  Industries,  Inc. 

White  Lithium  Grease  Stock  No.  AG-W  H2 

Crest  Mid- West 

Bug  Buster F2 

Crest  Research  Products 

Basic    Kl 

Control  Concentrate    CI 

Crest  Concentrate    Al 

Goliath  Kl 

Herculox    A3 

Luxur  El 

Crest  Sales 

Foam  Glass  Cleaner   CI 

Lightning  CI 

Penetrant  &  Moisture  Barrior  H2 

Plumb  Magic  L2 

Tuff  Job  E4 

Vandal  Blitz CI 

Crestfield  Research,  Inc. 

B.C.P PI 

Basic  Motor  Degreaser  Kl 

CRI  White  Lightning    H2 

Derma  Shield  E4 

Dri-Mol    H2 

Hi-N-Dri  Lubricant  &  Cleaner  H2 

Hi-P  Contact  Cleaner   K2 

Lano-Derm  E4 

Luxur  Liquid  Scented  Hand  Soap    El 

Metal-Glo A7 

Mira-Shield   CI 

Mirage  Glass  Cleaner  CI 

Molylube  Chain  &  Cable  Lubricant  ....    H2 
Red  Jel  Non-Flammable  Spray  Grease     H2 

Sanilube  HI 

Slide  Silicone  Spray   HI 

Smoke  House  Cleaner A2 

Sta-Free  Heat -Stable  Sil.  Release  Agent  HI 

Sur-Grip  Belt  Dressing  PI 

Vital  All  Purpose  Cleaner CI 

Crestline  Chemical  Company 

Crestline  All  Purpose  Cleaner    Al 

Fat-Away  Al 

Crestmont  Sanitary  Supply  Co. 

Crestmont  Power  Foam  CI 

Crimson  Supply 

Bama-Sol  Al 

Critzas  Industries,  Inc. 

Goop  Hand  Cleaner E4 

Crockett  Chemical  Company 

C-400  Concentrate  All  Purpose  Cleaner  A4 
Tuff   CI 

Crossco  Manufacturing  Corp. 

Carbex   CI 

Glissen  Al 

Sanisation    C2 
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Speed-Spray  CI 

Versatal    CI 

Crouch  Supply  Company,  Inc. 

Three  D"  Cleaner Al 

Activ  Laundry  Detergent    Bl 

Cromal  Al 

Crouch  Blast   Al 

Crouch  Geaner-Degreaser  Con- 
centrate    A4.C1.A8 

Crouch  CFC-100  Al 

Crouch  Foam  Booster  Al 

Crouch  Foamy  Acid  Cleaner   A3 

Crouch  IFC  Conveyor  Lubricant   HI 

Crouch's  Cir-Spray  341  Cleaner  Al 

Crouch's  Coral  Mist    El 

Crouch's  DG-923  Bottle  Wash  A2 

Crouch's  Hi-Lo  Acid  Cleaner  A3 

Crouch's  Insect  Spray  (Aerosol)  Fl 

Crouch's  ID-125    D2 

Crouch's  Special  30  A2 

CE-2  Sanitizing  Hand  Cleaner  E2 

CIP  Acid  Cleaner   A3 

D  Foam   Q5 

DTerge    Al 

FC-125  Al 

FC-25  Al 

GPC  Cleaner  Al 

Heavy  Duty  Super  85  Al 

Improved  Crouch's  ID-05-R  D2 

Insect  Spray  Fl 

Insecticide  300  (Bulk) Fl 

Kap  Cleaner Al 

Kleen-N-Brite    A3 

L.CD A1.Q1 

Mineral  Oil    HI 

No.  147  Heavy  Duty  Alkaline  Cleaner    A2 
No.  148-C  Special  Alkaline  Cleaner   ..    A2 

Petrolatum  Spray  HI 

Petrolatum  Spray  Heavy  Duty   HI 

Sani-Quat  D2 

Sanitizer-Bactericide  Dl 

Ship  Shape Al 

Ship/Shape-NC    Al 

Sodium  Hypochorite  Solution    ..  D2,Q4,E3 

Spray  Gel  HI 

Steep    Dl 

Super  Flakes   A2 

Super  85  A1.Q1 

TCW  Cleaner A4 

154BC-Cleaner   A2 

3222  Crouch  Industrial  Floor  Cleaner      A4 
4444  Crouch  Ind.  Floor  Cln  With  Pine 

Oil  CI 

6666  Crouch  Ind  Fir  Cln  w/Pine  Oil  & 

Col CI 

802  Centra-Matic  Liquid  Lube  H2 

888  Alkali   A2 

Crow  Marketing 

Coil  Master  Foaming  Non-Acid  Coil 

Clnr  PI 

Coil  Master  Heavy  Duty  Detergent 

Cleaner  PI 

Coil  Master  Non-Foaming  Evprtr  Coil 

Clnr  PI 

H.D.  Ice  Machine  Cleaner   A3 

Heavy  Duty  Detergent    A4 

Ice  Master  Ice  Machine  Cleaner A3 

Crowe  Chemical  Company 

Double  Action  Contact  &  Residual 
Insctcd  F2 

Crown  Associates  Inc. 

BW-2600  G6 

BW-2700  G6 


Crown  Chemical  Co.,  Inc. 

Ultra  Al 

Crown  Chemical  Company 

Colloid  Boiler  Water  Treatment  G6 

Colloid/Chelate  BWT   G6 

Compound  Ca-3    G6 

Compound  S-4    G6 

Diasyn-7  Al 

Formula  600    G6 

Hydrax  2   G6 

Hydrax-4   G6 

Liquid  Drain  Cleaner    LI 

Liquid  Hand  Soap  El 

LHS-40    El 

Ox-Trol  DC-P  G6 

Ox-Trol  LQ-2    G6 

PCA  Boiler  Water  Treatment  G6 

SWEOS   G6 

Crown  Chemical  Company,  Inc. 

Crown  Kill  Fl 

Crown  Residual  Insecticide  w/Baygon  ..  F2 

Foam-Up    Al 

Power  Drain  Opener  LI 

Power  Foam CI 

Strength  Liquid  Drain  Solvent  LI 

USDAL   El 

Crown  Chemical  Corporation 

Super  Solv  CI 

Tile-Klenz   A4 

Crown  Chemical  Inc. 

A-A-A  Chlorinated  General  Purpose 

Clnr Al 

Bake  Pan  Cleaner  Al 

Big  Blue  Dish  Detergent Al 

Blast  Al 

Blitz  Concentrate  A4 

Borolan  General  Purpose  Skin  Cleanser  C2 

Chlorinated  Machine  Dishwash   Al 

Chlorinated  Scouring  Clenser  A6 

Citrus  Scrub CI 

Compound  4040    Al 

Crusty    A8 

CIP-A  Cleaner  A3 

Eco  A4 

Esteem  Liquid  Cone A4 

Extra  Heavy  Duty  Industrial  Cleaner  ..  A4 

Fantastic A4 

Flash  Hand  Soap  El 

Go  Window  Cleaner  CI 

H-D  Alkaline  Cleaner  A2 

Hard-Chlor A2 

Heavy  Duty  Degreaser   Al 

ISO-Phor  Cleaner/Sanitizer D2 

Kembrite  G-NF  A2 

Kut-All  Concentrate    Al 

Lavolan  Mild  Skin  Cleanser  E4 

Lightning  Deep  Fatfry  Cleaner A2 

Lo-Suds  Laundry  Detergent  Bl 

Neutral  Cleaner  Al 

Pink  Pearl  Liquid  Hand  Soap  E4 

Pride  Powder  Al 

PHC-71    Al 

PHC-72    Al 

Q-C  n    CI 

Slam  Dunk  A2 

Strip-All  A4 

Strip-All  XXX  A4 

Stripclene  A4 

Stripclene-TX    CI 

Sunbrite  Laundry  Bleach    Bl 

Sunset  Controlled  Suds  Bl 


Swish  Pink  Dish  Detergent Al 

Triple  "B"    A4 

Trust Bl 

X-Tra  Strong  Concentrate  A4 

Zap  Disinfectant   D2 

1004  A2 

15  Floor  &  General  Cleaner  A2 

40  Truck  Soap  Al 

444  Al 

57  Truck  Soap  Al 

950  Concentrated  Cleaner Al 

Crown  Chemicals,  Inc. 

Chem-i-Clean  8001  Al 

Chem-i-Clean  8002  Al 

Chem-i-Clean  8017  Al 

Crown  Cleaning  Systems  &  Supply, 
Inc. 

Flurry  High  Foaming  Degreaser Al 

Force    Al 

Crown  Industrial  Products  Co. 

A114    CI 

Drive  Belt  Dressing PI 

Dry  Film  Lubricant  H2 

Food  Grade  Silicone  Lubr.  #8036  (Aer.)  HI 
Food  Grade  Silicone  Lubricant  (Bulk)  HI 
Food-Gd  Pure  Silicone  Lubrcnt  #8036     HI 

Pulmore   H2 

6035  Food  Safe  Lubricant   HI 

Crown  Labs 

Absorbs   CI 

Action    Dl 

April  Air   CI 

Best   Al 

Best  101  A8 

Bright-N-Polish  A3 

BC  1    G7 

BG518   Kl 

Chain-A-Lube   H2 

Chefs  Best  Friend  A8 

Geanair  CI 

Gear  For  Automatic  Al 

Gear  Glass    CI 

Ging  Clean  CI 

Correct  It  G7 

Crown  Concentrate  A4 

CO  40    El 

De  Foam    Al 

Dip  A2 

Doesit  L2 

Econ-O-Clean    A4 

Enzo  10   L2 

Enzo  8  L2 

Fast    C2 

Foam-B-Gone    Al 

Freezer  Clean A5 

Fresh    CI 

Gem  K2 

Gly-Co-Spray C2 

Grease  Control  LI 

Hand  Power  Al 

High  Con  CI 

High  Suds    Al 

IG19  Kl 

Klean  CI 

Lo  Suds  Bl 

Mint  It  CI 

MWD  1000  A3 

MWD  1000F  A3 

Non  Suds  Al 

NBC  Al 

Off  A4 

Outdoor   CI 

P  100   A6 
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Pour  Away  LI 

Pyro  Kill    Fl 

Quat-Clean  A4 

Red  Crown LI 

RTU  CI 

Scaleit    A3 

See  Thru    CI 

Soakit  Al 

Soakit  (Powder)  A8 

Steamit  Al 

Stick-2-It   Kl 

Sweet  It  CI 

Victory  LI 

Crown  Paper 

All  Purpose  Neutral  Cleaner A4 

Checker  E.Z.  Kleen  A4 

Checker  Odor  Counteractant  Concen- 
trate      CI 

Heavy  Duty  Cleaner-Degreaser   A4 

Heavy  Duty  Extra  Strength  Clnr.  & 

Dgrsr A4.A8 

Heavy  Duty  Stripper  A4 

Liquid  Hand  Soap  El 

Super  Degreaser    A4.A8 

Crown  Products  Company 
See  Crown  Paper 


ZZ 


Crown  Research  &  Chemical 
Corporation 

Advanced  CL Al 

Advanced  SH A2 

Al-Safe Al 

Al-SafeH Al 

AC  410    A3 

Brite  Al 

C  301   Al 

CP  401  Al 

Glass  and  Mirror  Cleaner  CI 

Honey-Do    Al 

Honey-Solve    A4 

HTC  201    A2 

Kleen-Kit  Al 

LSC   Al 

MHC   A2 

PSC  50  A2 

SHC  Al 

XC  301    A4 

500  A  Al 

Crown  Vista  Corporation,  The 

Service  A4 

Crown/American/Lee  Markey 

Bright  Shine    A7 

Mechanic's  Helper  H2 

Nu-Bright  CI 

One  Wipe CI 

Si!a-Lube  HI 

Crown,  Inc. 

A-152  Insect  Spray  Fl 

Crucible  Chemical  Company 

Foamkill  Q5 

Foamkill  MSF  Cone Q5 

Foamkill  644  Q5.L1 

Foamkill  810-HP  Al 

Foamkill  810F  Q5 

Foamkill  830-HP Al 

Foamkill  830F  Q5 


Foamkill  852  Q5 

Foamkill  854A    Al 

Crystal  Chemical  Corp. 

Formula  #540  Special  Al 

Power  Foam  Degreaser  A4 

Crystal  Chemical  Corporation 

Bacteriacide-L  A4 

Germicidal  Hand  Wash  E2 

Penetrate-7  Al 

Pine  Tree  Disinfectant CI 

Pink  Satin  Lotion  Hand  Soap  El 

Sani-Chlor  D2 

Wintermint  Disinfectant   CI 

Crystal  Chemical  Laboratories 

Formula  68-L G6 

Crystal  Linen  &  Uniform  Service 

Laundry  Detergent Bl 

Crystal  Soap  And  Chemical  Co., 
Inc. 

CS-120  Crystal  Clean  Concentrate A4 

Cuestas  Chemical  Company 

Chief  Ail-Purpose  Cleaner   CI 

Scooper    Al 

Cuisine  Internationale 

Blue  Max  A7 

Wenol  Plus  K    A7 

Cul-Mac  Industries,  Inc. 

GFS-2000    Al 

Tech  Group  Odor  Eliminator  CI 

Culligan 

Chemical  Treatment  F-824  Gl 

Chemical  Treatment  F-86  Gl 

Chemical  Treatment  P-323  G3 

Chemical  Treatment  P-324  G2 

Chemical  Treatment  P-33  G2 

Chemical  Treatment  P-34  G2 

Cumberland  Paper  &  Supply  Co. 

Mirror  Image  CI 

Stainless  Steel  Cleaner   CI 

Stainless  Steel  Cleaner  &  Polish    CI 

Cummings  Supply  Company,  Inc. 

CSC  #2000  All  Purpose 

Degreaser/Cleaner Al 

Cunningham,  T.  P. 

White  Glove    A8 

Curtin  Matheson  Scientific,  Inc. 

Contrad  70  Al 

Detergent  "1.2.2."  Concentrate  Al 

Curtis  Chemicals,  Inc. 

Acidet  CIP  A3 

Acidet  2  A3 

Al  Clean  F  Al 


Al  Clean  P  Al 

Boil-Brite  A2 

Buildet  HD-PF    Bl 

De-Foamsit  1  A1.Q5 

De-Foamsit  2  Al 

Execute    A3 

Foam  Chlor  Al 

Foam  Clean  Al 

Foamsit    Al 

Foz-Klor A131 

Hand  Soap  L-50    El 

Kettle-Chlor  A2 

Kettle-Chlor  Plus  A2 

KBO  A2 

KBO-CL    A2 

LCA  Al 

LCA-2   Al 

Mebec  100  A2 

Mebec  101  A2 

Mebec  103  A2 

Mebec  104  A2 

Mebec  105  A2 

Mebec  109  A2 

Mebec  110  A2 

Mebec  130  A2 

Mebec  140  A2 

Mebec  150  A2 

Mebec  200  Al 

Mebec  202  Al 

Mebec  212  Al 

Mebec  220  Al 

Mebec  240  A2 

Mebec  250  A2 

Mebec  255  A2 

Mebec  260  Al 

Mebec  266  Al 

Mebec  300  A3 

Mebec  301  A3 

Mebec  330  A3 

Mebec  331  A3 

Mebec  340  A3 

Mebec  341  A3 

Mebec  366  A3 

Mebec  400  Al 

Mebec  402  Al 

Mebec  404  Al 

Mebec  405  Al 

Mebec  406  Al 

Mebec  408  Al 

Mebec  409  Al 

Mebec  410  Al 

Mebec  411   Al 

Mebec  420  Al 

Mebec  422  Al 

Mebec  423  Al 

Oxy  Bleach   A131 

Panguard   Al 

Panguard  L    Al 

Sani-Chlor  D2 

Sani-Chlor  12    Bl JD2,G4,G7,L1 ,04 

Smokehouse  P  A8 

SourNB  Bl 

Steam  Geenie Al 

Truck  Wash  L  Al 

VC-2    A1.H2 

WPO    HI 

Curtis  Industries 

Antiseptic  Dura  Kleen  Hand  Cleaner  ....  E4 
Belt  Dressing  (Power-Grip)  No.81871  ..  PI 

Brake  Cleaner  No.  83997  PI 

Brake  Cleaner  No.  96558  K2.P1 

Cutt.  &  Drill.  Lubr  (Quik-Eas) 

No.81869    H2 

Food  Grade  Silicone  No.  84607  HI 

Glass  Clnr  w/Ammonia  (Gleam-All) 

#83641    CI 

Heavy  Duty  Dura  Kleen  Hand  Cleaner  E4 
Hvy  Dty  Electric  Contact  Clnr  No. 

89033    K2 

Multi-Purpose  Lubrcnt.  (CN-400) 
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No.85171    H2 

Non-Flammable  Rust  Penetrant  No. 

88951    H2 

Paint  and  Gasket  Remover  No.  86425  ..  PI 
Penetrating  Lubricant  (Eas-Off) 

No.81868    H2 

Rust  Penetrant  No.  96560  H2 

Safety  Eas-Off  H2 

Stainless  Steel  Cleaner  No.  36324  CI 

Super  De-Greez  NB    Al 

White  Grease  No.  96561    H2 

Curtis  Noll  Corporation 

Custodi-All  Strip  Kleen  No.  4401   A4 

Selex-250  HI 

White,  Food  Machinery  Grease   HI 

Custodial  Supply  Company 

Clean  Up  Al 

CSC  "Buster"  Cleaner-Degreaser 

No.  2431   A4.A8 

Fat  Away  Al 

Foam-Away  Al 

Custodial  Supply  Company 

Heavy  Duty  Degreaser-Sanitizer    Dl 

Quat  Germicidal  Cleaner    D2 

Custodial  Systems  &  Supplies 

CSSI  Odor-Out  CI 

CSSI  Waste-Away L2 

Sani-Quat  CI 

Custom  Blend  of  California 

Custom  Blend  Food  Plant  Fogging   Fl 

Custom  Blend  301     Fl 

Custom  Blend  402    Fl 

Custom  Built  Lubricants  Co. 

C-B  All  Purpose  Gear  Lube  SAE  140  H2 

C-B  All  Purpose  Gear  Lube  SAE  80  ..  H2 

C-B  All  Purpose  Gear  Lube  SAE  90  ..  H2 

C-B  AW  Green  Lubncant H2 

C-B  AW  Green  Lubricant  No.  0    H2 

C-B  Heavy  Duty  Motor  Oil  SAE  10  ..  H2 

C-B  Heavy  Duty  Motor  Oil  SAE  20  ..  H2 

C-B  Heavy  Duty  Motor  Oil  SAE  30  ..  H2 

C-B  Hydraulic  Oil  R&O  Light H2 

C-B  Hydraulic  Oil  R&O  Medium   H2 

C-B  Mineral  Gear  Lub  SAE  140  H2 

C-B  Mineral  Gear  Lub  SAE  80  H2 

C-B  Mineral  Gear  Lub  SAE  90  H2 

C-B  Non  Detergent  Motor  Oil  SAE  10  H2 

C-B  Non  Detergent  Motor  Oil  SAE  20  H2 

C-B  Non  Detergent  Motor  Oil  SAE  30  H2 
C-B  Unv  GrLub  Mil-L-2105B  SAE  140  H2 
C-B  Unv  Gr  Lub  Mil-L-2105B  SAE  80  H2 
C-B  Unv  Gr  Lub  Mil-L-2105B  SAE  90  H2 

C-B  White  Beotone  Lubricant  H2 

Petrohth  Lub  Code  No.  11106  H2 

Petrolith  Lub  Code  No.  11201   H2 

Petrolith  Lub  Code  No.  11301   H2 

Realfilm  AW  Lubricant    H2 

8000  Improved  Spraymatic  Gear  Film  H2 

Custom  Chemical 

Digestase  KFP  585   L2 

Liquidase  250    L2 

Custom  Chemical  Company 

Boiler  Compound  M  G7 

Chain-Eze  BB   H2 

Cleaner  5106  A2 


Cleaner  5920  Al 

Dish  Wash  #1    Al 

Drain  Cleaner    LI 

Floor  Wash  #1  Al 

Foam  Control  HH  Al 

Formula  A-l    Al 

Formula  A-ll    Al 

Formula  A-3    CI 

Formula  A-4    Al 

Formula  A-6    Al 

Formula  A-7    A4 

Formula  A-8    Al 

Formula  AH-1   A1.Q1 

Formula  AH-2  Al 

Formula  AH-3  Al 

Formula  AH-4  Al 

Formula  AH-5  Al 

Formula  AH-6  Al 

Formula  AL-1    Al 

Formula  B-l    A2 

Formula  B-2    A2 

Formula  B-3    Al 

Formula  B-4    A2 

Formula  B-5    A2 

Formula  B-6    A2 

Formula  B-7    A2 

Formula  BH-1   A2 

Formula  C-l    A3 

Formula  C-ll    Al 

Formula  C-2    A3 

Formula  DQ-1   A4 

Formula  DQ-8  A4 

Formula  E-l  A6 

Formula  V-551    A2 

Formula  333    Kl 

Grout  Cleaner  P A3 

Hand  Wash  FF    C2 

Ice  Melt  R  CI 

Oven  Cleaner A8 

Pan  Wash  #1   Al 

Rinse  Dry  #1  PI 

Custom  Chemical  Corp. 

Hard  Surface  Cleaner  and  Degreaser  ..    Al 

Custom  Chemical  Sales 

Acid-Rinse  A3 

Clean-Brite Al 

Custom  Chemicals 

One-Shot   HI 

Custom  Chemicals,  Incorporated 

Bowl  Cleaner  C2 

Brite  Degreaser  Super  Cone  Multi-Purp 

CI  Al 

Brite  Pink  Lotion  Hand  Soap  El 

Brite  Super  Foam    Al 

Liquid  Drain  Opener  LI 

Sani-Phen  10-X  Dl 

Custom  Cleaning  Solutions  Inc. 

Complete  Concentrated  All  Purpose 

Clnr  Al 

Spraywash  600    Al 

Super  007  Concentrated  All  Purpose 
Clnr  Al 

Custom  Crest  Products 

Big  Blue'  Industrial  Cleaner A4 

Custom  Pak,  Inc. 

Bar  Sink  Sanitizer  D2 


Custom  Spray  Products,  Inc. 

CSP-40D   Al 

King  Size  Chlorinated  Bleach  Cleanser  A6 

Cynamic  Chemical  Corporation 

Cynamic  109  Cynakleer  G7 

Cynamic  115  One-Step  E2 

Cynamic  126  Cynatizer D2 

Cynamic  315  Clean  Up  CI 

Cynamic  401  Chlorinated  Caustic 

Cleaner  A2 

Cynamic  402  Foam-Off   A4.A8 

Cynamic  404  Chlorinated  Foam-Off  ..  Al 

Cynamic  411  Cynaclean  A4 

Cynamic  412  Chlorocyn  Al 

Cynamic  413  Cyclone Al 

Cynamic  414  Ace  A3 

Cynamic  415  Cynact  A2 

D  &  B  Manufacturing  & 
Distributing,  Inc. 

Quest  All  Purpose  and  Industrial 
Cleaner   A4.A8 

D  &  B  Products,  Inc. 

Action-Plus  Germ  Spr&Wp  Clnr  &  Surf 

Deod   CI 

Air  Sanitizer  and  Surface  Disinfectant     CI 

Antiseptic  Lotionized  Liquid  Soap  E4 

Big  Blast   F2 

Disinfect-It  Hospital  Disinfectant  Deod.  C2 
Do  All  Heavy  Duty  Clnr.  Dgrsr.  & 

Strip CI 

Dri-Kil  Fl 

Foam-It  Germicidal  Spr&Wp  Clnr&Surf 

Deod   CI 

Heavy  Duty  Gel  Cleaner A4 

Hi-Tech  Dry  Air  Freshener CI 

Ice-Go  Ice  Melter   C1.A8 

Liquid  Hand  Soap  El 

Multi-Use  Cleaner  Degreaser  CI 

Non  Acid  Creme  Cleanser  Concentrate  C2 
Power  Plus  Heavy  Duty  Strip  Clnr  & 

Dgrsr  A4 

Roach  N  Ant  Killer   F2 

Sentury  The  Rsrv  Pwr  Det  w/Germ  Dsnf 

Act A4 

Silicone  Lubricant  HI 

Triple-Action  Lemon  Odor  Disnf  Deod 

Clnr  A4 

Triple-Action  Mint  Odor  Disnf  Deod 

Clnr  CI 

Triple-Action  Pine  Odor  Disnf  Deod 

Clnr  CI 

Ugly  Duck  Hvy  Dty  Antispt  Frict  Hand 

Cln E4 

Uno  Concentrated  Multi-Purpose 

Cleaner   Al 

D  &  D  Laboratories,  Inc. 

Dyna  Gean   A4 

Glide  Silicone  Spray  Food  Grade HI 

Hospital  Disinfectant  Deodorant A4 

Look  Glass  Cleaner CI 

Speedy  Degreaser  Safety  Solvent Kl 

Spray-N-Wipe  Cleaner  And  Disinfectant  A4 

D  &  D  Sales,  Inc. 

Big  Reddi    A4.E1 

D  &  E  Supply  Co.,  Inc. 

Ambush   L2 

AD/5    CI 

AF-20 C2 
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Champion    C2 

Citra-Foam  CI 

Citra-Fresh  256   Dl 

Citra-Fresh  64  CI 

Citra-Solv    CI 

Citrus  Degreaser   CI 

Citrus-Plus  A4.A8 

Clear  View CI 

Command    A4 

D-Lime A3 

Durakem  AC  Moly  #2    H2 

DD/85  Glybet    CI 

E-Z  Scrub    A6.C2 

Glass  &  Surface  Cleaner CI 

Impact    A4 

Kem-Spice  CI 

Lemon  64 CI 

Lotion  Soap  E4 

Mountain  Air  CI 

Neutra-Mint  CI 

Neutral  Cleaner  A4 

One  Step    C2 

Pine  Fresh    CI 

Pro-35    CI 

Quik-Solv    C2 

Triumph  Al 

D  &  F  Products,  Inc. 

Aqua  Bugger  Fl 

Bay-Gone-Bug  F2 

Boiler-T  G6 

Bug-A-Way  Fl 

Coco  Plus    El 

Coil-N-Clean  A4JM 

Enzyme  Supreme L2 

Foamy    Al 

Fog-Cone  Fl 

Hi  Count-8  L2 

Micro-Clean  Dl 

Orange  Aide    CI 

Oven  Brite  A8 

Ox-Less   A3 

Phen-0  A4 

Pine  Fine  CI 

Station  Aide  CI 

Steam-N-Clean    A2 

Steam-T  G6 

Super  100 Al 

Super  1000  Plus    Al 

Super  71  CI 

Tank-N-New    G7 

Total  Treat  G7 

D  &  H  Chemicals,  Inc. 

D  &  H  Formula  #600  Degreaser   A4 

D  &  L  Supply  Company 

"One"  Disinfectant  Cleaner A4 

BC-1     Dl 

Delco  Liquid  Hand  Soap    El 

Reem  Drain  Pipe  Opener  &  Maintainer    LI 

Smoothy El 

Spray-Kleen  A4 

D  &  M  Supply  Company 

Blue  Laser  Al 

D  &  R  Greene  and  Company,  Inc. 
D  &  R  Greene's  Cleaner/Degreaser    A4.A8 
D  &  R  Research 

Drain  Sparkle L2 


D  &  S  Floor  Company 

B.B.C.  (Big  Blue  Concentrate)  A4 

Bio-Phene  128  A4 

Bio-Phene  256  A4 

Bio-Quat  II  Citrus  Fragrance   A4 

Bio-Quat  II  Neutral  Fragrance   Dl 

Bio-Quat  256  Lemon  Fragrance  A4 

Can-Do  Neutral  Cleaner  A4.A8 

Foams-Easy  Al 

Free-Z-Kleen  A5 

L.F.D.  All  Purpose  Cleaner    A4 

Scum-Buster    A3 

T.N.T.  Super  Concentrated  De- 
greaser      A4.A4 

80+  Spray  Cleaner    A4 

D  A  Chemical  Inc. 

B.A.S C2 

DAP,  Inc. 

Almond  '230'  Premium  Kitcnen  &  Bath 

Sea!  PI 

Almond  '230'  Sealant    PI 

Aluminum  Gray  '230'  Sealant PI 

Architectural  Caulk  PI 

Brown  730'  Sealant    PI 

Clear  '230'  Premium  Kitchen  &  Bath 

Seal PI 

Clear  730'  Sealant PI 

Dap  Acrl  Lat  Caulk  w/Silicone-Clear  ..  PI 
Dap  Almond  Acrylic  Late*  Caulk 

w/Silcn PI 

Dap  Aluminum  Gray  Butyl  Gutter&Lap 

Seal PI 

Dap  Aluminum  Gray  Butyl-Flex  Caulk  PI 
Dap  Black  Acrylic  Latex  Caulk 

w/Silicone  PI 

Dap  Bronze  Butyl-Flex  Caulk    PI 

Dap  Brown  Acrylic  Latex  Caulk 

w/Silicone  PI 

Dap  Cedar  Tan  Acrylic  Latex  Caulk 

w/Silc    PI 

Dap  Drk  Bmz  Acrlic  Latex  Caulk 

w/Silcn PI 

Dap  Limestone  730'  Sealant    PI 

Dap  Ready  to  Caulk  PI 

Dap  Redwood  Acrylic  Latex  Caulk  PI 

Dap  Slate  Gry  Acrylic  Latex  Caulk 

w/Silc    PI 

Dap  White  730'  Sealant  PI 

Dap  White  Acrylic  Latex  Caulk 

w/Silicone  PI 

Dap  White  Butyl  Gutter  &  Lap  Sealant    PI 

Dap  White  Butyl-Flex  Caulk    PI 

Dark  Bronze  730'  Sealant    PI 

Kwik  Seal  Tub  &  Tile  Caulk  (6  oz. 

Tube)  PI 

Kwik  Seal  Tub&Tile  Caulk(l  loz  Car- 
tridge)     PI 

Tile  Seal  Adhesive  Caulk  PI 

White  730'  Premium  Kitchen  &  Bath 

Seal PI 

DA  P's 

Aqua-Pel    H2 

D  L  Group/Banite  Inc. 

Antiseptic  Hand  Cleaner  E4 

Blue  Label  Hand  Cleaner  E4 

DL  Antiseptic  Lotion  Soap  El 

DL  Fast  Orange  Hand  Cleaner  E4 

DL  Pumice  Formula  Fast  Orange  Hand 

Clnr  E4 

DL  Trounce  Pumice  Cream  Hand 

Cleaner  E4 

Heavy  Duty  Hand  Cleaner  E4 


Merit  Lotion  Soap  El 

Trounce  Lotion  Hand  Cleaner   E4 

71-107  Medicated  Lotion   E4 

71-108  Lotion  Soap El 

71-111  Hair  and  Body  Shampoo   E4 

71-112  Sanitizing  Lotion  Cleanser  E2 

D  L  Sales  &  Distributing 

DLS  Acid  Cleaner A3 

DLS  Bad  Boy   Al 

DLS  Cher's    Al 

DLS  Clean  All  A4 

DLS  Econo  Lube H2 

DLS  Eliminator  Al 

DLS  Heavy  Descaler A3 

DLS  High  Foam  Al 

DLS  Hook  &  Trolly  Cleaner   A2 

DLS  HD  Liquid  Caustic  A2 

DLS  Line-Lube  H2 

DLS  Liquachlor Al 

DLS  Powerchlor   A1.Q1 

DLS  Super  Degreaser  A2 

D  P  C  Industries,  Inc. 

Dixichlor   B1,C2JJ2,Q4 

Dixichlor  Lite   B1,C2JJ2,Q4 

Dixichlor  Max  B1,C2JJ2,Q4 

Dixichlor  Special  B1,C2J)2,04 

D  P  D  Products 

D.P.D.  Brand  Mint  Disinfectant  C2 

Industrial  Degreaser  Cleaner A4.A8 

DSC  Products,  Inc. 

Include  Al 

D  S  S  Inc. 

1 500  Fogging  Formula   Fl 

D  X  Systems  Company 

DX  Sodium  Hypochlorite 

10%  B1D2.G4.Q4 

DX  Sodium  Hypochlorite 

12.5%    B1X>2,G4,Q4 

DX  Sodium  Hypochlorite 

5.25%   B1JJ2.G4.04 

D.  &  \I   Chemicals 

H.D.  Degreaser  CI 

D.A.  Specialty  Co. 

Sanitize-it D2 

D.C.B.  Enterprises,  Inc. 

Sun  Crystals  Water  Softener  Salt  PI 

D.Canale  Food  Services,  Inc. 

Old  Dominick  Meat  Room  Degreaser      Al 

DJ.S.  Sales  Co.,  Inc. 

Antiseptic  Lotion  Hand  Soap  El 

Floor  Cleaner CI 

Foaming  Meat  Room  Degreaser Al 

Food  Service  Sanitizer   D2 

Pot  &  Pan  Cleaner    Al 

D-C  Supply  Company 

Attack A4 
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APC  Al 

BigD  Bl 

Bowl  Clean   C2 

Chlorine  Bleach  Bl 

Rust  Buster   H2 

Triple  D  A4 

D-Con  Company,  Inc.,  The 

d-Con  Concentrate F3 

d-Con  UM-N8  Rat  Killer F3 

d-Con  Mouse  Killing  Station   F3 

d-Con  Mouse-Prufe  II  F3 

d-Con  Pellets  Generation  II    F3 

d-Con  Ready  Mixed   F3 

d-Con  Ready  Mixed  Generation  II  F3 

DaRu-Mar,  Inc./ 
Amar  Associates 

Baking  Cart  Cleaner  Al 

Dacar  Chemical  Company 

Alk-X  305   G6 

Aminex  600  G6 

Boil  Floe  A  G6 

Boil  Floe  M-l   G6 

Boil-0-3C    PI 

Boilerene  AF  G6 

Boilerene  B  1    G6 

Boilerene  BCA    G6 

Boilerene  BCP  3  G6 

Boilerene  BH  2  G6 

Boilerene  BN  1   G6 

Boilerene  C-52-X    G6 

Boilerene  CA  G6 

Boilerene  EK  2  G6 

Boilerene  HWA  G7 

Boilerene  S-l  G6 

Boilerene  3CN  G6 

Calcorene  C-17   G7 

Calcorene  R  G2,G6 

Calcorene  S-73    ; G7 

Dacarene  AJ    G6 

Dacarene  11 A    G6 

Dacarene  12  DC   G6 

Dacarene  13-W  G6 

Dacarene  15BG  G6 

Dacarene  17BT   G6 

Dacarene  8TP    G6 

Darolene Al 

Darsol  TC-1000+    CI 

Nutrite  S    A3 

Oxi  Go-P  G6 

Oxy-FG   G6 

Oxzeen  2-H  G6 

Oxzeen  2H-2  G6 

Oxzeen  2H-5  G6 

Phosphex  121    G6 

Volerene G6 

Volerene  D    G6 

Volerene  EK    G6 

Volerene  S  G7 

Volerene-A    G7 

Daco  Chemicals 

Foam-Up   A4 

Dade  Paper  Company 

Dapaco  All  Purpose  Cleaner CI 

Dapaco  Big  Jim  Germicidal  Spray 

Cleaner   CI 

Dapaco  Creme  Cleanser  CI 

Dapaco  Crystal  Blue  Glass  Cleaner  ....  CI 

Dapaco  Deep  Fat  Fryer  Cleaner  A2 

Dapaco  Flying  Insect  Killer  F2 

Dapaco  Hand  Dishwash  Beads  CI 

Dapaco  Heavy  Foam  Al 


Dapaco  Kleaneze  Oven  Cleaner  A8 

Dapaco  Lemon  Disinfectant  CI 

Dapaco  Liquid  Hand  Soap   El 

Dapaco  Low  Phosphate Bl 

Dapaco  Multi  Blue  Detergent  Al 

Dapaco  Pine  Cleaner  Deodorant CI 

Dapaco  Pine  Oil  Disinfectant  C2 

Dapaco  Pistol  CI 

Dapaco  Premium  Machine  Dishwash 

Powder    Al 

Dapaco  Residual  Roach  &  Ant  Killer  ..  F2 

Dapaco  Residual  Roach  Spray  F2 

Dapaco  Stainless  Steel    A7 

Dapaco  Stainless  Steel  Cleaner    A7 

Dapaco  Tile  &  Porcelain  Cleaner CI 

Dapaco  Vanish  Bowl  Cleaner C2 

Dapaco  Warn  F2 

DAPACO  Heavy  Duty  Cleaner-De- 

greaser  A4 

Fly  And  Roach  Spray  Fl 

Dahill  Co.,  Inc. 

One-Ounce  Al 

One-Step    A4 

Dairy  Clean  Products,  Inc. 

Equipment  Sanitizer    D2 

Dairyland  Food  Laboratories  Inc. 

Dairy  Cleaner-Sanitizer Dl 

Dak  Incorporated 

Dak-O-Mint  CI 

Lemonate  C2 

Shure   C2 

Dakota  Chemical  Products 

Dakosector  X  Fl 

Lemon  Seven  CI 

Sani-Tize  D2 

Dal  Chemical 

SSC  100  CI 

White  Food  Grade  Grease    HI 

White  Food  Grade  Grease    HI 

2000+  Al 

Dalco 

Dal-AC A3 

Dalco  603    CI 

Dalco  603  Delux  Liquid  Cleaner  A4 

Disperse  A4A8 

Disperse  Ten   Al 

Fast  Solve   Al 

Foam  Boost  Al 

Fry  Clean  A2 

G  I  Cleaner  A4 

Heavy  Duty  Acid  Cleaner A3 

Heavy  Duty  Fry  Clean  Powder    A2 

Pink  Ramco  Suds    Al 

Ramco  Suds  Al 

Soft  Hand  Cleaner El 

Super-Sheen  CI 

UKG  D A4 

UKG  UI  D2 

UKG  IV  Dl 

Window  Cleaner  Concentrate  CI 

100  Cleaner  CI 

501  Special  Cleaner    A4 

Dalco  Chemical  Company/ 
Division  of  Dalco  Corporation 

Concentrate   Fl 


Concentrate  B    Fl 

Dalco  Dursrez   F2 

Dalco  Heavy  Duty  Detergent  Disinfec- 
tant        A4 

Dalco  3-6-10  Concentrate  Fl 

Dalco  Industries,  Ltd. 

Dalco  DK-81  Al 

Dalco  Juice  92  CI 

Dalco  Kleen  DK  70    A4 

Dalco  Kleen  DK-80    CI 

Dalco-Solve  DS  50  K2 

Daley,  J.  F.  International,  Ltd. 

Med-I-San   E2 

Sanitizer  D2 

Dallas  Group  of  America,  Inc.,  The 

Magjclean    A8 

Dallas  Pest  &  Termite  Services,  Inc. 

DPTS-1000    Fl 

Dalmar  Chemical  Inc. 

Ominlube  HI 

Dalmor  Chemical 

Cockroach  Killer  F2 

Flying  Insect  Killer  Fl 

Spray  Fog    Fl 

Super  Power  #1  A4 

Surface  Insecticide    F2 

Dameron  Enterprises,  Incorporated 

Vi-LanDE  Al 

Vilan  Skin  Cleanser    E/ 

Dameron  Supply  Co. 

ULV  VI-LAN  Pyrethrin  Insecticide  Fl 

Damon  Chemical  Company,  Inc. 

#01  Caustic  Powder    A2 

#10  H.D.  Acid  Cleaner  A3 

#16  Foaming  Acid  Cleaner A3 

#29  Foaming  Alkaline  Cleaner Al 

#31  Foam  Additive  Al 

Al!  Out LI 

Block  and  Grout  Cleaner    A4 

Boiler-Rite  #11    G6 

Boiler-Rite  #12   G7 

Boiler-Rite  #24   G7 

Boiler-Rite  #25    G7 

Boiler-Rite  #48   G7 

Boiler-Rite  #70   G6 

Boiler-Rite  #72    G7 

Boiler-Rite  Boiler  Compound  No.  9    ..  G6 

Chem  San    D2 

Clean  &  Shine  Stainless  Steel  Polish  ..  A7 

Concrete  Fl.  &  Drveway  Clnr.  No.  93  A4 

Cool-Rite  #61    G7 

Cool-Rite  #83    G7 

D-C  Disinfectant  Dl 

D-C  Multi-Purpose  Cleaner    Al 

Da-Brite  No.  225  Al 

Da-Brite  No.  350 Al 

Daco  Oven  Cleaner  A8 

Daco  Rapid  De-Sealer A3 

Daco  Stainless  Shine  A7 

Daco-San  C2 

Foam-Chlor  Al 

FF  Cleaner  A2 

Gre-Sol  CI 
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Heat-Wave  A5 

Lark   Al 

Lift  Away    Al 

Low  Foaming  Chlorinated  Egg  Wash. 

Cmpd Ql 

Min-Rid  A3 

Poly-Strip  Al 

Silky-San  Hand  Lotion  Soap    El 

Smokehouse  Cleaner  #2  A2 

Ster-O-Kem  No.  14  D2 

Ster-O-Kem  No.  15  D2 

Ster-O-Kem  No.  23  D2.Q3 

Sun-Kleen    CI 

Super  Hydro    Al 

SF-77  A4 

SPD   LI 

Task  Master  A8.C1 

Winterfect    C2 

Zymogen  UC  L2 

Dan-Sales  Company 

F-239  Al 

Dana  Corporation 

No.  302  Glazing  Sealant/Adhesive  Clear  PI 
No.  302  Glazing  Sealant/Adhesive 

White PI 

No.  502  Silicone  RTV  Adhesive  Seal. 

Wht PI 

No.  502  Silicone  RTV  Seal.  Adhsv. 

Clear  PI 

DanaChem,  Inc. 

Assault  F2 

DC-200    Al 

DC-212    Al 

DC-220    Al 

DC-222    Al 

DC-230    Al 

DC-232    Al 

DC-250    Al 

DC-260    Al 

DC-265    Al 

DC-272    Al 

DC-274    Al 

DC-275    Al 

DC-276    Al 

DC-286    E2 

DC-331    Al 

DC^IO    A3 

DC^12    A3 

DC-430    A3 

DC-432    A3 

DC-434    A3.B1 

DC-504    Al 

DC-506    Al 

DC-508    Al 

DC-510    Al 

DC-512    Al 

DC-514    Al 

DC-516    Al 

DC -526    A2 

DC-530    A2 

DC-531    A2 

DC-532    A2 

DC-533    A2 

DC-540    A2 

DC-550    A2 

DC-571    A2 

DC-573    A2 

DC-575    A2 

DC-599    A2 

DC-630    D2 

DC-632    D2.Q4 

DC-634    D2 

DC-740    Q5 

DC-742    Q5 

DC-744    Q5 


DC-746    Q5 

DC-748    Q5 

E-Z  Kleen  Solvent K2 

Insecticide  No.  Ill  Fl 

Penetrating  Oil  CI 

Safety  Solvent  Kl 

Santi-Wash  Liquid  Hand  Soap  E2 

Danbury  Chemical  Products  Corp. 

Astro  Chem  Al 

Bi-Chem  GC  600L   CI 

Bi-Chem  TD  500L    CI 

Big  Punch    A8 

Form.Now 

Conc.Det,Sntzr.Fngcd.DsnftJJeo Dl 

Formula  Astro  Chem A4.A8 

Formula  P.C.  6-11  Protective  Shield 

Clnr  A7 

Formula  202  Mint  Disinfectant    CI 

Formula  616  Fortified  Pine  Odor  Disinf.  CI 

Formula  660    El 

Formula  660  Liquid  Soap  El 

Formula  700  All  Purpose  Cleaner   Al 

Formula  77X  Degreaser-Cleaner-Wax 

Strip Al 

Formula  812  Industrial  Concentrate  Fl 

Formula  813  Institutional  Insect  Spray  Fl 
Formula- 100X  Industrial  Degreaser 

Clnr  A4.A8 

Formulated  Vaporizer  #5  Insect  Spray  ..  Fl 
Liquid  Live  Micro  Organisms    L2 

Danco 

Liquid  D-Zyme   L2 

Dane  Sales  And  Service 

Dane  100-D  Al 

Dane  115-DP  Al 

Dane220-DP  Al 

105D    A4 

115D    Al 

120D    CI 

500S  CI 

Daniel  A.  Shlian  Co. 

Dasco  Food  Processing  Silicone  Spray     HI 

Danko  Industries 

Danko  LBC  A4 

FSC-1  C3 

FSC-l-V    C3 

Danube  Laboratories,  Inc. 

Dispen   H2 

Dura-Foam  Al 

Kleen-All  A4 

Kleen-Steam    A2 

Ram   LI 

Sani-Cide  D2.Q3 

Satin  Lustre  Al 

Steel  "N  Brite  Stainless  Steel  Cleaner      A7 

Darmex  Industrial  Corporation 

Darmex  ACO  10  H2 

Darmex  ACO  1040  H2 

Darmex  Krystall  Cleaner    A7 

Darmex  NTG  HI 

Darmex  NTG-1   HI 

Darmex  NTO  30  HI 

Darmex  NTO  50  HI 

Darmex  NTO  90  HI 

Darmex  NTO-100  HI 

Darmex  1050  H2 

Darmex  9140  H2 


DX-123  Grease  H2 

NTO  10   HI 

Darron  Co.,  Inc.,  The 

Our  Own  Brand  Bleach    B1.C1 

Our  Own  Brand  Pure  Ammonia  CI 

Supreme  Brand  Bleach  B1.C1 

Darsh  Industrial  Products 

Dex-Sol    A4.A8 

Dexite A4 

Dart  Solution  Systems 

Zyfect CI 

Darter,  Inc. 

KM-150  All  Purpose  Cleaner  A4 

KM-195  Emulsion  Cleaner  A4.A8 

KM- 350  Wax  Stripper    A4 

Darworth  Company 

Polyseamseal  Tub  &  Tile  Caulk PI 

Datek,  Inc. 

Aqua-Kill  Insecticide    F2 

Berry  Fresh   CI 

Clean  ND  CI 

Clean-Sweep   El 

Clear-Thru  CI 

Clear-Thru  Glass  Cleaner  CI 

Concentrated  Odor  and  Grease  Control    CI 

Cyclone  Blue  A4 

Dasol   A4.A8 

Dasol  Heavy  Duty  Water  Sol.  Saf. 

Solvt A4 

Deoxidizing  Chemical  Cleaner  A3 

Detergent  Concentrate  Al 

Dynamite  Sulfuric  Acid  Drain  Opener  ..  LI 

HDS  86   CI 

Jell  Degreaser  and  Tar  Remover   Kl 

Lemon  Clear  Disinfectant  C2 

Liquid  Alive  Bacteria   L2 

New  Porcelain  &  Bowl  C2 

NADC   C2 

Old  Main  CI 

One  Step    C2 

Ov-Shine   A8 

P.E.C Al 

Porcelain  &  Bowl  Cleaner   CI 

Rough  Touch  E4 

Safety  Solvent  K2 

Soft  Touch  E4 

Speedy  Degreaser   CI 

Datex,  Incorporated 

Datex  Super  Enzymes  for  Sewerage  Sys.  L2 

Datom  Products  Co. 

B.C.-8  Hand  Cleaner  Lotion 

w/Septi-Chlor  El 

Code  398  Foam  Clean    Al 

Code  681  (Low  Foaming)  Acid  Cleaner  A3 

Septi-Kleen  Coconut  Oil  Soap  El 

396ML  Al 

660L H2 

793-L  A2 

974-L  Al 

Davey-Fitch  Company,  The 

Acid-Kleen  A3 

Chlorey    Al 

D-Greez-It   Al 
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Delimer   A3 

DF  Green  Velvet  El 

DF  13 Al 

DF-11  Al 

DF-117 CI 

DF-150  Al 

DF-160  H2 

DF-55 Al 

DF-57 Al 

DF-9751  A2 

DF170    CI 

Flo-Kleen  Al 

Flo-KleenU  Al 

Fresh  Sense  CI 

Gnll-Kleen  Al 

HD  Acid  Detergent  A3 

Kleen  Haus    A2 

MRD    Al 

MRDD    Al 

NOX  5  Al 

Oven-Kleen   A2 

SSR    Al 

David  Weber  Oil  Company 

#32  Anti-Wear  Hydraulic  Oil  H2 

SAE  20  Premium    H2 

SAE  90  Multi  Purp.  EP  Gear  Lube  API 

GL  5   H2 

White  Premium  FML  2  Grease    HI 

Davies,  D.  W.  &  Co.,  Inc. 

"pH  Plus  200"  Gl 

"Acid  Kleen  #600"    A3 

"Acid  Kleen  180"    A3 

"Aluminum  Pan  Cleaner  100"    Al 

"Aqua  Treat  100"    A1.G6 

"Aqua-Treat  #300"    G3 

"Aqua-Treat  #500"    G3 

"Aqua-Treat  #600"    G3 

"Aqua-Treat  #900"    G2 

"Aqua-Treat  400"    G2 

"Aqua-Treat  800"    G2 

"Big  Joe"  : E4 

"Big  Mac  400"    Al 

"Big  Mac"   CI 

"Big-Dan"    C2 

"Boiler  Kleen  CW-100"    G6 

"Boiler-Kleen  150"   G7 

"Boiler-Kleen"  No.  S-100  G6 

'Bowl  Kleen"  No.  200   C2 

"C.LP.-Kleen  200"    Al 

"Cento-USO"  A4 

"Citro  Solv"  No.  100    CI 

"Coco  Soap  15"  El 

'CIP  Kleen  100"  A2 

'CIP  Kleen  110"  Al 

'CIP  Kleen  300"  A2 

"CIP  Kleen  320"  A2 

"CIP  Kleen  400"   A2 

"CIP  Kleen  420"  A2 

"D.C.-99"  A4 

"Dairy-Caustic  P200"    A2 

"Dairy-Caustic  P300"    A2 

'Dairy-Caustic  100"    A2 

"Dairy-Caustic"  A2 

"Dairy-Kleen  100" Al 

"Dairy-Kleen  250" Al 

"Dairy-Kleen  300" Al 

•Dairy-Kleen"  200 A4 

'Dairy-Quat"  D2 

Dairy-San"  D2 

Dr.  Evans"   C2 

'Dr.  Jones"    C2 

'Dr.  Williams"  E2 

'DC-88"  A4.A8 

"Easy-Kleen"  A8 

"Eda-Lube"  White  Food  Grade  Grease  HI 

"Egg  Shine  #1 30"   Ql 

"Egg  Shine  250E"  Ql 

"Egg  Wash  #100"   Ql 


"Egg  Wash  #200"   Ql 

"Egg  Wash  #300"   Ql 

"Electro-Kleen"  No.  100  K2 

"Enzo-Kleen  400"  L2 

"Enzo-Kleen  450"  L2 

"Enzo-Kleen"  No.  100    L2 

"Enzo-Kleen"  No.  500    CI 

"EDA-Lube"    HI 

"Teather-Degreaser"    PI 

"Floor  Kleen  100"  Al 

"Foam  Ban  #400-A"  LI 

"Foam  Ban  #400-B  (11)"   Al 

"Foam  Ban  400-B"   Al 

"Foam  Ban  430"   Al 

"Foam  Ban  450  FG"  Al 

"Foam  Kleen  #100" Al 

"Foam-Ban  No.  400  FG"    Al 

"Foam-Ban  1000"   Al 

"Foam-Ban  425  FG"  Al 

"Foam-Ban  430  FG"  Al 

"Foam-Kleen"    Al 

"Foamer  #600"    Al 

"Gentle  San"    E2 

"Glass-Shine" A3 

"G reen- Magic"  U- 150  Al 

"Hand  San"   E2 

"Iodine  Germicide  #200"    D2 

"Klear-All"  Heavy  Duty  Liquid  Drain 

Clnr  LI 

"Kleen  Hands"  U-150  El 

"Kleen-Kote"  A7 

"Kleen-N-Shine"   A7 

"Lime-X"  A3 

"Liqua-Lube"  H2 

"Liqua-Lube"  H2 

"Magic-Foam"  Cleaner  CI 

"No  Pit  150"   G6 

"No  Pit  300"    G6 

"No-Freeze"  A5 

"No-Pit  100"    G6 

"No-Pit  200"   G6 

"No-Pit"  G6 

"Oxy-Out  100"    G6 

"P-Kleen200"  Al 

"Pink  Magic"  Cleansing  Creme    E4 

"Pipe-Kleen"    Al 

"Power  Khlor  400"   Al 

"Power-Gel"  A8 

"Power-San  No.  200"   CI 

"Sani-Rinse"    D2 

"Scale-Ban  150"    G7 

"Scale-X"  A3 

"Sept-A-Kleen"   L2 

"Smokehouse  Cleaner  #130"    A8 

"Smokehouse  Cleaner  #220"    Al 

"Smokehouse  Cleaner  CL-100"    A2 

"Smokehouse-Foamer  #525" A8 

"Smokestick  Cleaner  #200"    A8 

'Smokestick  Cleaner  #300"    A8 

"Smokestick  Cleaner  100"    A8 

"Smokestick  Cleaner  105"    Al 

"Sortie"    E4 

"Solvo  Kleen  #300"    A4 

"Solvo  Kleen  150"    Al 

"Solvo  Kleen  400"    Al 

"Solvo  Kleen  450"    Al 

"Speed-Kleen  #200"   A3 

"Speed-Kleen"  A3 

"Spiffy"    El 

"Stone-X  #200"  A3 

"Stone-X  220"  A3 

"Stone-X  250"  A3 

"Super  Glide"    H2 

"Super-Khlor"    Bl 

"Super-San"  D2 

'Syn-Lube  #300  F'  HI 

"Syn-Lube  500  F'  HI 

'Triple-Kleen"  A4 

Truck  Wash  700" Al 

"Vandal-Go"    CI 

Acid-Kleen A3 

Algae-Guard    G7 


Boiler  Kleen-500  G6 

Chain  Lube  200  H2 

Concrete  Cleaner  Al 

Concrete  Cleaner  HI 00  A4 

D.W.  Concentrate   A4 

Dairy  Anti-Bum  &  Clean  Al 

Davies  "Chain-Lube"    H2 

Davies  "Klear-All"  HD.  Liq.  Drain 

Clnr LI 

Davies  "San-O-Kleen  #100"  Cleaner- 

Disnf A4 

Davies  "Sani-Kill"  Fl 

Davies  "Scale-Out"   G6 

Davies  "Ultra  Kill"  Fogging  Insect  Spray  Fl 

Davies  Fogging  Insect  Killer   F2 

Davies  Grease-Solv  50   A2 

Davies  Hospital  Type  Deodorant  Disinf.  C2 

Davies  Hot  Shot    LI 

Davies  Industrial  Penetrant  H2 

Davies  Iodine  Germicide    Dl 

Davies  Klor-Kleen Al 

Davies  40%  Hand  Soap    El 

Davies-"KGC"  A8 

Drain  Kleen  LI 

Easy-Glide  HI 

Egg  Shine  #130-5   Ql 

Foam  Ban    A1.G7 

Gentle  Magic  Al 

Gly-Sol  Air  Sntzr  Surface  Dsnftnt 

Deodzr CI 

Green  Magic  Hand  Cleaner    El 

Grill  and  Oven  Cleaner A8 

Hand  San  E2 

L-15  Liquid  Hand  Soap    El 

L-20  Liquid  Hand  Soap    El 

L-40  Liquid  Hand  Soap    El 

Machine  Dishwashing  Compound   Al 

Machine  Dshwashing  Comp.  Chlomtd.    Al 

Magic  Glass  CI 

Mist-A-Way  Cleaner  Degreaser  CI 

No  Scale    G6 

Porcelain  Cleaner    C2 

Power-Khlor  100  Al 

Power-Khlor  200  Al 

Power-Khlor  300  Al 

Sani-Lube HI 

Scale-Ban  G6 

Select  A8 

Smoke  House  Cleaner  No.  120    Al 

Solvo-Kleen  A4 

Stone-X  #100 A3 

Stop-Rust  100   G6 

Suds-EE  Al 

Surgical  Liquid  Hand  Soap El 

Throne  Power  Bowl&Unnal  Clnr  Dsnft 

Deo C2 

Ultra-Khlor    Al 

Ultra-Kleen    Al 

White  Tiger  Institutional  Chlor.  Clnsr.     A6 

Davis  Chemical  Co. 

Aquacide   Fl 

Davis  Manufacturing  Co.,  Inc. 

#  705  Liquid  Live  Micro  Organism  L2 

A-7  Super  Concentrated  Laundry  Deter- 
gent    Bl 

Acid  Vat  Cleaner A3 

All  Fabric  Bleach    Bl 

Amigo    CI 

Bake  Pan  Cleaner   Al 

Boil  Out  Al 

Cold  Spot  Freezer  Cleaner  A5 

Converta  Concentrate   A4 

CDL  Hand  Dishwashing  Liquid  Al 

CJ-975  Heavy  Duty  Cleaner Al 

D  &  G  Detergent Al 

D  and  W  Cone.  Multi-Purp.Neut.Clnr.  Al 

Da-Co  Chlorinated  Dairy  Cleaner    Q4 

Da-Co  Glass  Lustre CI 
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Da-Co  On  The  Spot    LI 

Da-Co  Ready  for  Use  Hand  Soap    El 

Da-Co  Rocket  Power  Cleaner A4 

Da-Co  Wet-A-Way  A4 

Dachlor    Al 

Daco  #30  Powder  Cleaner   Al 

Dairy  Wash   D2 

Dish  and  Glass  Wash   Al 

Disinfectant  44    D2 

DSD  Disinfectant  Deodrzr  Santzr  Viru- 

cide  D2 

E-Z  Sol  Bowl  Cleaner  and  Disinfectant 

H  C2 

Elbow  Grease    A4 

Electric  311   K2 

Fast-Off  A8 

Friction-Free  Safe-T-Sill  HI 

Gone  Wax  Remover  A4 

Honey  Cream  Five  Star    El 

Ice  Machine  Cleaner  P  25    A3 

Ice  Machine  Cleaner  P  75    A3 

Ice-Foe-D  A5 

L.W.D.  With  Brightener  N  Bl 

Lemon  Drops  A4 

Liq.  Micro-Oranisms  w/  Inst.  Odor  Cntrl  L2 

LAC  (Liquid  Acid  Cleaner)   A3 

Noxemnow  Fogging  Concentrate  Fl 

Number  350  Liquid  Live  Bacteria  Cul- 
ture      L2 

Pink  Power  All  Purpose  Cleaner   Al 

Saf-T-Sil  Friction  Free   HI 

Sanivac  Bathroom  Shower-Kitchen 

Cleaner   A3 

Sanivac  Gum  Remover  PI 

Sanivac  Laundry  Detergent Bl 

Sanivac  Quat  RTU    CI 

Sanivac  Quat  128    CI 

Sanivac  Quat  256    CI 

Sanivac  Quat  64    Al 

Sanivac  Ultra  Shine A7 

Scalarid  50 A3 

Shield  CI 

Sky  Bolt  A4.A8 

Stain  Remover  Al 

Steel  Sheen    CI 

Strip-Eze   A4 

Super  Bute  CI 

Super  Bute-90   A4.A8 

Terrazo  &  Tile  Seal    PI 

Thanks  Laundry  Detergent  B2 

Ultra  Shine  Stainless  Steel  Clnr  &  Polsh  A7 

Vat  Dip  Cleaner    A2 

Wipe Al 

Wipe  Disinf.  Clnr  &  Surface  Deodor.      CI 

Wipe  RTU  Al 

Work  Horse  CI 

Work  Horse  All  Purpose  Cleaner  CI 

XX  Concrete  Cleaner   A4 

Davis  Printing  Inks  Corp. 

Action  Ink  Remover  E4 

Clean  N  Shine  CI 

Davis  Products  Co.,  Inc. 

Lotionized  Antiseptic  Hand  Soap  El 

Ready-to-Use  Hand  Soap   El 

Davis  Sanitary  Supply 

Davco  Insecticide    Fl 

Davco  Liquid  Hand  Soap  El 

Davco  Pine  Oil  Disinfectant  CI 

Davis  Specialty  Chemicals  Inc. 

Attack  Cone.  Chlorinated  Alk.  Liq. 

Clnr Al 

Blast  Em  Residual  Ant  &  Roach 

Insctcd F2 


Blue  Knight  Cleaner-Degreaser    Al 

D-Solv  Concentrate  Nonflammable 

Dgrsr.    A4 

D-Synfect  Concentrate   D2 

Dish-Shine  Hand  Dishwash  Liquid  ....  A8 
Econo  Lemon  Scented  Dis.  CI.  Deo.  A4.C1 

Econo-Minty   CI 

Fighter  Bomber  X-Tra    Fl 

Iodofect  Conc.Iodophoric  Dis.-Clnr- 

Deod D2 

Lemon  Extra-38  D-Synfect  Cone CI 

Lemon  Fragrance  D-Synfect  A4.C1 

Lemon-Kleen  Universal  Deodorant 

Cleaner   A4 

Mint  Fragrance  D-Synfect    CI 

Pine  Odor  D-Synfect CI 

Scale-Kleen  Plus  Organic-Matter 

Cleaner   A3 

Suppress  Food  Plant  Insecticide  Fl 

Davis-Howland  Oil  Corporation 

DSL  Cal-Ref  300    H2 

DSL  Cal-Ref  500    H2 

DSL  Convis  650  H2 

DSL  FDA  2  Grease HI 

DSL  Oil  44   H2 

DSL  Oil  46   H2 

DSL  Oil  47   H2 

DSL  White  Oil  No.  0  HI 

DSL  White  Oil  No.  1   HI 

DSL  White  Oil  No.  2  HI 

DSL  White  Oil  No.  3  HI 

Davis,  C.  E.  Distributors 

Thriller  CI 

Davis,  R.  C.  Co.,  Inc. 

Bio-Kleen A4 

Chlor-A-Sept  Al 

Citru-Solv    CI 

De-Clog  L'    L2 

De-Clog  'S'    L2 

De-Clog  SP'    L2 

De-Clog  TD'  L2 

De-Greez21    Kl 

De-Vour  TD'  L2 

De-Vour  "L"    L2 

De-Vour  "S"    L2 

Digest  "SP"   L2 

Digest  'TD"  L2 

Germi-Cide  Germicidal  Cleaner  CI 

Mitey-Kleen  A4 

No-ice    CI 

Sani-Cide  Germicidal  Cleaner   CI 

Steri-Kleen  Al 

Super  De-Zolv-19  A4 

Super-Aqua-Solv  A4 

Dawn  Chemical  Corp. 

Anti-Seize  Compound  H2 

ASB-908    G6 

Coconut  Hand  Soap    El 

Digestant  250 L2 

Drain-Away  LI 

Grease  Cutter A4 

Grease  Gun  Lithium  Base  White  Grease  H2 

Hi  Heat    LI 

Insecticide  Spray  Fl 

Instant  Foamer  All  Purpose  Cleaner    ..    CI 

Jell   CI 

Multi-Purpose  Protective  Coating CI 

Non-Acid  Lime  And  Scale  Remover  ..    CI 

Non-Butyl  Cleaner  Concentrate   Al 

Non-Flammable  High  Press.  Safety 

Solvent   K2 

Orange  Degreaser   CI 

Oven  and  Smokehouse  Cleaner   A8 


Power  Plus  Extra  CI 

Spray  TV  Wipe  C2 

Stainless  Steel  Cleaner   A7 

Stericide  Dl 

Super  Solv  #2   A4A8 

Daxchem 

A  Division  of  Oxford  Chemicals 

Daxchem  AMC-51    A3 

Daxchem  AMC-84    A3 

Daxchem  BC-184   A3 

Daxchem  BC-195   A3 

Daxchem  BC-217    C2 

Daxchem  BC-84   C2 

Daxchem  BC-95   LI 

Daxchem  BWC-28    A2 

Daxchem  BWC-39    A2 

Daxchem  CCO-17  A4 

Daxchem  Devil  Dog  Al 

Daxchem  DC-206   H2 

Daxchem  DC-84   Kl 

Daxchem  DLC-17  Al 

Daxchem  DLC-28  Al 

Daxchem  DRC-17  Al 

Daxchem  FC-17    A4 

Daxchem  FC-273    A4 

Daxchem  FC-62    Al 

Daxchem  FCD-39  Dl 

Daxchem  FCD-40  A4 

Daxchem  GC-28   CI 

Daxchem  GCP- 117  Al 

Daxchem  GCP-62  Al 

Daxchem  HDW-17   Al 

Daxchem  ISC- 351  Fl 

Daxchem  ISC-417  F2 

Daxchem  Jet    A4 

Daxchem  Jubilee  Bl 

Daxchem  LCL-51   H2 

Daxchem  LCW-17    Al 

Daxchem  LCW-73    Al 

Daxchem  LD-51    Al 

Daxchem  LD-95    Al 

Daxchem  LDT-1 17  Bl 

Daxchem  LDT-128  Bl 

Daxchem  LDT-1 39  Bl 

Daxchem  LDW-1 17    Al 

Daxchem  LDW-17    Al 

Daxchem  LDW-84    Al 

Daxchem  LGC-106  Al 

Daxchem  LGC-1 17  Al 

Daxchem  LGC-51  Al 

Daxchem  LGC-62  Al 

Daxchem  LHS-17   El 

Daxchem  LHS-95   El 

Daxchem  LMR-39 A3 

Daxchem  LMR^O A3 

Daxchem  LMR-51  A3 

Daxchem  LRS-39   A3 

Daxchem  LS-106  Dl 

Daxchem  LS-17 D2 

Daxchem  LS-62 D2.E3 

Daxchem  OM-6340 HI 

Daxchem  PHD-206  A4 

Daxchem  PHD-73  CI 

Daxchem  PL-73 L2 

Daxchem  PL-95 L2 

Daxchem  PLB-62   Bl 

Daxchem  RC-17   G7 

Daxchem  SC-84    A2 

Daxchem  SC-95    Al 

Daxchem  SCH-84  A2 

Daxchem  SD-28    Al 

Daxchem  SD-51    CI 

Daxchem  SF-17  LI 

Daxchem  SF-39  LI 

Daxchem  SHD-62  A2 

Daxchem  SMC-28  CI 

Daxchem  TL-17    PI 

Daxchem  TYC-140  A2 

Daxchem  TYC-84  A2 

Daxchem  Wave  Al 
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ISC-639  Fl 

Lotionized  Antibacterial  Hand  Soap    ....  El 

Daycon  Products  Co.,  Inc. 

Daybright  Multi  Purpose  Germicidal 

Clnr CI 

Dayquat  Mint CI 

Dayquat  128    CI 

Dayquat  256    D2 

Daysheen  All  Purpose  Cleaner  &  Polish  A7 

De-Cide  Disinfectant  Deodorant CI 

DX  50    L2 

Foam-Away  Al 

Fresh'n  II  Al 

Industrial  DP-4   Al 

Industrial  Plus   A4.C1 

Insecticide   F2 

Kleer'N  Brite  Neutral  Cleaner    A4.C1 

Lemon  Disinfectant  Deodorant C2 

Lemon-Quat CI 

Sanicide  Hospital  Disinfectant  Deodo- 
rant      C2 

Spectra-System  Heavy  Duty  De- 
greaser  A4.C1 

Synterg  90-1  Concentrate  A4.C1 

Wasp  &  Hornet  Spray F2 

Dayton  Chemical  Corporation 

FS  4225  Al 

FS  4500  CI 

FS  4525  CI 

FS4550  Al 

GP  1050 Al 

GP  1125  Al 

GP  1150 Al 

GP  1200  Al 

GP  1250 Al 

GP  1300  Al 

GP  1550 A4 

GP  1750 Al 

GP  1800 A4 

GP  1875  Al 

HD5015   Al 

HD  5025   Al 

HD  5055   Al 

HD  5065   Al 

HD  5075   Al 

HD5090   Al 

HD5100   Al 

HD  5105   Al 

HD5125   Al 

HD  5150   Al 

HD  5160   Al 

HD  5170   Al 

HD5175    Al 

HD  5200   Al 

HD  5205   Al 

HD  5225    Al 

HD  5300    Al 

HD  5305    Al 

HD  5325   Al 

HD  5375    Al 

HD  5400   CI 

HD  5425    Al 

HD  5450   Al 

HD  5475   Al 

HD5550   Al 

HD  5575    Al 

HD  5600   Al 

HD  5625   A4 

HD  5650   A4 

HD  5675    Al 

HD  5700   Al 

HD  5725   Al 

HD  5775    Al 

HD  5800   Al 

HD  5875   Al 

HD  5925    CI 

HD  5975    Al 

KP  3000 Al 


KP  3150 Al 

KP  3175 Al 

KP  3200 Al 

KP  3225  Al 

KP  3250 Al 

KP3300 Al 

KP  3350  Al 

KP3450  Al 

KP  3550  Al 

KP  3625  Al 

KP  3725  Al 

KP  3750 Al 

KP  3825  Al 

KP  3925  Al 

KP  3950 Al 

Dayton  Electric  Mfg.  Co. 

Bowl  &  Porcelain  Cleaner  No.  5W209  C2 

Finish  Remover  A4 

Heavy  Duty  Degreaser  No.  5W 135   ....  Al 

Heavy  Duty  Vehicle  Cleaner   Al 

Odor  Eliminator C2 

Pine  Disinfectant  Cleaner  No.  5W207  Dl 

Pressure  Washer  Chemical  No.  5W 132  Al 

Pressure  Washer  Chemical  No.  5W133  Al 

Pressure  Washer  Chemical  No.  5W 134  Al 

2W755A  Cutting  &  Drilling  Fluid  PI 

5W047A  Premium  Contact  Cleaner   ..  K2 

DayStar  Industries,  Inc. 

Absorb  Activated  Chemical  Granules       CI 
Air  Gly  Air  Sanitizer  &  Surface  Disnf.    CI 

All  N  1  H2 

Belt-Gard  PI 

Cobra  One-Shot  Drain  Opnr  w/Odor 

Blanket    LI 

Conquer  Grill-Oven  &  Fat  Fry  Cleaner   A8 
Conquest  Grmcdl  Spr  Wipe  Clnr  &  Surf 

Deo   CI 

Cool  Cut    H2 

Day-Lube  H2 

Dry-Moly  H2 

Dynamic CI 

Future  Concentrate    Al 

Future,  Jr Al 

Hi-Punty    K2 

High  Kill  Concentrate  Fl 

Husky  Liquid  Hand  Cleaner  El 

Koil  Care  A4P1 

Lemon  All  A4 

Lemon  Q  A4 

Liquidate   L2 

Magic  A7 

Natra-Sol   CI 

No  Sweat  PI 

Nutra    A4 

Oven  Brite  A8 

Pine  All   CI 

Power  Foam CI 

Pride  Hand  Cleaner  E4 

Redi-Lube   H2 

Safe  Solv  K2 

Safetex  1    K2 

Scour  Power  Creme  Cleanser  Concen- 
trate      C2 

Sho-Case  Porcelain  Cleaner  C2 

Skin  Screen  E4 

Soft  Touch  Hand  Cleaner  E4 

Starcide  Hospital  Disinfectant  Deodo- 
rant       C2 

Strip-It   C3 

Terminator  F2 

Tufco  Hand  Cleaner   E4 

Vanish   CI 

Vivid   El 

DaRon  Enterprises,  Inc. 

DaRonBlue  Al 


De  Laval  Agricultural  Division/ 
Alfa-Laval,  Inc. 

Delia-Mist  Aerosol    Fl 

De  Vere  Chemical  Co.,  Inc. 

Antiseptic  Hand  Soap  El 

Bio-Drain  L2 

BC  Bowl  Cleaner   C2 

C-Clear  Glass  Cleaner CI 

End-O-Ice    CI 

Golden  GS  Sanitizer  D2 

Grill  Cleaner  Concentrate  A8 

Gulp  LI 

Handsome  Hand  Cleaner    El 

Heavy  D  Cleaner Al 

HDL  Al 

HDP  Al 

LHS  100  Liquid  Hand  Soap  TJnscented'  El 

LHS  20%  Liquid  Hand  Soap   El 

LK  Liquid  Kleener   A4 

LS  Lime  Solvent  A3 

MDP    Al 

MR  Milkstone  Remover  A3 

Oven  &  Grill  Cleaner  A8 

QD  Quaternary  Disinfectant  D2 

Sani  Kleen  II  A4 

Sani-Mist  Disinfectant  Spray   CI 

Scrub-It    Al 

Soak  For  Silverware  Al 

Special  Cleaner  Butyl  A4 

Spray  Nox  D  Insect  Killer   Fl 

Spraywow  Foaming  Cleaner CI 

Stainless  Steel  Polish    A7 

TAndTC    A4 

Wow  All  Purpose  Cleaner   A4 

WK  Window  Kleener  CI 

Dean  Scientific's 

Deans  Quatdean Dl 

Dearborn  Division/ 
W.R.  Grace  &  Co. 

Alkafilm  G7 

Alkatrol  2025 G5.G6 

Alkatrol  2027 G6 

Aqua-Serv  B-205  G6 

Aqua-Serv  B-212 G6 

Aqua-Serv  B-214 G7 

Aqua-Serv  B-217 G6 

Aqua-Serv  B-222 G6 

Aqua-Serv  B-224 G6 

Aqua-Serv  B-226 G6 

Aqua-Serv  B-227  G6 

Aqua-Serv  B-265  G7 

Aqua-Serv  B-267 G6 

Aqua-Serv  B-269 G6 

Aqua-Serv  B-270 G6 

Aqua-Serv  B-3206 G6 

Aqua-Serv  B-3290 G6 

Aqua-Serv  BC-45    G7 

Aqua-Serv  BC-88   PI 

Aqua-Serv  C-312  G3 

Aqua-Serv  C-319 G2.G6 

Aqua-Serv  C-360  G7 

Aqua-Serv  C-361  G7 

Aqua-Serv  C-370  Cool.  Water  Trtmnt     G7 

Aqua-Serv  C-373  G7 

Aqua-Serv  C-376  G7 

Aqua-Serv  RD-96  Special  A3 

Aquafloc2413  LI 

Aquafloc405  LI 

Aquafloc  406  LI 

Aquafloc407  LI 

Aquafloc  408  Gl 

Aquafloc  412  LI 

Aquafloc  414  LI 
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Aquafloc450C    LI 

Aquafloc452C    LI 

Aquafloc  454C    LI 

Aquafloc  456C    LI 

Aquafloc  459  LI 

Aquafloc  460  LI 

Aquafloc  477  LI 

Baseline  653    G6 

Baseline  654    G6 

Baseline  655    G6 

Baseline  665    G6 

Captrol  749   G5.G7 

Dearborn  Aqua-Serv  A- 100   G7 

Dearborn  Aqua-Serv  A-ll  1    G7 

Dearborn  Aqua-Serv  B-102    G5.G6 

Dearborn  Aqua-Serv  B-225    G6 

Dearborn  Aqua-Serv  B-266    G5.G6 

Dearborn  Aqua-Serv  B-271    G6 

Dearborn  Aqua-Serv  B-273    G6 

Dearborn  Aqua-Serv  B-282    G6 

Dearborn  Aqua-Serv  C-353    G5 

Dearborn  Aqua-Serv  C-377    G5,G7 

Dearborn  Aqua-Serv  C-378    G5.G7 

Dearborn  Aqua-Serv  C-381    G7 

Dearborn  Aqua-Serv  C-386    G7 

Dearborn  BW-1495  G6 

Dearborn  BW-1945  G6 

Dearborn  BW- 1946  G6 

Dearborn  WW-1559   LI 

Dearborn  13  G6 

Dearborn  152  G6 

Dearborn  154  G6 

Dearborn  155  G6 

Dearborn  157  G6 

Dearborn  17  G6 

Dearborn  19  Al 

Dearborn  200  G3 

Dearborn  206  G6 

Dearborn  218  G6 

Dearborn  221  G6 

Dearborn  232  G6 

Dearborn  244  G2.G6 

Dearborn  255  G6 

Dearborn  258  G6 

Dearborn  278  G6 

Dearborn  445  Gl 

Dearborn  502  G6 

Dearborn  519  G7 

Dearborn  521  G7.G5 

Dearborn  527  G5.G7 

Dearborn  545  G5.G7 

Dearborn  604  G6 

Dearborn  63  G6 

Dearborn  64  G5.G6 

Dearborn  66  G5.G6 

Dearborn  692  G6 

Dearborn  693  G6 

Dearborn  694  G6 

Dearborn  726  G5.G7 

Dearborn  728  G7 

Dearborn  73  G6 

Dearborn  740  G5 

Dearborn  741  G7 

Dearborn  81  G6.G2 

Dearborn  840  Gl 

Dearborn  841  G6.G2 

Dearborn  842  G2.G5.G7 

Dearborn  846  Gl 

Dearborn  851  G2 

Dearborn  853  G5.G2.G6 

Dearborn  863  Cooling  Water 

Treatment   G5.G7.L1 

Dearborn  865  G5.G7.L1 

Dearborn  870  G5.G7 

Dearborn  872 G7 

Dearborn  874 G5.G7 

Dearborn  876  G7 

Dearborn  878  G7 

Dearborn  904  G7 

Dearborn  920  G7 

Dearborn  945  G5.G7 

Dearborn  995  G7 


Dearcide  702  G7 

Dearcide  709   G7 

Dearcide  712  G7 

Dearcide  716  G7 

Dearcide  717  G7 

Dearcide  722  G7 

Dearcide  723  G7.P1 

Dearcide  730  G7 

Dearcide  733  G5.G7 

Dearcide  735  G5.G7 

Dearfloc  4485    LI 

Dearkem2511   Gl 

Dearmeen  2029  G6 

Dearmeen  2031   G6 

Dearsol  105  Al 

Dearsol  133  CI 

Dearsol  186  A3 

Dearsol  45   G7 

Dearsol  54  A2 

Dearsol  92  K2 

Dearsol  94  Al 

Deartek  2405  LI 

Deartek  2410  LI 

Deartek  2417  LI 

Deartek  2418  LI 

Deartek  2425  LI 

Deartek  2460  LI 

Deartek  2510  LI 

Deartek  2512  LI 

Deartreat  1050  PI 

Deartreat  1052  PI 

Deartreat  1055  G7 

Deartreat  1061  PI 

Deartreat  1072  PI 

Deartreat  1074  A3 

Deartreat  1076  PI 

Deartreat  1079  A3 

Deartreat  1091   PI 

Deartrol  4824 G6 

Deartrol4851  G6 

Deartrol  4852 G6 

Deartrol  4861  G6 

Deartrol  4862 G6 

Deartrol  4866 G6 

Ecogard  2033 G5.G6 

Ecomeen  2035  G5.G6 

Ecomeen  2037  G6 

Ecomeen  2039  G6 

Ecomeen  2041  G6 

Endcor4515    Gl 

Endcor  4574    G6 

Endcor4613    G7 

Endcor  4623    G5 

Endcor  4660    G7 

Endcor  4708    G7 

Endcormeen  4925   G6 

Endcormeen  4930  G6 

Endcormeen  4931   G6 

Exfoam  440  LI 

Exfoam  442  G7 

Exfoam  443  G7 

Exfoam  496  LI 

Ferroquest    G7 

Ferrosol  Neutralizer  335  G6 

Ferrosol  331  G7 

Ferrosol  332 G7 

Ferrosol  345 Al 

Klar-Aid  2400  LI 

Klar-Aid  2403  LI 

Microbiotreat  6270    G7 

Neutrox  51  G5.G7 

Neutrox  53  G5.G7 

Poly-Tec  2475  G7 

Polymate  158  G6 

Polymate  159  G6 

Polymate  160  G6 

Polymate  661  G6 

Polymate  908  G7 

Polymate  910  G7 

Polymate  926  G7 

Polymate  928  G7 

Polymate  980  G5.G7 


Polymate  981  G5.G7 

Polymate  982  G5.G7 

Polymate  983  G5.G7 

Polymate  985  G5.G7 

Polymate  986  G5.G7 

Polymate  987  G5.G7 

Polymate  988  G5.G7 

Polyphos  67  G2.G6 

Polyquest  G6 

Polyquest  682    G6 

Polyquest  683    G6 

PolyElpH  4694   G7 

PolyElpH  955    G5.G7 

PolyElpH  956    G5.G7 

PolyElpH  970    G5.G7 

PolyElpH  975    G5.G7 

PolyElpH  976    G5.G7 

Resin  Cleaner  223  PI 

RL-70 G6 

Scale-Cleen   A3 

Sludgtrol  651  G7 

Steamate  2001   G5.G7 

Steamate  2004  G5.G7 

Steamate  2005  G7 

Steamate  2007  G7 

Steamate  2009  G7 

SterisafeCW-1735    G5 

Sterisafe  5600   G5 

Sterisafe5601    G5 

Sterisafe  5603   G5 

Sterisafe  5605    G5 

Sterisafe  5610   G5 

Super  Filmeen  14    G6 

Deatrick  &  Associates,  Inc. 

Hipochlorl0x70g  Tabs  for  usein 
K.Chlmtr D2.G4.Q4 

Debette  Chemical  Corp. 

Baby  Powder  Deodorant  CI 

DB-5000  Powdered  Enzymes  L2 

Heavy  Duty  OSHA  Safe  Water  Sol- 
uble Degr A4.A8 

Liquid  Hand  Soap  E4 

Liquid  Odor  Control  Concentrate CI 

Oven  Cleaner A8 

Debus  Inc. 

Aquaress  Hand  and  Body  Shampoo  E4 

Ensuite  Anti-Bactenal  Gel  Soap  E4 

Ensuite  Bathing  Gel    C2 

Ensuite  Gel  Hand  Soap  E4 

Ensuite  Ultra-Hygiene  Gel  Cleanser  ....  E4 
Florafree  Antiseptic  Gel  Skin  Cleanser  El 
Heiress  Lux.  Ltn.  Soap  "The  Smooth 

Soap"  El 

Hypor  Anti-Bacterial  Gel  Soap    El 

Hypor  E-2  Skin  Cleanser  E2 

Hypor  Hand  and  Body  Shampoo  E4 

Hypor  Heavy  Duty  Gel  Skin  Cleanser  ..  E4 

Hypor  Luxury  Lotion  Soap E4 

Lanimol  Waterless  Hand  Cleanser  E4 

Sal  Hvy  Dty  Gel  Hand  Soap  "The  Sup 

Soap"  El 

Suprega  Lotion  Abrasive  Hand  Cleanser  El 

Swarfega  Hand  Cleanser E4 

Tufn  Ega  Abrasive  Hand  Cleanser   E4 

Decker's,  Incorporated 

Action-Q    CI 

CitruSpray  Degreaser    CI 

Deckers  Bendiocide F2 

Deckers  Bendiocide F2 

Desire  A6.C2 

Fresh  Mint  Disinfectant    C2 

Fresh  Pine  Pine  Odor  Disinfectant  CI 

Impact    A3 
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Kills  It  D2 

Kleer  Out  Fl 

Lemon  10  Disinfectant   C2 

Lemon-7 CI 

New  Generation Al 

New  Generation  Heavy  Duty  Dgrsr  Clnr  Al 

Nutrol  All  Purpose  Cleaner    CI 

Pine  Disinfectant  CI 

Sani-Clean  C2 

Scale-Gone A3 

Skosol    C2 

Solution   CI 

Spring  Meadow  CI 

Sweet  Sewer   L2 

Top  Clean  Glass  Cleaner    CI 

77  New  Type  Chemical  Cleaner    ..    A4.A8 

Decon  Laboratories,  Inc. 

Contrad  70  Al 

DecoPac 

ColorWash  E4 

Dedicated  Services  Corporation 

Dedicated  Services  929  A2 

Dees  Paper  Company 

RTU  Hand  Soap    El 

Defender  Services,  Inc. 

Dicon  A4 

Emulsion  Bowl  Cleaner   C2 

Glass  Cleaner CI 

Optic  Clean  A4 

Perfumed  Deodorant  Blox    C2 

Perfumed  Deodorant  Cakes    C2 

Power  Plus  A4 

Q  21  CI 

Rocket  2000 Al 

Starlight  Industrial CI 

Tier  Three    A4 

Vita-Pine   CI 

Degesch  America,  Inc. 

Degesch  Fumi-Cel  F4 

Degesch  Fumi-Strip F4 

Degesch  Magtoxin  Pellets F4 

Degesch  Magtoxin  Pellets-Prepac    F4 

Degesch  Magtoxin  Tablets-R  F4 

Degesch  Phostoxin  Coated  Pellets-Pre- 
pac    F4 

Degesch  Phostoxin  Pellets    F4 

Degesch  Phostoxin  Tablet  Prepac    F3 

Degesch  Phostoxin  Tablets-R  F4 

Degraco  Maintenance  Coatings 

Degraco  Epoxy  Solvent  4800  PI 

Task/Master  #1  Cleaner   Kl 

Deicor  Laboratories,  Inc. 

B-101  G6 

B-237  G6 

B-314  G6 

B-434  G6 

B-526  G6 

C-844  G5.G6 

R-719  G6 

Del  Rey  Chemical  Co. 

Best-Hand    E4 

Blue  Maze  C2 

Citrifresh   CI 


Des-Tapa  Drain  Opener   LI 

Enersol  A4.A8 

Everdead  Plus   F2 

Food-Sil  HI 

Lemonfect   CI 

Light  Slip  H2 

Moisture  Guard  H2 

Mojo    C2 

Non-Flammable  Plexi-Med  CI 

Odorcide    C2 

Powder  Sect  7   F2 

Rojo  Grease  H2 

Sani-Lube HI 

Scrub-All  CI 

Seco  Lube    H2 

Sludge  Buster    L2 

Swat  Insect  Spray   Fl 

Swat  Plus  Fl 

SS  39  Safety  Solvent    Kl 

Un-Do    H2 

007  Al 

Del  Tek  Inc. 

Consan  Disinfectant  Sanitizer  Deodor- 
izer        D2 

Delaware  Valley  Water  Treatment 
Corp. 

NJ-Antifoam    G7 

NJ-B  100  G6 

NJ-B  103M   G6 

NJ-B  104  G6 

NJ-B  110F  G6 

NJ-B  115  G6 

NJ-B  116  G7 

NJ-B  117  G7 

NJ-C  201   G7 

NJ-C  221   G6 

NJ-C  230  A3 

Delco  Cleaning  Systems 

Delco  Red  Pressure  Spray    Al 

R-202  Hvy  Dty  Concrete  Clnr  Omg  to 

Gm   Al 

R-727  Suds  Spray  Wash  Al 

V-500  Vent-A-Hood  Cleaner  CI 

V-505  Butyl  All  Purpose  Cleaner    Al 

Delex  Chemicals,  Inc. 

Ardent    A2 

Boast   Al 

Bull'  Eye   Al 

Caus-Tech   A2 

Cheer-Up   A3 

Clean  Up  Al 

Cycle  One   A2 

D  Sect    Fl 

Delsan-X   D2 

Delterge  Bl 

Deltox    Fl 

Destroyer  F2 

Down  M Fl 

Easy  Roll  HI 

Flashy    A3 

Focus  Al 

Fog  Off   Fl 

Full  House  Al 

FGL  100    HI 

FL  90  HI 

Gel  Pro Al 

Gel  Trix  Al 

Gel  Trix  I Al 

Half  Time    Al 

Hardball  A2 

Hyshine   A7 

Insist    Al 

Jest  Al 


K-Tron  A2 

Line  Guard A1.Q1 

Liquid  Bleach    Bl 

Liquid  Nu    Bl 

Liquid  Soft    B2 

Lusan  HI 

Lusan  (Bulk)   HI 

Marigold    Al 

Marigold  LX   Al 

Mangold  100  Al 

Marigold  110  Al 

Mangold  120  Al 

Marigold  135  Al 

Marigold  200  A3 

Mangold  300  Al 

Marigold  330  Al 

Master  Trac  100    A1.H2 

Master  Trac  200    A1JL2 

Micro  Rinse  E3 

O-Gen    Al 

Omni  I  Al 

Omni  1  Plus    Al 

Overnight  Sensation    Al 

Parade    Al 

Prefer  I  Bl 

Prefer  II  Bl 

Quick  Step  Al 

Ram-Blast    A2 

Rave  A3 

Rave  Review  Al 

Recoup  A2 

Refresh  C1.C2 

Reliant   A2 

Ritz    El 

Santrex  D2 

Score  One    Al 

Secure    D2 

Teem    Al 

Terminator  Fl 

Thrust A2 

Delma  Chemical  Company 

Del  40    Al 

Delmar  Industries 

Traxn-C  Anti-Slip  Cleaner  Al 

Delstar  Industries,  Inc. 

Central  System  50  H2 

Germex    C2 

Glass-Glo  Reflections  CI 

High  Speed  -  40    H2 

Moly  Gard  -  55  H2 

Orange  Tuffy  E4 

Semi-Fluid  -  45  H2 

TM-65   H2 

Delta  Biological  Products,  Inc. 

Greas-Tuf L2 

Delta  Chemical  &  Service  Inc. 

B-120  G7 

B- 160  Boiler  Water  Treatment  G6 

B- 175  Boiler  Water  Treatment  G6 

B-260  Boiler  Water  Treatment  G6 

S-220  Steam  Line  Treatment   G6 

S-320  G6 

Delta  Chemical  Company 

Clean  and  Thaw    A5 

Delta  Chemical  Corporation 

Hypochlorite  Solution  D2 
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Delta  Distributors,  Inc. 

Caltech  100   HI 

Caltech  300   HI 

Caltech  50   HI 

Caltech  70   HI 

Caltech  80   HI 

Delta  Foremost  Chemical 
Corporation 

F-1569-ESCIPPlus   Al 

Foremost  F-0 137  Detergent    Al 

Foremost  F-1003  Liquid  Cmpd  (De- 

foamer)   Al 

Foremost  F-1032  Chlor-Alkali  Cleaner  Al 
Foremost  F-1539  Mildew  Stain  Re- 
mover     Al 

Foremost  F-1601  Mildew  Stain  Re- 
mover     Al 

Foremost  F-1615  T.D.  Remover  (Low 

Foam)    A3 

Foremost  F-1616  Food  Vat  Cleaner  ....  A2 

Foremost  F-1636-ES  Fabric  Brightener  Bl 
Foremost  F-1640  Nu-Ston  Kleen  (Low 

Suds)  A3 

Foremost  F-1650  Alkaline  Cleaner 

Cone A2 

Foremost  F-1659  Alkaline  Cleaner 

Cone A2 

Foremost  F-1664  Alkaline  Clnr  Addi- 
tive      Al 

Foremost  F-1665-ES  CIP  Cleaner  Al 

Foremost  F-1714-ES  CIP  Cleaner   Al 

Foremost  F-1717-ES  MG  Impact 

Lube^  H2 

Foremost  F-1735  Mildew  Stain  Re- 
mover      Al 

Foremost  F-1840  Detergent  Degreaser  Kl 

Foremost  F- 256  Loob  A1.H2 

Foremost  F-379  XHD  Laundry  Deter- 
gent    Bl 

Foremost  F-549  Coconut  Hand  Soap 

RTU    El 

Foremost  F-733  Foam  Additive  Al 

Foremost  F- 749  Cleaner  for  Equip Al 

Foremost  F-769  Rust  Preventative  HI 

Foremost  F-812  Equipment  Cleaner  ....  Al 

Foremost  F-940  GPC  Compound  Al 

Foremost  100  Hot  Vat  Cleaner-NC   ....  Al 

Foremost  1095  Rust  &  Scale  Remvr  ..  A3 
Foremost  1109-ES  Non-Silicone  De- 

foamer  Al 

Foremost  1190  Ferro-Cleaner  A2 

Foremost  1193-ES  Strip-A-Way  PI 

Foremost  1194  Rust-Blitz  A2 

Foremost  1195  Paint  &  Rust  Remover  A2 

Foremost  1198  Break-A-Way  H2 

Foremost  1199  Slix  HI 

Foremost  1500  Ston-Kleen  A3 

Foremost  1501-ES  Acid-Kleen  A3 

Foremost  1502-ES  CIP  Plus  Al 

Foremost  1510  General  Cleaner  Al 

Foremost  1511  Mild  General  Clnr  Al 

Foremost  1515  Dairy  Cleaner Al 

Foremost  1520  Dyn-A-Terg  Al 

Foremost  1535  Bottle  Wash  A2 

Foremost  1538  Bottle-Brite    A2 

Foremost  1548  Liquid  Compound   Al 

Foremost  1551  Jet  Foam  Additive  Al 

Foremost  1552  Foam  Blitz  Al 

Foremost  1553-ES  Super  Kleen  Al 

Foremost  1554  Freezer  Cleaner  A5 

Foremost  1559-ES  Fos-Less  Al 

Foremost  1560  General  Cleaner  Al 

Foremost  1561  Gen  Prps  CI.  Type  C  ..  Al 

Foremost  1570  Food  Pint  All  Prps  CI.  Al 

Foremost  1573  Food  Plant  Cleaner   ....  Al 

Foremost  1574-ES  Food  Plant  Cleaner  Al 

Foremost  1575  Equipment  Cleaner   ....  Al 

Foremost  1576  General  Plant  Clnr-P  ..  Al 

Foremost  1577  Plus    Al 
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1578  Alka-Foam  A4 

1579  No-Suds  Detergent     A1.Q1 

1580  Smokehouse  Cleaner  ..    A2 

1581  Fd  Pint  All  Prp  CI  U/15  Al 
1600  Pan  Kleen Al 

1610  Hot  Vat  Cleaner A2 

1611  Food  Vat  Cleaner    Al 

1645  Cleaner-Sanitizer  ..    D1.Q3 

1650  Chlor-Dis  D2 

1651  Chlor-Dis  Pink  D1.Q4 

1653  Amazing  D1.Q4 

1660  Sewer  Kleen LI 

1661  C-Sewer-Kleen LI 

1662  Sewer  Solvent   LI 

1663  Ram   LI 

1690  Quad-Dis   D2 

1691-ES  Quad-DisPlus   D2 

1700  Sani-Lube HI 

1701-ES  White  Lube    HI 

1731  Can  Cleaner-Auto Al 

1805  Super  Digester  L2 

1806-ES  Acti-Zyme   L2 

1810-ES  Grease  Digesting 
L2 


1812-ES  Grease-A-Way  CI 

1813-ES  Citri-Kleen  CI 

1814  Citra-Degreaser   CI 

2005  Glyde   A1.H2 

2007  Rite-Glyde  Al  Jtt 

2008  Foam-Glyde  A1JL2 

2009  Super  Jet  Glyde  HW  A 1  .H2 

2010  Jet  Glyde- HW   A1.H2 

2011  Glyde  King    H2 

2015  EZGlyde-F  H2 

2016  Trolley  Glyde HI 

202  Fleet  Wash  Al 

2020  Speedy-Glyde H2 

2037  Belt  Dressing  PI 

204  Power  Spray  Wash    Al 

2150  Utility  Cleaner  CI 

232  Odorless  Concrete  CI.  ..    A4 
233-ES  Hi-Power  Odrls  CI.      Al 

280  All  Sorb  Jl 

3060  Cleaner  Concentrate    ..    A4 
3061-ES  Superb  Concentrate    A4 

3062  Clean-Supreme A4 

3066-ES  Show-Off  Dl 

3067-ES  Show-Off  A4 

3075  Scrub-Vac    A4 

3076  Low  Suds  C.I.P A4 

3085  Mint-Cleaner  A4 

3090  Wax  Stripper   CI 

3122-ES  Dust  Control    PI 

34  Jet  Spray  Clean   Al 

40  Whammo   Al 

4000  Antis.  Handsoap  Cone.     El 
4005  Germicidal  Hand  Soap     El 
4006-ES  Germicidal  Hand 
E2 


4010  Coconut  Hand  Soap-C  ..  El 
4020  Coco.  Hand  Soap  RTU  El 
4025  Lotion  Hand  Soap  El 

4030  Powdered  Hand  Soap       C2 

4031  Pros  Food  Handlers  Soap  C2 

4039-ES  Magic-Gel    E4 

4040  Skin  Kleen  E4 

4040  Skin  Kleen(Aerosol)   ....  E4 

4050  Invisible  Glove    E4 

4051-ES  Hand  Shield  E4 

4311-ESHiGl  StnlsStlCl 

A7 

4315  Stainless  Steel  Clnr- 

A7 

4316-ES  Brite  Cleaner-Polish  A7 
45A  Odorless  Steam  Cleaner    Al 

45B  Aluminum  Cleaner  Al 

4510  Minteffect  Germ CI 

4519  Pine-Aire   CI 

4520  Pine  Oil  Disinfectant  ..    CI 

4525  Del-Chlor  D2.E3 

4541ES  Smk  Eat  (Baby  Pwdr 
CI 


Foremost  4542-ES  Smoke  Eater  Floral 

Bouq   CI 

Foremost  4543-ES  Smoke  Eater  Lemon 

Scent  CI 

Foremost  4544-ES  Smoke  Eater CI 

Foremost  4545  Odor  Control   CI 

Foremost  4809-ES  Insect-O-Fog   Fl 

Foremost  4810  HD-22  Insect  Spray Fl 

Foremost  481 2-ES/Ambush  Residl  In- 
sect   F2 

Foremost  4820  Del-Kill  Insecticide  F2 

Foremost  4883-ES  Resid-U-Cide 

Rch&An  Kil   F2 

Foremost  4883-ES  Resid-U-Cide 

Rch&Ant  Kl  F2 

Foremost  49  Purge    C3 

Foremost  50  Heavy  Duty  Steam  Clnr      Al 

Foremost  528  Slix-Cote    H2 

Foremost  535  Odorless  Degreaser  Kl 

Foremost  550  Paint  Strip    C3 

Foremost  551  Hvy  Dty  Paint  &  Gasket 

Rmvr  C3 

Foremost  5510  Manual  Dshwshng  Det  Al 
Foremost  5510-B  Extra  Mild  Dtrgnt   ..    Al 

Foremost  552  Super  Strip  C3 

Foremost  5520  Mach.  Dshwshng  Det.  Al 
Foremost  5521  Liq.  Mach.  Dishwshr  ..  Al 
Foremost  5522-ES  Fos-Free  Mach  Dish.  Al 

Foremost  5523-B  Chlor-Kleen  A1.Q1 

Foremost  5528  Oven  Cleaner  Al 

Foremost  5530  Cool  Hand  Al 

Foremost  5575  Lo-Suds  Laundrette 

Powder   Bl 

Foremost  5578-ES  Stain  Action  Fbrc 

Brtnr   Bl 

Foremost  5580  Launderette  Powder  ....    Bl 

Foremost  5710  Abrasive  Cleaner  A6 

Foremost  5711  Ezy  Cleaner  C2 

Foremost  5810  A  Hand  Dshwshng  Det.  Al 

Foremost  591-ES  Super  Safe  Solv  CI 

Foremost  595  Safety  Solvent   Kl 

Foremost  596  Super-Solv   K2 

Foremost  597-ES  Lectro-Solv    K2 

Foremost  619-ES  Fowr-Kleen    Al 

Foremost  622  Liquid  Spray  Wash    Al 

Foremost  625  Melt-A-Way  CI 

Foremost  626  Melt-Pellets   CI 

Foremost  627  Ice-A-Way  CI 

Foremost  628  Spray  Clean  Al 

Foremost  631  Super  Steamer  A4 

Foremost  632-ES  Dyna-Kleen   A4 

Foremost  633  Steam-Supreme   Al 

Foremost  634-ES  Liquid  Spra-Clean  ..    Al 

Foremost  635  Master  Kleen  Al 

Foremost  641-ES  Stainless  Steel 

Cleaner  A7 

Foremost  650  Liquid  Heavy  Duty  Steam 

CI  A2 

Foremost  650B  Smokehouse  Clnr A2 

Foremost  650C  Grill  &  Fry  Cleaner   ..    A2 

Foremost  651 -ES  Grill  Brite    A4.A8 

Foremost  651B-ES  Extra  Heavy 

Duty  Cone A4.A8 

Foremost  653-ES  Grill  &  Oven  De- 

carbonzr    A4.A8 

Foremost  654  Grill  And  Oven 

Cleaner  A4.A8 

Foremost  660-ES  Glass-Kleen  Ready- 

To-Use    CI 

Foremost  661-ES  Glass-Kleen  Concen- 
trate      CI 

Foremost  690A-ES  Rust  &  Scale  Re- 
mover       A3 

Foremost  692B  De-Scale    A3 

Foremost  693-ES  Zing  Concrete  Remvr.  CI 
Foremost  693B-ES  Zing  De-Limer   ....    A3 

Foremost  700B  Grime  Buster Al 

Foremost  701 -ES  Red  Magic  Al 

Foremost  702-ES  Magic  Kleen    Al 

Foremost  704-ES  Tiger  Degreaser- 

Detrgnt    A4 

Foremost  721  Tar  Remover  CI 
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Foremost  722B-ES  Tire  Bum  Remover  CI 
Foremost4806  Hi-Power  Food  Plant 

Inset Fl 

1090E  Acid  Cleaner  Concentrate  A3 

2153-ES  Wonder  Cleaner  CI 

3065-ES  Supreme  Cleaner-Deodorizer  CI 
3067-ES  Peerless  Detergent  Germicide  D2 
4027-ES  Smoothy  Germicidal  Hand 

Soap    El 

4313-ES  Hi  Gloss  Cleaner-Polish    A7 

4569-ES  Grout-Porcelain  &  Tile  Bright.  C2 

592  Sure  Seal  Thread  Sealant PI 

605-ES  Electronic  Cleaner  K2 

Delta  Marketing  Group,  Inc. 

AlkaHD    Al 

Alka-Chlor  Al 

Alka-Plus  Al 

Gear-Drain    LI 

Cutting  &  Tapping  Fluid    H2 

CRT  Screen-Care    CI 

D-Scale    A3 

Foam  and  Wipe  CI 

FF  275  Santi-Wash  Hand  Soap    E2 

Gel-Lube   H2 

Glass-K  with  Deodorizers  Glass  Cleaner  CI 

Glo  Fast  A3 

Hi  Pine  70  CI 

Hi  Tech  Ultra  Solvent K2 

Kleen-All  A4 

Kreme  Kleanser A6 

Liquid  Alive  Bacteria   L2 

Lotionized  Hand  and  Body  Cleaner El 

LYP  Digestor L2 

Moly  Dry  Slide  H2 

OP-64 A4 

Power  Plus  Oven  Cleaner  A8 

Quat-Foam  C2 

QTM    A4 

Reflect  CI 

Refresh  CI 

RM-547   A3 

Sani-Lube  Food  Grade  Lube    HI 

Slide  N'Glide  HI 

Smokehouse  Cleaner  A2 

Sof-Kill  ULV  Dry  Mist  Insect  Killer  ....  Fl 

Solv-Away  Degreaser  CI 

Sparkle  CI 

Technicians  Helper  H2 

Triple  Deuce  Sewer  Solvent  Drain 

Opener CI 

Ultra  Hand  Cleaner  with  Pumice  E4 

Victory  Wettable  Powder  Insecticide  ....  F2 
Viro-Kill  Hospital  Disinfectant  Deod.  C2 
Zone-Guard  Plus  CI 

Delta  Products 

Heavy  Duty  Butyl  Degreaser  Cleaner      A4 

Delta  Water  Laboratories 

A-27  Boiler  Water  Treatment  G6 

A-29  Boiler  Water  Treatment  G6 

A-51  G6 

A-52  G6 

AL-37  Boiler  Water  Treatment    G6 

AL-38  Boiler  Water  Treatment    G6 

C-123  G6 

C-125  G6 

C-126  G6 

D-190  G2 

D-192  Domestic  Water  Treatment  G6 

D-193  G2 

D-194  G3 

Delta  B-210-5  Boiler  Water  Treatment  G6 

Delta  C- 1 1 7  Condensate  Treatment  ....  G6 

Delta  C- 1 1 9  Condensate  Treatment  ....  G6 

Delta  C- 1 22  Condensate  Treatment  ....  G6 

Delta  C- 124  Condensate  Treatment  ....  G6 

Delta  C- 1 27  Condensate  Treatment  ....  G6 


Delta  P-183   PI 

Delta  P-184  Boiler  Antifoam   G6 

Delta  SL-42  Boiler  Water  Treatment  ..  G6 

Delta  SL-57  Boiler  Water  Treatment  ..  G7 

Delta  SLT-600  Steam  Line  Treatment  G6 

Delta  2250  Boiler  Water  Treatment  ....  G6 

Delta  9100  Boiler  Water  Treatment  ....  G6 

Delta  9101  Boiler  Water  Treatment  ....  G6 

Delta  9102  Boiler  Water  Treatment  ....  G6 

Delta  9105  Boiler  Water  Treatment  ....  G6 

Delta  9109  Boiler  Water  Treatment  ....  G6 

Delta  91 10  Boiler  Water  Treatment  ....  G6 

Delta  91 1 1  Boiler  Water  Treatment  ....  G6 

Delta  9112  Boiler  Antifoam  G6 

Delta  9115  Boiler  Water  Treatment  ....  G6 

Delta  9116  Boiler  Water  Treatment  ....  G6 

Delta  91 17  Boiler  Water  Treatment  ....  G6 

Delta  9120  Alkalinity  Builder    G6 

Delta  9122  Boiler  Water  Treatment  ....  G6 

Delta  9130  Condensate  Treatment  G6 

Delta  9133  Steam  Line  Treatment  G6 

Delta  9134  Condensate  Treatment  G6 

Delta  9135  Condensate  Treatment  G6 

Delta  9137  Condensate  Treatment  G7 

Delta  9138  Condensate  Treatment  G6 

Delta  9142  Oxygen  Scavenger  G6 

Delta  9143  Oxygen  Scavenger  G6 

Delta  9150  Cooling  Tower  Treatment  G6 

Delta  9153  Zeolite  Cleaner PI 

J-135    G7 

J-136    G6 

J-139    G6 

K-150  G7 

K-159  G7 

M-170    A3 

M-173    A3 

P-182  G6 

R-102  G6 

R-103  G6 

SL-30T G6 

SL-300  Boiler  Water  Treatment  G6 

SL-310  Boiler  Water  Treatment  G6 

SL-33  Boiler  Water  Treatment  G6 

SL-34  G6 

SL-35  Boiler  Water  Treatment  G6 

SL- 36  Boiler  Water  Treatment  G7 

SL-41  G6 

SL-44  G6 

SL-45  Boiler  Water  Treatment  G6 

SL-46  G6 

SL-48  G6 

SL-61  G6 

SL-62  G6 

SL-70  G6 

SL-71  Boiler  Water  Treatment  G6 

T-20  G7 

T-40  G7 

T-93  G7 

Delta-Omega  Technologies,  Ltd. 

Omni-Clean  Al 

Omni-Clean  Formula  #3  CI 

Omni-Clean  TCR    Al 

Deluxe  Distributors 

DD  160 Al 

D  D  210 A2 

Deluxe  Alkaline  D    A2 

Deluxe  AP  Al 

Deluxe  AT  Smokehouse  Cleaner  A8 

Deluxe  Clean  &  Bright  A3 

Deluxe  Foam  &  Clean    Al 

Deluxe  General  Purpose  Concentrate  ..  Al 

Deluxe  High  Foam   Al 

Deluxe  LF  Smokehouse  Cleaner   A8 

Deluxe  Super  Lift  A4 

Deluxe  X-200    Al 

DD  100    Al 

DD  110    Al 

DD  150    A4.A8 


DD250  Al 

DD  260  A2 

DD270  Al 

DD  280  Al 

DD  290  A2 

DD  350  A3 

DD  360  A3 

DD  370  Al 

DD  600  Al 

DD  700  Al 

DD  800  Al 

DD  810  Al 

DD  820  Al 

DD  850  Q5 

Delvalco  Laboratories 

Delvalco  Detergent  Cleaner-Disinfectant  Dl 

Demco  Chemical  Products,  Inc. 

B.D.-101    Kl 

C.C.-"31"  K2 

Chain  &  Cable H2 

Chlor-A-Foam  Al 

Cling-Cleen  Bowl  &  Porcelain  Cleaner    C2 

D.  Chlor CI 

D.  Clear  CI 

D.  Dn  H2 

D.  Loose    H2 

D.  Solv  Safety  Solvent  K2 

D.A.  50    Al 

D.A.  500    A4 

D.A.  550   A4 

D.A.  847   Kl 

D.D.  33    Al 

D.D.  503    El 

D.D.  511    Al 

D.D.  542    CI 

D.F.L.  Food  Equipment  Lubricant  HI 

D.M.  Zyme L2 

D.M.  815  Fl 

D.S.  Hand-Doo  Concentrated  Skin 

Cleaner   El 

D.S.  Spray  Fl 

D.S.  Zyme  L2 

D.S.  115  Al 

D.S.  120 Dl 

D.S.  123  A4 

D.S.  124 CI 

D.S.  126  A4 

D.S.  61  Al 

D.S.  825  F2 

D.S.  85  A3 

D.S.-100  Concentrated  Cleaner    Al 

D.S.-65  Al 

D.S.2000    CI 

D.S.99    CI 

D-Coil    A4P1 

D-Cone HI 

D-Crete    CI 

D-Foam   Al 

D-630  A4 

Dem-Co-Doo  Non-Acid  Creme  Clean- 
ser      A6 

Demco  Klenz  A6 

Demco  Shield  Invisible  Glove  E4 

Demco  Solve  K2 

DD-102    Al 

F  G  G HI 

Handy  Dandy CI 

Nu  Grout  Grout  &  Tile  Cleaner  C2 

O.C.  Spray  Cm-Wipe  Clean    A8 

P.D.  88  (Aerosol)    K2 

Protect   H2 

Rust  Tee A3 

S.S.  450  "Hell  Fire"  Drain  Opener CI 

Denco  Corp. 

Foam  &  Rinse  Al 
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Dennert,  R.  &  Associates,  Inc. 

Murl's  Heavy-Duty  Floor  Cleaner    A4 

Dennis  Grease  &  Oil  Co. 

Crystal-White  200  HI 

Crystal-White  70  HI 

Crystal-White  90  HI 

D.O.C.  White  FG    HI 

Formula  5400    H2 

Formula  5511     H2 

Hydraulic  Oil  AAV- 32    H2 

Hydraulic  Oil  A/W-46    H2 

Hydraulic  Oil  A/W-68    H2 

Magnum  Artie  H2 

Magnum  EHD  567  New  Gener.  Gear 

CH180/140    H2 

Magnum  Gear  Oil  80/90  H2 

Magnum  Gear  Oil  85/140  H2 

Magnum  Hydraulic  Oil  9632   H2 

Magnum  Hydraulic  Oil  9646   H2 

Magnum  Hydraulic  Oil  9668   H2 

Magnum  3303  H2 

Denver  Roth  Inc. 

Pene^W    H2 

Der  Wienerschnitzel 

All  Purpose  Degreaser    Al 

Der-Kel  Chemical 

DK-M G6 

DK-100    G6 

DK-105    G6 

DK-130    G6 

DK-136    G2 

DK-160    G6 

DK-185    G6 

DK-300    G7 

DK-305    G7 

DK-92   G7 

Derrick  Soap  Products,  Inc. 

"Scrubbing  Soap"  Concentrate   A4.A8 

Foaming  High  Alkaline  Cleaner Al 

Formula  101  Solvent  Cleaner  A4A8 

LTH  Liquid  Hand  Soap    El 

Mico  40%  Liquid  Hand  Soap  El 

Mite  Concentrate  Degreaser-Cleaner  ..  A 1 
Mite-Plus  Concentrate  Steam-Clnr  & 

Dgrsr  Al 

Multipurpose  Cleaner/Degreaser CI 

No.  160  Liquid  Conveyor  Lubricant   ..  H2 

No.  250  Liquid  Conveyor  Lubricant   ..  H2 

Derruchem,  Incorporated 

Derrusolv  A4 

Derrusonic  Kl 

Heavy  Duty  Indstrl  All  Purpose  Clnr  ..  Al 

Heavy  Duty  Wax  &  Finish  Stripper  ....  A4 

I-O-Teen    D1.Q3 

Ritetrak    Al 

Super  Derrusolv A4 

Des  Moines  Sanitary  Supply 

Antiseptic  Hand  &  Body  Soap  El 

Break-Away  Al 

Descale-It  Products  Company 

Institutional  Descale-It    A8.C1 


Desco  Equipment  &  Chemical  Co., 
Inc. 

DC-110  All  Purpose  Cleaner  Degreaser  A4 
DC-1 12  Grease  Emulsifier  CI 

Desert  Fly  Control  of  Arizona,  Inc. 

DFC  Aqueous  Insecticide  Fl 

DFC  Aqueous  30-3  Fl 

DFC  Fogging  Insecticide    Fl 

Desert  King  California 

DK  1412   Al 

DK  1413   Al 

DK  1415    Al 

Designed  Cleaning  Systems 

Pine-D   CI 

Desilube  Technology  Inc. 

Desilube58   PI 

Desilube  88   PI 

Desoto,  Incorporated 

Desoclean A4 

Flo-Mo  AJ- 100   Al 

Flo-Mo  AJ-85   Al 

Despo  Chemicals  International,  Inc. 

(H.D.A.)  Heavy  Duty  All-Kleen    Al 

Acid  PX-400  A3 

Acid  XT  A3 

Acid  281    A3 

Acid  405   A3 

Alcan  Lube  I  H2 

Alpine  Hand  Soap  E2 

Altasan  16   Dl 

Altima  HW    H2 

Altrak-H H2 

Asset    Al 

Astral  A4 

Astral  WP   CI 

Attralube-H   H2 

Attralube-S  H2 

AB-310    H2 

AF-90 A3 

AK-850    A2 

AS-1640  D2 

Bev-Klecr  35  D2.G5 

Blaze    CI 

Blend  HD^tO  Al 

Blue  Fox    CI 

Brewery  Destoner  Al 

Bronco  Al 

Bulldog    Al 

BP-100  Al 

BT-7  G5.G7 

COP Al 

C-25  A2 

Cobra  Al 

Complete   A8 

CA-11    Al 

CF-200  Al 

CF^lOx  Al 

CF-85  Al 

OP  755   A2 

CLP-1000    Al 

CP-15  Al 

D.E.W.  30   Ql 

Defoamer  10B  Al 

Desahib  F  E2 G5.G7 

Direct  160   D2 

Dynyne  B Al 

DynyneXL   Al 

Dynyne  6  Al 


DC-210    Al 

DC-210  Plus   A2 

E.Z.  Egg Ql 

E-ZEgg  Ql 

E-ZEgg2   Ql 

Eagle    Al 

Egg  Wash  XT   Ql 

F.C.C-50  CI 

F-18  CI 

Falcon    H2 

Fireball  A2 

Floor  Cleaner  Concentrate    A4 

Freedom  #1    A2 

Freedom  #2   Al 

Freedom  Biocide  G5.G7.P1 

FX-400  A2 

Grime  Off   CI 

Guard  75    D2 

HF  Vantage  Al 

Just  Rite  A4 

Kleenrite  L Al 

Kleenrite-HC  Al 

Klor  Line  Al 

KlorlineH   Al 

Klorline  IB. Al 

Lift-Off    Al 

Lightning  A3 

Lube  DR   H2 

LFL-300 H2 

LFX  Floor  Cleaner  Concentrate  A4 

LP-IJI  Bl 

Manual  Wychlor  (MW)    Al 

Max    A4 

Mega  Foam  1000    Al 

MC-200   Al 

MC-200C  Al 

MCX-107  Al 

Nu-Trak  Al 

NS-5  A2 

Panther  D2.E3 

Penetek  33  PI 

Phos  Aid    A3 

Phos  26    A3 

Phos  50  LF   A3 

Phosflo  XL    A3 

Protex  A2 

PEC-55    Al 

PET-108  H2 

PFC-3 CI 

PN-2700 A3 

PN-38 A3 

Quick  CI 

Raw  Hide  Al 

Rocket   CI 

RA-20A  PI 

RS-35  H2 

Sani  Plus    Dl 

Smokehouse  I    A2 

Spray-N-Wipe  CI 

Summit    Al 

Thruster  Al 

Thunder  A2 

Topaz  A2 

Ultra  Phos  49 A3 

Ultrax  SC  Al 

Ultrax450   Al 

Ultrax  450C  Al 

Vantage Al 

VyklorXtra  D2.G4 

Vyklor  10 D2 

Winter  Glycol    PI 

Z-99  CI 

Detco  Industries 

A.P.C CI 

A.P.C.  Powdered  Cleaning  Compound  A4 

Alkali-90   A2 

All  Pro  A4 

All  Safe  K2 

Amazing CI 

Anti-Lock  Seize H2 
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Antiseptic  Brute  Waterless  Hand  Clean- 
ser    E4 

Armor  Guard  CI 

Auto  Scrubber  CI 

Automatic  Dishwash  Liquid  Al 

ABW   PI 

B  T  C  Battery  Terminal  Cleaner  PI 

Bee  10  C2 

Believe  It  CI 

Big  Bear A4 

Blue  Max  Bl 

Bold  CI 

Bolex   C2 

Bnte-Side  PI 

Bust  Loose  H2 

Chainleen  H2 

Cherry  Destroy    CI 

Chlor-Clean  A2 

Chlorine  Bleach  Bl 

Citrus  Destroy  CI 

Coil  New  PI 

Concrete  Cleaner  A4 

D-Quad    Al 

Det  Klean Al 

Det-Star  Al 

Detco  701    A4 

Detergent  Solv  Al 

Double  Action  CI 

Double  Duty    F2 

Dry  Film    H2 

DB-100    G7 

DB-100+   G6 

DB-101    G6 

DB-200    G6 

DB-210    G6 

DB-222    G6 

DB-230    G6 

DB-231    G6 

DB-232    G6 

DB-234    G6 

DB-235    G6 

DB-901-BN  G6 

DCKlenze  A3 

DC  1000    K2 

DC  111    .-. A4 

DC  99    CI 

DC-Alkalean   Al 

DC-Chlor  CI 

DC-Plus  Al 

DC-Polydisperse   G6 

DC-Power   Al 

DC-10    A4.A8 

DC-300    K2 

DT-6050 G7 

DT-6100 G7 

DT-6150 G7 

DT-700 G7 

DT-750 G7 

DX-14    A3 

Econo  Lotion  Hand  &  Body  Cleaner  ....  E4 

Egg  Wash    Ql 

Eliminator   C2 

End-Sect Fl 

EDF-3    G7 

Ferti-Melt CI 

Foaming  Degreasing  Cleaner  A4 

Fogg-It  Fl 

Germ-A-Cide  128   Al 

Germ-A-Cide  64 Al 

Glass  Cleaner CI 

Grandis D2 

Grip   H2 

Heavy  Duty  Packing  House  Cleaner   ..    Al 

Heavy  Duty  Steam  Cleaner    A4.A8 

HFPlus   Al 

I.S.H.C E4 

Ice  Machine  Cleaner  A3 

Ido-Hand   E2 

Inforce   CI 

Instant  Mildew  Remover Al 

International  Marine  Soap  Powders  ....    Al 


Iodine  Disinfectant/Sanitizer/Cleaner  ..    D2 

Jel-Sol    CI 

Kodiak  A3 

Kool  H2 

Kool  Breeze  CI 

Kwik  Ht-Purity  Solvent    K2 

Lemon  Wax  A7 

Lime-Way   A3 

Liquid  Bleach    B1,C1 

Liquid  Bleach    B1.C2 

Liquid  Ice  Melt  C2 

Liquid  Laundry  Detergent Bl 

Liquid  Smokehouse  Cleaner  A2 

Low  Suds  Laundry  Compound  Bl 

Low  Suds  Laundry  Compound  Bl 

Lube-All  H2 

Luminate   A3 

M.S.R LI 

Moisture  Guard  PI 

Nature  Klean  E4 

Nature  Power  Aerosol  CI 

Nature  Power  100  CI 

Nature  Power  200  CI 

Nature  Power  300  CI 

Nature  Power  400  CI 

Nature  Scrub  E4 

Nitgrit    E4 

No  Soot   PI 

No-Rinse  Coil  Cleaner   PI 

NAB  CI 

Odor  Ban  CI 

Odor  Ends   CI 

Odor  Neutralizer  Regular  CI 

Odor  Zyme    CI 

Orang-Sol  100  CI 

Orang-Sol  200  CI 

Orang-Sol  300  CI 

Orang-Sol  400  CI 

Ovec  A8 

Oven  Cleaner A8 

Oven  Cleaner A8 

Ox-Off  CI 

Pen-Lube   H2 

Perform    H2 

Phos-Master  A3 

Pine  Deodorant   CI 

Pink  Lotion   El 

Powdered  General  Purpose  Cleaner  ....    Al 

Power  Solv    CI 

Pro-Zinc  A3 

Puff    CI 

Purge   LI 

Purify  G7 

PCC-702    CI 

PHC-2    Al 

Quik-Kill   Fl 

Real  Hon  A2 

Red  Hot  LI 

Safety  Solvent  K2 

Sani-Dyne    D2.G5 

Sani-Rinse   D2 

Scale  A-Way  C2 

Scale-A-Way  A3 

Scnib-A-Dub  A6,C2 

Shine  Glass  Cleaner   CI 

Smoke  House  Cleaner A2 

So-Klean    A2 

Sodium  Hypochlorite  Solution   Q4 

Solv    A4.A8 

Steam-It  Al 

Success  125  A4.A8 

Success  150  A4.A8.C1 

Success  20/20    Al 

Sudsy  Ammonia    CI 

Super  Degreaser    A4 

Super  Solv  A4.A8 

Super  X   A8 

SS-100  CI 

Tropical  Destroy   CI 

True  Touch    El 

Tuff   Al 


TFE  Release  Fluorotelomer  Lubricant      H2 

Unique  C2 

Visco   E4 

20%  Hand  Soap El 

Detergent  Laboratories  Division 
Deterg-O-Matic,  Ltd. 

Duro  Brite  A7 

El  Toro CI 

Pot  Luck    Al 

Red  Dog Al 

Silver  Glow  Al 

Snap  A4 

Spotless    Al 

Spray-Clean  Al 

Steam-It  CI 

Whirl-A-Way  Al 

Detergent  Laboratories,  Inc. 

Liquid  Soap  El 

Smoke  House  Cleaner  S70  Al 

Smoke  House  Cleaner  24  Al 

Smoke  Stick  Cleaner  NC  61  Al 

Detergent  Marketing  Systems 

All  Purpose  Cleaner   Al 

Heavy  Duty  Degreaser    Al 

Pink  Lotion  Dishwash  Al 

Detergent  Services,  Inc. 

Actavor    CI 

CLD  Laundry  Detergent  Bl 

General  Purpose  Cleaner Al 

General  Purpose  Cleaner-Degreaser  ....  Al 

Glass  and  Window  Cleaner    CI 

Hand  Cleaner El 

Hand  Dish  7    Al 

L.L.S.R Bl 

Liquid  Laundry  Detergent Bl 

Liquid  Laundry  Sour Bl 

Mach  I  Al 

Mach  10  Al 

Machine  Wash  7  A2 

Oven  Cleaner A8 

Scaleaway    A3 

Solid  Rock  A2 

Detrex  Chemical  Industries,  Inc. 

Detrex  40  A4 

Detrex  43J  Al 

GFDA    Al 

73  DA    A2 

Detroit  Water  Management,  Inc. 

B  301  G7 

B  321  G6 

Dettelbach  Chemical  Corporation 

Hysan  Baygon  Residual  Spray  F2 

New  South's  Hi  Foam  Al 

New  South's  Special  Foamer   Al 

Sentry  Pink  Chlor  No.  4  Dl 

Shackle  Cleaner A3 

Super  Diazinon  Spray  F2 

Dettelbach  Pesticide  Corporation 

Professional  Orkinban  3E  F2 

Devcon  Corporation 

Safetap  PI 

Safethread    PI 

Silite  Silicone  RTV  Sealant  (Clear)  PI 
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Silite  Silicone  RTV  Sealant  (White)    ....  PI 
Work  Shield E4 

Devoe  &  Raynolds  Co. 

T-40  Thinner  41462-50  Clear  PI 

T-66  Thinner  42300  Clear   PI 

Devour  Chemical  Company 

All  Purpose  Cleaner   Al 

Dex  Manufacturing,  Incorporated 

Bam   LI 

Dexene  A4 

Dexter-Hayes  Chemical  Corp. 

Dexa-Clean  #721  A4 

Freez-Clean  #331    A5 

Germicidal  Cleaner  #313    A4 

DeLonghi  America  Inc. 

Pinguino  Descaling  Fluid   PI 

DeMert  &  Dougherty,  Inc. 

Clindo  All  Purpose  Cleaner  CI 

DeSantis  Janitor  Supply 

Patho-Sept   Al 

DeVere  Corporation,  The 

DeVereGold  Al 

DeYoung  Chemical  Company 

DC-88  Cleaner  Degreaser  A4 

Diablo  Products  Corp. 

Diablo  Carbon  Kleen    A8 

Hot-Kleen    A8 

Oven  Kleen  Gel  A8 

Trap-Kleen  LI 

Diagnostic  Reagents  &  Supplies 

DRS- 130  Sanitizing  Hand  Soap  E2 

DRS-131  Hand  Sanitizer  Solution   E3 

Diagraph  Corporation 

Quick  Spray  General  Purpose  Silicone     HI 
Quik-Spray  Food  Grade  Silicone  HI 

Dial  Chemical  Company 

Presto  Heavy  Duty/All  Purpose  Clnr 
Dgrsr  Al 

Dial  Corporation,  The 

Aqua  Sep  E4 

Aqua  Soap  E4 

Borateem  All  Fabric  Bleach  Bl 

Boraxo  Cool  Hands  Gmlr  Organ.  Hand 

Clnr  E4 

Boraxo  Liq.  Wtrls  Hand  Cleaner 

w/Pumice    E4 

Boraxo  Liquid  Lotion  Soap    E4 

Boraxo  Pink  Luron 

PwdrHndSoapw/SkinCond E4 

Boraxo  Powdered  Hand  Soap  E4 

Boraxo  Tile,  Porcelain  &  Fiberglass 

Clnr  C2 


Liquid  Dial  Antibacterial  Soap  E4 

Luron  Lotion  Hand  and  Body  Cleanser    E4 

Lurosep  Antimicrobial  Lotion  Soap  E4 

Mechanic's  Str  Boraxo  Wtrls  HdClnr 

w/Pum  E4 

Mechanic's  Stmgth  Boraxo  Wtrls  Hnd 

Clnr  E4 

MD  7  Fine  Powdered  Lotion  Soap    E4 

Purex  Bleach  Bl 

Red  Label  Boraxo  Waterless  Hand 

Cleaner   E4 

Special  Heavy  Duty  Boraxo  Powd  Hand 

Soap    E4 

T-M-T  Borax  Powdered  Hand  Soap    ....  E4 

Time  Saver  Liquid  Bleach   B1JD1 

TMT  Pink  Borax  Powdered  Hand  Soap  C2 

Diamond  Chemical  &  Contracting 
Company 

All  Purpose  Cleaner  Concentrate  A4 

Big  "D"    Al 

Dual  Power-43  D2 

Klean-14    Al 

Lemon  Power  20  A4 

Liquid  Drain  Opener  LI 

Tile  and  Porcelain  Cleaner  C2 

Diamond  Chemical  Co. 

1080  Al 

Diamond  Chemical  Co.,  Inc. 

Adclor  Bleach   Bl 

Alkalite    Bl 

All-Purpose  H.D A4 

All-Temp  Blue Bl 

All-Temp  White    Bl 

Boiler  Compound  Descale    G7 

Brite  B2 

Brite  200   Bl 

C  I  P  Plus    A2 

Destain  Al 

Diamond  Cleaner  Disinfectant  32    CI 

Diamond  Disinfectant  1000    D2 

Diamond  Freezer  Kleener  A5 

Diamond  Kleer  Bowl    C2 

Diamond  Meat  Room  Degreaser    A4 

Diamond  Pine  Odor  Cleaner  Dsnfctnt 

#5    CI 

Diamond  4000  Plus  Al 

Dri-Sil  Alkali  Bl 

Dynawash    Bl 

F.G.  Sour  Bl 

F-ll   Bl 

Fluff  &  Sour   B2 

Fresh  Spice    CI 

FC-90  A2 

Germicidal  CI 

Glosuds    Al 

Grease  Out  A8 

GC-99    Al 

Handi-Kleen E2 

Handi-Kleen  Liquid  Hand  Soap  El 

Hi-Lite  Al 

Hi-Power  A4 

Hospi-Spray  CI 

HM-25  A2 

Kleer-It L2 

LFA-50    A3 

Orthotex  Bl 

Orthotex  Concentrate    Bl 

Oven  Cleaner A8 

Pine  Deodorant   CI 

Positive    Al 

Preserve  110    Bl 

Prolong  Plus    Bl 

Pronounce    Al 

Pure  Bleach  A131 

Quick  Suds    Al 


Rely   Al 

Restore  A3 

Roach/Ant  Killer  F2 

S-U  Cleaner   A2 

Saf-T   A1.Q1 

Sani-Sof  Powder  #100    B2 

Sani-225  D2 

Soda  Ash  Dense    CI 

Stainless  Steel  Cleaner/Polish  A7 

Super  Kleen  Plus  Al 

Super  Kleen  50  Al 

Super-Brite  II Bl 

Super-Brite  D-OP   Bl 

Whiz  Lo  Foam    Bl 

Diamond  Chemical  Company 

General  Purpose  Spra  #2    Fl 

Sani-Foam   Al 

Super  175 Al 

TKO  500  Al 

TKO600  Al 

Vandal  Jel    CI 

Diamond  Chemical  Corp. 

Bacto-Foam  C2 

HD-26    Al 

Klear-N-Klean  CI 

Orange  Squeeze E4 

Smokehouse  #1   A8 

Diamond  Janitorial  Supply 
Company 

Patent  Non-Butyl  Emulsifier Al 

Diamond  Products  Corporation 

CS40L  Hand  Soap  w/Red  Dye  El 

Pet  Special  H2 

VCHL-40  Special   H2 

Diamond  Products,  Inc. 

Big  Sky  Concentrate  A4 

Dynamo-X  A4.A8 

Lightning  A3 

Line  Shine  Al 

Power  Out  HT  Al 

Power  Out-LT  Al 

R  +  R  A8 

Sta-Brite  Stainless  Steel  Clnr  &  Polish  CI 

Steam  Away    Al 

Diamond  Shamrock  Chemicals 
Company 

Monolan  2000  Surfactant  Q5 

Diamond  Shamrock  R  &  M  Inc. 

H-l  Mineral  Oil  100  HI 

H-l  Mineral  Oil  300  HI 

Diamond  Vogel  Paints 

Acrylic  Fil-Kote  BF-1504 PI 

N-1069  Nel-Thin-01   PI 

N-3023  Xylol PI 

N-9000  Gun  Cleaner  PI 

Diamond  2000  Dynamics,  Inc. 

Break  Plus  Kl 

Breeze  Dry  Deodorizer  CI 

Con  Kleen-2000    K2 

CC  Kleen  PI 

D.W.  Renew    A3 

Dazzle    CI 
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Detect  PI 

Diamond  Plate  H2 

Diamond  Power Al 

Double  Duty  White  Insulation   PI 

Dry  Fresh  Air  &  Deodorizer    CI 

E-Zee  Heavy  Duty  Foaming  Oven 

Cleaner   A8 

E-Zee  Oven  &  Grill  Cleaner    A8 

Foamtastic   C2 

Glide  Heavy-Duty  Silicone  Spray    HI 

Kleen-Up  E4 

Kleen-Up  With  Pumice  E4 

Mira  Clear  CI 

Mira-Clear  CI 

Multi  Pen  Plus  H2 

Multi-Pen  Plus  H2 

No  Touch  CI 

No-Slip  Belt  Dressing  PI 

Nu-Look CI 

Nu-Look  Stainless  Steel  Cleaner  &  Pol- 
ish       CI 

Quick  One-Shot  Drain  Opnr  W/  Odor 

Blnkt  LI 

Quikleen C2 

R.I.P.  Release  Insect  Killer F2 

RIP.  Residual  Roach  &  Ant  Spray F2 

Red  Gun  H2 

Renovate    C2 

Rescue   C2 

Rescue  Disinfectant  Cleaner  &  Deodo- 
rant        CI 

Rescue  Germicidal  Foaming  Cleanser      C2 

Rip-Fog   F2 

Ruby  Plate  H2 

S.I.G H2 

Safety  32  KV K2 

Sidekick  Glass  &  Multi-Purpose  Cleaner  CI 
Silkens  with  Scrubber  Hand  Cleaner  Gel  E4 
Silkens  Waterless  Hand  Cleaner  Gel  ....  E4 

Slide-Plus  HI 

Strip-It  Plus  C3 

Super  Bowl    C2 

Super  Shield    E4 

Super-TFE  H2 

SS  32  Safety  Solvent    K2 

Total  Control  L2 

Tuff-Stuff  HD  Hand  Cleaner  W/Scrub 

Beads E4 

TFE-Seal    PI 

U.S. R. -Plus    C2 

Vision  Always  Clear  CI 

Diamond-Rite  Products  Company 

Porcelain  Cleaner    C2 

Diana  Industries,  International,  Inc. 

EP-680  Al 

Diaon  Environmental  Chemical 
Systems 

Diaon  Brushless  Vehicle  Wash    Al. 

Disinfectant  Cleaner   C2 

Enviro  Spontaneous  Emulsion  De- 
greaser  A4 

Enviro  Stainless  Steel  Polish    CI 

Hospital  Type  Disinfectant  Spray CI 

Instant  Odor  Control  CI 

MHS  Handsoap  El 

Neutral  Cleaner/Deodorant  CI 

Spotless  Mirror  (Aerosol)  CI 

Spotless  Mirror  (Bulk)    CI 

256  Detergent/Disinfectant  A4 

Dibs  Chemical  &  Supply  Co.,  Inc. 
Liquid  Live  Cleanout    L2 


Dickler  Chemical  Laboratories,  Inc. 

All  Purpose  Citrus  Degreaser  CI 

All  Surface  Cleaner Al 

Ammoniated  All  Purpose  Cleaner   A4 

Antiseptic  Lotion  Hand  Soap  El 

BWT-SRL  G6 

BWT-108SC    G7 

BWT-15  G7 

Concentrated  Degreaser    A4.A8 

Concentrated  Floor  Conditioner  CI 

Concentrated  Odor 

Suppressant&Deodorizer   CI 

Delimer    A3 

Dishwashing  Detergent  Al 

Egg  Wash    Ql 

Environmental  Odor  Control    CI 

Foaming  Butyl  Cleaner  A4 

Foaming  Meat  Room  Degreaser Al 

Freezer  Cleaner  P   A5 

Glass  Wash  Detergent  Al 

Grease  Trap  Cleaner  CI 

Hand  Dishwashing  Detergent  Al 

Hand  Soap  Liquid  El 

Hand  Soap  Lotion  El 

Heavy  Duty  Bowl  Cleaner  C2 

Heavy  Duty  Butyl  Degreaser  Cleaner      A4 
Heavy  Duty  Industrial  Surface  De- 
greaser      A4.A8 

Heavy  Duty  Steam  Cleaner  Liquid    ....    A2 

Lemon  Odor  Disinfectant  CI 

Liquid  Caustic  Drain  Opener  LI 

Liquid  Drain  Opener  &  Maintainer  LI 

Liquid  Dynamite  Al 

Liquid  Enzyme  Drain  Opener  &  Deo- 
dorant        CI 

Liquid  Laundry  Detergent Bl 

Liquid  Lightning  Al 

Lotion  Hand  Soap  E4 

Mint  Odor  Disinfectant  CI 

Non-Alkaline  Floor  Cleaner  CI 

Orange  Grease  Digester    CI 

Oven  &  Grill  Cleaner  A8 

Pine  Odor  Disinfectant   CI 

Pine  Scrub  Soap    CI 

Pink  Lotion   Al 

Porcelain  and  Bowl  Cleaner  Protector  C2 
Power  Boosted  Oven  Grill  &  Fryer 

Cleaner   A8 

Power  Cleaner  A4 

Pressure  Washer  Cleaner    Al 

Quat-Klean-Clnr-Disnf-Deo-Fngcd- 

Vircd  Dl 

Rinse  Disinfectant-Sanitizer  Deodorizer  D2 

Sewage  Cleaner  &  Deodorant    CI 

Stainless  Steel  Cleaner  &  Polish    A7 

Super  Concentrate  Cleaner  A4 

Super  Degreaser-Cleaner CI 

Super  Strength  Heavy  Duty  De- 

greaser-Clnr    A4.A8 

Surface  Scum  Remover A4 

Synthetic  All  Purpose  Cleaner  Al 

Wind-O-Shine  CI 

Dickson  Chemical  Co.,  Inc. 

Pyra-Fog  Magnum  3  Fl 

Pyra-Fog  1  Fl 

Pyra-Fog  1A   Fl 

Pyra-Fog  3  Fl 

Pyra-Fog  5  Fl 

Pyra-Fog  6  Fl 

Resmethrin  Contact  And  Space  Spray  ..  Fl 
Resmethrin  ULV  3  Multipurpose  Spray  Fl 
Resmethrin  ULV  3-9  Multipurpose 

Spray  Fl 

Resmethrin  1  Contact  and  Space  Spray  Fl 
Resmethrin  5  Contact  and  Space  Spray  Fl 
Resmethrin  5+1.5  Contact  and  Space 

Spray  Fl 


Dicor  Industrial  Specialties 

#35  A4 

#36  Al 

Cleaner  TW  Al 

Cleaner  300  Al 

Cleaner  310  Al 

Cleaner  400  A2 

KC  A2 

Dilco  Chemicals 

Boilerite  100   G6 

Steamrite  200 G6 

Dill,  J.  J.  Company,  The 

Aerosol  Insecticide   Fl 

Dill  Rat-Kill  Paraffin  Rat  Blocks  F3 

Formula  B30-150  Hvy  Dty  Pyren.  Mill 

Fog   Fl 

Formula  B30-300  Hvy  Dty  Pyren.  Mill 

Fog   Fl 

Formula  B30-70  Hvy  Dty  Pyr  Mill  Fog  Fl 
Formula  B50-250  Ex.  HD  Super  Mill 

Fog   Fl 

Formula  CIS  Hvy  Dty  Pyr.  Mill  Spray  Fl 
Formula  M50  Pyr  Fogging  Insecticide  ..  Fl 

Formula  V-5  Sugar  Fly  Bait  F2 

Formula  163  Rat  Kill   F3 

Formula  66  Mai-Fog  Concentrate    F2 

Pyrethrin  Ems   Fl 

Pyrethrin  OS    Fl 

Pyrethrin  Roach  Spray  Concentrate  Fl 

Tri-Mal  Residl  Form.78  Roach&Ant 

Spray  F2 

Tri-Ron  Residl  Form.75  Roach&Ant 

Spray  F2 

Tri-Zin  Residl  Form.77  Roach&Mill 

Spray  F2 

Tri-Zin  Residual  Formula  81    F2 

Dillard  Paper  Company 

Advantage  Malodor  Eliminator    CI 

Lemon  Fragrance  Disinfectant   C2 

Mint  Quat  Disinfectant  Cleaner   CI 

Powerhouse  255    Al 

Regency  Bowl  Cleaner  C2 

Regency  Brute  Strength   Al 

Regency  Clean  Cut  Foaming  Cleaner  A 1 
Regency  Clean  Cut  Foaming 

Cleaner  A4.A8 

Regency  Clenz-It  A4 

Regency  Crawling  Insect  Killer  F2 

Regency  Disinfectant  Deodorant    C2 

Regency  Eliminator L2 

Regency  Ever-Solve  Cleaner  De- 
greaser      A4.A8 

Regency  E2  Anti-Bacterial  Hand  Soap     E2 

Regency  Flying  Insect  Killer   F2 

Regency  Germicidal  Spray  N'  Wipe 

Cleaner   CI 

Regency  Glass  Cleaner  CI 

Regency  Heavy  Duty  Gel  Cleaner  A4 

Regency  Improved  Oven  Cleaner A8 

Regency  Low  Acid  Bowl  &  Porcelain 

Clnr  C2 

Regency  Mint  Fragrance  Disinfectant       C2 

Regency  Neutral  Cleaner    A4 

Regency  No  Rival  A4.A8 

Regency  Non  Acid  Bowl  Cleaner   C2 

Regency  One-Shot  Drain  Opnr  w/Odor 

Blnkt  LI 

Regency  Pine  Fragrance  Disinfectant  ..  CI 
Regency  Power  Flow  Sulph.  Acid  Dm 

Opnr   LI 

Regency  Proclaim  A4.A8 

Regency  Ready  For  Use  Hand  Soap   ....  El 

Regency  Safety  Solvent    K2 

Regency  Sani-Quat  D2 
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Regency  Sanitizing  E-2  Hand  Soap  E2 

Regency  See  Thru  Glass  Cleaner  CI 

Regency  Silicone  Lubricant   HI 

Regency  Stainless  Steel  Cleaner  &  Pol- 
ish       A7 

Revolve  Cleaner  Disinfectant  D2 

Diploid,  Inc. 

Break-Away  A4 

Dr.  No-B   A3 

Inspector's  Choice  A4A8 

Jonix  007  A4 

Pine-O   CI 

Prime   Al 

Discount  Specialty  Chemicals 

Award    A4 

Concrete  Floor  Compound   CI 

Heavy  Duty  Steam  Machine  Compound  CI 

Non  Caustic  Steam  Cleaner   Al 

P.P.C Al 

14-Karat  Al 

Discovery  Chemical  Corporation 

Apex  No-Rinse  Sanitizer    D2 

Glass  Mate  CI 

Good-bye  Greasel    A4.A8 

SaniPlus  D2 

Dish  mate 

DM  #295  G7 

DML  #400  G2 

DML#422  G7 

DML  #430  G6 

DML  #431  G6 

DML  #432  G6 

DML  #455  G6 

DML  #460  G7 

DML  438  G6 

Quaternary  Ammonium  Germicide 

Conctd.   Dl 

Distributors  Processing,  Inc. 

Micro-Aid    A4.L1 

District  Supply,  Incorporated 

Certified  Controlled  Lo  Foam  Clnr   ....    A4 

Diversco  Inc. 

Pimco  Chemical  &  Supply  Division 

Pirn  Lemon    A4 

Pirn-Jet  24  Al 

Diverse  Maintenance  Supply,  Inc. 

Assassinator F2 

Brawny CI 

C.F.C.  Germicidal  Cleaner  CI 

Du-O-Cide  5   CI 

DMS  22  A4 

Glass  &  Plexiglas  Cleaner   CI 

Grout  Master  CI 

Oven  Clinger  A8 

White  Grime  Fighter  E4 

Diversey  Corp. 

A.T.B.  Lube HI 

Accord  D2 

Accord  U  D2.Q6 

Acid  Cleaner  #3    A3 

Acid-O-Foam  A3 

Acid-O-San   D2 

Add-2  A2 


Adept  Al 

Adjust    Al 

Agile    Bl 

Agile  Plus    Bl 

Air  Freshener  Concentrate    CI 

Alka-Det    A2 

Alkali  F201   Bl 

Alkaway PI 

Alnate A2 

Aluminal    A3 

Ammosene  A4 

Announce  CI 

Antibac  B D2,Q4,E3 

Antichlor   Bl 

Apache  B2 

Aqueous  Residual  Spray  Insecticide    ....  F2 

Arlac    Bl 

Armada    Al 

Asid-O-Phy   A3.G5.G7 

Aspect   Al 

Assist  Bl 

Assist  rb Bl 

Atane  A1.Q1 

Attitude    A3.Q2 

AvidL  Al 

AvidP  Al 

APC  Al 

APC-NS  CI 

Bac  Stop  JJ    D2 

Bac-Trak  HF  H2 

Benefit  Al 

Benefit  Al 

Bentec    Bl 

Best  Egg  Plus    A1.Q1 

Big  System    Al 

Blast  Al 

Bottle  Washing  Compound-DG  923    ..    A2 

Bnl-Tak  A2.L1 

Bru-Lube  U  H2 

Bru-Lubelll    Al 

Bru-Lube  IV    H2 

Bru-Lube  M H2 

Bulk-Et    Al 

BWT-2120  G6 

BWT-2144  G6 

BWT-2150  G6 

BWT-2150-B  G6 

BWT-2153  G6 

BWT-2195  PI 

BWT-2220  G6 

BWT-2405  G6 

BWT-2408  G6 

BWT-2430  G6 

BWT-2470  G6 

BWT-2553  G6 

BWT-2555  G6 

C.F.D Al 

C-Chlor   A1.Q1 

C-Lube  H2 

Can  Nu Al 

Caustic  Cleaner  #2    A2 

Chain-Eze    A1.H2 

Chainlube  LD2   H2 

Chainlube  LD3    H2 

Chainlube  LD4    H2 

Chlorinated  Manual  Cleaner  #1    Al 

Circlean   A2.G5 

Circulation  Cleaner  #1    Al 

Cirguard  G7 

Cirguard  Plus  G7 

Cirguard  7   G7 

Clarene  Bl 

Clarix  Bl 

Cle-Chlor  A1.Q1 

Cleaner  SC Al 

Command    Al 

Conquer  II   Al 

Conveyor  Lubricant  #1   H2 

Conveyor  Lubricant  #2  H2 

Conveyor  Lubricant  #3  H2 

Conveyor  Lubricant  #4  H2 

Cromal  Al 


Curtail  Food  Grade  Defoaming  Additive  Q5 

Cyclone   Bl 

CIP  Acid   A3 

CIP  Additive   Al 

CIP  Clean    Al 

CIP  Cleaner  #4   A2 

CIPA  Alkatine  Cleaner  A2 

CST-3290    G7 

CWT-3067  G7 

CWT-7145  A3 

D-Plus    Al 

D-Stone   A1.G5.Q1.Q2 

D-232  A4 

D-38  CI 

D-909  Al 

De-Stain  Q1.Q2 

Declare A2 

Declare  Plus A2 

Deepsol    C2 

Defiant  O  Bl 

Definite    Al 

Delimer   A3 

Deluxe  Liquid  Hand  Soap  15%   El 

Delvak  A2 

Demand   D2 

Demonstrate A3 

Deogen  Plus A1.Q1 

Depth  Charge A2 

Dermafax  El 

Destainer  LX43  Bl 

Destroyer  CI 

Di-Foam  Al 

Di-Foam  Acid  LP  A3 

Di-Foam  Ten  Al 

Dibac  D2 

Dean  XX A3 

Dicoloid  FF  A3.Q1.Q2 

Dicolube  CR   H2 

Dicolube  CT    H2 

Dicolube  PL H2 

Dicolube  PL H2 

Dicolube  SL A1.H2 

Digress  Bl 

Dilac A3 

Dilac  LP A3 

Diligent    B2 

Diokem    Al 

Dioklor A1.Q1 

Diopreen    Al 

Disinfectant  Deodorant  C2 

Diton  A    A131.Q1 

Diton  B    A131.Q1 

Diver-Quest  Al 

Diverfoam  Alu-Safe    A131 

Diverfoam  N.C A I 

Diverfoam  NP  Al 

Diverfoam  Plus   Al 

Diverlift  Al 

Diverpak    A2 

Diversey  Floor  Cleaner  A4 

Diversey  PEP A2 

Diverside  Residual    F2 

Diverside  100  Aqueous  Insecticide   Fl 

Diverside  110    Fl 

Diverside  145    Fl 

Diverside  250    Fl 

Diverside  300  Aqueous  Insecticide   Fl 

Diverside  550    Fl 

Diversol  CX  with  Arodyne  D2 

Diverspray  FP  Al 

DiverGTS  CI 

Dividend    D2 

Divo  AF Al 

Divo  Flow  C  Al 

Divo  Flow  185    Al 

Divo  RPB    Al 

Divo  WWS    A3 

Divo  200  Ultra    A3 

Divo-Vap  1    Al 

Divo-Vap  2   A3 

Divo-Vap  3   A2 

Divoblend    Bl 
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Divoblend  E Bl 

Divobrite   A2 

Divobrite  E    Al 

Divobrite  RPB  A2 

Divoflow  #4 Al 

Divogleam  A2X1 

Divoklens A2 

DivosLFR-P  Al 

Divos  82-P L2 

Divosan  GLA    G5,G7J>1 

Doxite    Bl 

Dress-Up   B2 

DriChlorine  PX43  Bl 

DnDetergent  PX33   Bl 

DriEnviro  Suds  PX37  Bl 

DriOxygen  PX44 Bl 

DriSoftener  PX73   B2 

DnStarch  PX85  B2 

Dry  Suspend  PX81    Bl 

Drying  Agent  W201L  Al 

Dual  Dip    Al 

Dufome   Al 

Dupan Al 

Dural    A2 

Dl    CI 

D2    CI 

D3    CI 

D4  Sanitizer D2 

D5    A3 

D7    A7 

D8    Al 

D9    A8 

E-Mate  Al 

Easy  Roll  H3 

Edge  Bl 

Effective Bl 

Effective  NP   Bl 

Eg-Sheen   Ql 

Egg  Detergent  Ql 

Egzalt  Ql 

El-Bee   CI 

Elect  Al 

Elevate  A3 

Elite  n  Al 

Elmac  Al 

Emerald   Al 

Emulsasuds    Bl 

Enviro-Suspend  LX17  Bl 

Epoch  Al 

Everite   A3 

Eversan    E2 

Eversan  CG  E2 

Ez-Flo    LI 

EP-7605-0   Al 

F.A.C Al 

F.P.  Destainer    Al 

F-100  CI 

Fabri-Sure   Bl 

Factor  Plus  Bl 

Far  Lube  Softener  B2 

Filmgon   Al 

Final  A2 

Floor  Score    A4 

Floor  Stripper    A4 

Foam  Additive  Al 

Foam  Booster    Al 

Foamatic    A3 

Foamicide  P A1.Q5 

Frigi-Lube   A5JL2 

Fry-Clean  A2 

Fryer  Brite  A2 

FPC-3019 A2 

G.L.X Al 

G.P.C Al 

Gallop    A3 

Gel  Additive    Al 

Gibraltar  Ultra  A2 

Gleemate   A2 

Glo-Tak   A2 

Grasp   PI 

Grime-Go  A4 

H.A.S.  Bev-Clean   H2 


H.A.S.  Uni-Clean    H2 

Halox  Bl 

Handex  HC1    E4 

Handex  HC3    E2 

Handex  HC5   E4 

Hazzit A2,G1,G5,G6,Q1 

Heavy  Duty  Super  85  Al 

Heavy-Duty  Acid  Cleaner A3 

Hex-A-Gon    LI 

Hi-Chlor Al 

Hi-Lo  Acid    A3 

Hydropowder  Al 

Hydropowder  HI   Al 

HD-Spraywash A2 

HDC  A2 

Impede  Bl 

Instar  Starch B2 

Interest  A1.B1.Q1 

Interest  NP  Al 

Interest  Plus  A1.B1.Q1 

Juice-Clean    Al 

K.B.X Bl 

Keego A1,G2.G5,G6 

KegBnte  Al 

Keg  Brite  #2   A3 

Kelochlor  Al 

KelochlorNP  Al 

Kelvar   Al 

Ker-Cell  Bl 

Kick-Off A3 

Klear-Dri  Supreme    Al 

Kromet  Al 

Kromet  Plus Al 

L.CJJ Al 

L.T.A Bl 

Laud  Bl 

Laundry  Sour  NF    Bl 

Leader    Bl 

Leader  NP  Bl 

Lemon  Spring   CI 

Lifezyme   Bl 

Linen  Best  Bl 

Liqua-Brite A2 

Liqua-Brite  B A2 

Liqua-Brite  V    A2 

Liqua-Brite  VB   A2 

Liqua-Brite  X    A2 

Liqua-Brite  XB   A2 

Liquid  APC  CI 

Liquid  Bacteriostatic  Hand  Cleanser   ....  El 
Liquid  Bacteriostatic  Softener  F-501   ..    B2 

Liquid  Bril-Tak  A2 

Liquid  Builder  LX13 Bl 

Liquid  Caustic  #2   A2 

Liquid  Caustic  #3   A2 

Liquid  Caustic  #4   A2 

Liquid  Diokem    A1.Q1 

Liquid  Diokem  B    Al 

Liquid  Dipak  A8 

Liquid  Lifezyme   Bl 

Liquid  Manual  Acid  Cleaner   A3 

Liquid  Pipeline  Cleaner    A1.Q1 

Liquid  Presoak  Al 

Liquid  PMMC  Al 

Liquid  Rub-R-Kleen   A2 

Liquid  Scalite    G2.G5 

Liquid  Sizing  LX85    B2 

Liquid  Spec-Tak  #2 A2.Q1 

Liquid  Spec-Tak  #213 A2 

Liquid  Spec-Tak  #3 A2 

Liquid  Spec-Tak  #3B    A2 

Liquid  Spec-Tak  #4 A2 

Liquid  Spec-Tak  #4B    A2 

Liquid  Spec-Tak  K   A2 

Liquid  Spec-Tak  2B    A2 

Liquid  Spec-Tak  60 A2 

Liquid  Spec-Tak  61  A2 

Little  Alki    Bl 

Lo  Temp  Liquid    A1.B1 

Lo  Temp  Powder A2 

Lo-Shun  B2 

Lotion  Soap  El 


Lotionized  Hand  Cleaner   El 

Low  Energy  Detergent   Al 

Low  Foam  Acid  3858  A3 

Low  Foaming  Iodine  Sanitizer  D2 

Low  Temperataure  Emulsifier  F901  ....  Bl 

Low  Temperature  Bleach  F401    Bl 

Low  Temperature  Detergent  F101   Bl 

Low-Temp  Suds  LX24  Bl 

Lujob  H2 

Lujob  A   H2 

Lujob  C   A1.H2 

Lujob  L   H2 

Lujob  M H2 

Lutop  H2 

LAD  A3 

LBC#1    A8 

LBC  #2    A8 

LBC  #3    A8 

LBC  #4    A2 

LGM-27  Al 

LSC   Al 

MC.  Bleach  Bl 

McD  Sanitizer  D2 

Meat  Plant  Laundry  Detergent   Bl 

Merge  Bl 

Merge  NP    Bl 

Milk  Stone  Remover  A3 

Multi-Chlor  D   D2 

N-100  Bl 

Neosuds  Bl 

Neosuds  Plus  Bl 

Neutrolsoft  B2 

Neutrolsoft  NP B2 

Nitnc  Acid  A3 

Nova  19  A2 

Nu-Terge   Al 

Nu-Trak  S   H2 

NAB  CI 

NP-36 A2 

Observe   Al 

One  Shot  PX25  Bl 

One-Shot  Built  Detergent  F102   Bl 

Ortho   Bl 

Oven  Brite  A8 

Oven  Cleaner  And  Degreaser  A8 

Oxygen  Bleach  LX44  Bl 

Packers  Tec-Oil  HI 

Pageant A1.E1 

Pan-O-Mite    Al 

Passivating  Acid  Cleaner   A3 

Pasturite  Dl 

Pendulum  A3 

Per-Vad   D2 

Perfon A3.A6 

Phos-Free  Acid   A3 

Pink  Pot  And  &  Pan  Detergent    Al 

Plastigleam    Al 

Poly-Carb  Wash    Al 

Poly-San    Al 

Poreen    Al 

Powder  Keg  Al 

Predict   B2 

Preferred    Al 

Prolong    Bl 

Pronounce    Al 

Protex  Al 

PD  4872-0  Bl 

PD  7193-0  Al 

PD-3740-0  Al 

PD-4456-1   Bl 

PD-4569-1   Bl 

PD-4648-1   Bl 

PD-4672-1   Bl 

PD-4765-0  Bl 

PD-4766-0  Bl 

PD-4907  Bl 

PD-6089-0  Al 

PD-6295-0  K1JC2 

PD-6333-1   H2 

PD-6442-1   Al 

PD-6490-0  A3 

PD-6566-1   H: 
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PD-6567-3  H2 

PD-6568-0  H2 

PD-6597-0  Al 

PD-6680-0  A2 

PD-6733-0  A3 

PD-6735-0 A3 

PD-6736-0  A3 

PD-6743-0  H2 

PD-6757-0  Al 

PD-6780-0  Al 

PD-6847-0  A3 

PD-6848-0  Al 

PD-6860-0  H2 

PD-6865-0  A3 

PD-6927-0  A3 

PD-7063-0  Al 

PD-7082-0  H2 

PD-7102-0  Al 

PD-7114-0  HI 

PD-7192-0  H2 

PD-7226-0  H2 

PD-7250-1   Al 

PD-7269-0  A3 

PD-7277-0  Al 

PD-7318-1   Al 

PD-7320-0  A3 

PD-7327-0  Al 

PD-7458-0  HI 

PD-7466-0  Al 

PD-7522-0  Al 

PD-7610-0  Ql 

PD-7612-0  Al 

PD-7613-0  Al 

PD-7614-0  Al 

PD-7615-0  Al 

PD-7617-0  H2 

PD-7618-0  Al 

PMMC  Al 

PWT  3023  G3 

Quat-256    D2 

Realm  Bl 

Refrane Bl 

Regenerate  Bl 

Release  LX25    Bl 

Relion    A2 

Remedy   Al 

Render  Dl 

Render  II   D2 

Residual  Spray  Insecticide   F2 

Resource    A2 

Resource  B    A2 

Resource  K  Plus    A2 

Resource  Plus    A2 

Resource  PS A2 

Respect Bl 

Respect  Plus    Bl 

Retain  Bl 

Retain  NP    Bl 

Rinse  Aid  Al 

Rintex    Bl 

Rotate  Plus    Al 

Rusko  B1.G1.G7 

S-Kleen    A2 

Saf-Sol  Brand    D2 

Safeguard  GLA  G7 

Safeguard  MBT  G7 

Safeguard  Plus  G7 

Salute  A1.Q1 

Sana-Fome  Al 

Sana-Klenz A1.Q1 

Sani-Guard  G5.G7 

Sani-Phene  Plus  A4 

Scale  Remover A3 

Scalite    G2 

Selcon  100  A1JH2 

Selcon  101  H2 

Seneca  DL  A2 

Sentol  A3.B1 

Sentol  NP    A3 

Servac    A3 

Servac  NP   A3 

Shackleen  A2 


Ship  Shape A1.E1 

Shur-Lube  Can-Clean   H2 

Shur-Lube  F.G HI 

Shur-Lube  LDH H2 

Shur-Lube  LDS  H2 

Shur-Lube  LD3  H2 

Shur-Lube  M  H2 

Shur-Lube  Pet  H2 

Shur-Lube  S H2 

Shur-Lube  Super  Pet  H2 

Shur-Lube  Super  Pet  C  H2 

Shur-Lube  Uni-Clean    H2 

Shur-Lube  XH  H2 

Shurgel  3  Al 

Shurgel  4  Al 

Shurgel  S   A3 

Simbol   A1.Q1 

Single*  A2 

Skortex  A131 

Sodium  Hypochlorite    D2.Q4 

Soft/Sour  LX63  B2 

Soil-Gone A4 

Solvent  Cleaner  Al 

Solvent  Cleaner  W605L  CI 

Source    A2 

Spark-L-Brite  A3.B1 

Spartec  D2,E3,Q3 

Spec-Tak  1000 A2.L1 

Spec-Tak2001  A2 

Special  C  Al 

Spot-Less  G5 

Spray  Cleaner   Al 

Spray  Cleaner  Plus    CI 

Sta-Neat  DS  B2 

Stainless  Steel  Polish    A7 

Starlene    B2 

Steri-Chlor  D  D2 

Stormy  XL A2 

Suds  Al 

Super  Deepsol   C2 

Super  Dilac   A3 

Super  Fame  Al 

Super  Foambrite   Al 

Super  Gallop  A3 

Super  Impede Bl 

Super  Kleen  A2 

Super  Liquid  Detergent  Bl 

Super  Sheen  A3 

Super  Takeoff   A4 

Surmount  PX1 3  B2 

SCA  Acid  Cleaner  #3  A3 

SCA  Bottlewash  HTST A2 

SCA  Dilac  A3 

SCA  Dual  Dip  Al 

SCA  Elect   A1.Q1 

SCA  Elevate    A3.Q2 

SCA  Floor  Cleaner  A4 

SCA  General  Cleaner  Al 

SCA  Scale  Remover  A3 

SCA  Sentol    A331 

SCA  Servac  A3.Q2 

SCA  Servac  NP A3 

SCA  Shurlube  LDS  H2 

SCA  Super  Dilac  A3 

SCA  X-75  Acid A3 

SCA  3858  Low-Foaming  Acid  Cleaner   A3 

SCA  6038    A2 

SCA  6266    A3 

SCA-6868    A3 

SK  1080  Bl 

SK  1081  Bl 

SK  1088  Bl 

SK  1280  A7 

SK  981  A2 

SK-180 Al 

SK-380 Al 

SK-381  Al 

SK-480 Al 

SK-980  A8 

SR-10  A3.B1 

Talent  Al 

Tendec  A1.Q5 


Tiger  Track  Treatment    H2 

Tower Al 

Trackmaster  H2 

Tradition    Al 

Triax Bl 

Tripel  A2 

Trol-Eze  A2 

Trolsan  Plus  A2 

True  View   CI 

TCW    Al 

Udder-Bac   D2 

Ultra-Fome Al 

Uniflex  A1.Q1 

UHT  Acid   A3 

Valid  n    B2 

Vartel  Al 

Vey-Eze  A1.H2 

Vouch Bl 

Voyage  Bl 

Whirl    A2 

Whirlaway  Bl 

Windfall  Al 

X-75  Acid   A3 

147  A2 

148-C  Al 

3222  Floor  Cleaner  A2 

50%  Caustic  Soda  A2 

6038-1    A2 

6666  Floor  Cleaner  CI 

76  Lube   H2 

80  Lube  H2 

802  Lube  H2 

888  Alkali   A2 

Diversey  Corp./DuBois  USA  Group 

pHPlus    A2.G7 

A-612  A2 

Acclaim   HI 

Accu  Clean  301  G6 

Accu  Mine  181    G6 

Accu  Mine  185  G6 

Accu  Mine  187   G6 

Accu  Therm  120  G6 

Accu  Therm  122  G6 

Accu  Therm  123  G6 

Accu  Therm  130  G6 

Accu  Therm  131   G6 

Accu  Therm  135  G6 

Actex   CI 

Activate  Al 

Additive  12   A1.Q1 

Additive  73B  Al 

Advance  Al 

Alchlor  A1.Q1.B1 

Alluminate  Al 

Arrest  CI 

Auto-Kleen    Al 

ACF-0    HI 

ACF-2    HI 

ACG-1   H2 

ACG-2  PI 

ACG-2  H2 

AE-3003 Al 

AR  Stripper  A2 

B-R  5512  A2 

B-R  5512-S  A2 

B-R  5727  Al 

Bac  Down   E2 

Bacto  Loob   H2 

Bacto-Wash  El 

Barricade   HI 

Blast  A2 

Blue  Lotion  Soft  Bottle  Hand  Soap  E4 

Boast   A1.Q1 

Bol  Boy  C2 

BotL  Saf  Al 

Bulk  Glass  Cleaner  CI 

BGC-3   A4.C1 

C-1102  Al 

Citru  Quat-3 A4.C1 

Clean  Plus   Al 
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Combat    Al 

Concentrated  Glass  Cleaner   CI 

Confidence  Booster  G6 

Confidence  10  G6 

Confidence  IOC  G6 

Confidence  40  G6 

Confidence  40C  G6 

Confidence  41   G6 

Confidence  41C  G6 

Control  D2.Q3.E3 

Cure  A2 

Custom  Clean  2000  Al 

Cut-Away LI 

Cyclone   Bl 

CB  All-Purpose  Detergent   Bl 

CB  Enviro  Break  Bl 

CB  Liquid  Break  Bl 

CB  Liquid  Conditioner  Bl 

CB  Liquid  D-Stainer  A1.B1 

CB  Liquid  Detergent Bl 

CB  Liquid  Softener  B2 

CB  Liquid  Softener/Sour    B2 

CB  Liquid  SourN-P  B2 

CBW-4 Al 

CBW-7  Al 

CCL-16    HI 

CCL-25-FT   A1.H2 

CCL-27-SP   A1JL2 

CCL-290   H2 

CDL-2848   H2 

CHC-202  E2 

CL  Clean  Al 

CL-9  Sanitizer  D2.Q4 

CLG-2   H2 

CSF-102 B2 

CWX-302 A4 

D-Plete  G5.G7.P1 

D-Sect  (Bulk)    Fl 

D-Sect  AR-50   Fl 

D-Sect  B-10  Fl 

D-Sect  B-20  Fl 

D-Sect  BSP-25    Fl 

D-Sect  BW-10  Fl 

D-Sect3    Fl 

D-Sludge   G5,G7 

D-Sperse-X    G6 

D-Stain  Al 

D-Trol    D2.Q3.E3 

Deep  Crystal    G7 

Depress  F A1.Q5 

Depress-E A1,L1,P1,Q5 

Depress-S  A1.Q5 

Dication  A1,G5,G7 

Dicatrete A3.G7 

Drain  Cleaner    LI 

Dri-It   A1J>1 

Dn-It  "C"  G5 

Dry  Chlorine  Bleach  Bl 

Du-Dn   A3 

Du-X-Tra  Al 

Dubois  LLU-301C  High  Temp.  Synth. 

Lbcnt  H2 

Ducap  Presoak  SS  Al 

Dufome    A1.G5 

Duneutra-O    CI 

Dura-Gard   A3 

Dura-Gard  Steam  A3 

Dura-Gel    Al 

Dushield-160  G5 

DuBois  PEP A2 

DuBois  Symphony    A2 

DuBois  915  G7 

DuCap  Degreaser    A4 

DuCap  Floor  Cleaner   A4 

DuJet    A1.A5 

DuKlor  D1.Q4 

DuMaid   A4.C2 

Du Melt  Liquid/2   A5.C1 

DuPan    Al 

DuRaze    C3 

DuShield  120  G5.G7 

DuShield  125  G5.G7 


DuShield  127  G5.G7 

DuShield  130 G5.G7 

DuShield  140  G5,G7 

DuShield  145  G5.G7 

DuShield  201  G5.G7 

DuShield  321  G5X1 

DuShield  404 G7 

DuSlam-2  H2 

DuSqueeze  CI 

DuStrypp   A2 

DuSuds    A1.G5 

DuToxide  Fl 

DuToxide  550  Fl 

DuZyme  L2 

Dyna  Brite  B  Al 

Dyna  Sprex    A2 

DK  Solvent  A8.C1 

DLC-1    Al 

Eclipse  A1.Q1 

Edge  3  Al 

Eggstoll    Ql 

Ego-80.90    H2 

Ego-90.140    H2 

Elim  Iron  A1.G7 

Emulsa-Tech   B2 

Enviro  Brite  A3 

Enviro  Clean  110    A3 

Enviro  Laundry  Detergent    Bl 

Enviro  Lift-Away   A131 

Enviro  Suspend  Bl 

Equalizer  E4 

Expedite  CI 

Extract  A3 

EGO  250  Gear  Oil    H2 

EGO- 75/90  Gear  Lube   H2 

Fast  Fome    Al 

Felt  Scrub    Al 

Ferro-Terj A2 

Fine  "N'  Foamy    A4 

Floculite532  L1J>1 

Floculite  535  L1.P1 

Floculite550   L1.P1 

Floculite  551    L1.P1 

Floculite  600   LI 

Floor  Foam    A4 

Row  A1.G5 

Foam  Brite  Al 

Foam  Free   A8 

Fome-Add   Al 

Forty-Seven  Plus  Al 

Freezer  Floor  Cleaner  A5 

Fresh  Scent    CI 

Fresh-N-Clean   E2 

Fungistatic  Barricade PI 

FAC-104    A3 

FAC-106    A3 

FAC-107    A3 

FBA-1    PI 

FC-1030  A4.A5 

FC-1040  A131 

FC-9000  Al 

FC-9010  A2 

FC-9020  A1.B1 

FC-9090  A3 

FC-9100  A3,B1,P1 

FC-9110  Al 

FC-9120  A3 

FC-9130  Al 

FC-9150  H2 

FC-9160  A2 

FC-9170  A2 

FC-9220  A1.H2 

FC-9230  A2 

FC-9290  Al 

FC-9310  A1.H2 

FC-9350  Al 

FC-9360  Bl 

FC-9430  Al 

FC-9440  Ql 

FC-9520  A1.H2 

FC-9610  Al 

FC-9800  HI 


FC-9810  Al 

FC-9840  A1.G5 

FC-9880  A8 

FC-9900  Al 

FC-9970  Al 

FC-9990  H2 

FCI-503   A2 

FFC-1C    A4A5 

FFD-206    A1.L1 

FG-10 HI 

FG-140  HI 

FG-20 HI 

FG-30 HI 

FG-90 HI 

FGG  Extra  High  Temp.  Food  Grade 

Grease  HI 

FGG-HT HI 

FGG-XHT  HI 

FGG-0   HI 

FGG-2   HI 

FHC^l-SP    El 

FHH-105   A8 

FHH-106   A2 

FLC-325    A8 

FLC-45    Al 

FLC-564    A2 

FLC-618    Al 

FLC-618    Al 

FLC-90    Al 

FLS-103  HI 

FPC-21  A8 

FPC-30-FT A1.G5.Q2 

FRW-1B-LT    G5 

FSC-l-FT K1JC2.P1 

FSD-34  Acid  Sanitizer   D2 

FSD-39    G5.G7 

FSD-40    D2 

FSU-301    Al 

Grease  Beast    Al 

Green  N'  Gritty   E4 

GAX-16  G5.G7 

GAX-20  G7 

GB-3    Al 

GBC-19   G6 

GC-3500    Al 

GC-3680    Al 

GCO-10  G7 

GCO-10  with  Visigard   G7 

GCO-10LM  with  Visigard   G7 

GCO-10LM  Bacteriostat  and  Algae- 

cide   G5.G7 

GCO-30  with  Visigard   G7 

GCO-30  Bacteriostat  and  Algaecide  G5.G7 

GCO-30  LM   G7 

GCO-30  LM  with  Visigard G7 

GHO-5  G6 

GM/Xtra Al 

GSC  A4 

GWT-16  G6 

GWT-20 G6 

GWT-26C    G6 

GWT-30B    G5.G7 

GWT-6A   A1.G5 

Hal  #3    Al 

Hallmark    Bl 

Han-Lan  E4 

Hand  Magic  E4 

Hand  Magic  (Aerosol)    E4 

Hi  Cycle  127  G5,G7 

Hi-Alk   A2 

Hi-Tron  Rinse   G5 

HicyclellO  G5.G7 

Hicycle  125  G5.G7 

Hicycle4125  G7 

Hytherm  150  G1.G5.G6 

Hytherm  200   G6 

Hytherm  205   G6 

Hytherm  225   G6 

Hytherm  405   HI 

Hytherm  415   G6 

Hytherm  700   G5.G6 

Hytherm  701   G6 
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Hytherm711    G5.G7 

Hytherm  825   G6 

Hytherm  900   G6 

Hytherm  918   G6 

Hytherm  925   G6 

HBL-100   Bl 

HRO-101   CI 

HTG  2  H2 

Ink  Kleen  Al 

Iodet  D2,Q6,G5,G7,E3 

Isocal   G6 

Isodex G6 

Isogard  G7 

Isogard  Plus  G7 

Isogen G6 

Isomine    G6 

Isomine  Plus    G6 

Isoplus   G6 

Isotril   G7 

IFK-9B-SP A3 

IFM-714 A8 

IHA-1B-SP    Al 

ILC-17  Al 

ILD-1  B2 

IMX-18    Al 

IPH-5A  K1A8 

IPI-27  Al 

IPK-13B-SP  A2 

IPK-14A-SP A8 

ISC-24A  CI 

ISL-7A  Al 

ISM-25  CI 

ISR-9  A3 

Jel-Add Al 

JetLoob  A1.G5.H2 

Jettacin  A8 

JAO-6  (Bulk) H2 

JAO-6  Aerosol  H2 

Klor-Scrub  A131 

Klor-Stretch  Al 

Klor-X-Tra  Bl 

Kloro  KOL    A1.Q1 

Kloro-Sprex  DI.Q1B1 

L/S/R   A3 

Laundry  Break  Bl 

Laundry  Detergent Bl 

Laundry  Detergent  Plus  Bleach    Bl 

Lectro-Saf   K2 

Life  Sri  250  A3 

Life  SCI  100   Al 

Life  SCI  150  Al 

Life  SCI  200  CI 

Life  SCI  300   A4 

Lift-Away    A1B1 

Lift-Away  OS    Al 

Liqu-A-Force  G2 

Liqu-A-Klor B1J)2,G4,Q4 

Liqua-Safe   Al 

Liqua-X-Tra  A2B1 

Liquid  Blast  A2 

Liquid  BR-5512-LAB  A2B1 

Liquid  Dica   A3 

Liquid  Dupan Al 

Liquid  Ferro  Terj  Al 

Liquid  Hi-Alk   A2 

Liquid  Hi-Alk  OM   A2 

Liquid  Hi-Alk  20 A2 

Liquid  Hi-Alk  21  A2 

Liquid  Hi-Alk  45 A2 

Liquid  Oxidet    A1B1.Q1 

Liquid  Saf-T-Shine  A1.G5 

Liquid  Sour  N-P   B2 

Liquid  422  Al 

Loob  A1.E1.H2 

Loobase   A1JI2 

Lotionized  D-Lite   A1.A8.C1 

Low  Temperature  Terj    Al 

LA-315 Al 

LC-4100  A1.E1.H2 

LLU-13-A   HI 

LLU-13-T    HI 

LLU-303   H2 


LLU-507A  H2 

LLU-511    HI 

Machine  Brite  15  A8 

Magnatrex   G7 

Maid  E-Z  A4.C2 

Mask-It CI 

Master  Kleen  Al 

Master  Kleen  Plus  Al 

Maxamine    G6 

Mir-A-Force G2.Q1 

Mir-A-Kol   A1.Q1 

Mir-A-Saf   A1.G5.Q1 

Mir-A-Task   Al 

Monitrex    G7 

Monitrex  Plus    G5.G7 

Monitrex  26  „ G7 

MC-3650  A1B1 

MC-3690  A2 

MC-3880  Al 

MC-4010  Al 

MPG-0  PI 

MPG-2  PI 

MPG-2  Aerosol  H2 

MPO-10  H2 

MPO-20  H2 

MPO-30  H2 

MPO-30  H2 

Napaco  68   H2 

Ni-Late  AR-50 F2 

Ni-Late  Plus  /Aerosol/    F2 

Nilate  B-50    F2 

Nilate-4    F2 

NuWare   A1.Q1.Q2 

Omni-Dri   Al 

Omni-Gard  G5.G7 

Omnitrex    G5.G7 

Orbit  A3 

Orbit  NF    Cl 

Oven  Cleaner  Foam  Free   A8 

Oven-Cleaner Al 

Oxidet    A1.Q1 

Oxikleen  Al 

Peel  Additive  A8 

Pelletized  DuMELT    Cl 

Penetrex  G5 

Persist    Al 

Pet  Super  Loob  H2 

Powder  Saf-T-Shine    A1.G5 

Prepare  A4 

Prima  1000    H2 

Prima  2000    H2 

Prime  Al 

Prime-K   A4 

Pro-Kleen  D2 

Profess  Lotion  Hand  and  Body  Soap  ....  E4 
Pyro-Safe  Fire  Resistant  Hydraulic 

Fluid   H2 

Python    LI 

PC-3820  A1.Q1 

PH-100-LT A2.G7 

PH-110-LT A2 

Q/M#40    HI 

Q/M  1    A2 

Quarry  Care  Cl 

Quick-Foam  A2 

Quickleen  A1.Q1 

QD-4    Cl 

Radi-Aze   Al 

Radiaze  LF    Al 

Ramjet   Al 

Rapid  Kleen  Al 

Rapid  Kleen  Plus Al 

Release A1.Q1 

Renew    Bl 

Renown   A1.Q1 

Reveille   KIJC2.P1 

Rush  H2 

Rust  Prevent  100  H2 

Rust  Prevent  101  H2 

RuBars A1.H2 

S-U-D-S  Al 

Sanitizer  Control   D2 


Scrubstitute    A6 

Serve    A1.Q1 

Sheen  N  Shield  HI 

Shower  Soap   E4 

Shroud  Wash  Bl 

Signature   Bl 

Slurry  A1.A1 

Soak'N  Shine  Al 

Special  Request  Al 

Spike    Cl 

Spirit    C3 

Spra-Temp  C2 

Sprex  AC  A1B1 

Stainless  Steel  Polish  (Aersol)   A7 

Steamine    G6 

Step-One    H2 

Stretch   Al 

Strypp    A2 

Summa  20   H2 

Summa-Rerip    H2 

Summa-Rotar H2 

Super  Dica  A3 

Super  Enviro-Liquid  Laundry  Detergent  Bl 

Super  Kleen  A2 

Super  Laundry  Citra-Soft  B2 

Super  Laundry  Fabri-Sure Bl 

Super  Laundry  Klor  Tech  A1B1 

Super  Laundry  Liquid  Detergent   Bl 

Super  Laundry  Liquid  Soft/Sour    B2 

Super  Laundry  Sluri-Tech  Detergent  ..    Bl 

Super  Laundry  White-Out Bl 

Super  Loob   A1JI2 

Super  Loob  NF  H2 

Super  Loob  134  A1.H2 

Super  Mul    Kl 

Super  Nova    Al 

Super  Slurry  3  Al 

Super  Stretch  Al 

Super  Strong   Al 

Super-Klor  D1.Q1B1 

Super-Terg  Al 

Supertrex    G7 

Supreme  Al 

Surmount  Bl 

Suspend   Bl 

SC-3420  Al 

SCL-635-EP    H2 

T.O.P.  Aerosol  HI 

T.O.P.  Bulk  HI 

T-743-FLT  A4A8 

Take  Charge    C1.L1 

Tart A3B1P1.Q2 

Temp   A6 

Tempest  Bl 

Terj A1.Q1 

Terj-KF    Al 

Thermo  Scour   A2 

Thermo-Sprex    A2 

Thorogard    G5.G7 

Tray  Glide  H2 

Trex-Cide  400  G5.G7 

Trex-Cide  401   G7 

Trex-Cide  402  G7 

TJ-0   H2 

TPG  (Total  Performance  Grease)  H2 

TRC-200   H2 

TRS-105    Al 

TRS-108    Al 

TRS-3C   A3 

TRS-4D  Al 

TTC  Additive    A8 

Ultra  Shield  Cleaner  Kl 

Ultragard  100 HI 

Ultragard  200 HI 

Ultragard  300 HI 

Unitrete    G6 

Universal  Hand  Wash  El 

Warrant    Al 

Wax-4    G7 

WC-5000  G7 

WC-5060  G7 

WC-5070  G7 
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WHO-254    G7 

WHO-5    G6 

WHO-703    G6 

WMS-15    Al 

WSM-501    A8 

WWA-111   PI 

X-Purge  G5.G7 

Zeotrex  PI 

Zephyr-oid  A1JI2 

Zolv   K2 

211  A3.B2 

422M  Al 

7/AM  CI 

Diversey  CorpTFabrilife 

Accrue   Bl 

AO  2  Bleach   Al 

Con-Cert  CL   Bl 

Conclude   B2 

Conclude  Plus   Bl 

Conserve   Bl 

DeSoil    Bl 

DryCWoresco  BUM 

Drymet  Bl 

Dryorth Bl 

Econodet   Bl 

Enhance   Bl 

Enhance  Plus  Bl 

Extend   Bl 

Fabnlife605    Bl 

Factor  Bl 

Fybrfluf   B2 

Fybrfluf  G+  B2 

Klorgon  "B" Bl 

Launtex    Bl 

Linen  Builder Bl 

Liqua-Break  B2 

Liquid  A02  Bl 

Liquid  Factor  1    Bl 

Liquid  Factor  2  Bl 

Liquid  Klorgon   Bl 

LD-2377 Bl 

Orvus  Extra  Granules   Bl 

Orvus  Hytemp  Granules  Bl 

Pierce  D  Bl 

Servant  Bl 

Silver-Wyte  Bl 

Sted    Bl 

Super  Desoil    Bl 

Supra   Bl 

Tandem  II    Bl 

Texave  Bl 

Twin-Sol    B2 

Diversified  Bacterial  Industries 

Waste  Go  L2 

Diversified  Chemical  Products,  Inc. 

Citnkleen  CI 

De-Lime-Inate  A3 

Eco-Clean  Safety  Solvent  K2 

Excel    CI 

Kleen-It   Al 

No  Flash  Safety  Solvent  K2 

Oxi-Clean A3 

Pow    CI 

Star  Safety  Solvent  K2 

VJ.P CI 

Diversified  Chemical  Technologies, 
Inc. 

A  and  H  Heavy  Duty  Cleaner   Al 

Acidic  Surface  Sanitizer  FC  19.1  Dl 

Action  IV C2 

Alkaline  Detergent  FC  14 Dl 

All  Purpose  Chlorinated  Powder 

Cleaner   Al 


AE  Snow  White    A4 

Bowlex  C2 

Bravo  CI 

Chain  Lube  NR  H2 

Chain  Lube  NR10  H2 

Chain  Lube  NR4  H2 

Chelaclean  BW   A2 

Chelaclean  ES  Al 

Chelaclean  HD-5  A2 

Chelaclean  HD5  P A2 

Chelaclean  HF  A2 

Chelaclean  K  A4 

Chelaclean  KC3 Al 

Chelaclean  P-67 A2 

Chelaclean  101    A2 

Chelaclean  102    A2 

Chelaclean  103    A2 

Chelaclean  104    A2 

Chelaclean  260    Al 

Chlelaclean  KC  A2 

Chlorinated  Cleaner  D.C.T.  50A    Al 

Chlorinated  Cleaner  D.C.T.  60  Al 

Chlorinated  Cleaner  D.C.T.HTX    Al 

Chlorinated  Cleaner  D.C.T.90    Al 

Chlorinated  Cleaner  DCT50  Al 

Chlorinated  Cleaner/Sanitizer  FC  3.0  ..  Dl 

Delete  70  A3 

Detergent  Sanitizer  FC  3.2  Dl 

DB  Snow  White    CI 

DCT  Acid  AP-74    A3 

DCTAcidKL-11    A3 

DCT  Acid  56  NF    A3 

DCT  Additive  HC  10   Al 

DCT  Additive  HC  12   Al 

DCT  Additive  HC- 15   Al 

DCT  CR-22  A2 

DCT  CR-23  A2 

DCTFlorcolGU  18    A4 

DCT  Florcol  GU  25    A4 

DCT  Keg  Cleaner  Al 

DCT  P-Lube    H2 

Emulso  Al 

EP  Snow  White  A4 

FX200  Al 

Flow-Off  Concentrate  A4 

Foam  Additive  W   Al 

Foam  Soap  F3  Al 

Foam  Soap  F96  CN3    A4 

Foam  Soap  GF    Al 

Foam  Soap  RTF    Al 

Foaming  Acid  Brightener  A3 

Foaming  Chlorinated  Cleaner  DCT40  Al 

Foster  Defoamer  A 100   Al 

Foster  Defoamer  A20   Kl 

Foster  Defoamer  A2000   Al 

Foster  FHBB  Grease  H2 

Foster  Trolley  Oil   HI 

Foster  Trolley  Oil  #1    HI 

Foster  Trolley  Oil  #3    HI 

Foster  400  Lubricant  H2 

Fosteracid  100  A3 

Fosteracid  100  HF A3 

Fosteracid  100NF   A3 

Fosteracid  107  A3 

Fostracide A4 

Fostracide  EX    A4 

Fostracide  HD   A4 

FC-551  SS  Al 

FX-100  Al 

Hand  Sanitizer  FF3300  E2 

Hand  Sanitizer  FF4400  E2 

Hosp-Septic-G  Deodorant  Disinfectant  C2 
Hydro-Bowl  The  Hvy-Bod.  Cling. 

PrclnClnr C2 

HSP  Cleaner    Al 

Liquid  Boil-Out  ES  A2 

Liquid  Boil-Out  ES  II  A2 

Liquid  Detergent  F81    Al 

Liquid  Detergent  1 14    Al 

Lotion  Hand  Soap  El 

Lotion  Hand  Soap  FCS  33  El 

Lotion  Hand  Soap  3660   El 


Lube  Oil  E91-FH1    H2 

Lubricating  Oil  FC40   HI 

Lubricating  Oil  FC90   HI 

Machine- Matic  AF   Al 

Machine-Matic  BF    Al 

Machine-Matic  BFN  CI 

Machine-Matic  GF   A4 

Machine-Matic  HDC  A4 

Mark  Out  Vandal  Mark  Remover    CI 

Navy-Wash  Lorain  II    A4 

Non-C  Non-Flammable  Heavy  Duty 

Degreaser    K2 

Non-CC   K2 

Pasteurizer  Boil  Out  LO  Al 

Pasteurizer  Boil  Out  M-014  Al 

Pasteurizing  Soap  TOO  MB1  Al 

Prowash  SSB-75   A8 

Sanitizer  G10  D2 

Sil-Slide  Silicone  Lubricant   HI 

Smokehouse  Powder  TOO  FH1  A8 

Solvent  1507  K2JC3 

Splash  Spray  &  Wipe  Grmcdl  Clnr  & 

Deod   CI 

Surf-A-Clear    CI 

Utility  Cleaner  Al 

Window  Kleer  Glass  and  Utility  Cleaner  CI 

Wint  Mint  H    CI 

Zap  Cherry  Scented  Fogging  Insecticide  F2 

Diversified  Cleaning  Systems/ 
Div.  of  Berger  Brothers,  Inc. 

Heavy  Duty  Degreaser   A4 

Heavy  Duty  Laundry  Break   Bl 

Heavy  Duty  Laundry  Detergent  Bl 

Heavy  Duty  Pot  &  Pan  Detergent   A8 

Liqui-Det  Al 

Liquid  Laundry  Detergent Bl 

Stainless  Steel  Presoak   Al 

Super  H.D.  Pot  &  Pan  Detergent  Al 

Ultra-Det   Al 

Diversified  Sanitation  Systems 

DSS  Grease  Master  A4 

Diversified  Technologies 

Color  Me  Gone  H2 

DT-50 K2 

Port-A-Lube H2 

SS15  Safety  Solvent  K2 

Division  Chemical  &  Supply  Co. 

All  Purpose  Glass  &  Surface  Cleaner  CI 

Detergent  Disinfectant CI 

Heavy  Duty  Cleaner  Degreaser   A4 

Medicated  Hand  Cleaner E4 

Neutral  Cleaner  Al 

Sani-Foam   C2 

Shower  Soap   El 

Waterless  Hand  Cleaner  E4 

Divisions  of  Waxie's  Enterprises, 
Inc. 

Balance    CI 

Dixie  Chemical  of  Georgia 

"Deep  Freeze"  Freezer  Cleaner    A5 

"Drop  Dead"  Insect  Spray    F2 

"Oh  Boy"  Al 

Aero  Chlor  SS10  Organic  Dry  Bleach  Bl 

Aluminum  Safe  Vat  Stripper    Al 

Anti-Foam  SW-1  Al 

Antiseptic  Liquid  Hand  Soap  E2 

Atomic  Action  A4 

Automatic  Scrubber A4 

Blitz  Al 
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Blue  Flame  Sewer  Solvent  Drain  Opener  LI 

Bowl  dinger  C2 

Brute  #2  El 

Bullet  Al 

Champion    Al 

Cherry  Sewer  Degreaser  CI 

Chlorinated  Tray  Wash  Al 

Circlo  Kl 

Command    B4 

Concrete  Cleaner  Concentrate    CI 

Conquest    CI 

D-480  Al 

Deluxe   Al 

Deox-400  G6 

Diamond  Machine  Dishwash   Al 

Dixie  Alkaline  Booster  G6 

Dixie  Darlin  Al 

Dixie  Tray  Wash  Al 

Dixie-San  D2 

Dual  Action  F2 

DC  20  Plus   Dl 

DC-80  Penetrating  Lubricant   H2 

Extra  Heavy  Duty  "Green  Elf  CI 

Foam-Up    Al 

Formula  DC200 D2 

Formula  461    A3 

General  All-Purpose  Cleaner    A4.A8 

Germiguard    C2 

Heavy  Duty  Magic    A4 

Heavy  Duty  Sewer  Solvent  &  Drain 

Opener LI 

Hound  Dog   CI 

Husky  E4 

Ice  Melt  CI 

Impact  I  Germicidal  Detergent  D2 

Improved  Mildew  Stain  Remover    C2 

Kleenall   A4 

Kontrol-Treat  (All  Purpose)   G6 

Lem-O-Dis  19-30    CI 

Liquid  Laundry  Softener B2 

Magic  Germicide  D2 

Malathion-50  Spray  F2 

Medium  Duty  Green  Elf Al 

Mighty  Suds    Al 

Mint  DS-32  Germicidal  Detergent  CI 

New  Improved  Pride  A8 

Non-Acid  Bowl  Cleaner  C2 

NA-5    A4 

Odorless  Concrete  Cleaner  CI 

Paint  &  Rust  Stripper  C3 

Pine  Odor  Disinfectant  CI 

Pine  Oil  Disinfectant  CI 

Pink  Sky  Beads  Al 

Polytreat  G6 

Quick  Action  Control   CI 

R.A.I.  Residual  Action  Insect.  w/Baygon  F2 
Red  Hot  Sewer  Solvent  Drain  Opener      CI 

Red  Inhibited  Bowl  Cleaner  C2 

Sani  Kleen  Dl 

Sanifoam   Al 

Silicone  Spray  (Water  Base)  HI 

Sodium  Hypochlorite  Bleach    A1.B1 

Space  Spray  No.  3    Fl 

Speedy  Drain  Opener   LI 

Stomp  A2 

Sulfuac  Drain  Opener  LI 

Sunbrite  Bl 

Super  Chlorinated  Machine  Dishwash 

Deter  Al 

Super  Liquid  Laundry  Soap  Bl 

Super  Sewage  Enzymes  Index  12  Billion  L2 

Superior  Concentrate A4 

Thunderbolt  Al 

Tile  &  Grout  Cleaner   C2 

Vanish  Lime  Scale  &  Film  Dissolver      A3 

White  Foam  Beads   Al 

White  Food  Grade  Grease    HI 

Wipe  Out  A4.A8 

Worksolve   A4 

12-B  Count  Sewage  Enzymes    L2 


Dixie  Chemical  Co.,  Inc. 

All-Ways  General  Purpose  Concentrate   A4 

Sani-Clean  Detergent/Disinfectant  D2 

Stainless  Steel  Cleaner   A7 

Dixie  Cleaning  Systems 

Dixie  Steam  Cleaning  Compound    Al 

FZ-3  Al 

The  Miracle  Cleaner  A4 

Tough  Touch  Concentrated  Liq.  Skin 
Clnr  El 

Dixie  Paper  Co.,  Inc. 

Buckaroo  A4 

Clear  View CI 

Dixie  Ruff  Hands    E4 

Dixie  Ruff  Hands  Pumice  Hand  Cleaner  E4 

Dixie  Soft  Hands  E4 

Dixie  Soft  Hands  Hand  Cleaner  E4 

E-Z  Strip    CI 

Fly  Swat    Fl 

Germicidal  Detergent    CI 

H.D.  Cleaner  A4 

Magnum  A8 

Pro  Care  Lemon  Dis-O-Fect CI 

Pro  Care  Mint  Dis-O-Fect    CI 

Procare  Sno  Cleang  C2 

Quick  &  Easy   CI 

Safety  Lube  H2 

Thix   CI 

X  Terminator  F2 

Dixie  Products  Mfg.  Co. 

APX-209   A4.C1 

NPX-19   Al 

Dixon  Ticonderoga  Co.,  The 

Dixon  Ticonderoga  Lub.  Fla.  Graph. 

No.  1   H2 

Fire  Resistant  Oven  Chain  Lubricant  ..  H2 

Graphite  No.8485    H2 

Graphite  Oven  Chain  Lubricant  H2 

Graphokote  220  H2 

Hybake  Supreme  Fire  Resist  OvenChain 

Lub   H2 


Dixon  Ticonderoga  Company 
See  Joseph  Dixon  Crucible  Co., 


The 


zz 

Dobar  Products 

Clean  and  Thaw    A5 

Dober  Chemical  Corporation 

Acid  Cleaner  M-57  A3 

Acid  Cleaner  M-67  A3 

Acid  Cleaner  4074    A3 

Acid  Cleaner  4187    A3 

Acid-Clean  4044  A3 

All  Purpose  Cleaner  4000  A4 

Alum-Cleaner  4082  Al 

Cleaner  #965   A4.E1 

Cleaner  M-142 A2 

Cleaner  M-202  A2 

Cleaner  M-202A   A2 

Cleaner  M-49 Al 

Cleaner  M-5 A6 

Cleaner  M-53 Al 

Cleaner  M-62 A2 

Cleaner  M-65 Al 

Cleaner  M-655  A2 

Cleaner  M-7 Al 

Cleaner  M-72 D1.Q4 


Cleaner  M-727  D1.Q4 

Cleaner  M-75 Al 

Cleaner  M-82 A1.E1 

Cleaner  M-93 Al 

Cleaner  1271-LF  A2 

Cleaner  280S  A2 

Cleaner  3233  Al 

Cleaner  4033  A2 

Cleaner  4052  El 

Cleaner  4064  Al 

Cleaner  4092  A2 

Cleaner  4106  A2 

Cleaner  41 11   A2 

Cleaner 41 18  Al 

Cleaner  4136  A2 

Cleaner  4177  A2 

Cleaner  4178  Al 

Cleaner  4179  Al 

Cleaner 41 80   Al 

Cleaner  4182  A2 

Cleaner  4186  Al 

Cleaner  4188  A2 

Cleaner  4210  Al 

Cleaner  4210  Al 

Cleaner  4221   Al 

Cleaner 4260  Al 

Cleaner  7245  Kl 

Cleaner  7328  Al 

Cleaner  762  CI 

Cleaner  8698   Al 

Compound  8262    LI 

Con-Lube  4035   H2 

Conveyor  Lubricant  4183  H2 

Conveyor  Lubricant  4184  H2 

CC  2248    A3 

CC  2306    Ql 

CC2593    Al 

Descaler4161    A3 

Descaler  63   A3 

Descaler  64   A3 

Do-Wipe    A3 

Dober  Blue    A4 

Dober  Green    A4 

Dober  4280  Hand  Soap E2 

Dober  4282   D2 

Egg  Washing  Detergent  928  Ql 

Egg  Washing  Detergent  929  Ql 

Floor  Cleaner  8691   A4 

Foam  Cleaner  8817  Al 

Gel-Add  8263   Al 

Hand  Cleaner  421 1   C2 

Hot  Strip  4019  A2 

Kwik-Kleen#l    A4 

Kwik-Kleen  #10    A4 

Kwik-Kleen  #12    A3 

Kwik-Kleen  #13    A4 

Kwik-Kleen  #14    Al 

Kwik-Kleen  #20    A2 

Kwik-Kleen  #5    Al 

Kw.k-Kleen  #6    Al 

Kwik-Kleen  #9    CI 

Laundry  Detergent  NP-2  Bl 

Odor  Control  4156    Al 

Pink  Dish  Soap   Al 

Rust  Preventive  340    H2 

Rust  Preventive  345    H2 

Rust  Stripper  LF  A2 

Rust  Stripper  4001    A2 

Scouring  Cleanser  4213    A6 

Smokehouse  Cleaner  4057   A2 

Soak  Up  Jl 

Strike  2    A3 

8154  Conveyor  Lubricant  H2 

Dober  Water  Treatment,  Inc. 

DWT2400 G6 

DWT515  G6 

DWT  55-Iron  Scavenger G6 

DWT  8410 G6 

DWT  8411  G6 

DWT-515Z    G6 
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Dodge  Reliance  Electric  Co. 

Food  Grade  Silicone  Lubricant HI 

Dolge,  C.B.  Co.,  The 

Briteway A4 

Cindet  Losudz   A4 

Dolge  Food  Plant  Fog  Aqu  Pyrthrm  In- 
sect      Fl 

Dolge  General  Purp  Aqu  Pyrethrum 

Insctcd  Fl 

Industrial  Cleaner  No.  665  A4 

Mintol-128  Fragrant  Mint  Disinfectant     CI 

Dolphin  Chemical  &  Supply  Co. 

A.P.C.  1000  Al 

Action-Plus    A4 

APC  100    Al 

Barracuda  E4 

Brite  CI 

Citrus  Plus  CI 

Cloromite  A2 

Cold  Cut    A5 

Gleem  El 

Green  Plus  Al 

HD-87    Al 

Klor-O-Kleen  Al 

MachV   Al 

Max-I-Mum  Al 

Mellow  Yellow   Al 

O  F  &  G    A8 

Pan  Care    Al 

Pink  Pearl    E4 

Plus-One    Al 

Plus-One  HD  Al 

Power  Clean    A4.A8 

Punch  A8 

Round  Up    A4 

Scale  Back  A3.P1 

Scalex A3 

Starwash  „ Al 

Steam  Off    CI 

Steam-Off  "P"   A2 

Super  Klean  Al 

SS-10  CI 

Tara    Al 

Top  Gun A4 

Dolphin  Chemical  Corp. 

Dolstrip    A4 

Dolstrip  XXX    A4 

Dolphin  Chemicals 

Dolphin  Medicated  Indstrl  Lotn  Hand- 


soap 


El 


Dolphin  Paint  &  Chemical 
Company,  The 

Dolchem  6029  White  Elastomeric  Seal- 
ant    PI 

Dolphin  Products/ 

Div.  of  Bartlett  Chemicals,  Inc. 

Alkali  Deruster   PI 

Compound  Tone   Bl 

Dolphin  235  Deodorizer  CI 

Dolphin  27  PI 

Dolphin  303  A3 

Dolphin  38  Al 

Husky A4.A8 

Lo  Foam  Cleaner A4 

Oven  And  Grease  Cleaner   A8 

Toby  Al 


Domade  Industrial  Company 

D-40  CI 

Dominion  Chemical  Company 

Caustic  Soda  Liquid  50%  A2,G5,L1 

D/C  Frost  Guard   PI 

Fast-Freez    PI 

Dominion  Sanitary  Corporation 

Cleaner/Degreaser  Al 

DSC  #256    Al 

Freezer  and  Locker  Cleaner  A5 

Hi-Powered  Cleaner  &  Degreaser   Al 

Silicone  Release    HI 

803  Heavy  Duty  Steam  Cleaner  Al 

Don't  Buy  Water  Corporation 

Rhino +  H20  Al 

Donmar  Labs,  Inc. 

Goliath  A4 

Strip-Teez    A4 

Donovan-Luksa  Paper  Products 

Butlyless  Degreaser  Cleaner  Al 

Dora  Supply  Co. 

Conveyor  Lubricant H2 

Heavy  Duty  Clean  Up Al 

Dore  International 

"Blast"  Insecticide  F2 

Ban-Nysh  CI 

Barrier   E4 

Big  Tex  Industrial  Degreaser 

Cleaner   A4A8 

Block  Buster   CI 

Blotto  Fl 

Cherries  Jubilee  CI 

Citra-Sol    CI 

Citra-Sol  Concentrate   CI 

Clean  and  Kote   CI 

Convoy  Buddy  Heavy  Duty  Truck  Wash  CI 
Creet-Kleen  Heavy  Duty  Concrete 

Cleaner  A4 

Dore  Lube  Chain  &  Cable  H2 

Dore  LHS    El 

Dore  Whiz  Butyl  Cleaner  Degreaser  ..    A4 

Dore-All  A4 

Dore-Chlor CI 

Dore-Eeze  AllPurpSuperDgrs.Cl.Wax 

Strip Al 

Dore-Foam  Al 

Dore-Hosp  Detergent  Cleaner-Disinfec- 
tant        D2 

Dore-Hosp-256    Dl 

Dore-Kleer  CI 

Dore-Zyme L2 

Dore'  Blast  Insect  w/Resid  Insect  Cntrl.   F2 
Dore'  Diazide  Insectcd  w/Resid]  Control  F2 

Dore'  Glasshene  Glass  Cleaner CI 

Dore'  Kleene  Lube    H2 

Dore'  Pierce  H2 

Dore'  Rose-Bud  Bowl  Cleaner  C2 

Dore'  Slide  "N  Glide   HI 

Down-N-Out   LI 

Down-N-Out   LI 

Eaze  Degreaser  Cleaner  Wax  Stripper     A 1 

Flush  Away  LI 

Flush  Away  Liq.  Sump  Pump  &  Drain 

Clnr LI 

Grabs-It   Al 

Grave  Yard  Residual  Insect  Spray  F2 


Graveyard    F2 

Graveyard  Dual  Action  Insecticide    Fl 

Hi-P  K2 

Industrial  Doremyecin  El 

Kleene-Lube    H2 

Laundry  Detergent Bl 

Line-Free  LI 

Liquazyme  L2 

Liquazyme  S   L2 

O-Dor-Less  Concentrate  C1.L2 

Pink  Panther    CI 

Pink  Panther    C2 

Rant  F2 

Rant  Roachkil  Insect  Spray    F2 

Release  ST  Silicone  Spray  HI 

Repello  CI 

Safe   K2 

Safe-T   K2 

Safe-T  Safety  Solvent  K2 

Sani-Lube HI 

Shyne  Stainless  Steel  And  Metal  Polish  A7 

Steam-Safe Al 

Sudden  Death    Fl 

Super-Suds  Concentrate  All  Purpose 

Clnr  Al 

Sur-Grip  Belt  Dressing  PI 

Tef-Tape    PI 

Tef-Tape  Pipe  Thread  Sealer   PI 

Teflex  TFE  Fluorocarbon  Lubricant  ....    H2 

Terma-KIeen   PI 

The  General  All  Purpose  Cleaner CI 

The  General  All  Purpose  Cleaner A4 

Treet-All    G6 

X-Cer-Seeze H2 

Dorrel-Torsch  Sales,  Inc. 

D-T  Food  Machine  Oil  HI 

Dorrel-Torsch  Packers  Tech  Oil  HI 

Dorsey,  Inc. 

Shellshock  Insectide   F2 

Dot  Research 

Air  O  Dot    CI 

AAA  Plus  Heavy  Duty  Cleaner  A4 

By-Sect  Roach'n  Ant  Killer   F2 

D.  C.  400  Dl 

Granulated  Sewer  Solvent LI 

Orsand   CI 

P.E.L.  Glass  Cleaner  CI 

Pink  Lady    El 

Un-Clog  LI 

Dotz  Chemical  Company 

All  Purpose  Cleaner   Al 

Dotz  No  Rinse  Cleaner/DsnfctntVSntzr  D2 

Floor  Degreaser  A4 

Germicidal  Cleaner  Dl 

Double  J  Products 

Super  Kleen  A8 

Doughtie's  Funds  Inc. 

All  Purpose  Cleaner   A4 

All  Purpose  Polish    A7 

Drain  Release    LI 

Grease  Release    Kl 

Pot  &  Pan  Cleaner    Al 

Sof-T-Suds  Hand  Dishwashing  Com- 
pound      Al 

Douglas  Chemical  Co. 

Aerodet  Heavy  Duty  Stripper  Clnr  & 
Dgrsr  A4 
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Blue  Streak    Al 

Formula  Five  CI 

Kaustikleen    A2 

MW-55 A3 

Dove  Chemical 

Penetrant    H2 

Superior  Impact  Grease H2 

Superior  Impact  Grease H2 

Dove  Research,  Inc. 

BigJohn-"A"  A4 

Brute  Plus  "N"-"A"  Al 

Four  Star  Cleaner-"A" Al 

KleenUp-"A"    Al 

Kut  Rite-"A"   PI 

Safe  Sol  2-"A" K2 

Top  Gun  100-"A"   Al 

Top  Gun  200-"A"   A4 

Dow  Chemical  Company,  The 

Chlorothene  SM    Kl 

Disinfectant  Bathroom  Cleaner C2 

Dow  Antimicrobial  7287    G7 

Dow  Antimicrobial  8536    G7 

Dow  Caustic  Soda  A2.G6.L1 

Dow  Propylene  Glycol  USP  PI 

Dow  Time-Release  Antimicrobial  CT      G7 

Dowflake  CI 

Dowflake  Process  Grd.77-80%  Calcm. 

Chlrd  PI 

Dowfrost  Heat  Transfer  Fluid  PI 

Dowicide  A   Dl 

Dowtherm  SR-1  Heat  Transfer  Fluid  ....  PI 

Dursban  L.O.  Insecticide    F2 

Dursban  TC  F2 

Dursban  2E  Insecticide  F2 

Dursban  4E  Emulsifiable  Insecticide  ....  F2 

Hydrochloric  Acid  LI 

Liquidow  Food  Grade  Calcium  Chloride  PI 

Liquidow  32%  CI 

Liquidow  35%  CI 

Liquidow  38%  CI 

Peladow  Calcium  Chloride  CI 

Versene  Powder G6 

Versene  100  Chelating  Agent  B2 

Versene  100  XL  Chelating  Agent  ..  B1.G6 
Versene  220  Crystals  Chelating 

Agent B2.G6 

Vikane   F5 

Dow  Corning  Australia  Pty  Ltd. 

Slipicone  Release  Spray   HI 

Dow  Corning  Corporation 

Antifoam  FG-10  Emulsion  Q5 

Dow  Coming  Antifoam  1510-US  Ql 

Dow  Coming  Antifoam  1520-US Q5 

Dow  Coming  Food  Grade  Grease  NLG1 

No.  2  HI 

Dow  Coming  1920  Powdered  Antifoam  Al 
Dow  Coming  316  Silicone  Release 

(Bulk)   HI 

Dow  Coming  316  Silicone  Release 

Spray  HI 

High  Vacuum  Grease   H2 

Molykote  C^0  Hi-Temp  Chain  Lube  H2 
Molykote  Metal  Protector  (Aerosol)    ..    H2 

Molykote  Metal  Protector  (Bulk)  H2 

Molykote  557  Lubricant  (Liquid)  H2 

Molykote  557  Lubricant  (Spray)    H2 

PNA  23-2  (Black)  PI 

PNA  23-2  (Transparent)  PI 

PNA  23-2  Aluminum   PI 

PNA  23-2  White  PI 

Q3-7063  RTV  Adhesive/Sealant  Clear     PI 


Q3-7063  RTV  Adhesive/Sealant  White    PI 

1 121  Chain  &  Open  Gear  Grease    H2 

1122  Chain  &  Open  Gear  Grease    H2 

200  Fluid  HI 

3-7132  RTV  Aluminum   PI 

3-7132  RTV  Black   PI 

3-7132  RTV  Clear PI 

3-7132  RTV  White  PI 

33  Extreme  Lo  Temp  Bear  Grs  Med 

Constncy  H2 

3451  Chemical  Resistant  Bearing 

Grease  H2 

732  Multi-Purpose  Sealant  Aluminum  ..  PI 

732  Multi-Purpose  Sealant  Black  PI 

732  Multi-Purpose  Sealant  Clear  PI 

732  Multi-Purpose  Sealant  White PI 

736  Heat  Resistant  Sealant  Red  PI 

999-A  Sil.  Build.  &  Glaz.  Seal.  Alum.  PI 
999-A  Sil.  Build.  &  Glaz.  Seal.  Black  ..  PI 
999-A  Sil.  Build.  &  Glaz.  Seal.  Clear  ..  PI 
999-A  Sil.  Build.  &  Glaz.  Seal.  White     PI 

Downeast  Chemical  Corporation 

DE-1000 Al 

Pro-Clean  El 

DowBrands  Inc. 

Dow  (Aerosol)  Disinfectant  Bathroom 

Clnr  CI 

Dow  Liquid  Bathroom  Cleaner    CI 

Pine  Power CI 

Dr.  of  Environmental  Systems 

Does  Plus  A4.A8 

Does  Sanitizer/Disinfectant  D2 

Dr.  Clean 

Ceiling  &  Wall  Cleaner   CI 

Dr.  Odor  Control  Systems,  Inc. 

Garbage  Control    CI 

Knock  Out  Cleaner  #1    CI 

Knock  Out  Cleaner  #2    CI 

Knock  Out-Odorless   CI 

Knock-Out  CI 

Surface  Control  CI 

Drackett  Products  Company,  The/ 
Professional  Products  Division 

Drano  Crystal  Drain  Opener LI 

Drano  Liquid  Drain  Opener  LI 

Drano  P.M L2 

Extra  Strength  Vanish  Toilet  Bowl  Clnr.  C2 
High  Lustre  Twinkle  Stnls  Steel 

Clnr&Pol  CI 

Instit.  Windex  Powerized  Formula 

(Aer.) C1.P1 

Institutinal  Windex  Vinegar-D  Formula   CI 
Institutional  Formula  Windex  Con- 
centrate     C1.P1 

Institutional  Windex  (Liquid)  C1.P1 

Institutional  Windex  Plastic  Clnr  &  Pish  CI 

Liquid  Drano  LI 

Liquid  Vanish   C2 

Mr.  Muscle  Creme  Cleanser  A6 

Mr.  Muscle  Fryer  Boil-Out A8 

Mr.  Muscle  Hvy-Dty  Clnr/Dgrsr  Easy 

Paks CI 

Neutral  Cleaner  Easy  Paks  CI 

Non-Acid  Vanish  Bowl  &  Bathroom 

Cleaner  C2 

Renuzit  Air  Deodorizer  Country  Fresh  CI 
Renuzit  Air  Deodorizer  Forest  Pine  ....  CI 
Renuzit  Air  Deodorizer  French  Boutique  CI 
Renuzit  Air  Deodorizer  Powder  Room     CI 


Renuzit  Air  Deodorizer  Super  Odor 

Killer  CI 

Renuzit  Air  Deodorizer  Wild  Rose    ....  CI 

Renuzit  Disinfectant  Deodorant  CI 

Renuzit  Frsh  TM  Dry  Air  &  Fabric  Deod.  CI 
Renuzit  Frsh'N  Dry  Air&Fabric 

DeoFrsFlwr  CI 

Renuzit  Frsh'N  Dry&Fbrc  Deo  Frsh  As 

Rain CI 

Sani-Sure  Pwdr  Det./Dsnfctnt  (Easy 

Paks)  CI 

Skidoo  Food  Plant  Insect  Spray  Fl 

Skidoo  Professional  Stmgth  Inset.  Kill.  Fl 

Sure  Trac  Quarry  Tile  Deep  Cleaner  ..  A4 

Sure  Trac  SC  Quarry  Tile  Deep  Cleaner  A4 

Twinkle   A7 

Twinkle  Copper  Cleaner  CI 

Twinkle  Cream  for  Silver  CI 

Twinkle  Metal  Polish  and  Fiberglass 

Clnr  A7 

Vanish  Basin,  Tub  &  Tile  Disinf.  Clnr.  CI 

Vanish  Easy  Paks  Bowl  Cleaner   C2 

Vanish  Toilet  Bowl  Cleaner  C2 

Water  Based  Twinkle  Stnls  Steel 

Clnr&Pol  CI 

Whistle  All  Purpose  Cleaner    CI 

Whistle  Concentrate  All  Purpose 

Cleaner   CI 

Whistle  Easy  Paks  All  Purpose 

Clnr/Deod CI 

Whistle  Ready-To-Use  All  Purpose 

Cleaner  CI 

Drake  Chemical  Corporation 

Teff-Spray   HI 

Drake  Petroleum  Company 

Drake  White  Oil  75-NF   HI 

Drake  White  Oil  75-T HI 

Drake  White  Oil  85-T HI 

Dralle  Paper  Company 

Alert  Antisp.  Liq.  Hand  Soap  20% 

Cone El 

Alert  Cone.  Liquid  Hand  Soap  El 

Alert  High  Power  Degrsr  &  Stripper  ..  CI 

Alert  Liquid  Hand  Dishwash   A4 

Alert  Mild  Prcln  Grout  Tile  &  Bowl  CI.  CI 
Alert  Ready  to  Use  Liq.  Hand  Soap    ....  El 

Alert  Window  Cleaner   CI 

Alert  Xtra  Active  Concentrate   A4 

Dravis  Distributing,  Inc. 

Penetrating  Oil  H2 

Drew  Ameroid  Marine  Division/ 
Ashland  Chemical,  Inc. 

Adjunct-B    G6 

Adjunct-F  Deposit  Inhibitor  G6 

Adjunct-H   G6 

Adjunct-H-Liquid    G6 

Adjunct-T G2.G6.G5 

Advantage  104  Deposit  Inhibitor  G6 

Advantage  1 14  Deposit  Inhibitor  G6 

Advantage  124  Deposit  Inhibitor  G6 

Advantage  204  Deposit  Inhibitor  G6 

Advantage  6045  Deposit  Inhibitor  G6 

Amercide  D2.G5 

Amercor  6510  Corrosion  Inhibitor  G6 

Amercor  6733  Corrosion  Inhibitor  G6 

Amercor  8730  Corrosion  Inhibitor  G6 

Amercor  8750  Corrosion  Inhibitor  G6 

Amercor  8750  FG  G6 

Amercor  8751  Corrosion  Inhibitor  G6 

Amercor  8751  FG  G6 

Amercor  8760  Corrosion  Inhibitor  G6 
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Amercor  8850  Corrosion  Inhibitor  G6 

Amerfloc  10 G7.L1 

Amerkleen  Al 

Amerklor  Al 

Ameroid  One  Step  Cleaner A4.A8.CI 

Amerplex  705    G6 

Amersite  60  Corrosion  Inhibitor G6 

Amersite  61  Corrosion  Inhibitor G6 

Amersite  61W  Corrosion  Inhibitor G6 

Amersite  62P  Corrosion  Inhibitor    G6 

Amerspec  D2 

Amertrol  C-354  G6 

Amertrol  C-6525  G6 

Amertrol  C350 G6 

Amertrol  C352 G6 

Amertrol  1123  Deposit  Inhibitor   G6 

Amertrol  1125  Deposit  Inhibitor   G6 

Amertrol  1 1 30  Deposit  Inhibitor   G2 

Amertrol  1551   G6 

Biosperse  210    G7 

Biosperse  216    G7 

Biosperse  240    G5.G7 

Biosperse  244    G7J>1 

Biosperse  250  Water  Treat.  Microbio- 

cide   G7 

Biosperse  254  Water  Treatment 

Micrbcde  G7 

Biosperse  255  Water  Trtmnt.  Microbio- 

cide   G7 

Biosperse  261  Water  Trtmnt  Micro- 

biocide G5.G7 

Biosperse  26 IT  Microbiocide  G5.G7 

Biosperse  280    G7 

Biosperse  284   G5.G7 

Biosperse  4405  Water  Treat  Microbio- 
cide       G7 

Biosperse  4505  Water  Treat.  Microbio- 
cide       G7 

BWT  1122  G6 

BWT  1550  G6 

CIL  Corrosion  Inhibitor    G3,G5,G7 

Dioltech311    G5 

Drew  11-428   G5.G6 

Drewamine G6 

Drewclean  20  Dry  Acid  Cleaner    ....  G7 .PI 
Drewclean  26  Liquid  Alkaline  Cleaner    Al 
Drewclean  27  Resin  &  Filter  Treatment  PI 
Drewclean  38  Resin  And  Filter  Treat- 
ment      PI 

Drewclean  4241  Al 

Drewclean  4249 A3 

Drewclean  80  Maintenance 

Chemical  A4A8.C1 

Drewfloc  2270  LI 

Drewgard  116    G2.G5 

Drewgard  117  Corrosion  Inhibitor  G2 

Drewgard  118    Gl 

Drewgard  119    G2 

Drewgard  120  Corrosion  Inhibi- 
tor    G5.G7.G2 

Drewgard  187  Corrosion  Inhibitor      G5.G7 

Drewgard  187-B    G5.G7 

Drewgard  189E  Corrosion  Inhibitor  G5.G7 
Drewgard  308  Corrosion  Inhibitor      G5.G7 

Drewgard  315  Corrosion  Inhibitor  G7 

Drewgard  4012  Corrosion  Inhibitor  G5.G7 
Drewgard  4085  Corrosion  Inhibitor    G5.G7 

Drewgard  4101    G5 

Drewgard  4120   G5 

Drewgard  4246   A3 

Drewgard  4301  Corrosion  Inhibitor  G5.G7 
Drewgard  4885  Corrosion  Inhibitor  G5.G7 
Drewphos  2300  Deposit  Control  Agent  G6 
Drewphos  2600  Boiler  Water  Treatment  G6 

Drewplex  1602    G6 

Drewplex  5C5    G6 

Drewplex  505  Boiler  Water  Treatment  G6 
Drewplex  514  Boiler  Water  Treatment  G6 
Drewplex  530  Boiler  Water  Treatment    G6 

Drewplex  6060    G6 

Drewplex  6060  Boiler  Water  Treatment  G6 
Drewplex  6075    G6 


Drewplex  6505  Boiler  Water  Treatment  G6 
Drewplus  ED  795  Foam  Control  Agent  G6 

Drewsperse  4385  G5.G7 

Drewsperse  4395  Antifoulant  G5.G7 

Drewsperse  4945  Antifoulant  G5.G7 

Drewsperse  738  Antifoulant  G5.G7 

Drewsperse  739  Antifoulant  G5.G7 

Drewsperse  744  G5.G7 

Drewsperse  747  Deposit  Control 

Agent G5.G7 

Drewsperse  747B    G5.G7 

Drewsperse  750  Deposit  Control 

Agent G5.G7 

Drewsperse  752  G5.G6 

Drewsperse  754  G5.G7 

Drewsperse  757  Antifoulant  G7 

Drewsperse  770  G5.G6 

Drewsperse  794  Antifoulant  G5.G7 

Drewsperse-736  G7 

Drewtrol-8500  G6 

DWS  2639  G7 

Edge  Heavy  Duty  Cleaner   A8.C1 

Enviromale  General  Purpose 

Cleaner   A4,A8,C1 

Enviromate  II  All  Purpose 

Cleaner   A4,A8,C1 

LAC  Al 

Millsperse  806  Antiscalant  G5.G7 

Millsperse  954  G5 

OCSM  G6 

Performax  400  Cooling  Water 

Treatment   G5.G7 

Performax  401  Cooling  Water 

Treatment   ■. G5.G7 

Performax  402  Cooling  Water 

Treatment   G5.G7 

Performax  4021  Cooling  Water 

Treatment   G5,G7 

Performax  4025  Cooling  Water 

Treatment   G5,G7 

Performax  403  Cooling  Water 

Treatment   G5.G7 

Performax  405  Cooling  Water 

Treatment   G5.G7 

Performax  406  Cooling  Water 

Treatment   G5.G7 

Steamax  1848    G6 

Steamax  1849    G6 

Steamfilm-FG    G6 

SLCC-D  Corrosion  Inhibitor    G6 

SLCC-X  G6 

Wrico  NA-503 G6 

Drew  Industrial  Division 

Dioltech  312  Cooling  Water  Treat- 
ment      G5.G7 

Drewgard  2356  Corrosion  Inhibitor  G5.G7 

Drewgard  4006   G2,G5,G7 

Drewsperse  2615  Antifoulant  G5.G7 

Drewsperse  752  Antifoulant  G5.G7 

Drewtrol  KF  Deposit  Inhibitor  G6 

Performax  2127  Cooling  Water 

Treatment   G5.G7 

Performax  345  Corrosion  Inhibitor  G5.G7 
Performax  410  Cooling  Water 

Treatment   G5.G7 

Performax  4406  Cooling  Water 

Treatment   G5.G7 

Wrico  ZM  105  Deposit  Control 

Agent G5.G7 

Drew  Water  Services/ 
Drew  Industrial  Division 

DWS  1007  G6 

DWS  1016  G1.G5.G6 

DWS  1017A    G1,G5,G6 

DWS  1018  G6 

DWS  1036  G6 

DWS  1037  G6 


DWS  1200  G6 

DWS  1203  G6 

DWS  1266  G6 

DWS  1268  G6 

DWS  1404  G6 

DWS  1445  G6 

DWS  1551  G6 

DWS  1621  G6 

DWS  1630  G6 

DWS  1801  G6 

DWS  1851  G6 

DWS  1882  G6 

DWS  1883  G6 

DWS  1890  G6 

DWS  1891  G6 

DWS  1892  G6 

DWS  4008  G3 

Dreyfus  Industries 

Antiseptic  Pink  Satin  Hand  Soap  El 

Wipe  Out  Cleaner-Degreaser   A8.C1 

Dri  Eaz  Products  Inc. 

Milgo  Dl 

Dri-Rite  Company,  The 

Dri-Rite   Jl 

Dri-Slide,  Incorporated 

Dri-Slide  Molybdenum  Disulfide  Base     H2 

Drummond  American  Corporation 

Accolade  Disinfectant  Deodorant  CI 

Appeal   CI 

Arrive  CI 

Avow  HI 

Betagest  Chemical  Boiler  Complex  ....    G6 

Betatrex   G7 

Black  Magic    H2 

Black  Magic  Dry  Moly  Lubricant   H2 

Bonafide K2 

Breakthrough  Al 

Bristol  Disinfectant-Deod.Orange 

Scented   CI 

Buck-Shot    A4 

Bug  Duster F2 

Bum-Out  DL  2170   Al 

Cavalcade  Acidulade  Foam  Cleaner  ....    A3 

Chrome-Dome  CI 

Clear  Cut  PI 

Cobra  Chemical  Drain  Line  Snake LI 

Conquer  Disinfectant  Deodorant  Sani- 

tizer  D2 

Core  H2 

Crack-Shot  F2 

Dash  Creme  Cleanser  Concentrate  C2 

Deep  Blue  See  CI 

Deep  Chrome  Minor  A4 

Depict  Creme  Cleanser  A6 

Deterr  Al 

Drex  Al 

Duty  Master  Open  Gear  Lubricant  H2 

Elan   E4 

Encore   E4 

Erupt  Total  Release  Fogger    F2 

Escort  CI 

Fan-Fare  Belt  Dressing  PI 

Fat-Chance  CI 

First  Base  C2 

Foray   C2 

Foray   C2 

Freeway  H2 

Fresh-Start  E4 

Grabber    LI 

Hades  H2 

Hand-Some  Lotionized  Liquid  Soap    ....  El 
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Handsome   E4 

Hay-Maker Fl 

Hay-Maker  Fogging  Insect  Killer  (Aer.)  F2 

Hay-Maker  Insecticide   Fl 

Hay-Maker  n  Fl 

Head-Way  (Aerosol)  HI 

Head-Way  Dry  (Aerosol)   HI 

Head-Way  Silicone  Lubricant  Spray   ..    HI 

Hi-Bred    L2 

High  Spot    A4 

Hold-Fast  Emulsion  Cleaner CI 

Inecide  5  LB  Malathion  Spray  F2 

Jab   H2 

Key-Note  Heavy  Duty  Cleaner A4 

Launcher    CI 

Live-Wire PI 

Lunge  Bowl  Cleaner  Disinfectant    C2 

Macho  Heavy  Duty  Hand  Cleaner  E4 

Mandate  Glycol  Air  Sanitzr  &  Surf 

Disnf  CI 

Mask  Emulsifying  Odor  Counteractant     CI 

Masterstroke  Organic  Digester  LI 

Melt-Down CI 

Mine-Field  Insctcd.  (w/Residual  Con- 
trol)    F2 

Mine-Field  Roach  &  Ant  Killer  F2 

Mine-Field  Roach  &  Ant  Killer  (Aer- 
osol)      F2 

Mobilize  Steam  Cleaner  A2 

Moxie CI 

Nimbus  Dry  Cloud  Insecticide  Fl 

Nix  Biological  Odor  Control  Treatment   L2 

Ogle  CI 

On  Your  Mark  Vandal  Mark  Remover    K 1 

Opal  Green    CI 

Opal  Orange    CI 

Open  &  Shut  Nut  &  Bolt  Lsnr&Rust 

Pntmt H2 

Opthalene CI 

Orange  Eddy   CI 

Out-Strip    PI 

Over-Tone  CI 

Patina  Glass  Cleaner  CI 

Pentox    PI 

Pep  E4 

Persist    H2 

Pine  Forest  Pine  Odor  Disinfectant   ....    CI 

Pipe  Down  Prills  Drain  Opener  LI 

Pounce  Bowl  Sanitizer   C2 

Precise  Electronic  Solvent  Cleaner K2 

Prevail    E4 

Prizm   H2 

Protect   G7 

Proud  Waterless  Hand  Cleaner E4 

Quest  Disinfectant  Cleaner  Deodorant      CI 

Quick  Peel  CI 

Quick-Silver E4 

Rally  Air  Freshener  &  Surface  Deodo- 
rant        CI 

Ratcliffe  F3 

Reclaim   CI 

Rectify  Deoxidizer  And  Cleaner    A3 

Relax    El 

Repell  Moisture  Displacer    H2 

Resolve    C2 

Right  Dress   A7 

Rim  Shot  Green  Apple  C2 

Riptide  CI 

Roust   A8 

Royal  Powdered  Hand  Wash  Beads  ....    C2 

Run-True   H2 

Safe  Side  El 

Scot-Free  H2 

Secure  Coconut  Oil  Soap   El 

Sensor   CI 

Sentinel  Coconut  Liquid  Hand  Soap    ....  El 
Sequester  Detergent  Disinfectant 

Cleaner   A4 

Shop  Mate  K2 

Shop-Mate  K2 

So-Drox  Concentrate LI 

Sovereign  CI 


Sprint  Multi-Purpose  Cleaner  A1,E1 

Squeeky  CI 

Status  Germicidal  Foam  Cleaner   CI 

Suspense    LI 

Sustain  HI 

Sweet  Treat  Pine  Needle  Scent    CI 

Sweet  Treat  Wild  Cherry  Scent  CI 

T.K.0 C2 

Tight  Spot  Dry  Spray  Lubricant H2 

Time-Out  No-Bug  Fl 

Touch  And  Go  Multi-Use 

Cleaner/Degreaser CI 

Tough  Kid  E4 

Trouper    CI 

Trust  Me  Orange  Pumice   E4 

Trust  Me  Orange  Smooth  Hand  Cleaner  E4 

Trust  Me  Pumice  Hand  Cleaner  E4 

Trust  Me  Smooth  Hand  Cleaner E4 

Urgent  Bath&Shower  Clraner  Disinfec- 
tant        A3 

Vanquish    A8 

Velve-Derm  El 

Whallop  A8.C1 

Xeno-Sol   CI 

Zephyr  E4 

Zymox  L2 

Dryden  Oil  Company,  Inc. 

Air  Line  &  Air  Tool  H2 

All  Purpose  Gear  Lubricant  C  SAE 

80W-90  H2 

Ammonia  Compressor  Oil  42  H2 

Ammonia  Compressor  Oil  45  H2 

Ammonia  Compressor  Oil  50  H2 

Blue  Hyd.  Oil  Plus  SAE  20  ISO  68    ..  H2 

Blue  Hyd.  Oil  Plus  SAE  30  ISO  100  H2 

Blue  Hydraulic  Oil  Plus  SAE  10  H2 

Dieselall  Motor  Oil  SAE  10  Part 

No.15156    H2 

Dieselall  Motor  Oil  SAE  15W-40   H2 

Dieselall  Motor  Oil  SAE  30  H2 

Dieselall  Motor  Oil  SAE  40  H2 

Dieselall  SAE  20  Part  No.  16156    H2 

Dieselall  SAE  50  Part  No.  19156    H2 

Drydene  Dalze  Bench  Oil  HI 

Drydene  Dual  Range  HJ-VI  Hyd  Fluid 

5W-20  H2 

Drydene  Food  Grade  AW  10  HI 

Drydene  Food  Grade  AW  10  HI 

Drydene  Food  Grade  AW  20  HI 

Drydene  Food  Grade  AW  20  HI 

Drydene  Food  Grade  AW  30  HI 

Drydene  Food  Grade  AW  30  HI 

Drydene  Food  Grade  Gear  Oil  140   ....  HI 

Drydene  Food  Grade  Gear  Oil  140   ....  HI 

Drydene  Food  Grade  Gear  Oil  90   HI 

Drydene  Food  Grade  Oil  130  HI 

Drydene  Food  Grade  Oil  250  HI 

Drydene  Food  Grade  Oil  380  HI 

Drydene  Food  Machine  Lubricant  HI 

Drydene  Hand  Cleaner  E4 

Drydene  Lid  Oil  #350  HI 

Drydene  Oil  Absorbent  Jl 

Drydene  Plus  Pumice   E4 

Drydene  Press  Oil  150   HI 

Drydene  Syn  Clay  2   HI 

Drydene  Vacuum  Pump  Oil  46  (10)    ..  H2 

Dust  Control  Oil   HI 

EJ>.  Gear  3  Part  No.  30336  H2 

E.P.  Gear  4  Part  No.  30436  H2 

E.P.  Gear  5  Part  No.  30536   H2 

E.S.G.L.  Gear  Lubricant  GL-5  80-W- 

140    H2 

Emerald  C  No.  1  H2 

Food  Grade  Oil  200   HI 

Food  Grade  Oil  350    HI 

Food  Grade  Oil  500   HI 

Food  Grade  Oil  70    HI 

Food  Machine  Lubricant-W   HI 

Heavy  Duty  Lithium  EP  No.  0  H2 

Heavy  Duty  Lithium  EP  No.  1  H2 


Heavy  Duty  Lithium  EP  No.2    H2 

Lid  Oil  250   H2 

Lithium  EP  No.00  H2 

Lithium  EP  No.000  H2 

Moly  EP  No.O  H2 

MolyEPNo.l   H2 

Moly  EP  No.2  H2 

Multi  White  No.  2 H2 

MP  Dexron  JJ  Part  No.  20396   H2 

Paradene  100  R&O  Part  No.  40726  ....    H2 

Paradene  100AW H2 

Paradene  150  R&O  Part  No.  40826  ....    H2 

Paradene  150AW  H2 

Paradene  22AW H2 

Paradene  220  R&O  Part  No.  40926  ....    H2 

Paradene  220AW  H2 

Paradene  32  R&O  Part  No.  40426  H2 

Paradene  32AW H2 

Paradene  320AW H2 

Paradene  46  R&O  Part  No.  40526  H2 

Paradene  46AW  H2 

Paradene  460AW  H2 

Paradene  68AW H2 

Poly  Moly  E.P.  No.  2  H2 

Pyroplex  EP  No.  0    H2 

Pyroplex  EP  No.  1    H2 

Pyroplex  EP  No.  2    H2 

Recip.  Comp.  Oil  40  Part  No.  64536  ..  H2 
Reciprocating  Compressor  Oil  SAE  20  H2 
Reciproct.  Cmprsr  Oil  SAE30  Pt. 

No.63536    H2 

Refrigeration  Oil  3G  H2 

Refrigeration  Oil  4G  H2 

Refrigeration  Oil  5G  H2 

Spindle  Oil  10  Part  No.  62706  H2 

Super  Hi-Performance  Synthetic  Fort. 

Grs H2 

Supreme  XHD  Motor  Oil  SAE  10 

RNo.10116    H2 

Supreme  XHD  Motor  Oil  SAE  40 

Pt.No.10416    H2 

Supreme  XHD  Motor  Oil  50  Part  No. 

10516    H2 

Supreme  XHD  Multi-VIS  Motor  Oil 

SAE10W30  H2 

Synthetic  Fortified  Grease  No.O  H2 

Synthetic  Fortified  Grease  No.l   H2 

SFG  Super  Hi-Perform.  Synthet.  Fort. 

Grs H2 

Trough  Grease  HI 

Way  Lubt.  32    H2 

Du  Cor  International  Corporation 

Aluminum  &  Stainless  Steel  Cleaner  ..  A3 
Flying  Insect  Killer  Fl 

Duhin  Hygeia  Paper  Co. 

All  Purpose  Cleaner    Al 

Dishwish    Al 

Heavy  Duty  Degreaser   Al 

Hygeia  Brand  Pine  Oil  Disinfectant  ....    CI 

Liquid  Hand  Soap  El 

Oven  and  Grill  Cleaner A8 

Ducane  Company,  The 

Degreaser  A8 

Duke  Industries,  Inc. 

Aluminum  Brightener,  Stainless  Steel 

Cln  A3 

Atomic  Bomb  80  CI 

AMDC  Plus  A2 

Blue  Knight  (Powdered  Cleaner)  Al 

Bowl  Cleaner  Disinfectant   C2 

Bowl-Tile  Grout  Cleaner    C2 

C-101  CI 

Chlorinated  Blue  Knight  Al 
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Coconut  Oil  Handsoap   El 

Deep  Fry  Cleaner    Al 

Disinfectant-Sanitizer-Deodorant   D2 

Drain  Opener  LI 

Duke  All  Purpose  Cleaner   A4 

Duke  Chlorinated  Deluxe  Machine 

Dishwash  Al 

Duke  Heavy  Duty  Degreaser   A4.A8 

Duke  Kill  Flying  &  Crawling  Insecticide  F2 

Duke  MTS  Disinfectant  Cleaner    CI 

Duke  Powdered  Pot  &  Pan  Cleaner  ....  Al 
Duke  Q-C  Conctd  Det  SantzrFngcd  Dis. 

Deo   Dl 

Duke  Shine    A7 

Duke-Kleen  Powdered  Hand  Soap  C2 

Duke-O-Cide  I  F2 

Duke-San  D2 

Dukescent    CI 

Foam  Away  A4 

Foam  Plus   Al 

Fresh  Odor  Counteractant  CI 

FCS    A2 

FCS-00 A2 

Glass  Cleaner CI 

Glass  Cleaner  PC    CI 

Heavy  Concrete  Cleaner  A4 

Heavy  Duty  100    A2 

Lance  Concrete  Cleaner   CI 

Lemon  Scented  Disinfectant  A4 

Lube  C  H2 

Lube-C  201   H2 

LMD-1  A2 

M.S.A.P A4 

Miracle  Solvent  LI 

MB-1    Bl 

MK  4  CI 

MK-5  CI 

V    Mark  D    CI 

N'orap  CI 

Odorless  Concrete  Cleaner  A4 

Oven  Cleaner A8 

Pine  Oil  35    CI 

Pot  &  Pan  Cleaner  MD Al 

Power  Non-Butyl  Degreaser  Al 

PHF  Fog  &  Contact  Spray  Fl 

Safac    A3 

Safac  HJ A3 

Safac  PLA  A3 

Super  Chlorinated  Concrete  Cleaner   ..  A4 

Super  Lube  C    H2 

Supreme  Odor  Counteractant   CI 

SG-1  Al 

White  Knight  A4 

Dumont  Sales  Company 

Act  2   Al 

Acto  Degreaser/Cleaner    Al 

Disinfectant  Foam  Utility  Cleaner  CI 

Dumont  Act  UJ  Al 

Hospital  Disinfectant  II  C2 

Lotion  Hand  Cleaner El 

Dunn  E-Z  Co. 

Dunn  E-Z CI 

Dunrite,  Incorporated 

De-Greaser  Detergent   Al 

Disinfectant  Spray  CI 

Glass  Cleaner CI 

Glass  Cleaner  (Aerosol)   CI 

Heavy  Duty  Concentrate A4 

Insect  Spray  Fl 

Le  Du  Deodorant C2 

Lime  Solvent  A3 

Liquid  Hand  Soap  El 

Liquid  Steam  Cleaner  Al 

Sani-Shine  Dsnfctnt  Bathroom  Clnr  ....  C2 

Spring  Blossom  CI 

Wax  Stripper  A4 


Duo  Chem  Inc. 

Acid  Kleen CI 

Action  Kleen  A4 

Action  Kleen  II  A4 

Air  O  Buds    CI 

All  Clean  Al 

Amo  Clean A4 

Anti-Sieze  Compound  H2 

Aqua  Digest  L2 

Barrier   CI 

C    CI 

Carb  Off A8 

Cast   K2 

Clean  N"  Brite   PI 

Cling  "N  Clean  C2 

Coils  N  Fins  A4 

D  C  Foam   A8 

De  Min  R  Lize    A3 

Dis  In  Feet  CI 

Dishes  Pots  TM  Pans    A8 

Dishes  Pots  "N  Pans  II    A8 

Dizolv    LI 

Dufs  C2 

Duo  Chem  Bowl-Bars  C2 

Duo  Chem  Ox  A3 

Duo  Chem  Thrust   K2 

Duo  Zoid  CI 

Duo-Punch  Al 

Duz  All    A3 

DuOzone   CI 

DC  6834  Lift  Station  Cleaner LI 

E-Z  Slide  HI 

Eliminate  F2 

Fact    Al 

Full  Control  256   A4 

Full  Control  64   Al 

Garb  Equip  CD  CI 

H20  Boil  Treet  G7 

Liquafy CI 

Micro  Digest  U  L2 

Mighty  A4 

Mint  Select   A4 

Move  It    CI 

Nu  Control  CI 

Nutrifoam A4.A8 

Nuts  Off H2 

OffEzy    A8 

Orange  Blast   CI 

Orange  Blast  BC  CI 

Orange  Power   CI 

Orange  Zoom CI 

Organic  Digester  Powder   LI 

Oven  and  Smokehouse  Cleaner  A8 

Pan  Clean PI 

Pine  Clean   CI 

Prevail  Citrus  A4 

Re-Store  K1JC2 

Removes  All    A8 

Rust  Erace  C2 

Set-Up   H2 

Sharp  Shooter   F2 

Smooth  Hands  El 

SofClenz  CI 

Spaikl  CI 

Spray  N  Sect  Fl 

Stay  Free  H2 

Stay  Kool  H2 

Steel  Brite   A7 

Sub-Merse   Kl 

Super  Bowl    C2 

Superior  A4 

Take  It  Off C3 

Time  Melt   CI 

Tower  Treat  G7 

Unclog  LI 

Up  Front    CI 

Wats  Super  Safety  Solvent  Kl 

Wipe  Away  Disinfectant  Foamy  Cleaner  CI 

Zero    A5 

135  Starfilm  Multi-Vis  Hydrl  Oil 


10W40  H2 

260  Superfilm  E.P.  Gear  Lube  H2 

300  Molyplate  Non-Melt  All  Purp. 

Grease  H2 

310  Powerplate  Non-Melt  All  Purp. 

Grease  H2 

316  Tuffplate  With  PTFE  H2 

320  Goldplate  Non-Melt  All  Purp. 

Grease  H2 

450  Grease  Gone  CI 

811  Grease  Gone  CI 

Duo  Supply  Company 

Blitz  Hand  Cleaner  w/Volcanic  Pumice   E4 

Duo  #50  Think  Pink  Antiseptic   El 

Duo  #55  Thick  Pink  Antiseptic  Ltn  Soap  El 
Duo  Fresh  Foam  Germicidal  Foaming 

Clnr C2 

Duo  Sports  Bath  Body  &  Hair  Shampoo  E4 

First  Choice  Hand  Cleaner  E4 

Foam  Guard  Food  Processing  Degreaser  Al 

Fresh  Foam   C2 

Sanitate  Food  Processing  Sanitizer D2 

Dura-Chem 

Do-All  Foaming  Germicidal  Clnr  & 

Deod   CI 

Evaporative  Treatment    G7 

Spectra-Cide  Hospital  Disinfectant  Deod  C2 

Dura-Chem  Inc. 

Insta-Kleen A4 

Dura-Chem,  Inc. 

Aquasolv  1  CI 

Dura-Chem,  Inc. 

Concrete  Cleaner  CI 

Dura-Mint  Disinfectant  C2 

Dura-Wash  Detergent   Al 

Oven  &  Griddle  Cleaner A8 

Dura-Systems  Incorporated 

Activo    L2 

Cream  Cleanser  CI 

Dura-All  A4 

Dura-Cide    CI 

Dura-Feet  C2 

Waterless  Hand  Soap    E4 

Durall  Manufacturing  Company, 
Inc. 

Dura-Kleen    A3 

Dura-Sol  Concrete  Floor  Degreaser  ....    CI 
Metal  Prep  A3 

Duratrode/ 

Division  of  Partsmaster,  Inc. 

Dura  100  Heavy  Duty  Cleaner  Al 

Dun  ft.  Inc. 

Permethrin  10%  Emulsifiable  Concen- 
trate    F2 

Dutch  Glo  Chemical  Company 

Aqua-Glo  Degreaser  Heavy  Duty 

Cone A4.AS 

Coconut  Oil  Hand  Soap   El 

Hand  Dishwashing  Detergent  Al 

Lemon  Disinfectant  C2 
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Lemon  Scented  All  Purpose  Cleaner  ..  A4 

Lime  Away  De-Liming  Compound   ....  A3 

Mint  Disinfectant C2 

Pine  Odor  Disinfectant  CI 

Duval  Chemicals  Inc. 

Insect  Fogger  Fl 

Duzz-All 

"Duzz-All  A.P.C."  A4 

Duzz-All  Par-Green A4 

DuzAII  Enterprises 

Disinfectant  Hospital  Type  Aerosol 

Spray  CI 

DuzAII  Fluid  77    H2 

Formula  51  Freezer  Cleaner  A5 

Formula  77  Industrial  Clnr  &  Degreaser  Al 

Wintergreen  Mint  Disinfectant  Cleaner  CI 

DuChem  Industries,  Inc. 

#  1001  Acid  A3 

#1  Acid  Cleaner    A3 

#1000  Liquid  Alkali    A2 

#1700  Liquid  Alkali    A2 

#2200  Al 

#270  Liquid  Alkali    A2 

#500  Liquid  Alkali    A2 

#520  CIP  Al 

#540  Acid  Foam   A3 

#60  Liquid  Alkali   Al 

Acid  Bright   A3 

Alkaline  Foam  Cleaner  Al 

Aqua  San  Chlor-Clean    Al 

Aqua  San  Chlor-Clean  H.F Al 

Aqua  San  Foamer  Al 

Aqua  San  General  Cleaner  Al 

Aqua  San  H.D A2 

Aqua  San  Lube  Rite   H2 

Aqua  San  Safe  A1.Q1 

Aqua  San  1001    A3 

Aqua  San  2000   A2 

Aqua  San  2020   Al 

Aqua  San  2040   A2 

Aqua  San  2090   A2 

Aqua  San  222    Al 

Aqua  San  2500   A2 

Assure  CIP Al 

APC  Al 

Bac-O-Dine   Dl 

Bac-Quat   D2 

Citracid    A3 

Command  Lubricant  H2 

Concentrate  #88 Al 

CSD  Liquid  Alkali    A2 

D-7  Al 

DuChlor  C.I.P.  Detergent  Al 

DuChlor  ECO  CIP  Detergent  Al 

DuFoam  Al 

DuFoam#3   Al 

DuFoam  Plus  Al 

DC  220  Acid  A3 

DWXCIP   Al 

Eliminate  Acid  Detergent  A3 

Foam  Add   Al 

Heavy  Duty  Acid    A3 

Hi  Chlor Al 

HiJel  Al 

HD  #  75  A2 

HD  #1    A2 

HD  #10    A2 

HD  #5    A2 

HDFoam#3   Al 

HDL  Al 

I.O.  Wash E2 

Laundry  Detergent Bl 

Lemon-Dis  CI 


Liqui  Flow  Al 

Liqui  Melt   Al 

Liqui  Melt  #1  Al 

Liquid  Boil  Out  A2 

Liquid  Laundry  Builder    Bl 

Liquid  Laundry  Detergent Bl 

Liquid  Laundry  Softener B2 

Liquid  Laundry  Sour Bl 

Manual  Cleaner  Al 

Odor  Control  Deodorant  CI 

Power  Lube  U  HI 

Quota  Al 

Rally  #  1    Al 

Rally  C.F Al 

Red  Hot  Sewer  Solvent LI 

RDX-Lemon    CI 

Smoke  Clean  Al 

Super  Jel    A2 

Trolley  Lube   H3 

TC  38  A2 

Velocity   A2 

Y-5  Chlorinated  Al 

Y-5  Manual  Detergent    Al 

DuPont  de  Nemours,  E.I.  &  Co. 

Hydrochloric  Acid  A3 

Hydroxyacetic  Acid A3 

Krytox  Fluorinated  Grease  H2 

Dycho  Company,  Inc.,  The 

Sodium  Hypochlorite- 10  D2.Q4 

Sodium  Hypochlorite- 12  D2.Q4 

Sodium  Hypochlorite-5  D2.Q4 

Dyma-Chem 

Dry  Slip  H2 

Kool-It  H2 

Safety  Oil  F.G HI 

Dymon,  Inc. 

"Non-Flam"  Grease  Gun  in  a  Can  H2 

Action    El 

Air  Sanitizer  and  Odor  Control    CI 

All  Purpose  Detergent  Concentrate    ....    CI 

All  You  Need    Al 

All  You  Need  "Plus"  A4.C1 

Ammonized  Total  Plus  A8 

Anti-Seize    H2 

Anti-Static/Anti-Soil  Glass&Util.  Clnr.     CI 

Aqua  Jell   Kl 

Artie  Clean    A5 

Asiduclean  C2 

Asidufoam  C2 

AR-94    F2 

Baseboard  Stripper  Foaming  Cleaner  ..    A4 

Baysect F2 

Baysect  Residual  Spray  Insecticide   F2 

Belt  Dressing  PI 

Bowl  Kleen  200    C2 

Chemical  Degreaser  No.  1    Kl 

Clean-N-Shine  CI 

Cleaner  &  Clear  Invisible  Coating  CI 

Cleaner  &  Clear  Invisible  Coating  II  ..    CI 

Clear  Reflections  (Aerosol)    CI 

Clear  Reflections  (Bulk)  CI 

Concentrated  Glass  &  Utility  Cleaner      CI 
Concentrated  Odor  and  Grease  Control    CI 

Control  D2 

D.C-300    CI 

Deodorant  Granules CI 

Deoxidizing  Chemical  Cleaner  A3 

Derma  Cleanse    El 

Di  Sect  Residual  Spray  Insecticide    F2 

Do  It  All  Germicidal  Foaming  Cleaner    C2 
Do-It  All  Detergent/Dsnfctnt  Cncntrt  ..    D2 

Do-It-All    C2 

Double  Action  F2 


Double  Action  Liquid  Insecticide F2 

Dry  Breeze  Bio-Fresh  CI 

Dry  Breeze  Everything  Nice CI 

Dry  Breeze  Granny  Smith    CI 

Dry  Breeze  Mountain  Flowers  CI 

Dry  Breeze  Sugar  &  Spice  CI 

Dry  Breeze  Super  Cinnamon    CI 

Dry  Breeze  Top  Note  CI 

Dry  Fog  ULD  Double  Action  II F2 

Dry  Fog  ULD  Expel  Total  Release  Insc 

Fog   F2 

Dry  Fog  ULD  Swat Fl 

Dry  Fog  ULV  Expel  Total  Release  Insc 

Fog   F2 

Dry  Strip  (Aerosol)  C3 

Dry  Strip  (Bulk)    C3 

Dry  Teflon  Spray  Lubricant  H2 

Duo  Fog Fl 

Duramist    F2 

DC-1250    A4 

DC^125    A4 

Electric  &  Mechanical  Contact 

Clnr&Dgrsr  K2 

Extra  Strength  Heavy  Duty  Water  Sol 

Clnr  A4 

Extra  Stmgth  Hvy  Dty  Butyl  Wtr  Sol 

Clnr  A4 

Far  Out  Aerosol  Insecticide   Fl 

Fast-Dry  Safety  Solvent   K2 

Fast-Off  A8 

Foaming  Glass  &  Utility  Cleaner CI 

Food  Plant  Degreaser  Al 

Granulated  Sewer  Solvent CI 

Grease  Gun  in  a  Can H2 

Industrial  Formula  Hand  Soap   El 

Industrial  Heavy  Duty  Foaming  Cleaner  A8 

Jell  Degreaser  &  Tar  Remover  CI 

Lime  Away   A3 

Liquid  Alive  Bacteria   L2 

Liquid  Alive  Bio-Scrub C2 

Liquid  Alive  Odor  Digester   CI 

Liquid  Cream  Cleanser  CI 

Liquid  Live  Bacteria  L2 

Liquid  Penetrating  Oil  CI 

Mechanic's  Friend  H2 

Medaphene  Plus  Disinfectant  Deodorant  CI 
Medaphene  Plus  Disinfectant  Spray  ....     CI 

Natural  Force  (Aerosol)    CI 

Natural  Force  (Bulk)  CI 

Natural  Pyrethrum  Insect  Spray  "A"    ....  F2 

Non-Fuming  Heavy  Duty  Cleaner  A4 

Orange  Citrus  Stainless  Steel  Cleaner  CI 
Orange  Natural  Citrus  Foaming  Oven 

Clnr  A8 

Orange  Natural  Citrus 

Solvent/Degreaser CI 

Orange  Power  Foam  CI 

Orange  Rough  Touch   E4 

Orange  Soft  Touch    E4 

Oven  &  Grill  Cleaner  A8 

Oven  Cleaner A8 

Penetrating  Oil  H2 

Penetrating  Oil  and  Moisture  Remover    H2 

Pine  Odor  Detergent  Concentrate CI 

Pink  Lotion   El 

Pink  Power    C2 

Power  Foam CI 

Problem  Solver   CI 

Problem  Solver  Heavy  Duty  Cleaner  ..    A4 

Rid-A-Mist    F2 

Rough  Touch  Hand  Cleaner  E4 

Rough  Touch  Liquid  Hand  Cleaner  E4 

Safeguard  Tamed  Acid  C2 

Safety  Solvent  K2 

Safety  Solvent  (Aerosol)  K2 

Sanitary  Lube    HI 

Silicone  Spray   HI 

Soft  Touch  Hand  Cleaner  E4 

Soil  Screen  All-Purp.  Neutral  Floor  Clnr  A4 
Soil  Screen  Food  Service 

Cleaner/Dgrsr A4.C1 

Sta-N-Less  A7 
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Stainless  Steel  Cleaner  &  Polish  (Aersl)  CI 
Stainless  Steel  Cleaner  &  Protector  ....  CI 
Stainless  Steel  Clnr.,  Polish,  &  Protec.     CI 

Stainless  Steel  Polish    CI 

Stainless  Steel  Polish  (Bulk)    CI 

Stay  N'  Strip   C3 

Super  Concentrate  Glass  &  Util.  Cleaner  CI 

Syntha  Mist  Fl 

Top  To  Bottom  E4 

True  Grit   C1.A8 

ULV  Insect  Spray  Concentrate  Fl 

Vandal  Mark  Remover  CI 

White  Food  Grade  Grease  (Bulk) HI 

White  Food  Grade  Grease  Gun  In  A 

Tube    HI 

White  Lithium  Grease  Spray    H2 

Xtra  Thick  Grease  In  A  Can    H2 

Dyna  Systems/ 

Division  of  NCH  Corporation 

AS-201  H2 

Big  Moly  H2 

BC-117    PI 

Citrus  Hand  Cleaner  B4 

Clean  N' Dry  HI 

CB-15    HI 

Dura-Lube  II   HI 

Dura-Lube  Silicone  Lubricant    HI 

Dyna-Pack  PI 

Dyna-Purge   L2 

E-ZrCut   H2 

FP-116  HI 

Giv-Way    H2 

Grease-B-Gone    El 

Grease-B-Gone  II    El 

Grit-Away   E4 

HYD  10/30  Multi-Grade  Hydraulic  Oil    H2 

Link-Lube    H2 

Liquid  Draynamite    LI 

Mo-Ban    K2 

MB- 10  Moly  Grease  H2 

MD-113  H2 

MD-113  H2 

MP-43  SAE  80W-90 H2 

MP-43  SAE  85W-140  H2 

OC-100    CI 

PN-105  H2 

PR-120  C3 

Results  Fl 

RW-96  Al 

Sta-Ded    F2 

SG-5000  H2 

Tac-N-Hold  Belt  Conditioner  PI 

TeOon  Tape  PI 

Teimi-Kleen K2 

Voltasol   K2 

Dyna-Chem  Laboratories 

ChemCCll    K2 

Food  Safe HI 

S.  S.  Pol  A7 

Solv    Kl 

Super  Lube  Silicone  Spray  HI 

TefLube    H2 

Dyna-Chem  Products 

Formula  150  Multipurpose  Cleaner  ....  A4 
Formula  160  Cleaner-Degreaser  A4 

Dyna-Mist  Chemical  Company,  Inc. 

Dyna-Mist  All  Purpose  Cleaner  Al 

HP-9  High  Pressure  Boiler  Feed  Comp  G6 
Quik  Drain  Snake  LI 

Dyna-Tek 

Al-Chlor   Al 


Chlor-Mate D2 

Idokleen  Disinfectant    D2.E3 

Kleen-Sorb El 

Lubri-KIeen  H2 

Tekni-Kleen  Al 

Temp-Chlor  Al 

Water-Pruf  All  Purp. Mechanics 
Spra(Bulk) H2 

Dyna-Tek  Inc. 

Formula  1012  G2 

Formula  1040  G6 

Formula  1043  G6 

Formula  1045  G6 

Formula  1071  A3 

Formula  1100  G7 

Formula  1111  Bl 

Formula  1140  Gl 

Formula  1170  G6 

Formula  1222  Bl 

Formula  1333  Bl 

Formula  1444  Bl 

Formula  1555  B2 

Dynacco,  Inc. 

Grip   PI 

Dynamic  Chemicals  International 

Bottle  Wash  A2 

Formula  201L   Al 

Formula  231    Al 

Formula  233  Steam  Cleaner  A2 

Formula  239    Al 

Formula  269    Al 

Formula  630    Al 

Tank  71  Heavy  Duty  Vat  Cleaner  A2 

Dynamic  Coatings,  Inc. 

NB-2000    CI 

Dynamic  Products,  Inc. 

Ammoniated  Cleaner CI 

Formula  HI  Stainless  Steel  Cleaner  ....    A7 

Freezer  Kleen    A5 

Fryer  &  Grill  Cleaner  A8 

Gem  All  Purpose  Concentrated 

Cleaner   A4.A8 

General  Purpose  Concentrate   A4 

Grease  Away  A4.A8 

Kitchen  Kleen   Al 

Power  Grill    A8 

Sof-N-Silky  El 

Soil  Soap   A4 

Step  II  Floor  Cleaner    A4 

Dynamic  Research  Co.  Inc. 

Power  Grip    A4 

Saf-T-Step  N.A.C A4 

Dynamic  Research  Corporation 

Dynazyme   L2 

Dynasurf  Chemical  Corporation 

Antiseptic  Hand  Soap  E4 

Blue  Flash   A4 

Castile-Coconut  Oil  Hand  Soap  El 

Crystal  X  Al 

Drain  Opener  LI 

Dynabol   C2 

Dynamint  A4.C1 

Dynapower A4 

Dynasan  D2 

Dynasept    A4 


Industrial  Degreaser    Al 

Meat  Room  Degreaser    Al 

Natural  Beauty CI 

Oven  &  Grill  Cleaner  A8 

Oven  Cleaner  C-447  A8 

P.D.Q A4 

Surge  Cleaner   A4.A8 

Dynatech  Inc. 

"Dyna-Mite"    Al 

Action    C2 

Aura  D  Al 

Citri-Scent  CI 

Coil-X    PI 

D-LiteB El 

D-Ox-It    A3 

De-Ice-It CI 

Dyna-Chlor   CI 

Dyna-Sect  Super  Fly  &  Roach  Spray    ..  Fl 

Dyna-Sol   A4.A8 

Dynox    A3 

Esteam  A4 

Kitchen  Klean   A4.A8 

Kleenz-All   CI 

Lemon  Fresh  20    A4 

Micro-Shield   CI 

Ov.Ease   A8 

Quatrex  Germicidal  Detergent   A4 

Sani-Guard  Hospital  Disinfectant  & 

Deo CI 

Sani-Lube HI 

Sila-Slip  H2 

Sila-Slip  W    H2 

Smooth  Waterless  Hand  Cleaner   E4 

Solv-It    K2 

Super  Solv  A4A8 

Tuff-Stuff  B  El 

Vita-Pine    CI 

Dynatek 

Brute    E4 

D-34  Safety  Solvent   K2 

Do  All   CI 

Dyna-Soar   Al 

DB  50  Contact  Cleaner K2 

Grease  Gun  In  A  Can  H2 

Kill'M  Insect  Spray  Fl 

Kleen  E4 

Lithlube   H2 

Oven  Cleaner A8 

Possit-Grip  PI 

Shield  E4 

Steel  Shine  Stainless  Steel  Metal  Polish  A7 

T-Tape  PI 

TFET-Lube H2 

Dyno  USA,  Incorporated 

Punch  All-X  (9520) Al 

Punchl    A4 

Punch-All  Al 

Spray  Cleen  CI 

Dyson  Oil,  Inc. 

DY-100    H2 

DY-75  Synthetic  Grease  H2 

DyChem  International,  Inc. 

Algoff  LF G7 

Ampsol    K2 

Amstrip    CI 

Banalex    Kl 

Big  Ben   A4 

Blizzard   Bl 

Boiler  Broom  G6 

Bnte  CI 

Brite  &  Shiney    A3 
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Brite  &  Shiney  m  A3 

BLC  300    Bl 

BT  400  G6 

BT  700  G6 

BT-100 G6 

BT-600  G7 

BTA  G6 

BTS   G6 

BT300    G6 

Chlorosan  D2.G4 

Cleansit    Al 

CC  217    Al 

CDS-320   D2 

CUT  G7 

CT  150  M   G7 

CT  25 G7 

CT  50M  G7 

CT-150  G7 

CT-250  G7 

CT-450  G7 

D  Solve   Al 

Dy  Chlor  Foam  Al 

DySect    F2 

Dy-Lube  F-19   H2 

Dy-Lube  S  H2 

Dy-Lube  2000  H2 

Dynomite  Al 

DC  303    Al 

Egg  Wash    Ql 

Elbow  Grease    A4 

Fleet  Wash  Al 

Floor  Brite  A4 

Fos  Foam  A3 

Freezer  Clean A5 

Glasscle   CI 

Handi  Lube   H2 

Hands  Down    El 

Hot  Tank  440    A2 

Hydro  Wash  S  Al 

HD  Steam    Al 

Jack  Flash    Al 

Jack's  Giant  Killer  A4 

Krush  A4 

Limate   A3 

Liquid  CC-2 17    Al 

Liquid  Grease    H2 

LCBW   A2 

LS  125  G6 

LS  175  G6 

Microbiocide  Ban-3 G7 

Mortex   A3 

MD  55  A2 

Odasol   CI 

Oxiclean  Al 

Poly  Treat  100  G7 

Poly  Treat  300  G7 

Potsy  Kleen  Al 

Power  Kleen    Al 

Prozyme  L2 

Quick  Drain  LI 

Resin-X    PI 

Rose  Bowl  C2 

RufRig    Al 

Scale  Safe    A3 

Scale  X    A3 

Scale-XX  A3 

Score   El 

Sno-White   Bl 

Soli-Solve    A2 

Steam  X  A2 

Strip  CI 

Super  Foam  Al 

Suremelt  CI 

SL-25  G6 

SL-75  G6 

T  Poly    G2 

Take  5   A4 

Thermocide   Fl 

Tox  Ect    Fl 

TRS    Al 


E  &  B  Products,  Inc. 

EBP  #196    G7 

EBP  1055    Al 

EBP  1077    Al 

EBP  1555    A2 

EBP  1777    Al 

EBP  181    G7 

EBP  2100    A3 

EBP  2150    A3 

EBP  2200    A3 

EBP  2250    A3 

EBP  2350    A3 

EBP  271    G6 

EBP  273    G6 

EBP  4010    Al 

EBP  4020    Al 

EBP  4140    Al 

EBP  5010    Al 

EBP  724    G6 

EBP  725    G6 

EBP  744    G6 

EBP  762    G6 

EBP  765    G6 

EBP  807    G6 

EBP  813    G6 

EBP  814    G6 

EBP  815    G6 

EBP  817    G6 

EBP  818    G6 

EBP  819    G6 

EBP  834    G6 

EBP  835    G6 

EBP  852    G6 

EBP  860    G6 

EBP  874    G6 

EBP  884    G6 

EBP  889    G6 

EBP  897    G6 

EBP-3001    D2 

EBP-6003    H2 

E  &  C  Services/ 

Div.  of  Douglas  &  Lomason  Co. 

Trisodium  Phosphate  Crystalline   Al 

E  &  Z  Chemicals,  Inc. 

Blue  Butyl  Cleaner  A4.A8 

E  C  E  S,  Inc. 

D-QuatCD9.0   Al 

Parvo  D  Cone Al 

Parvo  D  XConc A4 

E  C  O  S  Y  S,  Inc. 

GreaseBeast  L2 

E  F  S  C  O  Fluid  System 
Components 

QTC  Al 

E  H  B  Laboratories,  Incorporated 

EHB  Formula  102  A2 

EHB  Formula  12  Al 

EHB  Formula  1332  Al 

EHB  Formula  1332B    Al 

EHB  Formula  178  Al 

EHB  Formula  277  Al 

EHB  Formula  280  G5 

EHB  Formula  30  AC    Al 

EHB  Formula  32  Al 

EHB  Formula  36  A2 

EHB  Formula  44  A2 

EHB  Formula  46  Al 


EHB  Formula  50  Al 

EHB  Premier  El 

E  L  C  Technology  Inc. 

Extra  Strength  Non-Butyl  Cleaner  Al 

E  M  A  Laboratories 

Check  Mate  Hand  Clnr.  w/Volcanic 

Pumice    E4 

Checkmate  E4 

Computer  King  D    K2 

Diamond  Brite  JJ  CI 

LPT  100  Hand  Cleaner  E4 

Titan  B. K2 

EMC  Distributing,  Inc. 

Chlorinated  Cleaner A2 

CMC    A2 

DP-Acid  A3 

Foam  Chlor  300    Al 

General  Cleaner Al 

General  Cleaner-CLE   Al 

Liquid  Floor  Cleaner A4 

PC-100  A2 

PC-200  A2 

Smoke  House  Cleaner A8 

VC-50    A3 

E  M  C  O  Chemical  Company 

EMCOKS  Al 

E  M  D  Co. 

Kitchen  Brand  Bleach  D2 

E  M  M  X  Corporation 

Lifeline H2 

MX  237  The  Master  Oil  HI 

MX-237  The  Master  Oil  (Bulk)  H2 

E  R  C  Enterprises 

"Deep  Freeze"  Freezer  Cleaner    A5 

Blast  Off   PI 

Dissolv-It-All  PI 

006  Rescind  A4.P1 

E  Z  E  Products,  Inc. 

Eze  187   A3 

Eze  194   A3 

Eze  201    El 

Eze  201H  E4 

Eze220T  Al 

Eze  226   CI 

Eze234D  Al 

Eze  246A  H2 

Eze  255   Al 

Eze  259   Al 

Eze  260   PI 

Eze  262   CI 

Eze265-P    Al 

Eze  270   A8 

Eze  271    A8 

Eze  281    Al 

Eze 426   Al 

Eze  475  Floor  and  Wall  Cleaner   Kl 

Eze  625   A1JJ2 

Eze  715   PI 

Eze  717   CI 

Eze743F  Al 

Eze  992   CI 

Eze-263  Smokehouse  Cleaner    Al 

EZE  1149 CI 

E2E  120 A3 

EZE  120A   A3 
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EZE  201J  E2 

EZE211-F  Al 

EZE  215 Al 

EZE  217 Al 

EZE  220-F Al 

EZE  230 A4 

EZE  232 Al 

EZE  233  A4.A8 

EZE  235-F A4 

EZE  251  Al 

EZE  261  Foaming  Cleaner  Al 

EZE  261W  Al 

EZE  265 Al 

EZE265W Al 

EZE  273E   Al 

EZE  277 H2 

EZE  278 Al 

EZE  291  Al 

EZE294F    Al 

EZE  294S    A2 

EZE  295 A2 

EZE  320 A2 

EZE  320L   A2 

EZE  395 A2 

EZE  395L   A2 

EZE606A   Al 

EZE  626  Chain  Lube    H2 

EZE  724 Al 

EZE  727 Al 

EZE  743 Al 

EZE  745 D2 

EZE  746 Al 

EZE  750 Bl 

EZE  751  Bl 

EZE  774B   D2 

EZE  823 HI 

EZE  824 Al 

EZE  825 CI 

EZE  826 Al 

EZE  827 HI 

EZE  828 A3 

EZE  829 A3 

EZE  838 Al 

EZE  839 Al 

EZE  842 ., Al 

EZE  843 Al 

EZE  844 A2 

EZE  845 A2 

EZE  846 A2 

EZE  847 A2 

EZE  848  A2 

EZE-625  FC    HI 

489  CI 

E  Z  Supply,  Inc. 

Slo  Bol  CI 

E.  T.  Lubricants  Co.,  Inc. 

Big  Blue'  Industrial  Cleaner A4 

No.  1000  Gear  Oil  SAE  90    H2 

No.  2000  Gear  Oil  SAE  140    H2 

No.  300  Gear  Oil  SAE  20    H2 

No.  3090  Worm  Gear  Oil  SAE  90  H2 

No.  3140  Worm  Gear  Oil  SAE  140  ....  H2 

No.  4022  CLS  Grease  No.  1    H2 

No.  4081  Ultra  Grease  No.  2  H2 

No.  4091  Ultra-Plex  Grease  No.  1  H2 

No.  4092  Ultra-Plex  Grease  No.  2  H2 

No.  4402  Food  Machinery  Lubricant  ..  HI 

No.  4595  No-Melt  Grease  2  H2 

No.  500  Van  Purpose  Gear  Oil  SAE  80  H2 

No.  7010  Air  Tool  Oil  SAE  10   H2 

No.  7030  Air  Tool  Oil  SAE  30   H2 

No.  7105  Hydraulic  Oil  SAE  5    H2 

No.  7110  Hydraulic  Oil  SAE  10   H2 

No.  7120  Hydraulic  Oil  SAE  20   H2 

No.  7130  Hydraulic  Oil  SAE  30   H2 

No.  7210  Indl.  Air  Compressor  Oil  SAE 

10    H2 

No.  7220  Air  Comp.  Oil  SAE  20 H2 


No.  7230  Air  Comp.  Oil  SAE  30 H2 

No.  7250  Air  Comp.  Oil  SAE  50 H2 

No.  7420  Refrigeration  Oil  SAE  20  ....    H2 
No.  8230  Heavy-Duty  Air  Cmprsr  Oil 
SAE30  H2 

4071  Lumaplex  Vari-Purpose  Grease 
NLGI#1  H2 

4072  Lumaplex  Vari-Purpose  Grease 
NLGI#2 H2 

4501  Hi-Temp  OpenGear&Fifth  Wheel 
Grease  H2 

E.A.  Harper  &  Company,  Inc. 

Foaming  Cleaner  Al 

E.C.  Cleaning  Custodial  Services 
Co. 

E.C.  Spray  Clean  Al 

E.D.T.  Industries 

Clear  Reflections  (Aerosol)    CI 

E.Z.  Products 

EZ  Cleaner  CI 

K- Mac  Dairy  Brush  Company 

Silicone  Spray  HI 

E-Vap  Corporation 

E-Vap  Odor  Exterminator CI 

E-Z  Chem-Systems 

E-ZDuzIt!    Al 

E-Z  Clean,  Inc. 

E-Z-D  Air  Sanitizer  &  Surface  Disf.   ..    CI 
Power-X  A4.A8 

E-Z  Duz  It  Products/Div  of  Alpha 

Sci... 

See  Lemajeur,  W.  W.  Co. 

ZZ 

E-Z-Does-It  of  Franklin 

E-Z-Does-It   CI 

KM  Lubricants,  Inc. 

CP40A    H2 

CP^OD   H2 

K-222  FG H2 

Kronaplate  333  Open  Gear  Grease H2 

Kronaplate  560    HI 

Kronaplate  70    H2 

Kronasyn  Compressor  Oil  SAE  10    ....  H2 

Kronasyn  Compressor  Oil  SAE  20    ....  H2 

Kronasyn  Compressor  Oil  SAE  30    ....  H2 

Kronasyn  1023    H2 

ME-62   H2 

Perma-Slik  CP-86W   H2 

Perma-Slik  S   H2 

Eagle  Chemical  and  Supply 
Company 

Double  Action  L2 

Double  Eagle  Al 

Eagle  Power Al 


Eagle  Chemical  Company 

Sodium  Hypochlorite  Solution  D2 

Eagle  Chemicals 

Clear  Shine    CI 

Super  Solve  K2 

Eagle  Chemicals,  Inc. 

Cleaner  Additive  3C  Al 

Cleaner  Car  Clean  Al 

Cleaner  Caustic  Soda  Beads  A2 

Cleaner  Chlor  Liquid    Al 

Cleaner  Chlor  Plus    Al 

Cleaner  Chlor  Plus  Three  Al 

Cleaner  Chlor  Plus  Two  Al 

Cleaner  Chlor  Plus  100  Al 

Cleaner  Chlor  SF  Plus    Al 

Cleaner  Conditioner  FM  G2 

Cleaner  Defoamer  S   Al 

Cleaner  Deodorant  AR   CI 

Cleaner  FA-22A    Al 

Cleaner  Jelling  Agent   Al 

Cleaner  Jelling  AgentMM Al 

Cleaner  Liquid  Chlor  Plus    Al 

Cleaner  LD  25  Bl 

Cleaner  LDC  LI 

Cleaner  Rust  Stripper  C   A2 

Cleaner  Rust  Stripper  45  M   A2 

Cleaner  Solvent  K1JC2 

Cleaner  Strip  Add  Al 

Cleaner  WT-6    G6 

Cleaner  126  AE  A2 

Cleaner  210A Al 

Cleaner  212  A  Al 

Cleaner  215A  Al 

Cleaner  215LF Al 

Cleaner  222C CI 

Cleaner  223C  A2 

Cleaner  225  C  A2 

Cleaner  226  C  A2 

Cleaner  301C  A2 

Cleaner  302C  A2 

Cleaner  304C  A2 

Cleaner  308C  A2 

Cleaner  316  AS  Al 

Cleaner  317AS    Al 

Cleaner  401A  Al 

Cleaner  402A  Al 

Cleaner  403A  Al 

Cleaner  404A  Al 

Cleaner  406  AE  Al 

Cleaner  406A  A4 

Cleaner  408  C  Al 

Cleaner  412C  A2 

Cleaner  41 3A-LT    Al 

Cleaner  416C  Al 

Cleaner  417  C  Al 

Cleaner  418  C  A4 

Cleaner  419C  Al 

Cleaner  425  C  Al 

Cleaner  427  C  A4 

Cleaner  430  C  A4 

Cleaner  431  C  Al 

CC-13  Sanitizer-Cleaner  D2 

CS-8  Disinfectant-Sanitizer D2 

Detergent  3B   Al 

Lectro-Solvent  K2 

LoobJ    A1.H2 

Metal  Conditioner  30K  A3 

Paint-Lok  Metal  Cond.-l    A3.A3 

Paint-Lok  Metal  Cond.-2    A3 

Paint-Lok  Metal  Conditioner  23  A3 

Paint-Lok  Metal  Conditioner  25  E  A3 

Paint-Lok  Metal  Conditioner  3  A3 

Stripper  203  GH  A2 

Stripper  204  DS Al 

Stripper  208  NA    A2 

WT-10   G6 
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WT-12  G6 

WT-14  G6 

WT-15  G7 

WT-16  G7 

WT-18  G7 

WT-22  G7 

WT-24  G6 

WT-24  Plus  G6 

WT-34  G6 

WT-35   G6 

WT-55  G6 

WT-55NA  G6 

WT-56  NA G6 

WT-66  G7 

WT-7E  G6 

WT-77   G7 

WT-8   G7 

WT-8F  G7 

WT-8P  G7 

WT-9  G7 

WT17  G6 

Eagle  Enterprises 

Aquacide   Fl 

Big"G"    Al 

Chemtronic    Al 

FastKlean   A3 

Fogging  Spray  Concentrate Fl 

Gent  Concentrate  A4 

L-Tox  Spray    Fl 

Lemon  Tree  CI 

Lo-Sudz  A4 

Miracle  Cleaner  Concentrate    A4 

Mr.  Brite  Porcelain  Cleaner  C2 

Orange  Deodorant  CI 

Power  Concentrate    C2 

Remov-Ox   A3 

Steam  Cleaner  Liquid  A2 

Whirlpool  Drain  Opener  LI 

Eagle  Enterprises 

Wonder  Cleaner Al 

Eagle  Industries 

Citra  Crystals  CI 

Eagle  Industries,  Inc. 

Pro  Clean  CI 

Eagle-Picher  Industries,  Inc. 
Minerals  Division 

Floor  Dry  85  Super  Fine Jl 

Floor  Dry-Diatomite  Jl 

Floor-Dry  No.  85    Jl 

Earl  Home,  Incorporated 

EH  Concentrate  Al 

Maxim   Al 

Sani-Clean   A4 

Earth  Clean  Systems,  Inc. 

De-Grease  It    Al 

Grease  Clean  CI 

Pan  Clean Al 

Earth  Elements 

EE  101  H2 

Earth  Force  Ltd. 

EF-52  CI 

EF-53  CI 

EF-54  CI 


EF-56  CI 

EF50    CI 

EF51    CI 

The  Force  #100  CI 

The  Force  #200  CI 

The  Force  #400  CI 

The  Force  #600  CI 

The  Force  #700  A4 

The  Force  #800  CI 

The  Force  #900  CI 

Earth  Group,  Inc. 

Terminate  128  Al 

Terminate  64  Al 

Earthmover  Tire  Services,  Inc. 

Pumice  Hand  Cleaner  E4 

Waterless  Hand  Cleaner  E4 

Earthshield  Environmental 
Products 

Formula  1-lndustrial  Degreaser    Al 

Formula  2-Commercial  Cleaner  Al 

Formula  4-Steam  and  Pressure  Cleaner  Al 

EarthRite/ 

Div.  Magic  American  Corp. 

Earth  Rite  All  Purpose  Cleaner   CI 

Earth  Rite  Floor  Cleaner CI 

East  Bay  Janitorial  Supplies 

Clean-N-Shine  Foam.  Gls  &  Util.  Clnr.  CI 
Heavy  Duty  All  Purpose  Foaming 

Cleaner   A8 

East  Carolina  Chemical 

D-Solv   A4 

Magic  High  Concentrate  Cleaner  A4 

East  River  Co.-BR&C 


Boiler 
Boiler 
Boiler 
Boiler 
Boiler 
Boiler 
Boiler 


Water 
Water 
Water 
Water 
Water 
Water 
Water 


Treatment  Formula  #12 
Treatment  Formula  #15 
Treatment  Formula  #21 
Treatment  Formula  #34 
Treatment  Formula  #35 
Treatment  Formula  #41 
Treatment  Formula  #42 


G6 
G6 
G6 
G6 
G6 
G6 
G6 


East  Texas  Chemical  Company 

Blitz-Solv  Cleaner-Degreaser  Al 

Low  Suds  No.2  Laundry  Compound   ..    Bl 

East  West  Minerals,  Inc. 

Zeolite  All  Purpose  Absorbent  Jl 

East- West  Products,  Inc. 

Nodor  CI 

Easterday  Janitorial  Supply 
Company 

"Jubilation"  Neutral  Cleaner-Degreaser    Al 
Colena  24  Acid  Drain  Open.  The  Liq 

Snake LI 

E2  Germicidal  Hand  Scrub  E2 

Foam  Kleen  Al 

Low  Suds  Launderall    B2 

MP-45    Dl 

Pine  Odor  Disinfectant   CI 

Predator   L2 


Safe-T-Kleen   A4 

Safe-T-Strip  CI 

Scale  Solvent  C2 

Soil  Solv    A4 

Eastern  Chemical  Products 

Foam  Up    Al 

Eastern  Chemical  Products  Corp. 

Aqua  Clean  Foaming  Cleaner Al 

E.C.  Concentrate  Al 

Liquidase  250    L2 

Live  Micro-Organisms    L2 

NB  200    Al 

NB-100    Al 

NB-100  Non-Butyl  Degreaser  Cleaner  Al 

Quarry  Tile  Cleaner    Al 

Robust   A4 

Robust  Water  Soluble  Safety  Solvent  A4 

Super  3  Way  Degreaser    Al 

SS-123  Ready-To-Use  Solvent  De- 
greaser    Kl 

Eastern  Crown,  Inc. 

ECI-Mist  Insecticide  Spray  Fl 

13  CMC  Al 

15CMC    Al 

16  CMC  A2 

19  LMC  Al 

20LMC  Al 

23  C  G  C  Al 

29  MAC  A3 

31  PAC    A3 

33  FAC    A3 

52  LC D2 

53AR   Al 

Eastern  Equipment  and  Chemical 
Co.,  Inc. 

Chain  &  Cable H2 

EEC  Off Al 

EEC  105  NI A4 

Glean  Glass  Cleaner  CI 

HI  P  K2 

Industrial  Drain  Opener    LI 

Inner-Lube  H2 

New  Power  Battery  Terminal  PI 

No  Sweat  PI 

No.  25  Insect  Spray    Fl 

Ovec  A8 

Sani  Lube HI 

Silicone  Spray  HI 

Skin  Shield  Cream    E4 

Spray  and  Wipe  All  Purpose  Cleaner       CI 

Spray  Silicone  Release  HI 

Sta-Kleen  CI 

Stainless  Steel  &  Metal  Polish  A7 

Sur-Grip  PI 

Thermofilm  Number  5    H2 

Tuff  Thread  H2 

TFE  Fluorocarbon  Lubricant    H2 

X-EL   Kl 

Eastern  Institutional  Supply  Co. 

Quik  Cleen C2 

Eastern  Specialty  Products 

Challenge  E4 

Contact  Cleaner  C2 

DG-82    K2 

Grease  Gun  In  A  Can  H2 

HC-86  Hand  Cleaner E4 

Knock-Out  Fl 

Orange  Crush E4 
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Eastern  Technologies  Incorporated 

Formula  1115    G7 

Formula  1116    G7 

Formula  1117    G7 

Formula  1425-F G5 

Formula  2000-F G6 

Formula  2001-F G6 

Formula  2002-F G6 

Formula  2003-F G6 

Formula  2004-F G6 

Formula  2005-F G6 

Formula  2006-F G6 

Formula  2007-F G6 

Formula  2008-F G6 

Formula  2009-F G6 

Formula  2022-F G6 

Formula  2023-F G6 

Formula  2025-F G6 

Formula  2026-F G6 

Formula  2027-F G6 

Formula  2028-F G6 

Formula  2030-F G6 

Formula  2031-F G6 

Formula  2032-F G6 

Formula  2033-F G6 

Formula  2050-F G6 

Formula  2051-F G6 

Formula  2052-F G6 

Formula  2053-F G6 

Formula  2055-F G6 

Formula  2056-F G6 

Formula  2057-F G6 

Formula  2060-F G6 

Formula  2061-F G6 

Formula  2062-F G6 

Formula  2065-F G6 

Formula  2067-F G6 

Formula  2072-F G6 

Formula  2075-F G6 

Formula  2076-F G6 

Formula  2077-F G6 

Formula  2078-F G6 

Formula  2080-F G6 

Formula  2081-F G6 

Formula  2082-F G6 

Formula  2083-F G6 

Formula  2100-F G6 

Formula  2110-F G6 

Formula  2111-F G6 

Formula  2112-F G6 

Formula  2113-F G6 

Formula  2114-F G6 

Formula  2115-F G6 

Formula  2120-F G6 

Formula  2121-F G6 

Formula  2122-F G6 

Formula  2123-F G6 

Formula  2124-F G6 

Formula  2125-F G6 

Formula  2135-F G6 

Formula  2136-F G6 

Formula  2137-F G6 

Formula  2150-F G6 

Formula  2151-F G6 

Formula  2152-F G6 

Formula  2160-F G6 

Formula  2161-F G6 

Formula  2162-F G6 

Formula  2170-B    G6 

Formula  2170-F G6 

Formula  2171-F G6 

Formula  2172-F G6 

Formula  2179-F G6 

Formula  2180-F G6 

Formula  2181-F G6 

Formula  2182-F G6 

Formula  2183-F G6 

Formula  2185-F G6 

Formula  2186-F G6 

Formula  2187-F G6 


Formula  2188-F G6 

Formula  2189-F G6 

Formula  2195-F G6 

Formula  2196-F G6 

Formula  2197-F G6 

Formula  2198-F G6 

Formula  2199-F G6 

Formula  2201-F G6 

Formula  2220-F G6 

Formula  2310-F G6 

Formula  2320-F G6 

Formula  2330-F G6 

Formula  2340-F G6 

Formula  2350-F G6 

Formula  2980-F PI 

Formula  3022-F G5.Q5 

2065  G6 

2066  F  G6 

2070-F  G6 

2071-F  G6 

2360-F  G6 

Eastman  Chemical  Company/ 
Div.  of  Eastman  Kodak  Company 

Eastman  Chill-Guard  35  PI 

Eastman  PG  Propylene  Glycol,  USP  ....  PI 

Eastman  Chemical  Products,  Inc. 

Myvacet  9-40 HI 

Myvacet  9-45  HI 

Easton  R.  S.  Corporation 

Easton  MSR    CI 

Eastonair   CI 

Eastonair  Bad  Air  Sponge  (Odorless)       CI 

Eastonair  Fluids  Concentrate    CI 

Eastonair  Liquid  Detergent  CI 

Filter  Cote   PI 

Lint-Set    PI 

Liqirivac  PI 

MTD-Filter  Cote  PI 

Soot-Set  PI 

Sweet-Pea  "Phosphate  Free"  CI 

Sweet-Pea  Concentrated  CI 

Sweet-Pea  Food  Handling  Grade  CI 

Sweet-Pea  No  Phosphates  Concentrated  CI 

Eastside  Service  &  Supply 

Citra  Solv  40  CI 

Duchess  Dishsoap  Cone  Al 

Duchess  Plus  Dishsoap  Cone  Al 

Heavy  Duty  Degreaser   Al 

Easy-Time  Products,  Inc. 

ET  100X   Al 

Smoke  Out A2 

Eatherly  Chemical  Co. 

E-190  X  Multi-Purpose  Cleaner  & 
Degrsr A4.A8 

Eaton,  J.T.  &  Company,  Inc 

All-Weather  Bait  Bitz-Peanut  Butter 

Flav  F3 

All-Weather  Bait  Blks  Rodnt.  w/Apple  F3 
All-Weather  Bait  Blks  Rodnt.  w/Fish  ..  F3 
All-Weather  Bait  Blks  Rodnt.  w/Meat  ..  F3 
All-Wthr  Bait  Blks  Rodnt. 

w/Mol/Pea.But F3 

Eaton's  A-C  Formula  50  F3 

Eaton's  All-Weather  Bait  Bitz  Fish  Flav.  F3 
Eaton's  AC  Formula  90  Rodenticide   ....  F3 


Ecco  Chemical  Company,  Inc. 

Big  4  Cleaner    Al 

E-174  A4 

Formula  146L  Cone.  High  Foaming 

Cleaner   Al 

Formula  312  HD  Alkaline  Compound  Al 

Hot  Foam  A4 

Ecco  Chemicals,  Incorporated 

A-B  Pasteurizer  Cleaner /116B/  Al 

Acid  Descaler  Compound  A3 

Algicide  100    Dl 

Antiseptic  Hand  Soap  El 

BTC  020   G6 

BTC  201    G6 

D-ll  Chloro-Suds  Al 

D-5  Chlorinated  In-Place  Cleaner    Al 

Descaler  15    A3 

Easeall   Al 

Ecco  CQ    Al 

Ecco  CTW-4  G6 

Ecco  CTW-7  G7 

Ecco  Defoamer  Q5 

Ecco  Defoamer  100 A1.Q5 

Ecco  DPC    LI 

Ecco  HD    A2 

Ecco  Ideal    Al 

Ecco  Klor Al 

Ecco  Orange    El 

Ecco  San  Detergent-Disinfectant   D2 

Ecco  San  100 Dl 

Ecco  San  400 Dl 

Ecco  Sour    Bl 

Ecco  SR  A3 

Ecco  101    Al 

Ecco  111    Al 

Ecco  1122   A8 

Ecco  1126   Al 

Ecco  1127   Al 

Ecco  1128   Al 

Ecco  1133   Al- 

Ecco  114  A2 

Ecco  1144   A4 

Ecco  1150   Bl 

Ecco  1155   Al 

Ecco  1159   Bl 

EccoU6B  Al 

Ecco  1161    Al 

Ecco  1164   Al 

Ecco  1166   Al 

Ecco  1167   Al 

Ecco  1169   Al 

Ecco  117   A2 

Ecco  1176   A2 

Ecco  1178   A2 

Ecco  118   Al 

Ecco  119   A3 

Ecco  1209   Al 

Ecco  1250   Al 

Ecco  1272   Al 

Ecco  210   Al 

Ecco  2133   CI 

Ecco  220   Bl 

Ecco  2208   Al 

Ecco  2242   Al 

Ecco  225   Bl 

Ecco  2251    A2 

Ecco  2266   Al 

Ecco  2269   Al 

Ecco  2270   A3 

Ecco  2276   Al 

Ecco  2324   Al 

Ecco  2327    A4 

Ecco  2411    Ql 

Ecco  2412   Ql 

Ecco  2413   Ql 

Ecco  2415   Ql 

Ecco  2418   Ql 

Ecco  2420   Ql 

Ecco  2425   A4 
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Ecco  2430   H2 

Ecco  2435   H2 

Ecco  2439   A2 

Ecco  2440   Al 

Ecco  2444   A4 

Ecco  2445   Al 

Ecco  2450   Al 

Ecco  2455   Al 

Ecco  2466   A2 

Ecco  255   Al 

Ecco  28   A2 

Ecco28NF Al 

Ecco40B  Al 

Ecco  41    A2 

Ecco  64-0 Al 

Ecco  66   Al 

Ecco  70   A3 

Ecco  73   A3 

Ecco  75   A3 

Eccodine  1  D2 

Egg  Detergent  CL  Ql 

Fogging  Concentrate  25   F2 

Fogging  Concentrate  30   Fl 

Food  Plant  Insecticide  15   Fl 

Han  San  I E2 

Han  San  Q  E3 

Help  Al 

Master  Wash   Al 

Orange  to  Green    Al 

Poly  Clean  Al 

Residual  Insecticide  50  F2 

Sanicrete  0  A4 

Saniway  Al 

Santex  O    Al 

Spray  Mitt  Al 

Stainaway Al 

Super  Stainaway   Al 

Yellow  Spray  A4 

Echo  Products 

Accelerator L2 

Booster Q2 

Charge  A1.Q1 

Defoam    Ql 

Echo  Santi-Wash  Hand  Soap   E2 

Echo  12CP Al 

Echo  21CP  Al 

Echo  270-C  Acid  Detergent  A3 

Echo  30CP Al 

Echo  31CP Al 

Echo  37CP A1.Q1 

Echo40C  Al 

Echo  690-C  CI 

Echo  7CP Al 

Fcho-Clor D1.Q4 

Echo-Lite  Al 

Echo-Solv    A4 

Formula  170-CP    Al 

Formula  19-P D1.Q1D2.Q4 

Formula  320-CP    A1.Q1 

Formula  329    Al 

Formula  330    Al 

Formula  331    A2 

Formula  332    A2 

Hi  Foam  A2 

Lo  Foam    A2 

700-C  Liquid  Detergent    Al 

Eckert,  R.  P.  Co.  Inc. 

Borated  Lemon  Fresh  Laundry  Deter- 
gent      Bl 

Extra  Brand  Heavy  Duty  Concrete 
Cleaner   Al 

Eclectic  Products,  Inc. 

E-6000  Adhesive/Sealant  Clear    PI 


Eco  Products,  Incorporated 

Eco  Biodegradable  Cleaner Al 

Eco-Tec,  Inc. 

EnviroMech  Gold   Al 

Eco-Trol  Labs,  Inc. 

Eco-Mine  G6 

Eco-Ox  G6 

Eco-Sludge G7 

Eco-Treet  G7 

Ecolab 

Heavy  Duty  Degreaser   A8 

Heavy  Duty  Degreaser  II    A8 

Lime  Remover  600   A3 

Liquikem  Dishmachine  Detergent   A2 

Liquikem  Pot  &  Pan  Detergent    Al 

QuarTile  A4 

Sheer  Shine  CI 

Ecolab  Inc. 

All  Purpose  100 CI 

Balanced  Power CI 

DeCarbonizer  MXP  Al 

Fryer  Cleaner  300  A8 

Heavy  Duty  Cleaner  A4 

Liquid  Hand  Cleaner  E4 

Maxi  Value  Drain  Cleaner  LI 

Maxi  Value  Fryer  Cleaner   A2 

Maxi  Value  Laundry  Detergent   Bl 

Maxi  Value  Lotion  Hand  Soap E4 

Maxi  Value  Multipurpose  Cleaner  CI 

Maxi  Value  Oven  Cleaner  555  A8 

Maxi  Value  Stainless  Steel  Polish   CI 

Maxi  Value  Toilet  Bowl  Cleaner  C2 

Multi-Purpose  Cleaner    Al 

Multi-Purpose  Cleaner  II    Al 

Odor  Destroyer  C2 

Power-Off   Al 

Professional  Insecticide  Fl 

Sani-Klor500    D2 

Stainless  Steel  Polish    A7 

Ecolab  Institutional  Division 

Absorbit  A4.A8 

All  Purpose  Cleaner   CI 

Antibacterial  Clean  &  Smooth  E4 

Aqua  Soft  B2 

Assert  A4 

Automatic  Drain  Relief CI 

Bowl  Cleanse C2 

Click    Al 

Eco-Klene    Al 

Eco-San   D2 

Eco-Star  Break  II    Bl 

Eco-Star  Break  Dl-Xtra Bl 

Eco-Star  Conditioner  IV  Bl 

Eco-Star  Destainer  V    Bl 

Eco-Star  Detergent  I   Bl 

Eco-Star  Liquid  Special  HC  Bl 

Eco-Star  Liquid  Tri-Sheen    Bl 

Eco-Star  Nu-Sour   Bl 

Eco-Star  Oxy-Brite   Bl 

Eco-Star  Soft  VI   B2 

Eco-Star  Super  Bac-Soft  B2 

Ecoshine A7 

Ecotemp  Liquid  ET-Plus Al 

Encompass  A8 

Excaliber   A2 

Express  Al 

Force  5  A2 

Grease-Ease  A8 

Greasecutter  A4.A8 


Guardian    A2 

Guardian  Acclaim   Al 

Guardian  Magnum A2 

Guardian  Plus    A2 

Guardian  Score   A2 

Instant  Laundri  Starch  B2 

Institutional  Strength  Scrub  Free   C2 

Kool-Klene    A5 

Laundri  Break   Bl 

Laundri  Brite  Bl 

Laundri  Destainer   Bl 

Laundri  Dry  Bleach Bl 

Laundri  Encompass  Bl 

Laundri  Fluff  Extra  Bl 

Laundri  Liquid  Soft B2 

Laundri  Neutralizer  Bl 

Laundri  Perma-Brite  Bl 

Laundri  Perma-Brite  NP  Bl 

Laundri  Perma-Brite  Plus  Bl 

Laundri  Prep  Plus   Bl 

Laundri  Sheen  Bl 

Laundri  Sheen  NP  Bl 

Laundri  Soft B2 

Laundri  Soil-Out  Bl 

Laundri  Soil-Out  Xtra  Bl 

Laundri  Special  Bl 

Laundri  Special  NP  Bl 

Laundri  Super  Dry  Bleach    Bl 

Lime-A-Way   A3 

Liquid  KX  Al 

Liquid  Soft  Glo  B2 

Liquid  Spearhead  Al 

Maxi-Clean    CI 

Medallion  CI 

Mikro-Chlor D2.Q4 

Mikro-Quat    CI 

Mikroklene D2 

Neet   Al 

Oasis  111  CI 

Oasis  133  A4.A8 

Oasis  266  CI 

Oasis  298  C2 

Oasis  299  C2 

Pan  Dandy  Al 

PanTastic  Polar  Formula  Al 

Q-Quat  B  CI 

Regain    CI 

Regain  Nonamon.  Hvy-Dty  Fl 

Clnr/Strpr   CI 

Sanigizer  Instant  Hand  Sanitizer    E4 

Sanitizer510   D2.Q4 

Soilax  Laundri  Soft  B2 

Solid  Brite  Bl 

Solid  Insure   Al 

Solid  Metal-Pro  Al 

Solid  Power  A2 

Solid  Regain    Al 

Solid  Soft B2 

Solid  Super  Impact   A2 

Solid  Surge   Bl 

Solid  Surge  NP  Bl 

Stainless  Steel  Cleaner  &  Polish    A7 

Super  Trump   Al 

Tetrox Al 

Top  Quartile    A4 

Tri-StarGlo  Bl 

Tri-Star  L-2000  Bl 

Tri-Star  RE-4000  Bl 

Tri-Star  Spectra  Bl 

Tuff  Suds  A4.A8 

Ecolab  Institutional  Products 
Division 

Greasestrip  A4.A8 

Institnl.  Clean  &  Smooth  Lotn  Skin 

Clnsr  E4 

Stain-A-Way   Bl 

Surgi-Bac  El 
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Ecolab  Pest  Elimination  Division 

Entox   Fl 

Entrol  Fl 

Flying  Insect  Space  Spray    Fl 

Institutional  Strength  Insecticide    Fl 

Pyrethrin  Spray   Fl 

Pyrifog  Fl 

Pyritech    Fl 

Rat  &  Mouse  Exterminator F3 

Rat  and  Mouse  Killer  F3 

S- 100  Insecticide  Fl 

S-300   Fl 

Super  Strength  Insecticide    Fl 

Ecolab  Textile  Care  Division 

Alert  Bl 

Aquid  Bl 

Atlas  Alkali  Bl 

Builder  300    Bl 

Control  Bl 

Dynalite  Bl 

Empire  Bl 

Endure   Bl 

Fabric  Brightener Bl 

Fahrenheit  100  Bl 

Flex  Tex  200  B2 

Force   Bl 

RK.  Dry  Bleach  Bl 

Heavy  Duty  Booster  Bl 

Hi-Lite  Bleach  Bl 

Hydrobreak   Bl 

Impax  Bl 

Inex    Bl 

Injection  Alkali   Bl 

Injection  Detergent   Bl 

Injection  Softener   B2 

Injection  Sour    Bl 

Intrepid Bl 

Kin-Klor Bl 

Kindet    Bl 

Konite    Bl 

Lemon  Soft B2 

Lime-Solv    A1.B1 

Lindalite  Bl 

Liquid  Aquacon  Bl 

Liquid  Brawn Bl 

Liquid  Control  Bl 

Liquid  Force    Bl 

Liquid  Hi-Chlor Bl 

Liquid  Insure  Bl 

Liquid  Konite    Bl 

Liquid  Reclamite  Bl 

Liquid  Tex  Special    Bl 

Liquid  Texsoft  Concentrate    Bl 

Liquid  Tri-Det  Bl 

LTD  Plus  B2 

Nuclor  Dry  Bleach    Bl 

Orthodet  Bl 

Paralate    Bl 

Perlite  Extra  A2.B1 

Poly/Cot  A4B2 

Quix  Bl 

Reclamite  Bl 

Rejuvenate  Bl 

Restore  CI 

Rinspeed    Bl 

Royal  Blend  Bl 

Royal  Blue  Bleach    Bl 

So-White   Bl 

So-White  H   Bl 

Solid  Summit Bl 

Special  Alkali  #45  Bl 

Startex    Bl 

Tex  Special   Bl 

Tex  Stat  Bl 

Tex  Statu  B2 

Tn-Det  Plus  Bl 

TC  Descaler A3 

TCQ-200   CI 


Unital  Bl 

Xcel   Bl 

996  Universal  Detergent  A1.B1 

Ecolochem 

BC-1530    G6 

BWT-65  G7 

CR-54    G6 

Ecolochem  523   G7 

520  G6 

521  G6 

530  G6 

532  G6 

541  G7 

542  G6 

543  G7 

545  G6 

547  G6 

560  G6 

580  G6 

582  G6 

584  G6 

700  G6 

Ecological  Chemical  Co.,  Inc.,  The 

Micro-Life  Liquid  Live  Micro  Organ- 
isms   L2 

Stericide  Dl 

Ecological  Laboratories,  Inc. 

Microbe-Lift    L2 

Ecology  Chemical  Company 

Auto  Dish    A2 

AGI-Wash   A2 

Biffy  Brite  A3 

Boil  Out  A2 

Eco-167   Kl 

Eco-333  PI 

Eco-7811   K2 

ECO-Kleen    Al 

ECO-Lube  H2 

ECO-Prep A3 

ECO-000   Al 

ECO-004   Al 

ECO-140   A2 

ECO-184   Al 

ECO-198   Al 

ECO-33   Al 

ECO-42   Al 

ECO-587-D  A2 

ECO-7707   A2 

ECO-7855   Al 

ECO-828   A2 

ECO-880   A3 

ECO-961    Al 

ECO-97   Al 

ECO-98   Al 

Pan  Scour Al 

Pressure  Kleen  Al 

Pressure  Special  Al 

Pressure  Wash  Al 

Ready  Emulsion    Kl 

Rinse  Off  Al 

Road  Off  Al 

Safety  Kleen    Al 

Safety  Steam   Al 

Scale  Out  A3 

Steam  Deluxe    A2 

Steam  Heavy  A2 

Steam  Super Al 

Steam-X  Al 

Sterile  Kleen   Al 

Sudser    Al 

Wash  Liquid    Al 

Window   Al 


Ecolorite  Corporation 

Concentrated  Bowl  Cleaner    C2 

Ecolo-Sept  El 

Ecoloclean  A4 

Ecolopower   CI 

Ecolostrip  CI 

L.C.  Cleaner    A4 

Porcelain  Tile  &  Grout  Cleaner  CI 

Econo-Chem,  Inc. 

Aci-Foam  A3 

Alkakleen  A8 

Cit-Sol   CI 

Citro-Solvent  CI 

Clean  Sheen Al 

Coco-Soft E4 

Con-Kleen   A4 

DisolveAU    Al 

E-tt  Al 

Econo-Brite  Bl 

Econo-Foam Al 

Econo-Power  Al 

Econo-Solv  A    Al 

Econo-Solve Al 

Econo-Solve  HD  Al 

Econo-Solve  P  Al 

Econo-Solve  3  Al 

Econo-Solve  5  Al 

Econo-Terg   Al 

Enziterg  Bl 

ECI  Boiler  Treatment  G6 

ECI  Cooling  Tower  Treatment  G7 

ECI  Superbowl    C2 

ECI  100  Condensate  Return  G6 

First  Scrub  A4 

.F,oam  Master  Al 

Foam-Away  Q5 

Fry  KJean  A2 

General  A J».C Al 

Glow    CI 

Grade  Plus  Q2 

Hi  Klean  HD  A2 

HD  All  Power  A2 

Innovation   A3 

Klor-Power    Al 

Klor-Soft   Al 

Klora-Foam  Al 

Krystal-Klear  CI 

L.D.  104 Bl 

L.I.P.C Al 

Line-Eze H2 

Liqua-Terg  Al 

Liquid  Grade  Plus  Q2 

Liquid  Smoke-Out  A2 

Liquid  Smoke-Out  Plus    A2 

Liquid  Top-Egg  Ql 

Liquid  Trolley  X  A2 

Liquid  Ultra-Kleen    Al 

Lumaclean  Al 

Nature's  Cleaner    CI 

Nutra-Foam  Al 

Nutra-Foam  Plus  Al 

Nutra-Foam  Plus  Al 

Odor  Ban  90   CI 

Odor  Ban  94   CI 

Orange-Sol  CI 

Power  Solve CI 

Pre-Med  Concentrate E4 

Pre-Med  Green    E4 

Pro-Care  El 

Ramasolve  A3 

Ramasolve  Plus  A3 

Rotate  A2 

Scale-X    A3 

Silicone  Spray  Food  Grade HI 

Smoke-X   V2 

Smokehouse  &  Shakle  Cleaner    A2 

Solve    Bl 

Solve  Spot  Bl 

Solvzit   Al 
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Suds  Bl 

Super  Laterial    LI 

Superbowl    C2 

Superbowl  Concentrate  CI 

T.N.T CI 

Top  Egg  Chlor Ql 

Top-Egg  Ql 

Trolley-X  A2 

Economic  Alternatives,  Inc. 

EA  650-P  G6 

EA-135 G7 

EA-1350 G7 

EA-330 G7 

EA-3300 G7 

EA-3305-D    G7 

EA-335D    G7 

EA-360D    G7 

EA-3600-D    G7 

EA-500 G6 

EA-5000 G6 

EA-520 G6 

EA-5200 G6 

EA-5805 PI 

EA-585 PI 

EA-620 G6 

EA-6200 G6 

EA-6500-P G6 

EA-800 G6 

EA-810 G6 

EA-8100 G6 

EA-830 G6 

EA-8300 G6 

EA-880 G6 

EA-8800 G6 

EA-905 G6 

EA-9050 G6 

8000  G6 

Economic  Engineering 

CIC  Corrosion  Inhibitive  Cleaner A4 

Economical  Janitorial  Supplies 

Brute    Al 

Citrus  Neutral  Disinfectant  Cleaner  ....  CI 

D.T C2 

Glass  &  Utility  Cleaner    CI 

Glass  Cleaner CI 

Hi  Tech  Capture    A4 

Hi  Tech  Herbal  Concentrate  CI 

Hi-Tech  Cherry  Deo CI 

Hi-Tech  Cream  Cleanser A6.C2 

Hi-Tech  Jubilee  A4 

Hi-Tech  Lemon  Disinfectant    CI 

Hi-Tech  Mint  Disinfectant   CI 

Hi-Tech  Pine  Disinfectant CI 

Hi-Tech  Quat  Klean   CI 

Hi-Tech  Ruff-Neck  A4.A8 

Hi-Tech  Sparkling  Klean    Al 

Hi-Tech  Tuff-Stuff   A4 

Hi-Tech  TRC  C2 

Stainless  Steel  Cleaner/Polish  CI 

Super  Bowl    C2 

Economical  Supplies 

Hi-Tech  Safety  Solvent  K2 

Economy  Compounds,  Incorporated 

Chlorinated  Cleaner Al 

Econo-Chlor Dl 

Economy  Blitz  Al 

Economy  Fantastic    A4 

Economy  Kem-Suds   A4 

Economy  Liquid  Detergent  Al 

Economy  MSR  Cleaner    A3 

Economy  Pan  Wash    Al 


Economy-124  Smokehouse-Clnr    A2 

Economy- 125-Smokehouse-Clnr   A2 

Economy-14  Floor-Cleaner A2 

Economy-141  Floor-Cleaner A2 

Economy-142  Floor-Cleaner A2 

Economy- 143  Floor-Cleaner Al 

Economy-15  Liquid  Hand  Soap  El 

Economy-150  Liquid  General  Clnr   ....  Al 

Economy- 34  General-Cleaner  Al 

Economy-35  General-Cleaner A2 

Economy-45  General-Cleaner  Al 

Economy-46  General-Cleaner Al 

Economy-50  Trolley-Cleaner  A2 

Economy-70  Steam-Cleaner  Al 

Economy-71  Steam-Cleaner  Al 

Economy-73  Steam-Cleaner  Al 

Economy-82  Trolley-Cleaner  A2 

Economy-88  Laundry  Compound Bl 

Economy-95-PF  Laundry  Comp Bl 

Economy-96  Laundry  Compound  ....  A 131 
Economy-97  Laundry  Compound  ....  Al$l 

EC  94  Compound  Al 

H-D  Alkaline  Cleaner  A2 

Pride  Concentrate    A4 

Pride  Powder  Al 

PHC-71    Al 

PHC-72    Al 

Stripclene  TX    CI 

Sunbrite  Laundry  Bleach    Bl 

1004  A2 

15  Floor  &  General  Cleaner  A2 

444  A2 

925  Concentrate Al 

950  Concentrate A I 

99  Compound    Al 

Economy  Lubricating  Company, 
Inc. 

Boiler  Colloids    G6 

Boiler  Crystalloids    G6 

Economy  Boiler  Colloids  #101     G7 

Economy  Boiler  Colloids  99    G6 

Economy  Service  &  Sales  Company 

B  1210  G6 

B  1211   G6 

B  1212  G6 

B  1213  G6 

B  1240  G7 

B-100  G6 

B-101  G6 

B-102  G6 

B-103  G6 

B-105  G6 

B-106  G6 

B-107  G6 

B-108  G6 

B-109  G6 

B-1209  G6 

B-200-A  G6 

B-201-A  G6 

B-202-A  G6 

B-4SC    G6 

B-415  G6 

B-421  G6 

B-515  G6 

B-600  G6 

B-605  G6 

B-9000  G6 

B-909  G6 

BCO-10   G7 

BCO-20   G7 

C-300  G6 

D-130A    G7 

EFA-12    G7 

ENF-18    G7 

H-100  G3 

HPW    G2.G6 

L-250  G7 


L-300  G6 

LFA-255    G7 

LFA-255-2  G7 

LFA-517    G7 

MA-1000  G6 

MA-103  G6 

MA-103F   G7 

MA-105  G6 

MA-105D G6 

MA-110  G6 

MA-115  G6 

MA-130  G6 

MA-300  G6 

MA-400  G6 

MA-4000  G6 

MA-403  G6 

MA-405  G6 

MA-410  G6 

MA-415  G6 

MA-430  G6 

MA-6000  G6 

MA-603  G6 

MA-605  G6 

MA-610  G6 

MA-615  G6 

MA-630  G6 

MA-800D G6 

MA-900D G6 

P-250  G6 

S-400Q G6 

4CA   G6 

5CA   G2.G6 

500-S   G6 

501  G6 

510  G7 

511  G7 

515  G7 

516  G6 

517  G6 

525  G6 

560  G7 

560-A  G6 

570  G7 

Ecot,  Inc. 

CleanAL  Soft  Cremeing  Cleanser   A6 

ClearKut  JJ  Window  Cleaner  CI 

CreteAL  Concrete  Fir  &  Driveway  Clnr 

Sys CI 

DelimAL  General  Purpose  Delimer  ....  A3 

Multa-Use  Cleaner-Disinfectant  Dl 

O.G.  H  Oven  Fryer  Griddle  &  Broil. 

Clnr  A8 

Sanal  Disinf.-Deod.  Sanit.-Fungi D2 

Say-No  EH    A4 

Say-No  VEX  CI 

Stainless  Steel  Cleaner/Polish  A7 

VenAl A4A8 

VenAl  Decoagulator/Deodorizer A4 

EcoTec  Industries,  Inc. 

Formula  1320    A2 

Formula  1321    A2 

Formula  1520    Al 

Formula  1521    A2 

Formula  1522    A2 

Formula  2220    Al 

Formula  2520    Al 

Formula  2521    Al 

Formula  2521    Al 

Formula  2522    Al 

Formula  2523    Al 

Formula  5220    Al 

Formula  5320    A2 

Formula  5520    A2 

Formula  5521    Al 

Formula  6220    A2 

Formula  6420    A2 

Formula  6421    A2 

Formula  7423    Al 
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Formula  7522  A4 

Formula  7720  A4 

Formula  7721  Al 

Formula  8622  Al 

Formula  8623  Al 

Formula  9620  Al 

Ed's  Supply  Co.,  Inc. 

Ed's  100%  RTV  Silicone  Aluminum 

(Seal.)   PI 

Ed's  100%  RTV  Silicone  Black  (Sealant)  PI 
Ed's  100%  RTV  Silicone  Clear  (Sealant)  PI 
Ed's  100%  RTV  Silicone  White  (Seal- 
ant)      PI 

Edco  Chemical  Company,  Inc. 

A-Sept  C2 

Blast  Insect  Spray  Fl 

Distene  Disinfectant    Dl 

Egg  Wash    Ql 

ED  20  Cleaner  A4 

General  Purpose  Cleaner Al 

Germolene  Dl 

Gone  Insecticides    Fl 

KD  Liquid  Dishwash  Concentrate   Al 

Pot-Stick    Al 

Pure  Conconut  Oil  Liquid  Hand  Soap  ..  El 

Silver  Dri  Al 

Stainless  Steel  Cleaner   A3 

Steemit  Stripper  Grade  (Med  Duty)  ....    A2 

Super  Fogging  Insect  Killer  F2 

Vamoose    CI 

Wil-Git  Industrial  Cleaner    A4 

Edco  Manufacturing,  Inc. 

Edco  Bottlewash   A2 

Edco  Break  Away  All  Purpose  Cleaner  Al 

Edco  Foam  Clean  CH  Al 

Edco  Liquid  Grade  Change    Q1.Q2 

Edco  Lustre-Kleen A3 

Edco  100  A4.A8 

Edco  175  A4 

Edco  200  A4,A8 

Egg  Kleen   Ql 

Egg  Wash  Defoamer  Q5 

FMG-1  HI 

FMG-2  HI 

Edd  Johnson  &  Associates,  Inc. 

Muly  PM  Lube   H2 

Edmar  Cleaning  Corp. 

Buildup  Buster    CI 

Degreaser  Concentrate    A4 

Natural  Force CI 

Nature's  Hands    E4 

Synergized  Liquid  Alive  Bacteria    L2 

Edmer  Sanitary  Supply  Co.,  Inc. 

All  Purpose  Cleaner   CI 

Chewing  Gum  Remover  CI 

Cleaner  &  Conditioner   CI 

Disinfectant  Foam  Cleaner  CI 

Edmer  Foam  Disinfectant  Cleaner  CI 

Extra  Hvy  Dty  Multi-Purpose  Clnr.  ....    A4 

Freezer-Cleaner  A5 

Glass-Mirror  and  Window  Cleaner  ....  CI 
Heavy  Duty  Industrial  Silicone  Spray  HI 
Hospital  Type  Disinfectant  &  Deodorant  CI 

Institutional  Grade  Hand  Soap   El 

Kleen-Glo    Al 

Pine  Scent  Disinfectant  CI 

Powdered  Hand  Soap   C2 

Roach  &  Ant  Residual    F2 

Stainless  Steel  Cleaner   A7 


Stove,  Oven,  and  Grill  Cleaner    A8 

Super  Concentrated-Liq.  Laundry  Dtrgnt  Bl 

Super  Odor  Neutralizer  CI 

Total  Release  Fogger  Grenade  Fl 

Vandalism  Mark  Remover   CI 

Edsan  Chemical  Co.,  Inc. 

APC  Odorless  Concentrated  Cleaner  ..    Al 
L.S.C.  Odorless  Concentrated  Floor 
Clnr A4 

Edward  Don  &  Company 

Air  Sanitizer  And  Surface  Disinfectant     CI 

Bubble  Beads Al 

Citrus  Oven  Cleaner  A8 

Citrus  Oven  Cleaner  A8 

Clean  Guard  Non-Acid  Disinf.  Bowl 

Clnr  CI 

Cream  Cleanser  C2 

Don  Water  Based  Hy-Shyne CI 

Don-O-Mite  Germicidal  Cleaning  Power  CI 

Don-O-Sept   CI 

Doom-Spray F2 

Food  Equipment  Lubricant  HI 

Food  Equipment  Lubricant  HI 

Formula  Q  25    Dl 

Frisk  Liquid  Dishwashing  Concentrate     Al 

Hy-Shyne  A7 

Kitchen  Insect  Spray  Fl 

Kitchen  Insect  Spray  (liquid)   Fl 

Pine  Scent  Disinfectant  CI 

Sani-Kreme   El 

Sani-Mint  C2 

Sapphire  Cleanser  A6 

Sensi-Derm  Antimicrobial  Soap  E4 

Sensi-Derm  Body  &  Hair  Shampoo  E4 

Sensi-Derm  Food  Service  Soap   E4 

Sensi-Derm  Mild  Lotion  Soap   E4 

Spray  De-Greaser   CI 

Staph  Ban  Disinfectant  Deodorant  C2 

Super  Jet  Solv  A4 

Super  Oven-Nu  Grease  Remover  Al 

Super  Swoosh   LI 

Swoosh    LI 

Tile  &  Grout  Cleaner  A3 

Triple  D  Citrus  Disinfectant  Deodorizer  CI 

Tnple-D  C2 

Triple-D  Lemon  Bouquet  Disinfectant 

Deo C2 

Triple-D  Mint  Bouquet  Disinfectant 

Deo CI 

Edward  Lowe  Industries,  Inc. 

Dri-Spot  Jl 

Kwik-Dry Jl 

Lowe's  Safety  Absorbent  All  Purpose   ..  Jl 

Lowe's  Safety  Absorbent  Regular    Jl 

Safety  Absorbent  Jl 

Edwards  Agriculture 

265  Sprflm  M-VS  ExtPres  Gr  Lb 
SAE80W140  H2 

265  Sprflm  M-VS  ExtPress  Gr  Lb 
SAE80W90  H2 

Edwards  Chemicals 

All  Purpose  Scale-X   A3 

Aurora  1  Al 

BlastOff   Al 

Blue  Yonder    CI 

CleanUp   Al 

Command    D2 

Countdown    Al 

Foam  Additive  Al 

Foam  Additive  Concentrate    Al 

Foaming  High  Alkaline  Cleaner Al 


Foamless  High  Alkaline  Cleaner   Al 

Food  Locker  And  Freezer  Cleaner  A5 

Grease  Gone    A4 

Hand  Dishwashing  Liquid  Concentrate  A 1 

L-100  Degreaser   Al 

Orbit  Oven  Cleaner  A8 

Processing  Acid  Cleaner  A3 

SWash  CI 

Sanitizing  Germicidal  Hand  Soap    E2 

Smokehouse  Cleaner  Al 

Sudsy  Wipe  &  Shine    CI 

The  Right  Stuff  CI 

Egan  Supply  Company 

Eagle  F.G.R.  Foaming  Cleaner Al 

Eagle  Gleem    C2 

Eagle  Lemon  Tree  Disinfectant-Cleaner  C2 
Eagle  Meen  Green  Window  &  Glass 

Cleaner  CI 

Eagle  Pine  Tree  Pine  Quat  Disinfectant   CI 

Eagle  Punch  Al 

Eagle  Punch  Heavy  Duty  Cleaner- 

Degreaser   A4.A8 

Eagle  Quick  Suds   Al 

Eagle  Supreme  All  Purpose  Cleaner  ..  CI 
202  Scented  Hand  Soap   El 

Ehrlich,  J.  C.  Chemical  Co.,  Inc. 

Bac-Quat  General  Type  Det.  Clnr. 

Disnf Dl 

DPS  Roach  Powder F2 

Magic  Circle  Fog  Spray  Concentrate  ....  Fl 

Magic  Circle  Industrial  Insecticide Fl 

Magic  Circle  Insect  Killer    F2 

Magic  Circle  Residual  Spray   F2 

Magic  Circle  Roach  &  Ant  Killer   F2 

Pronto  All  Purpose  Neutral  Cleaner  ....    Al 

Elam  Chemical  Company 

Elam  Disinfectant-Cleaner   CI 

Ken-Pride  Liquid  Steam  Cleaning 

Compound A4 

Ken-Pride  201  Super  Hvy  Dty  Indust. 

Clnr  A4 

Elco  Industries,  Inc./ 
Construction  Products  Division 

CFP  399  General  Purpose  Silcn  Sealnt 
Clr  PI 

CFP  399  General  Purpose  Silcn  Slnt 
Alum.    PI 

CFP  420  One  Part  Urethane  Limestone    PI 

CFP  420  One  Part  Urethane  Med. 
Bronze  PI 

CFP  420  One  Part  Urethane  White   PI 

Elco  Laboratories,  Inc. 

Anti-Static  Plastic  Panel  Geaner  PI 

Blue  Glass  Cleaner  CI 

Blue  Liquid  Cleanser    A6 

Foaming  Meat  Room  Degreaser Al 

Green  Floor  &  Wall  Cleaner   A4 

Green  Foam  Floor  Cleaner  Al 

Green  Heavy  Duty  Degreaser  CI 

Orange  Balance  ID    A3 

Purple  Aluminum  Pot  &  Pan  Soak    ....  Al 

Purple  Fryer  and  Oven  Cleaner   A8 

Red  Floor  Sanitizer  D2 

Red  Meat  Room  Sanitizer D2 

Red  Sink  Sanitizer D2 

Eldorado  Chemical  Company,  Inc. 

AC-186    A3 

ED- 304 A4.AS 

ED-400 A7 
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ED-408 A4A8 

ED-411  A4A8 

HTP-1115    A4A8 

HTP-1116    A4 

Eleanor  Products 

L-20  Liquid  Detergent  Concentrate  ....    Al 

Electro-Magic  Division/Dura  Corp. 

Steam  &  Pressure  Cleaning  Comp Al 

Wash  Compound  Al 

Electro-Magic  Equipment  Co. 

Compd.  No.  C-l    A2 

Compd.  No.  C-12   A3 

Compd.  No.  C-13   Al 

Compd.  No.  C-14  Al 

Compd.  No.  C-15   CI 

Compd.  No.  C-16   A4 

Compd.  No.  C-17    A2 

Compd.  No.  C-18   A2 

Compd.  No.  C-19    A2 

Compd.  No.  C-2   A2 

Compd.  No.  C-20   Al 

Compd.  No.  C-21    A4 

Compd.  No.  C-22   Al 

Compd.  No.  C-3    A2 

Compd.  No.  C-4   A2 

Compd.  No.  C-5   Al 

Compd.  No.  C-6    Al 

Compd.  No.  C-7   Al 

Compd.  No.  C-8   A2 

Compd.  No.  H-10  LI 

Compd.  No.  H-l  1   A2 

Compd.  No.  H-12  A3 

Compd.  No.  H-13  H2 

Compd.  No.  H-14  LI 

Compd.  No.  H-l 6   Al 

Compd.  No.  H-17   Al 

Compd.  No.  H-2  Al 

Compd.  No.  H-21   A3 

Compd.  No.  H-3   Al 

Compd.  No.  H-7   Al 

Compd.  No.  H-8   A2 

Compd.  No.  H-9   A2 

Electronics  Distributors 

Steamagic  All  Purpose  AP  1685    A4 

Steamagic  1680-XHD  A2 

Steamagic  1688-XHD  A2 

Elements  Illustrated,  Incorporated 

BWT-10  G6 

BWT-200C    G6 

BWT-29  G6 

BWT-300  G6 

BWT-40T G6 

BWT-52L G6 

BWT-52P G6 

BWT-61  G7 

BWT-62  G6 

BWT-65  G6 

BWT-650  G7 

CSP-38B    G7 

CWT-83  G7 

Elf  Lubricants  North  America,  Inc. 

GP-20 H2 

GP-30 H2 

GP-50 H2 

Kelco  HD-20  H2 

Kelco  HD-30  H2 

Keygear  K-620    H2 

Keygear  110    H2 

Keygear  140    H2 


Keygear  90    H2 

Keygear-K600  H2 

Keygear-80/140  H2 

Keyspin  5 H2 

Kilfrost  Pneumatic  Tool  Antifrz  Lbrcnt  H2 

KL  1029  H2 

KLC-10   H2 

KLC-10/30  H2 

KLC-15   H2 

KLC-20   H2 

KLC-20/50  H2 

KLC-30   H2 

KLC-40   H2 

KLC-5/20  H2 

KLC-50   H2 

KSL  Refrigeration  Oil  HI 

KSL  111    H2 

KSL  217    H2 

KSL  365    H2 

KSL  366    H2 

KSL  367    H2 

KSL  720    HI 

KSL-112    H2 

KSL-213    H2 

KSL-214    H2 

KSL-219    H2 

KSL-220    H2 

KSL-221    H2 

KSL-222    112 

KSL-550    H2 

KSL-660    H2 

KSL-719    HI 

KSL-800    HI 

Lithium  2167  H2 

Moly  29  H2 

Nevastane  HT/AW-0  HI 

Nevastane  HT/AW-1  HI 

Nevastane  HT/AW-2  HI 

Nevastane  SR    HI 

Nevastane  10AW  HI 

Nevastane  140  HI 

Nevastane  2K6    HI 

Nevastane  20  AW  H2 

Nevastane  20  AWP  H2 

Nevastane  30  AW  H2 

Nevastane  40  AW  HI 

Nevastane  5  HI 

Nevastane  5P7  HI 

Nevastane  6  HI 

Nevastane  6  HI 

Nevastane  90  HI 

Nevastane-2  Plus  HI 

NP  500  H2 

NP  750 H2 

Pen.  Oil  No.  1   H2 

Penkote    H2 

PKN  1    H2 

Refrigeration  Oil  No.  1  H2 

Silicone  Release  Agent  &  Lubricant   ..  HI 

Velox  2062   H2 

Zeniplex  0   H2 

Zeniplex  1    H2 

Zeniplex  2   H2 

120  L  H2 

49  Light  H2 

49  Medium    H2 

81  EP-0   H2 

81  EP-1    H2 

81  EP-2   H2 

84  EP  2   H2 

Elgene  Division/ 
The  Charger  Group 

#22  Skidoo    A2 

A-CD  A3 

Boiler  Control  #60    G6 

Bulldozer  Al 

Cleanest  A4 

Economiser  #22  Al 

Economiser  CF   A4A8 


Elgene's  Economiser  Al 

Elgene's  Freezer  Cleaner A5 

Fabulene Al 

Foamless  Cleanup  Al 

Lemonene    Al 

Protectene  S-70  PI 

Special  Aluminum  Cleaner Al 

Elite  Chemical  Corporation,  Inc. 

Elite  Aer.InsectSpr  w/Fenv.  Plus  Pyreth.  F2 
Elite  Aerosol  InsctSpra  w/FenavalerateD  F2 

Elite  Food  Plant  Spray   Fl 

Elite  S-BioAllethrin  1-2-3  Fogging 

Cone Fl 

Elite  1-2-3  Fogging  Concentrate    Fl 

Elite  3-6-10  Fogging  Concentrate    Fl 

Elite  3-6-10  MO  Fogging  Concentrate  ..  Fl 
6  Month  Insect  Powder F2 

Elite  Manufacturing  &  Packaging, 
Inc. 

Elite  Aer.  Inset  Spray  w/Permthm  PlusD  F2 
Elite  Aer.  Insect  Spray  w/Resmethrin  ..  Fl 
Elite  General  Purp.  Aqueous  Insecticide  Fl 

Elite  Insect  Spray  with  Resmethrin    F2 

Elite  Room  Fogger  II    Fl 

Elite  Products  Inc. 

Floor  Cleaner CI 

Kleen-Up  A8 

Peak  Al 

Pride  Laundry  Detergent Bl 

Regency  A4 

Topper  Al 

Elkhorn  Chemical  Company,  Inc. 

Bleach  and  Disinfectant   B1.C2JJ2 

Clean  Drain  CI 

Double  Trouble  F2 

Elkhom's  Super  D  Sys  Urinal  Bloc- 
Screen  C2 

Elko  Bowl  Cleaner   C2 

Elko  Floor  Cleaner  CI 

Elko  Glass  Cleaner  CI 

Elko  Hand  Cleaner  E4 

Elko  Hospital  Disinfectant  Deodorant      C2 

Elko  Kleen  All    Al 

Elko  Liquid  Alive  Bacteria  L2 

Elko  Liquid  Delite Bl 

Elko  Liquid  Enzyme  L2 

Elko  Majic  Suds   A4 

Elko  Medi-Soap El 

Elko  Scrub  Concentrate    A4 

Elko  Spray-All C2 

Elko  Steam  Metal  Clnr.  Concentrate  ..    A 1 

Elkozyme  L2 

Excel    A4 

Glass  Cleaner CI 

Liquid  Cleanser  C2 

Orange  Plus  All  Purpose  Cleaner A8 

Oven  Cleaner A8 

Silicone  Spray  HI 

Spray  N  Wipe  C2 

Stainless  Steel  Cleaner   A7 

Vandal  Mark  Remover  CI 

Ellen  Paul,  Inc. 

Antiseptic  Soap  E2 

Ellison  Sanitary  Supply  Co.,  Inc. 

Foaming  Glass  &  Utility  Cleaner CI 

Kleen  Vision  (Aerosol)  CI 

Orange  Scrub  E4 
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Ell  wood  Chemical  Manufacturing 

Aqua  Blue  Plus  G7 

Compleat   G6 

Cutz  Bl 

DWT-80  G2 

DWT-90  Gl 

Neutra  Steam  G6 

Perfect   Bl 

Relinquish   Bl 

Removz   Bl 

Reside    B2 

Rid-Ox  G6 

Scale  Solv  I  A3 

Total  Treat  G6 

Elsco,  Incorporated 

Blast  Off   A4 

Elton  Corporation,  The 

Disinfectant  Deodorant  CI 

Foam-Away  C2 

Foaming  Cleaner  Degreaser  A' 

Germicidal  Spray  &  Wipe    CI 

Skyline  Atlas  Heavy  Duty  Geaner    ....  CI 

Em-Bee  Chemicals,  Incorporated 

"A.A."  Bottlewash  A2 

"A.A.A."  Bottlewash  A2 

"A"  Bottlewash   A2 

"C.C."  Chlor   Al 

"C.C."  Cleaner  Al 

"G.P.C."  Al 

"S.W.C."    Al 

ACC4000NF    A3 

ACC4066NF    A3 

ACC4200NF    A3 

AGP  4000   A3 

AGP  4066   A3 

AGP  4300   A3 

AGP  4500   A3 

AGP  4800   A3 

AGP  4900XD    A3 

AGP  5000   A3 

Chelated  Liquid  Caustic   A2 

Circlor  A2.Q1 

Circlor  Special  Al.Ql 

CTP  Additive   Al 

CL-8  Dl 

DF  1000  A1.Q5 

Em-Bee  Acid  A3 

Em-Bee  Acid  Concentrate    A3 

Em-Bee  Liquid  Detergent  #10  Al 

Em-Bee  Powdered  Acid  Cleaner   A3 

Em-Bee  U.S.P  Liquid  Petroleum  Spray  HI 

Em-Bee  43  A2 

Em-Bee  43B    A2 

Embeelube  150   H2 

EmBeeLube  100   H2 

EmBeeLube  200   H2 

EmBeeLube  300    H2 

EG  1000 Ql 

EG  1000C   Ql 

EG  3000C   Ql 

Floor  Cleaner A4 

Foam  Booster    A4 

General  Cleaner Al 

GFS  1000    Al 

GFS  2000    Al 

GP  1000 Al 

GP  1066 Al 

GP  1500 Al 

GP  1550  Al 

GP2000  Al 

GP  2400 Al 

GP2600  A4.C1 

GP2700  Al 

GP2800 Al 


GP  2900 Al 

GP4000 C2 

GPS  1000    Al 

GPS  1050    Al 

GPS  1100    Al 

GPS  1101    Al 

GPS  500    A431 

Hard  Water  Alkali  A2 

Heavy  Duty  Cleaner  A2 

HD  1000    A2 

HD  1100   A2 

HD  1200    A2 

HD  1400   A2 

HD  1400C  A2 

HD  1600    A2 

HD  1600F  A2 

HD  1700   A2 

HD  1800   A2 

HD  200C  A2 

HD  200CNT   A2 

HD  2000   Al 

HDL  8000  Al 

HDL  8000F  Al 

HDL  8100  A2 

HDL  8100NF A2 

Laundry-Kleen  Bl 

Liquid  Circlor   Al 

Liquid  Detergent  24  w/Butyl    Al 

Liquid  Hand  Soap  El 

Liquid  Spray  Cleaner    A1.Q1 

LU  1000 Al 

LU  1050 A1.E1 

LU2000 A1.H2 

LU2025 A1JI2 

LU  3000 Al m 

LU4000 El  m 

Manual  50   Al 

Mold  Cleaner A2 

MC  3000  Al 

MC  3000C  Al 

MC  4000  Al 

MD  1300  A2 

MD  1500C A2 

MD  1800C A2 

MD  3300C Al 

MD  3500  A2 

MDL  1000  Al 

MDL  4500  Al 

MDL  4501  Al 

MDL  7000C    Al 

MDL  750OC    Al 

MDL  7600F Al 

MDL  7601F Al 

MDL  7602F Al 

MDL  7603F Al 

MDL  8000C    Al 

Rust  Stripper  A2 

Sanitise    Dl 

Shur-Sheen A1.Q1 

Silicone  Spray  HI 

Smoke  House  Cleaner A2 

Super  Cleaner    A1.Q1 

Trolley  Cleaner  A2 

Embalmers'  Supply  Company,  The 

Scoff  n ci 

Embassy  Food  Service  Corporation 

Enforcer  Extra  Heavy  Duty  Degreaser     Al 
Emerson  Resources  Inc. 

Hair  &  Body  Shampoo  E4 

Kleen-All  CI 

M  &  R  A4 

Solv  All   CI 


Emery,  A.  H.  Company,  The 

Emery  Cell  Fluid  BL  15  H2 

Emil  Asch  Inc. 

"Q-10"  D2 

Clean  Machine A6 

Dermatone  Liquid  Hand  Soap    El 

EACO  Suds  Liquid  Detergent   Al 

Luxury  Bathroom  Cleaner    C2 

Surfacetone  Formula  17    Al 

Surfacetone  SE  500  Degreaser  Al 

Emkay  Chemical  Company 

EmkapolPO-18  Al 

Rexoclean  APC  A4 

Rexoclean  SJL  Al 

Safety  Wash Al 

Emko  Chemical  Products  Ltd. 

Pine  Deodorant   C2 

Spearmint  Deodorant C2 

Sunny-Flush  Bowl  Cleaner  C2 

Target  Multi  Purpose  Cleaner  &  De- 
greaser   CI 

Turbo  Unisource  M-Surf  Neut 

Clnsr&Polish  CI 

Unikleen  Universal  Cleaner   CI 

Empire  Chemical  Co.,  Inc. 

Alu  Cleaner  Al 

Bio  Soap  Hand  Powder C2 

Bowl  Kleen   C2 

Comp  3    A2 

Comp  4    Al 

Drainz    LI 

Economy  Pine-O-Lene    CI 

F.P.S.  Compound    Bl 

Fleet  Dl 

Gran-Noxo  C2 

Hy-Ge-No    C2 

Jaxo  Cleanser A6 

Latherine  Liquid  Soap  Cone El 

Marvex  CI 

Mill-O-Spray  Fl 

Nu-Gleem    Al 

Oxidoff A3 

Repelocide  Fl 

Roachkil  Fl 

Sanitizing  Hand  Sanitizer  Solution    E3 

Sanitizing  Hand  Soap  E2 

Slayz    F2 

Sudsbrite    CI 

Super-X  Cleaner   A4 

T.S.P Al 

Thermo-Cide  Fl 

U-B-9  Cleaner  A4 

Velvet  Cleaner  Lotion  A4 

Velvet  Liquid  Soap  El 

Empire  Chemical  Company 

Supreme  Cleaner  Al 

Empire  Laboratories,  Inc. 

Formula  B-52  Degreaser A4.C1 

Empire  Oil  Company,  Inc. 

Food  Machinery  Grease   HI 

Empire  Paper  Company 

Dish  Brite    Al 

SofHand   Al 
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Emsco  Industries,  Inc. 

Deo  Kleen  64    Dl 

Kleencide  £>2 

Kleenrite  Krete  Kleen  CI 

Kleenrite  Lemon  Scent  Stnlss.  Steel 

Pl«h  A7 

Kleenrite  Wash  Brite Bl 

Kleenrite  Wash  Brite  "Booster"  Bl 

Kleenrite  Wash  Brite  "Fabric  Soft  Blue"  B2 

Kleenrite  Wash  Brite  "Pro  Detergent"  Bl 

Kleenrite  Wash  Brite  "Softee"   B2 

Kleenrite  Wash  Brite  "Super  Bleach"  Bl 

Kleenrite  Wash  Brite  "Value  Bleach"  Bl 
Kleenrite  Washbrite  "All  In  One  De- 

terg-"   Bl 

Emsco  Janitorial  Supply 

Emsco  Scale-Away  A3 

Ruff-Neck    ..'..    A4 

Emtech  Laboratories,  Inc. 

EM-1   C1 

Emulso  Corporation,  The 

Bowl  Cleaner C2 

Cleans  It  Cleaner Al 

Emulso  Gre-Soff  ci 

Glenzene    ^j 

Grease  Gobbler   Al 

Hexzene  No.  2  Dl 

Liquid  Hand  Soap  g[ 

Nine  Ninety  Nine    Al 

Spray  77  C) 

Whiter  and  Brighter  All  Nat  Laundry 

D« B1 

600  P  A1 

Endico  Laboratories,  Inc. 

Endene  A4 

Foam'N-KIeen   Al 

Freeza-Kleen   A5 

Germicidal  Cleaner  #801    A4 

Endries  Fastener  &  Supply  Inc. 

Endries  Hand  Cleaner  £4 

Enerco  Corporation 

Ezeroll   j^2 

Pow    Bl 

Sour  Plus  gj 

Terge   Bl 

Enerco  Corporation,  The 

Enerco  #208 G7 

Enerco  #259 G7 

Enerco  #281  q-j 

Enerco  #289 q-j 

Enerco  #4208 G7 

Enerco  #425 G6 

Enerco  #4259 G7 

Enerco  #4281  G7 

Enerco  #4289 G7 

Enerco  #4403 G6 

Enerco  #4415 G7 

Enerco  #4425 G6 

Enerco  #4460 G6 

Enerco  #4480 G6 

Enerco  #4573 G6 

Enerco  #460 G6 

Enerco  #4626 G6 

Enerco  #4644 G6 

Enerco  #4665 G6 

Enerco  #480 G6 


Enerco  #5208 Q7 

Enerco  #5259 Q7 

Enerco  #5281  G7 

Enerco  #5289 Q7 

Enerco  #5295 G7 

Enerco  #5403 G6 

Enerco  #5415 Q7 

Enerco  #5425 G6 

Enerco  #5460 G6 

Enerco  #5480 G6 

Enerco  #5573 G6 

Enerco  #5626 G6 

Enerco  #5644 G6 

Enerco  #5665 G6 

Enerco  #573 G6 

Enerco  #626 Q6 

Enerco  #644 G6 

Enerco  #665 G6 

Enerco  A-102    G7 

Enerco  A-lll    Q7 

Enerco  204 q-j 

Enerco  297 G7 

Enerco  327 ^3 

Enerco  328  G7 

Enerco  400  G6 

Enerco  401  G6 

Enerco  402 G6 

Enerco  403  Q6 

Enerco  404 Q6 

Enerco  407 G6 

Enerco  413 G6 

Enerco  414 Q6 

Enerco  415 q-j 

Enerco  416  G6 

Enerco  417 Q6 

Enerco  418  Q6 

Enerco  419 G6 

Enerco  420 G6 

Enerco  4204 G7 

Enerco  4297 Q7 

Enerco  430 G6 

Enerco  4327 A3 

Enerco  4328 G7 

Enerco  434 G6 

Enerco  435  Q6 

Enerco  438 G6 

Enerco  4400 G6 

Enerco  4401  Q6 

Enerco  4402 eg 

Enerco  4404 eg 

Enerco  4407 G6 

Enerco  441 3 G6 

Enerco  4414 Q6 

Enerco  4416 Qg 

Enerco  4417 Q6 

Enerco  4418 Q6 

Enerco  4419 Q6 

Enerco  4420 Q6 

Enerco  443 eg 

Enerco  4430 G6 

Enerco  4434 G6 

Enerco  4434 G6 

Enerco  4435 Q6 

Enerco  4435 G6 

Enerco  4438 G6 

Enerco  4443 G6 

Enerco  4445 G6 

Enerco  4449 G6 

Enerco  445  G6 

Enerco  4452 G6 

Enerco  4474 G6 

Enerco  4484 Q6 

Enerco  4486 G6 

Enerco  4487 G6 

Enerco  4488 G6 

Enerco  4489 G6 

Enerco  449  Q6 

Enerco  4495 G6 

Enerco  4497 G6 

Enerco  452 Q6 

Enerco  4541  G6 

Enerco  4553 Q6 


Enerco  4555 eg 

Enerco  4556 Qg 

Enerco  4571  Q6 

Enerco  4624 rjg 

Enerco  4625 Qg 

Enerco  4635 Qg 

Enerco  4645 Qg 

Enerco  4657 Q6 

Enerco  4662 Qg 

Enerco  4663 Qg 

Enerco  4664 Q6 

Enerco  4666 Qg 

Enerco  4670 Qg 

Enerco  4679 eg 

Enerco  4688 Qg 

Enerco  4690 Qg 

Enerco  4691  Q6 

Enerco  4692 Qg 

Enerco  4693 eg 

Enerco  4694 G6 

Enerco  4695 Qg 

Enerco  4696 G6 

Enerco  4701  qj 

Enerco  4702 qi 

Enerco  4729 q\ 

Enerco  4732 pj 

Enerco  474 Qg 

Enerco  4780 qj 

Enerco  484 Qg 

Enerco  486 Qg 

Enerco  487 Qg 

Enerco  488  Qg 

Enerco  489  Qg 

Enerco  4897 eg 

Enerco  4899 Qg 

Enerco  495 eg 

Enerco  497 Q6 

Enerco  5204 q-j 

Enerco  5297 Q7 

Enerco  5327 A3 

Enerco  5328 q-j 

Enerco  5400 G6 

Enerco  5401  G6 

Enerco  5402 Q6 

Enerco  5404 G6 

Enerco  5407 G6 

Enerco  541  Q6 

Enerco  5413 G6 

Enerco  5414 G6 

Enerco  5416 G6 

Enerco  5417 G6 

Enerco  5418 G6 

Enerco  5419 G6 

Enerco  5420 G6 

Enerco  5430 G6 

Enerco  5434 G6 

Enerco  5434 G6 

Enerco  5435 G6 

Enerco  5435 G6 

Enerco  5438 G6 

Enerco  5443 G6 

Enerco  5445 Q6 

Enerco  5449 G6 

Enerco  5450 G6 

Enerco  5452 G6 

Enerco  5474 G6 

Enerco  5484 Q6 

Enerco  5486 G6 

Enerco  5487 G6 

Enerco  5488 G6 

Enerco  5489 G6 

Enerco  5495 G6 

Enerco  5497 G6 

Enerco  553 G6 

Enerco  5541  G6 

Enerco  555 G6 

Enerco  5553 G6 

Enerco  5555 G6 

Enerco  5556 G6 

Enerco  556 G6 

Enerco  5571  G6 

Enerco  5624 G6 
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Enerco  5625 G6 

Enerco  5635 G6 

Enerco  5645 G6 

Enerco  5657 G6 

Enerco  5662 G6 

Enerco  5663 G6 

Enerco  5664 G6 

Enerco  5666 G6 

Enerco  5670 G6 

Enerco  5679 G6 

Enerco  5688 G6 

Enerco  5690 G6 

Enerco  5691  G6 

Enerco  5692 G6 

Enerco  5693 G6 

Enerco  5694 G6 

Enerco  5695 G6 

Enerco  5696 G6 

Enerco  5701  Gl 

Enerco  5702 Gl 

Enerco  571  G6 

Enerco  5729 Gl 

Enerco  5732 PI 

Enerco  5780 G3 

Enerco  5897 G6 

Enerco  5898 G6 

Enerco  5899 G6 

Enerco  6006 G7 

Enerco  624 G6 

Enerco  625  G6 

Enerco  635  G6 

Enerco  640 G6 

Enerco  645  G6 

Enerco  657 G6 

Enerco  662  G6 

Enerco  663  G6 

Enerco  664 G6 

Enerco  666  G6 

Enerco  670  G6 

Enerco  679 G6 

Enerco  688  G6 

Enerco  690 G6 

Enerco  691  G6 

Enerco  692  G6 

Enerco  693  G6 

Enerco  694 G6 

Enerco  695  G6 

Enerco  696  G6 

Enerco  701  G2 

Enerco  702 G2 

Enerco  729 Gl 

Enerco  732 PI 

Enerco  780 G3 

Enerco  8206 PI 

Enerco  897  G6 

Enerco  899 G6 

Enerco  9406 G7 

Enerco  9606 G7 

Enerco  9876 G7 

4640  G6 

5640  G6 

Energized  Chemicals,  Inc. 

Steam  Jet  Al 

Energy  Aid 

BP-1101  G6 

BP-1107  G6 

BP-1850  G7 

CP-6463  G7 

CP-6466  G7 

RL-1692  G6 

Energy  Chemical  Systems,  Inc. 

Green  Magic   Al 

Multi  Purpose    CI 

Rig  Klecn A4 


Energy  L  &  C  Inc. 

Food  Plant  Degreaser  &  Cleaner  Al 

Freezer  Cleaner  #1090    A5 

Heavy  Duty  Wtr  Solubl  Indstrl 

Clnr&Dgrsr  Al 

Husky A4 

Liqui-Drain  Opener  LI 

Liquid  Hand  Soap  El 

Liquid  Hand  Soap  #426   El 

Natumate   L2 

Penetrating  Oil  H2 

Penetrating  Oil  #1002  H2 

Safety  Solvent  #1000    Kl 

Safety  Solvent  Cleaner  &  Degreaser  ..    Kl 

Super  Neutral  Cleaner Al 

Super  Non  Butyl   CI 

Super  Non  Butyl  H.D.  AllPurp 

Cln&DgrConc  CI 

Water  Soluble  Super  Indstrl. 

Clnr&Dgrsr  A4 

Waterless  Hand  Cleaner  E4 

Waterless  Hand  Cleaner  w/Pumice    E4 

Waterless  Hand  Cleaner  902    E4 

Energy  Management,  Inc. 

EMI-100 G5.G7 

EMI-16 G7 

EMI-50 G7 

Formula  1331    G2.G5.G6 

Formula  1456    G2.G6 

Formula  1457    G6 

Formula  1458    G5,G6 

Formula  1463    G6 

Formula  1464    G6 

Formula  1465    G6 

Formula  1466    G6 

Formula  1468    G6 

Formula  1469    G6 

Formula  1470    G6 

Formula  1471     G6 

Formula  1472    G6 

Formula  1476    G6 

Formula  1477    G6 

Formula  1479    G7 

Formula  1480    G6 

Formula  1480A  G6 

Formula  1516    G6 

Formula  1518    G6 

Formula  1520    G6 

Formula  1525    G6 

Formula  1526    G6 

Formula  1527    G6 

Formula  1529    G6 

Formula  1614    G7 

Formula  1622    G7 

Formula  1623    G7 

Formula  1625    G7 

Formula  1626    G7 

Formula  1627    G7 

Formula  1660    G7 

Formula  1661     G7 

Formula  1662    G7 

Formula  1666    G7 

Formula  2055    G6 

Formula  2082    G6 

Molykote  XP  G5.G7 

Resin  Cleaner    PI 

1360  G5.G7 

1462  G6 

1485  G6 

1514  G6 

1515  G6 

1613  G5 

1665  G5.G7 

2075  G6 

2087  G7 

3582  G6 

3584  G6 

3592  G6 

3594  G6 


3602  G6 

3604  G6 

Energy  Mizer  Systems,  Inc. 

Emerald  Bay   El 

Greas-A-Way  A4 

Laundry  Liquid  Bleach  10% Bl 

Laundry  Liquid  Builder    Bl 

Laundry  Liquid  Detergent Bl 

Laundry  Liquid  Sour Bl 

Enforcer  Products,  Inc. 

Enforcer  All  Purpose  Cleaner  Al 

Enforcer  Bath  &  Tile  Cleaner    CI 

Enforcer  Drain  Care   L2 

Enforcer  Heavy  Duty  Pine  Disinfnt  & 

Clnr  CI 

Enforcer  No  Rinse  Floor  Cleaner CI 

Enforcer  Non-Streaking  Glass  Cleaner  CI 
Enforcer  Rat  Bait  V  Kills  Rats  &  Mice  F3 
Enforcer  Septic  Tank  Treatment L2 

Engard  Coatings  Corporation 

Engard  43  Thinner    PI 

Engelhard  Corporation 

Auto-Dn  Jl 

Pit  Stop    Jl 

Poise    Jl 

Sol-Speedi-Dri  Jl 

Engineered  Chemicals 

Cigo  Alk.  B-l    G6 

Cigo  Amine  35    G6 

Cigo  Boiler  Water  Treatment 

BWT-CP-38    G7 

Cigo  Boiler  Water  Treatment 

BWT-PT-150    G6 

Cigo  Boiler  Water  Treatment  BWT-R  G6 
Cigo  Boiler  Water  Treatment  BWT-RC  G6 
Cigo  Boiler  Water  Treatment  BWT- 

RCS  G6 

Cigo  Boiler  Water  Treatment  BWT-SW  G6 
Cigo  Boiler  Water  Treatment  BWT- 

SWC  G6 

Cigo  Boiler  Water  Treatment 

BWT-SWC-S    G7 

Cigo  Boiler  Water  Treatment  Organic-C  G6 
Cigo  Boiler  Water  Treatment  Sulfite-M  G6 
Cigo  Cooling  Water  Treatment  CWT- 

CLT  G7 

Cigo  Cooling  Water  Treatment  TT-33-A  G6 

Cigo  Liq.  Ox-Go-JJ  G6 

Cigo  Phos-T    G6 

Engineered  Design  Products  Inc. 

Saf-T-Thaw   CI 

Engineered  Lubricants 

Enclean  MC-JJ  A4 

Enlube  130  Industrial  Oil  H2 

Enlube  15-AW  Hydraulic  Oil  H2 

Enlube  151  Industrial  Oil  H2 

Enlube  20-AW  Hydraulic  Oil  H2 

Enlube  230-EP  Gear  Oil  H2 

Enlube  29-EP  Gear  Oil  H2 

Enlube  30-AW  Hydraulic  Oil  H2 

Enlube  65-EP  Gear  Oil  112 

Enlube  85-EP  Gear  Oil  H2 

Enlube  86/142  EPLP  Gear  Oil  H2 

Enlubol  ACO-495-BB  H2 

Enlubol  ACO-745-BB  H2 

Enlubol  EP-BB  Lubricant  10   H2 

Enlubol  EP-BB  Lubricant  20   H2 
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Enlubol  EP-BB  Lubricant  30   H2 

Enlubol  EP-BB  Lubricant  40   H2 

Enlubol  EP-BB  Lubricant  50   H2 

Enlubol  FGG-BB  Grease    H2 

Enlubol  FGL-OCL-10  Grease H2 

Enlubol  FGL-OCL-25  Grease H2 

Enlubol  fGL-OCL-44  H2 

Enlubol  FGL-OCL-95  H2 

Enlubol  FGO  Oil  356  HI 

Enlubol  FGO  Oil  539  HI 

Enlubol  FGO  Oil  927  HI 

Enlubol  Grease  AA-1    HI 

Enlubol  Grease  AA-2  HI 

Enlubol  H-l  Grease-2  HI 

Enlubol  T-88  Grease  H2 

Enway  31-WO  Way  Oil  H2 

Enway  95-WO  Way  Oil  H2 

Engineering  Chemical  Services,  Inc. 

L-101A G6 

L-117A G6 

L-142  G6 

L-148  G6 

L-149  G6 

L-153  G6 

L-158  G6 

P  270A  G6 

P-202A  G7 

P-209  G6 

P-212A  G6 

P-214  G6 

P-226A  G6 

P-252  G6 

P-275  G6 

Engineering  Chemistry  Co..  Inc. 

Clear  Path    CI 

Crystal   H2 

E-Lemon-Ate  CI 

ECC  Battery  Terminal  Cleaner  and 

Protcr PI 

ECC  Bugs  Kill  Brand  Insect  Killer  Fl 

ECC  Chain  &  Cable  Lubricant-Protec- 

tant    H2 

ECC  Food  Equipment  Lubricant   HI 

ECC  Hi-Purity  Contact  Cleaner  K2 

ECC  Lubricant  Penetrant    H2 

ECC  Non-Flammable  Spray  Lith  Lube  H2 
ECC  Powerful  Foam  All  Purpose 

Cleaner   CI 

ECC  Red  Lightning    H2 

ECC  Safety  Solvent    Kl 

ECC  Silicone  Spray    HI 

ECC  Tracker  Belt  Dressing    PI 

Grease  Out  CI 

H.  D.  Drain  Opener LI 

Heavy  Duty  Steam  Cleaner    CI 

Lem-O-Twist  CI 

Liquid  Thaw    CI 

No  Grab  H2 

Pine-O-Dis  19-30    CI 

Power  Cleaner  A8 

Safety  Solvent  (Bulk)   K2 

Sewer  Solvent  LI 

Silicone  Release    HI 

Steam  Pressure  Cleaner CI 

The  Natural   CI 

Tile  &  Grout  Cleaner   C2 

Truck  Wash  Al 

Engineering  Systems  Products 

BT  100  G6 

BT  200  G6 

BT  300  G6 

BT  400  G6 


Ensign  Products  Co.,  Inc. 

Ensign  #577  Lubricall  H2 

Ensign  595  Food  Grade  Lube HI 

Ensign  884  Chem-Clean  Al 

31S  Versatol    H2 

Entech  Systems  Corp. 

Auto  Fog-5    Fl 

Entech  Fog-5  Fl 

Entech  Residual  #1   F2 

Resmethrin  Insect  Spray  Fl 

Enterprise  Chemical  Company 

Detergent  1000    Al 

Lime  Out  A3 

Magnum  Plus  Laundry  Detergent Bl 

Mi-T-Red  All-Purpose 

Cleaner/Degreaser A4 

Mi-T-Trac  Reduced  Slip  Floor  Cleaner  A4 

MW-8P  Detergent  CI 

Power  Clean  Plus    A2 

Premium  1000  A2 

Enterprise  Companies,  The 

Liqui-Ply  Elastic  Roof  Calkng/Mastic 
Blk  PI 

Liqui-Ply  Elastic  Roof  Calkng/Mastic 
Wht  PI 

Memoric  Caulking/Mastic  Black  365991  PI 

Memoric  Caulking/Mastic  White  365251  PI 

Enterprise  Mill  Soap  Works 

Special  Cleaner  Al 

Enterprise  Oil  Company 

Duraclean  500A A4 

Duraclean  800R  Al 

Enterprise  Paper  and  Chemical  Co., 
Inc. 

Enco  Kleen  Mist  Al 

Enco  KMC-1  Degreaser  Detergent 

Complex   A4 

Entech  II    Al 

K-M-C-3  Liquid  Dishwashing  System 

Cone Al 

Enterprise  Products  Company 

Bye  Insecticide  Spray  No.  38    F2 

Bye  Residual  Insecticide  Spray  F2 

Big-Brute  No.  202 Al 

Boot  Hill  Insect  Spray    F2 

Boot  Hill  Roach  &  Fly  Spray    Fl 

Boot  Hill  Vaporizing  Spray  Concen- 
trated    Fl 

Bowl-Blu  No.  697  C2 

Comp  CI 

Disinfectant  Deodorant  D2 

Electrical  Parts  Cleaner  No.  13    K2 

Five  Way  Disinfectant  Cleaner Dl 

GCD  Germicidal  Cleaner  &  Deo.  No. 

16    CI 

I-O-TergNo.  191    Dl 

P-19  Pine  Odor  Disinfectant  No.  19    ..    CI 

Pink  Cleaner  Concentrate  No.  132  Al 

R-R-Ram-M LI 

Silicone  Lubricant  No.  81  HI 

Stainless  Steel  Cleaner  No.  25  A7 

Veltone E4 

Wow  C2 

15%  Liquid  Hand  Soap  No.  517    El 


Enterprises  Sales  Co. 

See  Enterprise  Products  Co. 

ZZ 

Enviro  Care  Corp. 

Enviro  Plumbing  Care L2 

Enviro  Tech  Chemical  Services,  Inc. 

Aluma-Safe   Al 

AF-22 Al 

Boost   Al 

C-300  Al 

C-700  A1.G5 

Can  Gard  5    G5 

Can  Lube  #7    G5 

Chemterge   A4 

Citrusolv    CI 

Enviro  Bac  2  D2.Q3 

FoamChlor40    Al 

FoamChlor50    Al 

FoamChlor60    Al 

Force  A-10  A3 

Force  A-14 A3 

Force  A-15  A3 

Force  A-19  A3 

Force  A-2 A3 

Force  A-3 A3 

Force  A-4 A3 

Force  A-5 A3 

Force  A-7 A3 

Force  A-91F    A3 

Force  FA   A3 

Force  K-12 Al 

Force  K-22 Al 

Force  K-23 Al 

Force  K-3 A8 

Force  K-5  Al 

Force  K-98  A8 

Force  P-20  A2 

Force  P-30  CI 

Force  P-4  Al 

Force  P-40  A2 

Force  PNC  Al 

Force  1  A2 

Force  1 1  A2 

Force  2  Al 

Force  4  A8 

Force  6  Al 

Force  6  Plus Al 

Meta  Quest  C    G5 

Meta  Quest  FE    G5 

Meta  Quest  SI  G5 

Metal  Ease  #1    H2 

Metal  Ease  #3   H2 

Metal  Ease  #5   H2 

Metal  Ease  #7   H2 

MC-14  Al 

MC-15   Al 

Protech  77   CI 

Release HI 

Shear  10  G2 

Shear  100  G2 

Shear  3  G7 

Shear  7  G2.G6 

Shear  8  G5 

Shear  9  G2.G7 

Steame*  2    Al 

Sure  Foam  Al 

Sure  Foam  2    Al 

Sure  Foam  3    Al 

SureLF-11  Al 

SureP-10  Al 

SureP-12  Al 

Sure  Solv  Al 

Sure  Solv  #2   A4 

Sure  35 Al 

Sure  40 Al 

Sure  55 Al 
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Sure  91  Al 

Sure-60 Al 

Sure-80 Al 

SI  510    G5 

Enviro-Chem 

Big  D  Cleaner  Degreaser   A4.A8 

Enviro-Green  Specialty  Products 
Inc. 

Unbelievablel  Green   CI 

Enviro-Tech  of  Kansas,  Inc. 

CC-20    G6 

CC-30    G6 

CC-350    A2 

CC-40    G6 

CC-50    G6 

CC-51  Return  Line  Treatment   G6 

CC-52    G6 

CC-55  Return  Line  Treatment   G6 

CC-60  Boiler  Water  Treatment    G6 

CC-61  Boiler  Water  Treatment    G6 

CC-70    G7 

CC-73    G7 

CC-74    G7 

CC-76    G2 

Enviro-Zyme,  Inc. 

Enviro-Zyme  GT  L2 

Envirochem  Research 

Bronko  Al 

HCC-1000   A2 

Paramount    Al 

Powerfoam  Al 

Super-C   Al 

Envirochem,  Inc. 

Alkalinity  Control-P   G6 

Arrex-100 D2 

Automation  XLF-Safe Al 

AX-CIP  &  Pressure  Cleaner Al 

Boiler  Water  Treatment- 100  G6 

Bora  Soap    C2 

C-A-L Al 

Ch!or-I-Sol  Al 

Chlor-N-Kleen  Al 

Chlorisan  28    Al 

Coco  Liquid  Hand  Soap  Cone El 

Deep  Fat-Fryer  Cleaner A2 

Descaler-IMA    A3 

Drain  Aid  LI 

Dry  Chlorine  Bleach  Special    Bl 

DFFC-Spec-X   A2 

DFFC-Spec-XC  A2 

DI-9   CI 

Egg  Washing  Compound    Ql 

Egg  Washing  Compound  NF  Ql 

Egg  Washing  Compound  Special  Ql 

Egg  Washing  Defoamer   Q5 

Env-305  Al 

Env-505  Al 

Enviro-Lube  150  H2 

Enviroclean   CI 

Enviromatic  CI 

Envirosan  Disinfectant    D2 

Enviroscrub  Handsoap    E2 

ENVC-R-M    Al 

ENV-14   Al 

ENV-205  Al 

ENV-210  Al 

ENV-246  Al 

ENV-310   Al 

ENV-311    Al 


ENV-405  Al 

ENV-410   Al 

ENV-411    Al 

ENV-511    Al 

ENV-540  Al 

ENV-605   Al 

ENVOX2B Al 

Flash  Chlorinated    Al 

Fluffy  Al 

GC-100    A4 

H.D.  Cleaner  XX A2 

Heavy  Duty  Laundry  Compound  Bl 

HD  Super  Cone  Cleaner  Al 

HDLDC  5    Al 

HDLDC  9  CHL Al 

HDLDC9  Al 

IC-17A  Al 

J-2  Cleaner Al 

Jiffy  Hi-Foam  Acid  Cleaner  A3 

Jiffy  Milkstone  Remover    A3 

Jrin  Cleaner  A2 

JHW  Cleaner  A2 

L-50  All  Purpose  CI 

Laundry  Softener B2 

Laundry  Stain  &  Spotter B2 

Liquid  Laundry  Break-1    Bl 

Liquid  Machine  Comp  Purge  Al 

Liquid  Soap  El 

Majik   A4 

Nat-Chlor  Al 

Natcomatic  Pressure  Cleaner   Al 

National  Scale  &  Film  Remover   A3 

No  Foam  P   Al 

NPL-2    A4.B1 

Odor  Control  Granules  Cherry  CI 

On  Target  Laundry  Detergent Bl 

Orth-O-Sil    A2 

Oven-Grill  Cleaner   A8 

OxyDip  Al 

Pan  Cleaner  BPC A2 

Pan  Soak   Al 

Penetex  A4 

Pine  All  6    CI 

Power  Plus  Cleaner/Sanitizer  D2 

Power-100   D2 

Quick  Phos    Bl 

S.D.  Alkalai-X  A2 

Sani-Brite  Concentrated  Bowl  Cleaner  C2 

Saniclean-100    Dl 

Sani2    D2 

Sewer  Solvent   LI 

Smoke  House  Cleaner  1033  Al 

Smoke  House  Cleaner  1 1 33  Al 

Smoke  Stick  Cleaner Al 

Spotfree  LPH Al 

Spray  Clean  A4 

Spray  Clean  XHD  A4 

Super  Degreaser  Cone B2 

Super  Laundry  Detergent   Bl 

SD  Alkalai  A2 

SSR    Al 

Tile  Stain  Remover  Al 

Univ  Control  Agent  XP   CI 

Window  Cleaner  Concentrate  CI 

111   Al 

29  Special    Al 

7MDC    Al 

7PPP    Al 

700  Liquid  Detergent    Al 

900  Machine  Comp  CHL  Al 

Environment  Engineering,  Inc. 

B-380  Boiler  Water  Additive  G6 

B-421  Boiler  Water  Additive  G6 

B-521  Boiler  Water  Additive  G6 

B-530  Boiler  Water  Additive  G6 

B-540  Boiler  Water  Additive  G6 

B-647  Boiler  Water  Additive  G6 

Encor  1202  Boiler  Water  Adjunct   G7 

Encor  1204  Boiler  Water  Adjunct   G7 


Encor  1252  Boiler  Water  Treatment 
Encor  1254  Boiler  Water  Treatment 


G7 
G7 


Environmental  Chemical 

Pro-1060    A4 

Environmental  Chemical  Co. 

Formula  #802  Hvy  Dty  Cleaner  Dgrsr 

Strpr    Al 

Formula  #918  Non-Butyl  Dgrsr  Clnr  & 

Deod   CI 

High  Tech  #5432  Air  Foam  Al 

High  Tech  1842  Pot  and  Pan  Cleaner  Al 
High  Tech  2716  Power  Foam  Dgrsng 

Clnr  Al 

High  Tech  2718  Non-B  uty  1  Degreaser  A 1 

Environmental  Chemical  Corp. 

Elite   Al 

Environmental  Chemical 
Corporation 

Action    LI 

Action  Drain  Opener LI 

Action  Plus  One-Shot  DmOpnr 

W/OdorBlnkt    LI 

All-Power Al 

Astro-Sol   A4A8 

Baby  Fresh CI 

Cherry-O  Indoor/Outdoor  Insecticide  ....  Fl 

Chlorinated  Foaming  Cleaner  Al 

Chlorinated  Machine  Dish  Wash  Com- 
pound        Al 

Citra  Crystals  CI 

Coil-Max   PI 

Control  256   Dl 

CL-33  Chain  and  Conveyor  Lubricant     H2 

CX-90    CI 

DL-44  Multi-Purpose  Acid  Cleaner- 

Delimer  A3 

E  C  C  Multiple  Purp.  Boiler&Fdwtr 

Trtmnt  G6 

E.C.C.  Antibacterial  Handwash  Sanitizer  E2 
E.C.C.  Cone.  Inhibited  Chemical  Clnr  A3 
E.C.C.  Emulsifiable  Spray  Concentrate    Fl 

E.C.C.  Insecticide  F2 

E.C.C.  Rat  Bait  F3 

E.C.C.  Sanitizing  Handwash E2 

E-C  66  Chain  &  Cable  H2 

Envirophene  Disinfectant  Deodorant  ..  CI 
Envirophene  Plus  Hospital  Dsnfctnt 

Deod C2 

EC  78  PI 

EC- 10 K2 

EC- 10  Solvent  Degreaser  K2 

EC-Ill  All  Purpose  Cleaner    CI 

EC-14  Silicone  Spray  HI 

EC-17  CI 

EC-202  Residual  Insecticide  F2 

EC-212  Fl 

EC-212  Dri  Mist  Insect  Killer   Fl 

EC-212  Insecticide   F2 

EC-250  F2 

EC-255  Wasp  &  Hornet  Killer F2 

EC-54  Belt  Dressing  PI 

EC-715  Disinfectant  Bowl  Cleaner   ....    C2 

EC-75  Invisible  Skin  Shield  Cream  E4 

EC-93 PI 

ECC  Chlorinated  Dishwash    Al 

ECC  Mosquito  &  Fly  Spray  F2 

ECC  Residual  Insecticide  Spray  F2 

EZ  Kleen  Oven  &  Grill  Cleaner    A8 

Formula  44    Al 

Formula  76    Dl 

Freeze  Kleen   A5 

Grease  Gun   HI 

Hand  Lotion  Dishwash  Al 
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Heavy-Duty  Floor  Cleaner  CI 

Hot  Tank  Degreaser   A2 

Khlor-Kleen  Al 

Kleen-N-Flush  Bowl  Cleaner  C2 

Klor-Kleen  Al 

LLD  Bl 

Low  Foam  Detergent    A4 

M-122  Stainless  Steel  Cleaner  &  Polish  CI 

Med  H.D.  Lotion  Hand  Cleaner  El 

Mint  Magic   CI 

Mint  Magic  Disinfectant  CI 

Multi-Sect  Insecticide  Fl 

MX-30  Al 

MX-55  A3 

MX-90  CI 

Natural  50   CI 

Nature's  Army  L2 

Nature's  Army  Bacterial  Digestant  CI 

Nax CI 

Neutra-Kleen  CI 

01'  Softie  Lotion  Hand  Cleaner   El 

Pine  Magic  Disinfectant  CI 

Pine  Tree  Foaming  Disinfectant  Cleaner  CI 

Pink  Lotion  Dishwash  Al 

Quick  Foam  Al 

Sanitizing  Rinse    D2 

Spare  Industrial  Hvy  Dty  Clnr  Dgrsr 

Deo   Al 

Swish  Disinfectant CI 

SS-33  L2 

Task  A3 

Techsol  500  A4 

Thix  Porcelain  Cleaner  C2 

Ultra-Kleen  with  Pumice  Hand  Cleaner   E4 

Ultra-Kleen  Hand  Cleaner    E4 

White  Food  Grade  Grease  Gun    HI 

Wipe  Out  Creme  Cleanser   A6 

WB  201  Residual  Insecticide  F2 

X-Out  Vandalism  Mark  Remover    Kl 

23  Plus  Toilet  Bowl  Cleaner    C2 

Environmental  Chemicals,  Inc. 

XR-1000    Al 

Environmental  Control  Systems, 
Inc. 

Antiseptic  Hand-Cleaner  Lotion  El 

E  C  Solidbar  (Green  Label)   CI 

E  C  Solidbar  (Pink  Label)    CI 

E  C  Solidbar  (Red  Label)  CI 

E  C  Solidbar  (Yellow  Label)   CI 

End  Run  Al 

EC  Granules    CI 

ECS  Antiseptic  Hand  Cleaner    E2 

ECS  Delimer  A3 

ECS  Tremendous Al 

ECS  120    Al 

Environmental  Control  Systems, 
Inc. 

Fosforon  Blend   G6 

Environmental  Control  Systems, 
Inc. 

FEP  Sanitizer D2 

HR  2    Al 

OBC  Bowl  Cleaner  C2 

SOP  17    CI 

Environmental  Delivery  Systems, 
Inc. 

Degreaser  Al 

Lime/ AP  Cleaner  CI 

One  Step    Al 

Orange/  HD  Cleaner  CI 


Sanitizer D2 

Spa  and  Deck  Cleaner CI 

Transportation  Cleaner   Al 

Environmental  Insect  Control 
Systems  Inc 

InsectAway  Multi-Purpose  Insecticide  II  Fl 

Environmental  Marketing  Services, 
Ltd. 

AF-50 G5.G7 

BW  501   G6 

BW  535  G6 

BW  8129  G7 

BW  842  G6 

BW-494  G6 

BW-520  G6 

BW-534  G6 

BW-675  G6 

BW-676  G6 

BW-718  G6 

BW-841   G6 

BW-843  G6 

BW-844  G6 

BW-845  G6 

BW-895  G6 

CW-228  G5 

CW-229  G2.G5 

CW-2292  G5.G7 

CW-230  G5 

CW-231   G2.G5 

CW-309  G5.G7 

CW-320  G5 

CW-332  G5 

CW-356  G5.G7 

CW-366  G5.G7 

CW-367  G5.G7 

CW-391   G5 

FD-102 D2 

FD-103  D2 

FD-104 D2 

FD-105  D2 

FD-106  D2 

SC-201  D2 

SC-202  D2 

SM-15P   G7 

WW-938    G6 

392  G5 

8107  G6 

8109  G6 

8110  G7 

8111  G6 

8112  G6 

8113  G6 

8114  G6 

8115  G5.G6 

8116  G6 

8117  G6 

8119  G6 

8125  G6 

8126  G6 

8127  G6 

8128  G6 

8130  G6 

8131  G6 

8132  G6 

8133  G6 

8134  G6 

8135  G6 

8136  G6 

8140  G6 

8141  G6 

8143  G6 

8144  G6 

8150  G6 

8151  G6 


Environmental  Reclamation 
Systems  Inc. 

ERS  Formula  1   L2 

Environmental  Services,  Inc. 

ECA  Fogging  Concentrate  5628  Fl 

Environmental  Technologies 

Bio  Safe Al 

Environmental  Technology 

RB  Degreaser    Al 

Environmentally  Selected  Products 

Citra-Solv    CI 

Orange  Roughie E4 

Safety  Solvent  K2 

Envirosafe  Solutions  International 

ESI-1000   Al 

Envirosolv,  Inc. 

Re-Entry  ES  Solvent  Degreaser  CI 

Re-Entry  KNI  Solvent CI 

Re-Entry  KNI  Solvent-2000  K2 

Re-Entry  RFS  Solvent    CI 

Enzyme  Industries  of  the  USA,  Inc. 

Grease-G0   A1.L1 

Sanzyme A1.L1 

Enzyme  Research  &  Development 
Corp. 

TetrazymeLC125   L2 

Tetrazyme  PC108    L2 

Epic  Chemical  Sales  Corp. 

Bacti-Scrub  Lotion  Hand  Soap  El 

Breakthrough  Al 

Chlor-O-Foam  Al 

CP  205  Low  Foam  Lube    H2 

CP  31  F  A4 

CP57F  A3 

CP-1  Odorless  Sanitizing  Agent  ....    D2.Q3 

CP-115  H2 

CP-12-NJ  Al 

CP-131  A4 

CP-149  Al 

CP-150  Al 

CP-155  A4 

CP-21-NJ  A2 

CP-26  Al 

CP-26-NJ  Al 

CP-29-NJ  Al 

CP-31-NJ  A4 

CP-33NJ  Al 

CP-35  Al 

CP-37-NJ  Al 

CP^H-NJ  Al 

CP-55  A3 

CP-57-NJ  A3 

CP-59-NJ  A3 

Detergent  Cleaner-Disinfectant  Dl 

Epic  Antiseptic  Liquid  Hand  Lotion    ....  El 

Epic  Antiseptic  Liquid  Hand  Soap  El 

Epic  Antiseptic  Liquid  Hand  Soap  Cone.  El 

Epic  Astro  Equipment  Cleaner  A4A8 

Epic  Cold  Room  Cleaner   A5 

Epic  Conveyor  Lube  Concentrate H2 

Epic  CP  29    Al 
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EpicCP29-S  Al 

Epic  CP  31    Al 

Epic  CP  33-F A4 

Epic  CP  349    A2 

Epic  CP  41    Al 

Epic  CP  57  FA    A3 

EpicCP57H    A3 

Epic  CP  57-N    A3 

Epic  CP  57-N   A3 

EpicCP57-NF  A3 

EpicCP59HF  A3 

Epic  CP  59-N    A3 

EpicCP59-NF  A3 

EpicCP-21    Al 

EpicCP-57    A3 

Epic  CP-59    A3.Q2 

Epic  EP  106 A3 

Epic  EP  128 Al 

Epic  EP  133 A2 

Epic  EP  142 Q1.Q2 

EpicEP  142-NJ  Al 

Epic  EP  169 Al 

Epic  EP  28  Floor  Cleaner CI 

Epic  EP  29 Al 

Epic  EP  33 A2 

Epic  EP  37 Al 

Epic  EP  42 Al 

Epic  EP  44 A4 

Epic  EP  46  Laundry  Detergent  B  Bl 

EpicEP60-NJ  Al 

Epic  EP  65 Al 

Epic  EP  73  HT   A2 

Epic  EP  73  LF    A2 

Epic  EP  76 Al 

Epic  EP  84 Al 

Epic  EP  86 Al 

Epic  EP  87  P  Al 

Epic  EP  89 A2.Q1 

EpicEP  91  A1.Q1 

Epic  EP  93 A2 

Epic  EP  94 A2 

Epic  EP  99 A2 

Epic  EP-1 10 A1.Q1 

Epic  EP-122 A2 

EpicEP-125 A2 

Epic  EP-16 Al 

Epic  EP-73 A2 

Epic  K-66    A2 

Epic  Liq.  Conv.  Lube  No.  1  H2 

Epic  Liq.  Conv.  Lube  No.  2  H2 

Epic  Liquid  Hand  Soap  El 

Epic  Quarry  Tile  Cleaner  A4 

Epic  Solvent  A    C3 

Epic's  Skid  Rid   A4 

Epizyme-I    Al 

Epizyme-II  Al 

EP  122  F  A2 

EP  136  Al 

EP  33-FB  Al 

EP  39  A1.Q1 

EP60  Al 

EP87  Al 

EP-110-NJ  Al 

EP-1 11   Dl 

EP-114  A2 

EP-116  Al 

EP-122-NJ  A2 

EP-125-NJ  A2 

EP-128-NJ  Al 

EP-133-NJ  A2 

EP-140  A2 

EP-140-NJ  A2 

EP-150  A2 

EP-150-NJ  A2 

EP-16-NJ  Al 

EP-166  Al 

EP-172  Al 

EP-175  _ A2 

EP-19  A3 

EP-2  Al 

EP-2-NJ  Al 

EP-20-NJ  Al 


EP-22  C2 

EP-22-NJ  C2 

EP-23  Al 

EP-25  LI 

EP-25-NJ  LI 

EP-29-NJ  Al 

EP-33-NJ  A2 

EP-37-NJ  Al 

EP-39-NJ  Al 

EP-4  Al 

EP-4-NJ  Al 

EP-42  Al 

EP-42-NJ  Al 

EP-5-NJ  Al 

EP-65-NJ  Al 

EP-73-NJ  A2 

EP-74-NJ  A2 

EP-76-NJ  Al 

EP-81  Al 

EP-81-NJ  Al 

EP-83-NJ  Al 

EP-84-NJ  Al 

EP-87-NJ  Al 

EP-89-NJ  A2 

EP-91-NJ  Al 

EP-93-NJ  A2 

EP-98  A2 

EP-98-NJ  A2 

EP-99-NJ  A2 

Food  Plant  Solvent   HI 

Fortified  Pine  Odor  Disinfectant    CI 

Heavy  Duty  Breakthrough    Al 

Liquid  Conveyor  Lube   H2 

Liquid  Detergent-O  Al 

Liquid  Detergent-0    Al 

Liquid  HD  Circ  R  A2 

Mint  Disinfectant CI 

Oven  &  Grill  Cleaner  A8 

Pine  Odor  Disinfectant   CI 

Pine  Oil  Disinfectant  CI 

Refinish  Plus  Al 

Rocket  Clean  Al 

Skid  Rid  C  Al 

Super  Chlor-O-Foam  Al 

Epic  Industries 

"The"  Emulsifier  CI 

pH  7+  Pink  Lotion  Hand  Cleaner    E2 

Alkakleen  Floor  Cleaner  A4 

All  Purpose  Lime  O  Scale  Remover   ..  A3 

Bake  Pan  Cleaner   A2 

Bar  Foam  Glass  Washing  Powder  Al 

Bar  Foam  Liquid  Detergent   Al 

Bio-Kill    D2 

Blade   HI 

Breach  Chlorinated  Detergent Al 

Chillie  Willie  Freezer  Cleaner   A5 

Choice  Powdered  Detergent  Al 

Coronet  Fabric  Softener   B2 

Coronet  Liquid  Fabric  Softener   B2 

Coronet  Liquid  Laundry  Sour Bl 

Coronet  Oxygen  Bleach   Bl 

Coronet  White  Laundry  Deter Bl 

Dandy  Soft  Pink  Lotion  Hand  Dishwshg 

Det A4 

Dare  Degreaser   A4 

Del-Mar  Synthetic  Detergent    Al 

Deluxe  Pink  Hand  Dishwashing  Com- 
pound      Al 

Dical  Disnf.  Santzr  Fungicide  Deodor- 
izer      D2 

Drainace  CI 

E-ZSuds   Al 

Econo  All  Purpose  Beads  Al 

End-Germ  Concntrtd  Disinf.  Clnr Dl 

Epic  Concentrated  Liq.  Steam  Clng. 

Cmpd Al 

EpicCIP    A2 

Epic's  Attack  Deep  Fat  Fry  Cleaner  ....  A2 

Episuds  Laundry  Detergent  (Powdered)  Bl 

Episuds  Liquid  Laundry  Detergent Bl 


Epitame  Liquid  Laundry  Sour    B2 

Epitrol  Fabric  Softener  B2 

Epitrol  Liquid  Fabric  Softener  B2 

Fairway  Pine  Oil  CI 

First  Rate  CI 

Five  Way  Al 

Floor  Kleen   CI 

Formula  15    Al 

Fury  Instant  Spray  Cleaner  A4 

Garage  Floor  Cleaner   CI 

Germicidal  Q-Lab  Spray  Cleaner  CI 

Glide  Concentrated  Liquid  Cleaner   ....  Al 

Grade  "A"  Liquid  Hand  Soap El 

Guard-All  CI 

Happy  Hands  Powdered  Hand  Soap    ..  C2 

Like  Magic    A4 

Liquid  Bingo  Laundry  Detergent  Bl 

Lo  Suds  with  Phosphates   Bl 

Multi-Purpose  Cleaner    Al 

One  Time  H.D.  Cement  Floor  Cleaner  CI 

Pride  of  the  Kitchen  Liquid  Detergent  A 1 

Prime  Cut    Al 

Rid  D2 

Sapphire  Liquid  Laundry  Detergent  ....  Bl 

Snap  Concentrated  Bowl  Cleaner C2 

Sunbright  Al 

Swell  Ammoniated  All  Purpose  Clnr  ..  A4 

Swell  Borax  Powdered  Hand  Soap    ....  C2 

Swell  Grill  Oven  &  Fat  Fry  Cleaner  ..  Al 

Swell  Low  Foam  Laundry  Detergent  ..  Bl 

Swell  Pink  Suds  Lotionized  Detergent  A4 

Swell  Stainless  Steel  Cleaner  A7 

Swell-X    CI 

Tops  Pink  Detergent  Al 

Treasure  Terrazzo  Cleaner   A4 

Triple  Action  Water  Base  Stnls  Stl  Clnr  A7 

Tuff-E-Nuff  A3 

V-8  Chlorinated  Machine  Dishwashing 

Cmpd Al 

VA  All  Purpose  Cleaner&Floor  Condi- 
tioner    A4 

Waltex  All  Purpose  Beads   Al 

Waltis  Hand  Dishwashing  Compound  Al 

Waltis  No.  7  Chlorinated    Al 

Waltis  Opal  Machine  Dishwashing 

Compound Al 

Waltis  Pot  &  Pan  Cleaner Al 

Waltis  89  CI 

305  Heavy  Duty  Liq.  Mach.  Dshwshing 

Det Al 

Epic  Supply  Co. 

Epiclean  Hand  Cleaner  E4 

Eppert  Oil  Company 

AL-9 A4 

Eppco  Hydrolube  #500  H2 

Whit-Kleen#7  Al 

Equipment  Trade  Service  Co.,  Inc. 

Formula  Fast  Break  Al 

Formula  Photo  Finish   Al 

Formula  Power  Play  Al 

Silver  Medal    Al 

Tackle    Al 

Equity  Hotel  Supply 

Bathroom  Buster  C2 

Sparkling  Glass  Cleaner  CI 

Equity  Laboratories 

LD-200  El  Sol  K2 

LD-200  ElecSol  K2 

LD-202  Enersol  CI 

LD-202  Genersol  CI 

LD-222  F.P.  Sol    Al 
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LD-222Husk Al 

LD-230  Acidex   A3 

LD-230  Scale  X    A3 

LD-235  Acidex  Dry    A3 

Equity  Laboratories,  S.A. 

Equity  LD-222 Al 

LD-200 K2 

LD-202 CI 

Eratek,  Inc. 

Blue  Pressure  Spray  Wash   Al 

Brite  Stainless  Steel  Cleaner A7 

De-Scale A3 

Deo  Solve    CI 

Era-Det A4 

EraJube HI 

EOC-40   CI 

Foam-Sol  A4.A8 

Fog  Sect  Insecticide    Fl 

Germ  X-Mint CI 

Glasseen  CI 

H-D-C    A4.A8 

Hydro  Solve Al 

Lube  Gun  H2 

LDS   Al 

Omnidet  A4 

Rid  F2 

Sanilube-C  H2 

Sewer  Pipe  Cleaner  LI 

Single  Step    Al 

Unclog  LI 

Wax-Emulse    A4.A8 

Erbrich  Products  Company 

Epco  Bowl  Cleaner  C2 

Linco   BlJDl 

SX-3 D2.G431 

Erickson  Chemical  Company 

Amine  Condensate  Treatment-74  G6 

Amine  Condensate  Treatment- 75  G6 

Amine  Condensate  Treatment-76  G6 

Amine  Condensate  Treatment-77  G7 

Boiler  Water  Treatment  #164  G6 

Boiler  Water  Treatment  #294  G6 

Boiler  Water  Treatment  #863  G6 

Boiler  Water  Treatment  #877  G6 

Boiler  Water  Treatment  Formula- 197  G7 

Boiler  Water  Treatment  Formula-279  G7 

Boiler  Water  Treatment  Formula-888  G6 

Boiler  Water  Treatment  Formula-892  G6 

Boiler  Water  Treatment  866-FG  G6 

Cooling  Water  Treatment  #250    G7 

Cooling  Water  Treatment  #452    G7 

Cooling  Water  Treatment  Formula  760  G7 

Cooling  Water  Treatment  Formula-450  G7 

Cooling  Water  Treatment  451    G7 

Formula-Ethylene  Glycol    G7 

Water  Treatment  #303    G7 

Water  Treatment  #72    G6 

Water  Treatment  #857    G6 

Water  Treatment  #870    G6 

Water  Treatment  Formula- 191   G2 

Water  Treatment  Formula- 196  Gl 

Erin-America  Ltd. 

Enviro-Star  Stainless  Cleaner/Degreaser  A3 

Erie's  Janitorial  Supply  Co. 

Brite  CI 

Fresh  Scent   CI 

Minty  CI 

Super  Scent    CI 


Ersint,  Inc. 

OrganEx  L2 

Esco  Process 

BWT-E  10  G6 

BWT-E11  G6 

BWT-E  12  G6 

BWT-E  13  G6 

BWT-E  14  G6 

BWT-E  15  G6 

BWT-E  16  G6 

BWT-E  17  G6 

BWT-E  18  G6 

BWT-E-19  G7 

Espar  Chemical  Corp. 

Espar-Kleen  A4.A8 

Pink  Velvet  Hand  Soap  El 

Essential  Industries,  Inc. 

Chlorfoam  Degreasing  Cleaner Al 

Chlorinated  MRD   Al 

Floor  Cleaner A4 

Foaming  Meat  Room  Degreaser  CI 

Heavy-Duty  Spray  Cleaner  CI 

Lime-Rid  PM  305  Lime  Remover  C2 

Liquid  Hand  Dishwash  Pot  and  Pan 

Cleaner   Al 

Lotionized  Antiseptic  Liquid  Hand  Soap  El 

Mint  Odor  Counteractant    CI 

MP  A619  Liquid  Hand  Dishwash    Al 

MP  358  Quick  Suds  Degreasing  Cleaner  Al 

Neutral  Cleaner  CI 

Nutral  Q  CI 

Orange  Essence  #1    CI 

Orange  Essence  #2    CI 

PM  Blue  Concentrate  2085 A4 

PM  Concentrated  Bowl  Clnr C2 

PM  Drain  Pipe  Opener  LI 

PM  Freezer  Cleaner    A5 

PM  Mild  Prcln  Grout  Tile&Bowl  Clnr.  C2 
PM  Mild  Shwr  Tile  Grt  Fixtr  Toil  Bwl 

Cln  C2 

PM  New  Drain  Cleaner    LI 

PM  New-Safer  Dram  Pipe  Opener LI 

PM  Non-Acid  Bowl  Cleaner    C2 

PM  Nu-Tral  Cleaner-Degreaser    Al 

PM  Oven  Cleaner  A8 

PM  Spray  Cleaner C2 

PM  TilePorcelain.&Toilet  Bowl  Clnr.  C2 

PM  1502  Super  Garage  Floor  Clnr CI 

PM  18T3-Thrust   Bl 

PM  2032  Low  Suds  Cleaner A4 

PM  2070  Visco  Pine  Clinging  Cleaner  CI 

PM  2072  Liquid  Laundry  Detergent    ..  Bl 

PM  2089  Ecco  Solvent  Cleaner  CI 

PM  2095  Xtra  Duty  Wax  Stripper  A4 

PM  2300  Econo-Strip  A4 

PM  2323  Heavy  Duty  Machine  Dshwsh. 

Pwdr.  Al 

PM  2328  Econo-Cleaner A4 

PM  2343  Concentrated  Cleaner-De- 
greaser    A4 

PM  2346  Stnlss  Steel,  Porcelain  &  En] 

CI C2 

PM  2405  Non-Acid  Bowl  Cleaner  C2 

PM  2701  Quick  Suds  Degreasing 

Cleaner   A4 

PM  2705  Industrial  Heavy  Duty  Cleaner  Al 
PM  2828  Clinging  Porcelain  &  Bowl 

Clnr  C2 

PM  2841  ClngshwrTile&Grt  PrclnBowl 

Clnr  C2 

PM  294  D-Limer A3 

PM  308  Lotionized  Liq.  Hand  Dshwsh  Al 

PM  325  Concentrated  Liq.  Hand  Soap  El 

PM  33E  Laundry  Detergent   Bl 


PM  337-Sof-Tutch  Pink  Lotion  Hand 

Clnr E4 

PM  338C  Liquid  Hand  Soap    El 

PM  354  Hvy  Dty  Clnr.Degrsr.&Wax 

Strppr CI 

PM  359    Al 

PM  360    Al 

PM  387  Supreme  Powdered  Cleaner  ..    A4 

PM  395  Mechanics'  Hand  Cleaner E4 

PM  400-1  SuperBase  All  Purp.  Clnr.  ..  A4 
PM  401-1  SuperBase  Wax 

Strppr&Degrsr A4 

PM  403  Liq.  Parts  Degreaser  CI 

PM  501  Economy  Cleaner  A4 

PM  504  Xtra  Active  Concentrate  A4 

PM  581  All  Purpose  Cleaner  A4 

PM  6x  Prep  Floor  Conditioner  A4 

PM  603P  Xtra  Dty  Wax  Strppr(Hgh 

Actv)  CI 

PM  830  Industrial  Heavy  Duty  Cleaner  A 1 
PM  9020R  Antisp.  Liq.  Hand  Soap  20%  El 
PM  9040R  Antisp.  Liq.  Hand  Soap  40%  E4 
PM  9066  Pink  Lotnzd  Antisp  Liq  Hand 

Soap    El 

Quat  Rinse  D2 

Quat  256  Detergent/Disinfectant    D2 

Quat  42    D2 

Quat  44    CI 

Quat  44  Cherry  CI 

Quat  44  Floral  CI 

Quat  44  Lemon  CI 

Quat  44  Mint  CI 

Quat  44  Pine   CI 

Quick  Foam  Degreasing  Cleaner  Al 

Readiquat  C2 

Sassy  All  Purpose  Cleaner  CI 

Supercon  Glass  Cleaner   CI 

Supercon  Heavy-Duty  All  Purpose 

Cleaner   CI 

Supercon  Meat  Room 

Cleaner/Degreaser Al 

Supercon  Non-Butyl  Cleaner/Degreaser  CI 
Supercon  Restroom,  Tile  and  Tub 

Cleaner   C2 

Trust  Antiseptic  Hand  Soap  El 

Window  Cleaner  103K  CI 

1062  Al 

2827  Pink  Porcelain  Bowl  Cleaner  ....  C2 
2835  Heavy  Duty  Cleaner-Dgrsr-Strip- 

per  CI 

2848  Hvy  Dty  bid.  Cleaner  &  Steam 

Clnr A4 

340  Liquid  Hand  Soap  Concentrate  El 

502  Economy  Concentrate   CI 

Essential  Service  &  Supply,  Inc. 

Prepainted  Panel  Cleaner  Blast 

Off A4.A8.A8 

201  Cleaner-Stripper-Degreaser  Al 

Etasol  Distributing  Company 

Etasol  Industrial  Cleaner A I 

Ethyl  Corporation 

Ethylflo  162 HI 

Ethylflo  164  HI 

Ethylflo  166  HI 

Ethylflo  168  HI 

Ethylflo  170  HI 

Sodium  Bromide  38    G7 

Etowah  Chemical  Sales  &  Service 

GS  125  Al 

MC-20  Al 

MD-126  Al 

OC-55    A8 

SC-10  Al 
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Euclid  Chemical  Company,  The 

Eucolastic  I  Pourable  Sealant  Limestone  PI 
Eucolastic  II  Pourable  Sealant  Lime- 
stone     PI 

Eucon  Retarder-75 PI 

Eugene  Linen  &  Overall  Supply 

Laundry  Detergent Bl 

Eureka  Chemical  Company 

Fluid  Film  -  FG  HI 

Eureka  Laboratories,  Inc. 

Con-Mist   A4 

Enzyme  Bactena  Complex  L2 

Green  Solv  CI 

Hand  Soap  El 

Heavy  Duty  General  Purpose  Cleaner      A4 

Insecticide  #923 Fl 

Liqiri-Act  LI 

Liqui-Drain    LI 

New  Spray  Foam  Cleanc A4.A8 

No.  200  Super  Butyl  Cleaner  A4 

Powdered  Hand  Soap   C2 

Sana-CIene  Concentrate    CI 

Stainless  Steel  Cleaner  And  Polish    ....    A7 
Super  Pot  'n  Pan  Concentrated  Cleaner    Al 

Tamed!!   LI 

Total-Clean    Al 

Zip-100  All  Purpose  Cleaner    Al 

201  Heavy  Duty  Cleaner    Al 

Eve  Incorporated 

All  Purpose  Cleaner   A4 

Blitz  Al 

Cleaner  &  Degreaser A4 

Cleaner  Degreaser  Al 

Demon  A4 

Diamond  Glass  Cleaner    CI 

Release  Foamy  Cleaner Al 

Evergreen  Distributing  Corp. 

Zip  Clean  Al 

Excaliber  Group,  The 

Acid  Bowl  Cleaner  C2 

Alkaline  Drain  Opener   LI 

Antiseptic  Hand  &  Body  Soap  El 

Bowl  Blocks    C2 

Dishwashing  Detergent  Al 

Foaming  Cleaner  Al 

Freezer  Cleaner  A5 

Glass  Cleaner CI 

Glass  Geaner CI 

Goof  Proof  AP  Cleaner A4 

Heavy  Duty  Cleaner-Degreaser    ....    A4.A8 

Lemon  Disinfectant-Cleaner  C2 

Oven  &  Griddle  Cleaner A8 

Ready-To-Use  Hand  Soap    El 

Sanitizer-Disinfectant    D2.E3 

Urinal  Blocks C2 

Viscous  Bowl  Cleaner C2 

Excel  Chemical  Company 

Excel  Toilet  Bowl  Cleaner  C2 

No  Fume   LI 

X-L  Concentrate   Al 

Excel  Chemical  Company,  Inc. 

Add    Al 

Alkalinity  Adjust  G6 


Aluminum  Chiller  Cleaner  Al 

AFS-512    D2 

Blast  Al 

Blitz  Al 

Block-Aid    LI 

Brick-Klenz  A3 

BWT-1000  G7 

BWT-2000  G6 

C-200  G7 

Cherry  Deodorant  Spra  w/Exclsv 

SP+Stblzr   CI 

Chlor-Ex    D2 

Citrisolv  CI 

Citrisolv  Emulsion    CI 

Citrisolv  Gel    CI 

Citrisolv  Hand  Soap    E4 

Citrisolv  Hand  Soap  with  Grit   E4 

Citrisolv  100   CI 

Clinger  C2 

Condensate  Corrosion  Inhibitor   G6 

Contract  F2 

Corrosion  and  Scale  Inhibitor  G6 

CCP-100    Al 

CIP  Acid  Cleaner   A3 

CIP  Cleaner  Al 

CL-4600  A1.Q1 

CST-1    G7 

CST-2    G7 

CWT-1000  G7 

CWT-2000  G7 

Excel  Freezer  Cleaner  A5 

Excel  Kloro-Klean Al 

Excel  L-451  Al 

Excel  L-7 10  Tray  Cleaner    Al 

Excel  Slik    H2 

Excel  3DVF Dl 

EL-350  A4 

Formula  L-243 Al 

Formula  960    Al 

FA-550  Foaming  Acid  Cleaner    A3 

G-4400  A1.Q1 

G-480  Al 

Genteel  Al 

Iodo  1  to  75  D2 

Jet  Clean    Al 

Kleenzit  A3 

L-572  Cleaner  Al 

L-581  Freezer  Cleaner    A5 

Lectri-Sol  K2 

Lift  CI 

Lightning  Al 

Liquid  Hand  Soap  El 

LC-600  A1.C3 

LPH  Freezer  Cleaner A5 

NR-10    D2 

NT   A4 

Odo-Go    CI 

One  For  All  CI 

Phos-Clene A3 

^e-O-Dis  CI 

Plus  25  A4 

PC  Porcelain  Cleaner    A3 

Quatramine  B    D2 

Quatriclene  CI 

Regal   C2 

Resin  Cleaner    PI 

Sani-Derm   E2 

Sani-Hand    E2 

Seabreeze  CI 

Stuff  A4 

Sudzy  Ammonia    CI 

Super  Bowl    C2 

SPI  Fl 

T  &  S  Hand  Soap  El 

Triple  K  Al 

Trolley  Lube   HI 

XL  Suds  Al 

XL-200 A4 

Z-2100  A4 

Zeolite  Regenerator  PI 

921  Hot  Dip  Tank  Cleaner  A2 


Excel  Chemical  Enterprises,  Inc. 

VR-125    CI 

Excel  Supply  Company 

CIP  Caustic  Cleaner   A2 

Excel-Mineral  Company 

Absorbs-It    Jl 

Clean  Dri  Jl 

Quick-Sorb Jl 

ExceJex  Corporation,  The 

Excelex  Bleach   Bl 

Industrial  10  Bleach    Bl 

Liqui-Chlor   B1JJ2.Q4 

Excellent  Foods 

Go  Getter  Al 

Excelsior  Varnish  &  Chemicals 

Acid  Foam  Cleaner  Code  2053    C2 

Alkaline  Foam  Cleaner  Code  2050    ....  A4 

Boiler  Sludge  Conditioner  Code  9350  G6 

Boiler  Treatment  Liquid  Code  9300    ..  G6 

Boiler  Treatment  Liquid  Code  9340  ..  G6 
Boiler  Treatment  Liquid  Smdrd  Code 

9320    G6 

Boiler  Treatment  Powder  I  G6 

Boiler  Treatment  Powder  II   G6 

Heavy  Duty  Cleaner-Degreaser  No. 

2120    A4.A8 

Liquid  Boiler-Chelate  No.  9444  G7 

Liquid  Boiler-Htg.  High  Makeup  No. 

9330    G7 

Liquid  Boiler-Process  Steam  No.  9333  G7 
Liquid  Cleaning  Compound  Code  No. 

3920    A4 

Liquid  Domestic  Water  Treatment  G2 

Liquid  Oxygen  Scavenger  No.  9359  ..  G6 
Odor  Conteractant  Water  Soluble 

R-664-W  CI 

Odor  Counteractant  Oil  Soluble 

R-665-O    CI 

Odor  Counteractant  Surface  Trt, 

R-667-0  CI 

Oxygen  Scavenger  Powder  Code  9430  G6 
Powdered  Drain  Opener  Fast  Acting  V 

252    LI 

Powdered  Drain  Opener  Slow  Acting  V 

253    LI 

Rack  Wash  601  A2 

Steam  Line  Treatment  Code  9370   G6 

Exelchem  Industries  Inc. 

Excelclean  D-1000    D2 

Exotic  Chemical  Company,  Inc. 

Conlube  11    H2 

Maxim   Bl 

PC-VL  CIP  Cleaner    A2 

PC-50  CIP  Cleaner  A2 

SEChlorPlus   Al 

Express  Chem 

Assault  A4 

Bio-Chem    CI 

Descale-Plus    A3 

Express  Clean    Al 

Guardian    Dl 

Speed-Out    LI 

Steam-Magic  Al 
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Exsel  Industries,  Inc. 

Contact  &  Circuit  Board  Cleaner  K2 

Disco  Lemon  Disinfectant  Cleaner  ..  CI  ,A4 

EI-220    A4.A8 

Multi-Power  Cleaner  Degreaser  A4 

Pink  Rainbow  Liquid  Dishwash  Con- 
centrate     Al 

Tar-Off  Concentrated  Emulsifying 

Dgrsr  Kl 

XL-Solv  K2 

XL-98 Al 

I-asIT  lira  Labs,  Inc. 

Acid  Cleaner  BN  A3 

Awake   C1A4 

Booster  Laundry  Break  A1.B1 

BW-38  A2 

Cal  Can  Cleaner  RC-5    A2 

Cal  Can  Cleaner  1  A2 

Cal  Can  Cleaner  2  A2 

Cal  Can  Cleaner  4  Al 

China  Dip    Al 

Chlor  MDL-7721  Al 

Citrus-Kleen CI 

Cleaning  Gem   A4 

Delac   A3 

E-San  205    D2 

E-Z  Kleen    A4 

Exslite  #10  BOC  A2 

Exslite  'Purg'  Drain  Cleaner  LI 

Exslite  BHG-762  Al 

Exslite  Chlor  Cal  Al 

Exslite  Condor  Chlor    Al 

Exslite  Controlled  Suds  Shroud  CI.     A1J31 

Exslite  CCL  Special    Al 

Exslite  D-Ice   CI 

Exslite  E-13  Al 

Exslite  E-14  Al 

Exslite  Enzadet   Bl 

Exslite  F-41 7  Al 

Exslite  F-430  A2 

Exslite  Fluff Al 

Exslite  Foam  Up  Al 

Exslite  H  &T  110    A2 

Exslite  Hand  Soap  El 

Exslite  Hi  Glo  #10    Al 

Exslite  HD  AL  Spray  Cleaner   A2 

Exslite  HD-44   A2 

Exslite  Lash  A2 

Exslite  Laundry  Compound    B2 

Exslite  Lor  Leen  Chlorinated  Al 

Exslite  Lube  #1   H2 

Exslite  Lube  #3  H2 

Exslite  Lube  #7  H2 

Exslite  LF-EMR    A3 

Exslite  LG  Neutralizer   Bl 

Exslite  LHD  Chlor   A2 

Exslite  LST  461     A4 

Exslite  LST  465    Al 

Exslite  M-X-17   A2 

Exslite  Monarch    Al 

Exslite  Multi  51     Al 

Exslite  MAC  2001    Al 

Exslite  Neutrakleen  No.  1  Al 

Exslite  Neutrakleen  No.  2 Al 

Exslite  Neutrakleen  No.  3  Al 

Exslite  Powdered  Hand  Soap  C2 

Exslite  Prefer  Al 

Exslite  Prefer  No.  2    Al 

Exslite  Rapid  Rinse Al 

Exslite  Special  Chlor Al 

Exslite  Sulfamic  Acid  A3 

Exslite  Super  Kleen Al 

Exslite  Super  X.L Al 

Exslite  Super  X.L.  Liquid  Concentrate  Al 

Exslite  TM  Cleaner  A6 

Exslite  V-Kleen  Al 

Exslite  WOW-75  A2 

Exslite  2-DFF  Cleaner    A2 

Exslite  2-OFC   A1.Q1 


Exslite  2-OFHD A2 

Exslite  2-SMC  A2 

Exslite  2-SMC  #40  A2 

Exslite  2050E    A1.Q1 

Exslite  3004 Al 

Exslite  4004F    Al 

Exslite  4033  Al 

Exslite  438  HD  A231 

Exslite  4460  Al 

Exslite  500  A2 

Exslite  526  Al 

Exslite  712  A2 

Exslite  7130  A2 

Exslite  7270  Al 

Exslite  7530  A2 

Exslite  75 35-CC    Al 

Exslite  955  A2 

Exsol-Chlor  Dl 

Floor  Cleaner  BN   Alj31 

Formula  1155    CI 

Formula  7858  CW Al 

Freezer  Locker  Cleaner A5 

Hi-White  Bleach   Bl 

Liquid  Organic  Concentrate   El 

Liquid  Tray  Wash  Al 

Misty  Fabric  Conditioner   Bl 

Modified  Orthosilicate    Bl 

MDW  A2 

Nu-White  Laundry  Compound  B2 

Power  Plus  Al 

PL-40  Al 

PL-500  Al 

Rosette  CI 

Safe-T-Steam  Al 

The  Blue  Max   Al 

The  Cleaning  Gel    Al 

The  Foaming  Cleaner  Al 

Traction   A3 

Whiter  Than  Ever  Bl 

XL- 300 Al 

Extra  Cash  Ent. 

All  Purpose  Degreaser    Al 

E.C.E.  Heavy  Duty  Cleaner  Al 

Extraction  Systems,  Inc. 

Heavy  Duty  Degreaser  &  Cleaner  302  A4 

Exxon  Company,  U.S.A. 

Alert  M  275  H2 

Andok  260  H2 

Bayol  72    HI 

Bayol  90    HI 

Bayol  92    HI 

Beacon  Q  2  H2 

Carum  330  HI 

Coray  100    H2 

Coray  15    H2 

Coray  150    H2 

Coray  22    H2 

Coray  220    H2 

Coray  32    H2 

Coray  320    H2 

Coray  46    H2 

Cylesstic  TK  1000 H2 

Cylesstic  TK  460 H2 

Cylesstic  TK  680  H2 

Enmist  EP  100    H2 

EnmistEP150    H2 

Enmist  EP  22    H2 

Enmist  EP  220    H2 

Enmist  EP  460    H2 

Esstic  150    H2 

Esstic  32    H2 

Esstic  68    H2 

Estan  1  H2 

Estan  2  H2 

Estan  3  H2 

Exxsol  D  110 HI 


Exxsol  D  80 HI 

Faxam  15  H2 

Faxam  22  H2 

Faxam  46  H2 

Fibrax  280  H2 

HDX  Plus  Grade  10W    H2 

HDX  Plus  Grade  20W-20 H2 

HDX  Plus  Grade  30   H2 

HDX  Plus  Grade  40   H2 

Isopar  M    HI 

Isopar  V  HI 

Marcol  100    HI 

Marcol  130    HI 

Marcol  145    HI 

Marcol  52    HI 

Marcol  62    HI 

Marcol  70    HI 

Marcol  72    HI 

Marcol  82    HI 

Marcol  87    HI 

Marcol  90    HI 

Marcol  97    HI 

Millcot  K  220   H2 

Multi-Purpose  Grease   H2 

Nebula  EP  0    H2 

Nebula  EP  1    H2 

Norpar  12 HI 

Norpar  15 HI 

Nuto  H  100  H2 

Nuto  H  150  H2 

Nuto  H  32  H2 

Nuto  H  46   H2 

Nuto  H  68   H2 

Primol  185  HI 

Primol  205  HI 

Primol  325  HI 

Primol  355  HI 

Spartan  EP  100   H2 

Spartan  EP  1000   H2 

Spartan  EP  150   H2 

Spartan  EP  1500   H2 

Spartan  EP  220   H2 

Spartan  EP  2200   H2 

Spartan  EP  320   H2 

Spartan  EP  3200   H2 

Spartan  EP  460   H2 

Spartan  EP  68   H2 

Spartan  EP  680   H2 

Spinesstic  10  H2 

Synesstic  68  H2 

Telura417   H2 

Telura  619  H2 

Teresstic  100  H2 

Teresstic  150  H2 

Teresstic  33  H2 

Teresstic  46  H2 

Teresstic  68  H2 

Teresstic  77  H2 

Unirex  N2   H2 

Univis  Special  B  2200    H2 

Univis  Special  B  320    H2 

Univis  Special  B  320  A   H2 

Univis  Special  EP  220    H2 

Univis  Special  Mist  EP  100  HI 

Univis  Special  Mist  EP  220  HI 

Univis  Special  Mist  EP  320  HI 

Univis  Special  Mist  EP  460  HI 

Univis  Special  Mist  EP  68  HI 

Univis  Special  Mist  32  H2 

Univis  Special  22    H2 

Univis  Special  32    H2 

Univis  Special  46    H2 

Univis  Special  68    H2 

Zerice  Supreme  32    H2 

Zerice  22   H2 

Zerice  46  H2 

Zerice  68   H2 

3119  EP  Gear  Oil  320    H2 

3125  EP  Gear  Oil  460    H2 

3126  EP  Gear  Oil  220    H2 

3138  EP  Mist  Oil  68 H2 
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3139  EP  Mist  Oil  220  H2 

3140  EP  Mist  Oil  320 H2 

3141  EP  Mist  Oil  460 H2 

Ezzy  Clean-Up,  Inc. 

Ezzy  Way  "E-2"  Hand  Soap  E2 

Grease  Gone    A4.A8 

F  &  E  Distributing 

Glass  Cleaner CI 

F  &  H  Chemicals 

Acid  Detergent    A3 

Acigen  2012    A3 

Lime  Scale  Remover A3 

Sanitize    Dl 

F  &  H  Food  Equipment  Co. 

Silicone  Spray  Food  Grade HI 

F  &  L  Chemical  Mfg.  Corp. 

HD-Commander    Al 

Lime  Exit A3 

Thik-Quik    El 

F  &  S  Supply  Co.,  Inc. 

Acid  Bowl  C2 

Acid  Power   A3 

Air  Fresh  C2 

Air  Freshener  Pine    CI 

Bio  Scrub  E4 

Boiler  Cure    G6 

Bug  Kill  Fl 

Butcher  Blaster  Al 

Butcher  Bug  Kill  Fl 

Cafe  D  Dl 

Chain  Lube H2 

Chlorine  Clean Al 

Clean  Up  CI 

Clear  Vu    CI 

D.  Clean  L LI 

Dish  Clean  L    Al 

Disinfectant  Deodorant  II  A4 

Disinfectant  Deodorant  m    D2 

Double  Duty    Kl 

Dr.  Rapid  DDC  CI 

Drain  Maintainer  LI 

Dry  Cover    A4 

Dry  Power  Al 

Dual  Kill   F2 

Dump  D  CI 

Easy  Do  A8 

Easy  Kill  Mutli-Purpose  Insecticide  Fl 

Eliminator   CI 

Eliminator   CI 

Enzyme  8 L2 

Fessco  Hi  Alk  Cleaner  F    Al 

Fessco  Hi  Alk  Cleaner  NF  Al 

Foam  Kill    Al 

Freezer  &  Locker  Cleaner    CI 

Fresh  Up  Orange  CI 

Glimmer A7 

Grease  Blaster  Al 

Gum  Off    CI 

Hand  Scrub   E4 

Hercules  A8 

Hi  Alk  Cleaner   Al 

Hi  Alk  Non  Foaming  Cleaner    Al 

Hi  Power  K2 

Hi  Tech  1  Contact  &  Circuit  Board  Clnr  K2 

Hook  D.  Rust    A2 

HDC  Disinfectant  Cleaner   CI 

Lemon  O   CI 

Low  Suds  P Bl 

Low-Temp  A5 


Machine  Dish  P Al 

Magic  Blue  Glass  &  Plastic  Cleaner  ..    CI 

Magic  Green  Disinfectant  CI 

Magic  Orange  Degreaser/Cleaner CI 

Magic  Pink  All  Purpose  Cleaner   ....  A4.C1 

Mint  Disinfectant CI 

Mint  O  CI 

Mortar  Mover  II    A3 

Mr.  General  CI 

Mr.  General  Foam  CI 

Neutra  Clean  A4 

Neutra  Clean  II  A4 

No  Smudge   CI 

No  Spot  Dry  Clean  Kl 

Odor  Neutralizer  Bayberry  CI 

Odor  Neutralizer  Bouquet  CI 

Over  Easy    HI 

P  &  P  Power  H2 

Penetrator Al 

Pine  Oil  Disinfectant CI 

Por  Con  C2 

Por  Con   A3 

Por  Con  Foam  C2 

Pure  Power    Al 

Purple  Power  A4.A8 

Red  Shot  Lube H2 

Remove  O  &  S   LI 

S  &  L  A3 

S&L  Blaster   A3 

Safe  Solve   K2 

Safety  Power  Kl 

Shine  &  Clean  CI 

Sister  Suds  Al 

Spray  Wrench    H2 

Steam  L-l    Al 

Stop  O   CI 

Super  Red  Cleaner    Al 

Super  Solve  Kl 

Super  Suds  Al 

Sure-Open   LI 

Total  Odor  Counteractant  CI 

Vertical  Power  II  Kl 

Zip  Slip    H2 

Zyme  Time    CI 

15%  Hand  15 El 

20%  Hand  20 El 

30%  Hand  30 El 

40%  Hand  40 El 

F  D  Sterling  Chemical  Company 

Spray  &  Wipe  Cleaner  DegTeaser    Al 

F  E  C  Industries 

Aqua-Clean    A4 

Lana  Suds    Al 

N.B.C.  Non-Butyl  Cleaner-Degreaser  Al 

Steam  Boiler  Treatment  #901  G6 

Steam  Boiler  Treatment  #908  G6 

F  F  Industrial  Service  &  Supplies, 
Inc. 

Golden  Gator  Concrete  Cleaner  CI 

Grime  Scat  A4 

Hydro  Sol    C2 

Iodo-175 D2 

Multi  Blue  Al 

No.  80  Space  Spray    Fl 

Premium  Fly  &  Roach  Spray  Fl 

Quick  Drain  LI 

Safe   Al 

Sewer  Solvent   LI 

F  M  C  Corporation 

Dipotassium  Phosphate  G7 

Disodium  Phosphate  G6.G1 

Hexaphos  G6.G1 

Monosodium  Phosphate    A3.G1 


Phosphoric  Acid    A3 

Potassium  Tripolyphosphate  Al 

Soda  Ash  Dense  160 G6.G1 

Soda  Ash  Grade  100  G6,G1 

Sodium  Bicarbonate-Industrial  Grade    ..  PI 

Sodium  Sesquicarbonate  Gl 

Sodium  Tripolyphosphate  A1,G6,G1 

Tetrapotassium  Pyrophosphate  Granular  Al 

Tetrasodium  Pyrophosphate   A1,G6,G1 

Trisodium  Phosphate A1,G6,G1 

F  P  C  Metro 

Filmex    Al 

JM40  Natural  Degreaser  CI 

JW-26  Natural  Pressure  Washer  Deter- 
gent    CI 

Pure-Gold CI 

RMS-36  Al 

F  R  M  Chem,  Inc. 

Cir-Clean  Al 

Gain  S.V.P A3 

Steri-Dine  Disinfectant  D2 

Super  8 Al 

F  S  M  Corporation 

Genii  110  CI 

F.A.B.,  Inc 

Ant  &  Roach  Killer F2 

Flying  Insect  Killer  Fl 

FA- 1007  Pink  Liquid  Detergent  A4 

FA-707  Green  Liquid  Detergent Al 

Glass  and  Surface  Cleaner   CI 

Lemon  Furniture  Polish    A7 

Meat  Room  Cleaner   Al 

Oven  and  Grill  Cleaner A8 

F/M  Chemical  Co. 

Cleaner  304  C  A2 

Cleaner  403A Al 

Paint  Lok  Metal  Conditioner  1  A3 

WT-17   G6 

WT-6  G6 

WT-6  G6 

WT-7E  G6 

WT-77  G7 

WT-8  G7 

WT-9  G7 

Fadler  Co.,  Inc. 

Quick-Foaming  Fat  &  Grease  Cleaner     Al 
Fain  Chemical  &  Paper 

Acid  Bowl  Cleaner  C2 

Blue   A4 

Neutra  Clean   A4 

Non  Acid  Bathroom  Cleaner   CI 

Pink  Hand  Soap E4 

Release  A4 

Sani-Brite CI 

Shop  Plus  A4.A8 

Valmont  Best  Bet   A6.C2 

Visions  CI 

3D  Lemon   CI 

3D  Pine   CI 

Fairbank  Corporation,  The 

Vamos  Flying  Insect  Killer F2 

Fairfield  American  Corporation 

Alleviate  Aqueous  I    Fl 
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Alleviate  Fogging  Spray  Code  721.91  ..  Fl 
Alleviate  Food  Plant  Fogging  Spray    ....  Fl 

Alieviate  General  Purpose  Spray   Fl 

Alleviate  Industrial 

SprayE.C.Code722.31     Fl 

Alleviate  M.A.G.C.  5-2.5   Fl 

Alleviate  Malathion  Mosquito 

Fog.Insect F2 

Alleviate  Mosquito  Fog.  Spray 

Code723.51  Fl 

Alleviate  Oil  Concentrate  Fl 

Alleviate  l-0.5FoodPlantSpray 

Code721.41  Fl 

Alleviate  25-12.5  M.A.G.C Fl 

Alleviate  25-5  M.A.G.C Fl 

Aqueous  Food  Plant  Pym.  Fog.  Insect.     Fl 

Aqueous  Residual  Spray  F2 

Automatic  Seqntl.  Food  Plant  Prsrzd  Spr  F2 
Automatic  Sequential  Pressurized  Spray  F2 

Baygon  1%  Residual  Spray     F2 

Compactor  and  Kitchen  Insecticide  Fl 

Drione  Insecticide  F2 

Drione  Insecticide  Spray  F2 

Dursban  Multi-Purpose  Insecticide F2 

Food  Plant  Fogging  Insecticide    Fl 

General  Purpose  0.25-0.25  Insect  Killer  Fl 
Industrial  Aqueous  Pressurized  2.0-0.4  Fl 
Industrial  Aqueous  Pressurized  4.0-0.5     Fl 

Industrial  Crawling  Insect  Spray    F2 

Industrial  Pressurized  Spray  2.0.-0.4   ....  Fl 

Kicker   Fl 

M.A.G.  3-6-10  Fl 

Mosquito  Spray  Concentrate Fl 

Multi-Purpose  Alleviate  Insecticide 

Cone    Fl 

Multi-Purpose  Pyrenone  Insect  Cone.  ..  Fl 

Multi-Purpose  Residual  70  W.P F2 

Permanone  General  Purp.  Aqueous 

Insct.II  F2 

Permanone  Multi-Purpose  0.25%  Spray    F2 

Permanone  Multi-Purpose  10%  E.C F2 

Permanone  Multi-Use  Insecticide  Spray  F2 
Pressurized  Spray  Multi-Use  Insecticide  Fl 

Pyrenone  Aqueous  Space  Spray  Fl 

Pyrenone  Aqueous  30-3   Fl 

Pyrenone  Bendiocarb  Roach  and  Ant 

Spray  F2 

Pyrenone  Crop  Spray  Insecticide  Fl 

Pyrenone  Dairy  &  Food  Plant  Aerosol 

U   Fl 

Pyrenone  Dairy  and  Food  Plant  Aerosol  Fl 
Pyrenone  Dairy  And  Industrial  Spray    ..  Fl 

Pyrenone  Diazinon  Dual  Use  E.C F2 

Pyrenone  Diazinon  E.C F2 

Pyrenone  Diazinon  Residual  Spray    F2 

Pyrenone  Diazinon  Wtr-Based  Preszd 

Spray  F2 

Pyrenone  Double-A  Plus  Fly  Spray  Fl 

Pyrenone  Dursban  .25  Roach&Ant  Pres. 

Spr F2 

Pyrenone  Dursban  Dual  Use  E.C F2 

Pyrenone  Dursban  Roach  &  Ant  Spray  F2 
Pyrenone  Dursban  Wtr-Based  Prsrzd 

Spray  F2 

Pyrenone  Food  Plant  Aerosol  Insecticide  Fl 
Pyrenone  Food  Plant  Fogging  Insecti- 
cide     Fl 

Pyrenone  Gen.  Purp.  Aqueous  Insecti- 
cide    Fl 

Pyrenone  General  Purpose  Household 

Spray  Fl 

Pyrenone  General  Purpose  Spray  Fl 

Pyrenone  Industrial  E.C.  60-6    Fl 

Pyrenone  Industrial  Spray  E.C Fl 

Pyrenone  M.A.G.C.  10-1    Fl 

Pyrenone  M.A.G.C.  12.5-2.5    Fl 

Pyrenone  M.A.G.C.  20-2.5  Fl 

Pyrenone  M.A.G.C.  5-1    Fl 

Pyrenone  Malathion  Mosquito  Fog.  In- 
sect   F2 

Pyrenone  Malathion  Residual  Spray  ....  F2 
Pyrenone  Mill  Spray  Fl 


Pyrenone  Mill  Spray  2-0.2  Oil  Type  ....  Fl 

Pyrenone  Mosquito  Fogging  Spray    Fl 

Pyrenone  Multi-Purpose  Insecticide  Fl 

Pyrenone  One  Shot  Hi-Pressure  Fogger   Fl 

Pyrenone  Pestigas  Fl 

Pyrenone  Pressurized    Fl 

Pyrenone  PCO  Roach  Concentrate Fl 

Pyrenone  Space  Spray Fl 

Pyrenone  Total  Release Fl 

Pyrenone  1-0.2  Food  Plant  Spray Fl 

Pyrenone  25  5  M.A.G.C F2 

Roach  &  Ant  Liquid  Spray F2 

Roach  &  Ant  Spray  Aqueous  F2 

Roach  &  Ant  Spray  Presrzd-Contsins 

Diazn  F2 

Roach  &  Ant  Spray  Pressurized  F2 

Roach  And  Cricket  Bait  F2 

Synthrin  .5%  Liquid   Fl 

Synthrin  Industrial  Preszd.  Spray  0.50  ..  Fl 

Synthrin  Industrial  Spray  0.25   Fl 

Synthrin  Multi-Purpose  Insecticide    Fl 

Synthrin  24.3  E.C Fl 

Synthrin  3%  Liquid  Fl 

Tetralate  Multi-Purpose  Insecticide  E.C.  Fl 

Tetralate  0.25-0.25  Insecticide   F2 

Tetralate  0.25-0.25  Insecticide  Spray  ....  Fl 

Tetralate  2.5-2.5  MAG   F2 

Turbocide  Pest  Cntrl  Sys 

w/Synthrin/But Fl 

Turbocide  Pest  Control  Sys.  w/Pyrenone  Fl 
Wasp  &  Homet  Killer  No.  1    F2 

Fairfield  International  Corp. 

Enviro  Solv  Odor  Control  Liquid  #315    LI 

Enviro  Solv  Oven  &  Grill  Cleaner A8 

Enviro-Bac  L2 

Enviro-Solve   Al 

Quat  Disinfectant Dl 

Falcon  Formulators 

Bio-Ten    D2 

Falco-25  LI 

Formula  FF-110    Fl 

Formula  FF-130    Fl 

Formula  FF-135    F2 

Formula  FF-140    F2 

Formula  FF-200    F2 

Falcon  Laboratories,  Inc. 

Clear CI 

Cling    CI 

Cutz-It  Oven  Cleaner   A8 

De-Grease-it CI 

Double  Action  F2 

Four  Barrell  PI 

Liqui-Lube  H2 

Open LI 

Protect   A7 

See  Safe  CI 

Super  Sheen  C2 

Uni-Solv  (Aerosol)   K2 

Unstuck    PI 

Vand-Off  CI 

Falcon  Supply 

Freezer  Cleaner  A5 

Falls  Chemicals,  Inc. 

Boiler  Treatment  Additive  10  G6 

Boiler  Treatment  10    G6 

Famous  Lubricants,  Incorporated 

Fasol  A-180  White  Oil  HI 

Fasol  A-200  Certified  HI 

Fasol  A-340  Certified  HI 


Fasol  A-70  White  Oil  HI 

Food  Machinery  Lubricant  HI 

Food  Machinery  Lubricant  No.  0  HI 

Orange  FM  Lubricant  No.  0  HI 

Orange  FM  Lubricant  No.  2  HI 

Farewell,  W.  K.,  Company 

Concentrate  45 Al 

P  T  L  Conquest  Al 

PTL  Foam-Aid    Al 

PTL  Impact  Al 

PTL  Kutter  Plus    A4 

PTL  Renew  A3 

PTL  Smokehouse  Cleaner A2 

PTL  Sparkle Al 

PTL  Super-Kleen  Al 

PTL  Trolley  Cleaner  A2 

PTL  Vanish  A2 

Farmers  Oil  Company 

Laundry  Detergent Bl 

Farmers  Union  Central  Exchange, 
Inc. 

Aluben  #0  Grease   H2 

Aluben  #1  Grease   H2 

Aluben  #2  Grease  H2 

C.L.S.  Lubricant   H2 

Cenex  C-3  Fluid   H2 

Cenex  Food  And  Machinery  E.P.  #1   ..  HI 

Cenex  Food  And  Machinery  E.P.  #2  ..  HI 

Cenex  Food  Grade  Hydraulic  #46   HI 

Cenex  Food  Grade  Hydraulic  #68   HI 

Cenex  Moly  Grease H2 

Cenex  Multigrade  SAE  10W-40 H2 

Cenex  Multigrade  SAE  5W-30 H2 

Cenex  SAE  10W  H2 

Cenex  SAE  20-20W  H2 

Cenex  SAE  30  H2 

Cenex  SAE  40  H2 

Cenex  White  Machine  A.F.P.  15  HI 

Cenex  600/W  Steam  Cylinder  Oil   H2 

Cenlube  RO-AW  Sub-Zero H2 

Cenlube  RO-AW  100  H2 

Cenlube  RO-AW  1000  H2 

Cenlube  RO-AW  150  H2 

Cenlube  RO-AW  1500   H2 

Cenlube  RO-AW  200  H2 

Cenlube  RO-AW  2500   H2 

Cenlube  RO-AW  300  H2 

Cenlube  RO-AW  500  H2 

Cenlube  RO-AW  750   H2 

Durol  863  Cutting  Oil  H2 

E-ZrFlo  Lithium    H2 

Econex  SAE  10W  H2 

Econex  SAE  20-20W   H2 

Econex  SAE  30  H2 

Econex  SAE  40  H2 

Econex  SAE  50  H2 

Fluid  Open  Gear  H2 

Glide-A-Matic  Dexron-II    H2 

Heat  Transfer  Oil    H2 

ML  365  Grease  H2 

MP  Gear  Lube  SAE  80W-90  H2 

MP  Gear  Lube  SAE  85W-140  H2 

Spray-Fog    F2 

Superlube518SAE  10W   H2 

Superlube518SAE  15W-40    H2 

Superlube  518  SAE  20-20W    H2 

Superlube  518  SAE  30  H2 

Superlube  518  SAE  40  H2 

SM  Gear  Lube  SAE  140 H2 

Turbine  Oil  150  H2 

Turbine  Oil  300  H2 

Turbine  Oil  500  H2 

Vacuum  Pump  Oil  H2 

Way  Lube  300  H2 


11-184 


Farmland  Industries,  Inc. 

Double  Circle  10W  H2 

Double  Circle  20W-20   H2 

Double  Circle  30  H2 

Double  Circle  40  H2 

Double  Circle  50  H2 

Indo!  ISO  100   H2 

Indol  ISO  150   H2 

Indol  ISO  22  H2 

Indol  ISO  220  H2 

Indol  ISO  32  H2 

Indol  ISO  46  H2 

Indol  ISO  460   H2 

Indol  ISO  68   H2 

Indol  Oil  No.  35   Kl 

LS  Multigear  Lube  S.A.E.  80W-90  ....  H2 

LS  Multigear  Lube  S.A.E.  85W-140   ..  H2 

Super  HTB H2 

Universal  Dexron  II    H2 

White  Packer  Oil  HI 

Farnam  Companies,  Inc. 

Famam  Just  One  Bite  Rat  and  Mouse 
Bait   F3 

Famam  Just  One  Bite  Rat&Mouse  Bait 
Bar F3 

KillTm  F2 

LureEm  PI 

Farris  Chemical  Company,  Inc. 

Alka-Aid    G6 

BAF-10    G7 

BAF-15    G7 

BAF-150    G7 

Co-Jell  600    G6 

Cond-Trol    G6 

No-Scale  #400  G6 

PolySurLH    G6 

Poly-Sur  G6 

Scale-Trol  L G6 

Vap  Adjust G6 

Vap  Trol    G6 

Void-Ox  G6 

FarBest  Corporation 

Effective Bl 

L.C.  Bleach  Bl 

Little  Alki    Bl 

Steiner  Linen  Bl 

Steiner  Lo-Temp  Bl 

7184  Liquid  Universal  Cleaner A4 

Fast  Products 

Fast  Laundry  Detergent Bl 

Power  Cleaner  A4 

Fasteners  Inc. 

Blitz  NB    Al 

Silica-F    HI 

Faultless  Starch/Bon  Ami  Company 

Bon  Ami  Cleaning  Cake  A6 

Bon  Ami  Cleaning  Powder A6 

Bon  Ami  Polishing  Cleanser    A6 

Kleen  King  For  Copper  &  Stnlss  Steel  A6 

Fayette  Chemical  Company 

Power  Clean    A4 

Feagle  Chemical  Company,  Inc. 

Wonder  Clean   A4 


Fearing  Corp. 

Equine  Hard  Surface  Sanitizer/Disinf.  D2 
Federal  Chemical  Co.,  Inc. 

Arab  Industrial  Strength  Aerosol    Fl 

Arab  Power  Pak  with  SBP  1 382  Res- 
methrin   Fl 

Federal  International  Chemicals 

#15  Heavy  Duty  Cleaner-Degreaser  ....  CI 

"Solv-Kwik"    CI 

Acidulade A3 

Advantage  128  A4 

Advantage  256  A4 

At-Last  Al 

Auto  Kleen  Concentrate   A4.A8 

Blue  Concentrate  Detergent  Cleaner    ..  A4 

Capture A4 

Capture  Neutral  Fragrance   Dl 

Citrus  Degreaser   CI 

Clean-All  A4.E1.A8 

Conquest  D  Citrus  Fragrance  A4 

Conquest  II  Neutral  Fragrance  Dl 

Conquest  256  Lemon  Fragrance  A4 

De-Odor  Kwik  CI 

Dyno-Might  A4 

Fast  Dry  Safety  Solvent   K2 

Foam-Kwik   Al 

Four  Fold  256  Neutral  Fragrance  Dl 

Four  Fold  64  Neutral  Fragrance  Dl 

Freezer  &  Locker  Cleaner    A5 

Front  Line  Concentrated  Detergent    ....  CI 

Hi  Pressure  Wash    A4 

High  Pressure  Cleaner A4 

High-Temp  Deep  Fat  Fryer  Cleaner  ....  Al 

Ice  Cold  D  A5 

Ice-Cold  A5 

Low  Foam  Detergent    A4 

Mark  VUJ  Plus    A4 

Mark  Vm  Spra  Cleaner   A4 

Mark  VIJJ  Spray  Cleaner   A4 

MCU  Flattening  Additive  Opaque  PI 

Power-Solv    K2 

Power-Solv  Safety  Solvent  K2 

PC-40  Heavy  Duty  Degreaser    Al 

PC^tl  Solvent  Cleaner  CI 

PC^t2  Acid  Conditioner  A3 

PC^J3  Nonflammable  Sealer  Remover  C3 

PC-43  Wash  Off  C3 

Quatrol  256  A4 

Quatrol  64   Al 

Rinse  Free   D2 

Safety  First    Al 

Spruce    CI 

Sub-Zero    A5 

Super  Con-Treat    A3 

Task  Force  Industrial  Degreaser A4 

UR-9  MCU  Thinner  PI 

Vanquish   A8 

Wash  Off  Remover  C3 

WP-15  Waterless  Cleaner  CI 

Federal  Process  Company 

Free  All  Deep  Penetrating  Oil   H2 

Federal  Products  Co. 

Pool  Foamy  CI 

Federated  Chemicals 

Federated  (Floral  Fragrance)  Disinf  Clnr  A4 
Federated  Cln/Disinf/Deod  (Citrus 

Frag.)  A4 

Federated  Cln/Disinf/Deod  (Phenol)    ..  A4 

Federated  Neutral  Fragrance Dl 


Foaming  Cleaner  Al 

Freezer/Locker  Cleaner  A5 

Feed- Rite  Controls,  Inc. 

FR-5-Liquid  G2 

Feedwater  Treatment  Systems,  Inc. 

FTS-10  G6 

FTS-11  G6 

FTS-12  G6 

FTS-20F G6 

FTS-318  G7 

FTS-319  G7 

FTS-57  G6 

FTS-58  G6 

FTS-81  G6 

FTS-85  G6 

FTS-89  G6 

FTS-90  G6 

FTS-924  G7 

Fel-Pro  Incorporated 

"Hi-Temp"  Nickel  Ease    H2 

C-670  Moly  Paste  Lubricant H2 

Clover  Silicon  Carbide  Grs  Mix  C  Grt- 

220    PI 

C5-A    H2 

Food  Grade  AA  Antiseize  Lubricant  ..    HI 

Food  Machinery  EP  Grease   HI 

Food  Machinery  EP  Grease  (Aerosol)      HI 

Maxi-Coat  (Aerosol)  PI 

Maxi-Coat  (Bulk)    PI 

Tight    PI 

Fellers,  A.  C.  Corporation 

Grease  Hunter   Al 

Lustr-Grill    Al 

Power  Plus  A4.A8 

Power  Plus-9  Al 

Femco,  Incorporated 

All  Purpose  Cleaner   Al 

Deo-Zyme   L2 

Dishwashing  Liquid    Al 

Double  Action  F2 

Femco  F-33  Bowl  Cleaner  C2 

Fernco  Pump  Service,  Inc. 

Femco    L2 

Femco  Liquid    L2 

Ferret  Laboratories,  Inc. 

Ferret  Rodenticide  F3 

Fiberlock  Technologies,  Inc. 
See  California  Products  Corp. 

ZZ 

Fidelity  Products  Co. 

Stop  Odor  Cherry  Scent   CI 

Stop  Odor  Green  Apple  Scent   CI 

Stop  Odor  Orange  Scent  CI 

Fidelity  Supply  Co. 

Div.  Of  Enterprise  Paper  Co. 

Fidelity  Liquid  Hand  Soap  El 

Filardo  Products  Company 

Fil-O-Chemical  Cleaner    A4 
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Flna  Oil  and  Chemical  Company 

Cutting  Oil  Grade  310    H2 

Cylan  Compound  Oil  ISO  220  H2 

Eolan  Compressor  Oil  ISO  100   H2 

Eolan  Compressor  Oil  ISO  150   H2 

Eolan  Compressor  Oil  ISO  220   H2 

Eolan  Compressor  Oil  ISO  32   H2 

Eolan  Compressor  Oil  ISO  320   H2 

Eolan  Compressor  Oil  ISO  46   H2 

Eolan  Compressor  Oil  ISO  68   H2 

Fina  Conveyor  Chain  Oil   H2 

Fina  Cylan  Cylinder  Oil  K2 

Fina  Cylan  Steam  Cylinder  Oil  ISO  680  H2 

Fina  Dexron  II  ATF   H2 

Fina  Drip  Oil  H2 

Fina  Refrigeration  Oil  300B  H2 

Fina  Rock  Drill  #54   H2 

Hydran  Oil  ISO  100  H2 

Hydran  Oil  ISO  150  H2 

Hydran  Oil  ISO  32   H2 

Hydran  Oil  ISO  46   H2 

Hydran  Oil  ISO  68   H2 

Hydraulic  AW  Oil  ISO  100   H2 

Hydraulic  AW  Oil  ISO  32  H2 

Hydraulic  AW  Oil  ISO  46   H2 

ISO  100  Ammonia  Compressor  Oil  ....  H2 

ISO  100  Finaroc  Oil  H2 

ISO  150  Pontonic  N  H2 

ISO  220  Artac  Way  Oil    H2 

ISO  220  Pontonic  N  H2 

ISO  320  Pontonic  N  H2 

ISO  46  Ammonia  Compressor  Oil  H2 

ISO  46  Vulcan  Oil    H2 

ISO  460  Fina  Pontonic  "N"    H2 

ISO  68  Ammonia  Compressor  Oil  H2 

ISO  68  Artac  Way  Oil    H2 

ISO  68  Finaroc  Oil  H2 

ISO  68  Hydraulic  AW  Oil   H2 

ISO  68  Vulcan  Oil    H2 

ISO  680  Pontonic  N  H2 

Kappa  XHD  15W40  Universal  Motor 

Oil  H2 

Marson  E.P.L.No.  2    H2 

Marson  Liplex  Grease H2 

Marson  Lithium  H2 

Marson  Moly  H2 

Merkan  F.M HI 

Merkan  Industrial    H2 

Outboard  Motor  Oil    H2 

PF  &  F  #1  Oil  H2 

Quenching  Oil  500   H2 

Quenching  Oil  600   H2 

Refrigeration  Oil  150  SUS  H2 

Refrigeration  Oil  300  SUS  H2 

Soluble  Oil  Grade  294    H2 

SAE  140  Pontonic  Pure  Mineral    H2 

SAE  20  TBD-MIL-B  Motor  Oil H2 

SAE  30  Chain  Oil  H2 

SAE  30  SA  Non-Detergent  Motor  Oil  H2 

SAE  30  TBD-MIL-B  Motor  Oil H2 

SAE  40  SA  Non-Detergent  Motor  Oil  H2 

SAE  40  TBD-MIL-B  Motor  Oil H2 

SAE  5W-20  Diekan  Oil   H2 

SAE  50  Universal  Motor  Oil   H2 

SAE  80W-90  Pontonic  MPX   H2 

SAE  90  Pontonic  Pure  Mineral    H2 

Tech  Spray  Oil  ISO  10  H2 

Textile  Oil  Grade  263  H2 

Textile  Oil  Grade  264  H2 

80W-140  Pontonic  MPX H2 

85W-140  Pontonic  MPX H2 

Finch-Murray  Products,  Inc. 

Boiler  Water  Treatment    G6 

Condensate  Line  Treatment    G6 

Doom  Heavy  Duty  Detergent  Al 


Fine  Organics  Corporation 

F.O.  253  Rust  &  Stain  Remover   A3 

F.O.  328-C  Heavy  Duty  Concrete  De- 
greaser  Al 

F.O.  385-A  Detergent-Sanitizer- 

Cntrodmt  A4 

F.O.  389  Phos-Free  A4 

F.O.  497  Heavy  Duty  Steam  Cleaner  ..  Al 

F.O.  500  Special-Tee  Solvent  Kl 

F.O.  506  E-Mulse  Kl 

F.O.  537  Heavy  Grease  And  Oxide  Re- 
mover     A4 

F.O.  545  Freezer-Cleaner  A5 

F.O.-128  Safe-Tee  Solvent  Kl 

F.O.-328-B  Heavy  Duty  Concrete  De- 
greaser  A4 

FO  1002  Heavy  Duty  Cleaner   Al 

FO  1003  Heavy  Duty  Steam  Cleaner  ..  Al 
FO  1004  Heavy  Duty  Mulit  Purpose 

Cleaner   Al 

FO  1005  Solvent  Emulsifying  Degreaser  Kl 

FO  1006  Solvent  Degreaser  K2 

FO  190  A3 

FO  2085  Al 

FO  446  Heavy  Duty  Alkaline  Degreaser  A4 

FO  446NP  A4 

F0  464  Al 

FO  465A   C2 

FO  534 Al 

F0  552  Al 

FO  554 A4 

FO608  Al 

FO704 Al 

FO  705  A2 

FO  750  CI 

FO  751  CI 

FO850  Al 

FO  851  A4 

FO  852  A2 

FO  853 A2 

FO  854 A2 

FO-703  A2 

Megapower  "3  in  1"  Super  Al 

Megapower  Multi-Purpose  Al 

Firestone  Paper  &  Supply,  Inc. 

Custodial  Pine  Oil  Disinfectant    CI 

Non-Butyl  Cleaner    Al 

First  Medica 

MedaSpra  Baby  Powder  Scent  Di- 

sinf.-Deod  CI 

MedaSpra  Regular  Scent  Disinf-Deodmt  CI 

Medica  Plus  Hospital  Disinfectant  Deod.  C2 
Medica  20  Lemon  Scent  Disinfectant 

Deod C2 

Medica  20  Mint  Scent  Disinf.  Deodrnt  CI 

First  VS.  Chemical  Company 

BWT  De-Ox-D   G6 

BWT  STP   G6 

BWT  212-D G6 

BWT  7A    G6 

BWT-AB-K  G6 

CWT-7  G7 

First  U.S.  Microbiocide  15  G7 

First  U.S.  PWT  Potable  Water  Treat- 
ment      G2 

Microbicide  10-M  G7 

Fischer-Lang  &  Company,  Inc. 

F-L  Heavy  Duty  Germicidal  Cleaner  ..  CI 

F-L  Liquid  Hand  Soap    El 

Insecticide  #26  Fl 

Last  Quat  Germicidal  Cleaner   Dl 

Liquid  Heavy  Duty  Detergent    Al 


Recon  Conditioner-Cleaner  Al 

Syn-X  A4 

Fish,  A.  J.  Oven  Company 

Oven  Lubricant  H2 

Fiske  Brothers  Refining  Co. 

Evap  Oil PI 

Fiske's  Cut-N-Cool    H2 

Fiske's  Kling  Gear  Oil  85W-140   H2 

Fiske's  Kling  Gear  Oil  90  H2 

Fiske's  Litho  Base  No.  2 H2 

Fiske's  Metsol    H2 

Fiske's  No.  23  Moly-Lith  EP  No.  2  ....  H2 

Fiske's  No.  716  Grade  No.  1    H2 

Fiske's  R  &  O  Hydraulic  Oil  32    H2 

Fiske's  R  &  O  Hydraulic  Oil  46    H2 

Fiske's  R  &  O  Hydraulic  Oil  68    H2 

Fiske's  R  &  O  Hydraulic  Oil  68R    H2 

Fiske's  R  &  O-20  Hydraulic  Oil    H2 

Fiske's  R  &  O-20R  Hydraulic  Oil   H2 

Fiske's  400  Lubricant    H2 

Lubnplate  #140  Needle  Oil    H2 

Lubriplate  Aero  H2 

Lubriplate  Air  Tool  Lubricant    H2 

Lubriplate 

Auto.Trans.FldTyp"A"Suffix"A"  H2 

.te  Auto-Guard  (Aerosol)  H2 

te  Auto-Guard  (Bulk)    H2 

te  Auto/Marine-Lube  A  H2 

te  AC-O  H2 


Lubripla 
Lubripla 
Lubripla 
Lubripla 
Lubripla 
Lubripla 
Lubripla 
Lubripla 
Lubripla 
Lubriplai 
Lubripla 
Lubripla 
Lubripla 
Lubripla 
Lubripla 
Lubripla 
Lubriplai 
Lubripla 
Lubriplai 


Fluid(Aerosol)  H2 


Lubripla 

Lubripla1 

Lubripla 

Lubripla1 

Lubripla1 

Lubripla 

Lubripla' 

Lubripla 

Lubripla 

Lubripla 

Lubripla 

Lubripla 

Lubripla 

Lubripla 

Lubripl 

Lubripla 

Lubripla 

Lubripla 

Lubripla 

Lubripla 

Lubripla 

Lubripla 

Lubripla 

Lubripla 

Lubripla' 

Lubripla 

Lubripla 

Lubripla' 

Lubripla' 

Lubripla' 

Lubripla' 

Lubripla' 

Lubripla' 


AC-1    H2 

AC-2    H2 

eAC-2A  H2 

AC-3    H2 

AC-4    H2 

e  ACL-0  HI 

eACL-1    HI 

eACL-2   HI 

e  APG  80W-140  H2 

e  APG  80W-90  H2 

APG-75   H2 

AS-148  H2 

e  Ball  Bearing H2 

e  Chain  &  Cable  Fluid  H2 

e  Chain  &  Cable 


e  Chain  &  Cable-Heavy  H2 

CFLOil  H2 

eDS-ES    H2 

eDW  Pump  Oil  HI 

e  EMB  Grease    H2 

e  Formula  345  Motor  Oil H2 

e  FC-50  HI 

eFGL-0    HI 

eFGL-1    HI 

eFGL-2    HI 

e  FMO  350  Spray HI 

e  FMO-200  HI 

e  FMO-200-AW  HI 

e  FMO-2400  HI 

eFMO-2400-AW  HI 

eFMO-350  HI 

e  FMO-350-AW  HI 

e  FMO-350-AW-R  HI 

e  FMO-350L HI 

e  FMO-45  HI 

eFMO-500  HI 

e  FMO-500  CCH  HI 

e  FMO-500-AW  HI 

e  FMO-500AW-GG  HI 

eFMO-500L HI 

eFMO-85  HI 

e  FMO-85-AW  HI 

eFMO-85L HI 

FMO-900  HI 

e  FMO-900-AW  HI 

FP-150  HI 

eFP-150L  HI 

e  Gear  Shield   H2 
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Lubriplate  Gear  Shield  Extra  Heavy    ..    H2 
Lubnplate  Gear  Shield  Extra  Hvy  (Aer.)  H2 

Lubnplate  Gear  Shield  Heavy    H2 

Lubriplate  GR-1 32    H2 

Lubriplate  Heat  Transfer  Oil    H2 

Lubriplate  High  Temp H2 

Lubriplate  Hydraulic  Oil  HO-32    H2 

Lubriplate  Hydraulic  Oil  HO-46    H2 

Lubriplate  Hydraulic  Oil  HO-68    H2 

Lubriplate  HO-0    H2 

Lubriplate  HO-00    H2 

Lubriplate  HO- 1    H2 

Lubnplate  HO-2    H2 

Lubriplate  HO-2A  H2 

Lubriplate  HO-2R  H2 

Lubriplate  HO-3    H2 

Lubnplate  HO-4    H2 

Lubriplate  HO-5    H2 

Lubriplate  Icemo-300   H2 

Lubriplate  Liquid  Gear  Shield   H2 

Lubriplate  Low  Pour  Hydraulic  Oil  ....    H2 
Lubriplate  Low  Pour  HDS  Motor  Oil 

SAE  30  H2 

Lubriplate  Low  Pour  HDS  Motor  Oil 

SAE10W  H2 

Lubriplate  Low  Pour  HDS  Motor  Oil 

20-20W  H2 

Lubriplate  Low  Temp  H2 

Lubriplate  Low  Temp  Gear  Shield H2 

Lubriplate  Marine-Guard  (Aerosol)  ....    H2 

Lubriplate  Marine-Guard  (Bulk)  H2 

Lubriplate  Minus  70  Hydraulic  Oil    ....    H2 

Lubriplate  Mist  Oil  H2 

Lubriplate  Multi-Lube  A H2 

Lubriplate  Multi-Lube  A-l   H2 

Lubriplate  MAG-00 H2 

Lubriplate  MAG-1  H2 

Lubriplate  MH  Oil    HI 

Lubriplate  MO-Lith  No.  2    H2 

Lubriplate  MV-Hydraulic  Oil  H2 

Lubriplate  No.  APG-140  H2 

Lubriplate  No.  APG-250  H2 

Lubriplate  No.  APG-80  H2 

Lubriplate  No.  APG-90 H2 

Lubriplate  No.  0 H2 

Lubriplate  No.  1    H2 

Lubriplate  No.  102  1/2  H2 

Lubnplate  No.  105    H2 

Lubriplate  No.  105V  H2 

Lubriplate  No.  107   H2 

LubriplateNo.110    H2 

Lubriplate  No.  115    H2 

Lubriplate  No.  1240   PI 

Lubriplate  No.  1242   H2 

Lubriplate  No.  130-A   H2 

Lubriplate  No.  130-AA  H2 

Lubriplate  No.  130-AAA    H2 

Lubriplate  No.  1444   H2 

Lubriplate  No.  161    H2 

Lubriplate  No.  163    H2 

Lubriplate  No.  164    H2 

Lubriplate  No.  166   H2 

Lubriplate  No.  2    H2 

Lubriplate  No.  3    H2 

Lubriplate  No.  3-V   H2 

Lubriplate  No.  4   H2 

Lubriplate  No.  5555   H2 

Lubriplate  No.  630-A   H2 

Lubriplate  No.  630-AA  H2 

Lubriplate  No.  630-AAA    H2 

Lubriplate  No.  630-2 H2 

Lubriplate  No.  630-2  Special   H2 

Lubriplate  No.  70    H2 

Lubriplate  No.  707    H2 

Lubriplate  No.  730-0 H2 

Lubriplate  No.  730-1  H2 

Lubriplate  No.  730-2 H2 

Lubnplate  No.  8    H2 

Lubriplate  No.  914  Oven  Chain  Lubri- 
cant      HI 

Lubriplate  No.  930-A   H2 

Lubriplate  No.  930-AA  H2 


Lubriplate  No.  930-AA-S  H2 

Lubriplate  No.  930-AAA   H2 

Lubriplate  No.  930-AAA-S    H2 

Lubriplate  No.  930-2 H2 

Lubriplate  No.  930-2-S  H2 

Lubriplate  No.1241   PI 

Lubriplate  ND  Motor  Oil  SAE  10W  ..    H2 
Lubriplate  ND  Motor  Oil  SAE  20W-20  H2 

Lubnplate  ND  Motor  Oil  SAE  30  H2 

Lubriplate  ND  Motor  Oil  SAE  40  H2 

Lubriplate  ND  Motor  Oil  SAE  50  H2 

Lubriplate  Oven  Chain  "AA"  HI 

Lubriplate  Oven  Chain  Lubricant H2 

Lubriplate  PM-500    HI 

Lubriplate  Rigging  Cable  Fluid   H2 

Lubriplate  Solvent  H2 

Lubriplate  Special  Low  Pour  Hydraul. 

Oil  H2 

Lubriplate  Spray  Lube  A' H2 

Lubriplate  Sup  Lo-Hi-VisMtrOil 

SAE10W-30   H2 

Lubriplate  Sup  Lo-Hi-VisMtrOil 

SAE10W-40   H2 

Lubriplate  Sup 

Lo-Hi-VisMtrOilSAE20W-50   H2 

Lubriplate  Sup.LO-HI-VISMtrOil 

SAEIOW^O  H2 

Lubriplate  Super  Chain  Oil H2 

Lubriplate  Super  FML-0    HI 

Lubriplate  Super  FML- 1  HI 

Lubriplate  Super  FML-2  HI 

Lubriplate  Super  FML-2  (Aerosol)    ....    HI 

Lubriplate  Super  FML-3  HI 

Lubriplate  Super  GPO  Motor  Oil  SAE 

30    H2 

Lubriplate  Super  GPO  Motor  Oil  SAE 

40    H2 

Lubriplate  Super  GPO  Mtr  Oil  SAE 

10W-30  H2 

Lubriplate  Super  GPO  Mtr  Oil  SAE 

15WM0  H2 

Lubriplate  Super  GPO  Mtr  Oil  SAE 

15W-W  H2 

Lubnplate  Super  HDS  Motor  Oil  SAE 

10W H2 

Lubriplate  Super  HDS  Motor  Oil  SAE 

30    H2 

Lubriplate  Super  HDS  Motor  Oil  SAE 

40    H2 

Lubriplate  Super  HDS  Motor  Oil  SAE 

50    H2 

Lubriplate  Super  HDS  Motor  Oil 

SAE20-20W   H2 

Lubriplate  SFGO-100  HI 

Lubriplate  SFGO-32   HI 

Lubriplate  SFG0^6  HI 

Lubriplate  SFGO-68   HI 

Lubriplate  SPO  233 H2 

Lubriplate  SPO  288 H2 

Lubriplate  SPO-244 H2 

Lubriplate  SPO-255 H2 

Lubnplate  SPO-266 H2 

Lubriplate  SPO-277 H2 

Lubriplate  STO-FG  HI 

Lubriplate  STO-3    HI 

Lubriplate  STO-4    H2 

Lubriplate  UTF  C-3    H2 

Lubriplate  Wheel  Bearing  H2 

Lubriplate  WDL-250  H2 

Lubriplate  1200-2   H2 

Lubriplate  184  H2 

Lubriplate  72-C  Peeler  Oil  H2 

Lubriplate  78  Oil  H2 

Magic  Soluble  Oil  H2 

Stamping  Oil  7    PI 

35  Soluble  Oil  H3 

Fitch  Co.,  The 

FS4225  Al 

FS  4500  CI 

FS  4525  CI 


FS  4550  Al 

GP  1050  Al 

GP  1125 Al 

GP  1150  Al 

GP  1200  Al 

GP  1225  Al 

GP  1250 Al 

GP  1300  Al 

GP  1450  Al 

GP  1550  A4 

GP  1600  Al 

GP  1625  Al 

GP  1700 Al 

GP  1750  Al 

GP  1800 A4 

GP  1875  Al 

HD  5015    Al 

HD  5025   Al 

HD  5055    Al 

HD  5065    Al 

HD  5075    Al 

HD  5090   Al 

HD  5100   Al 

HD  5105   Al 

HD  5125    Al 

HD  5150    Al 

HD  5160   Al 

HD5170   Al 

HD  5175    Al 

HD  5190    Al 

HD  5200    Al 

HD  5205    Al 

HD  5225    Al 

HD  5260    Al 

HD  5300    Al 

HD  5305   Al 

HD  5325    Al 

HD  5375    Al 

HD  5395    Al 

HD  5400    CI 

HD  5425    Al 

HD  5450    Al 

HD  5475    Al 

HD  5505    Al 

HD  5550   Al 

HD  5575   Al 

HD  5625    A4 

HD  5675    Al 

HD  5700    Al 

HD  5725    Al 

HD  5775    Al 

HD  5800   Al 

HD  5860   Al 

HD  5870    Al 

HD  5875    Al 

HD  5880    Al 

HD  5925    CI 

HD  5965    Al 

HD  5975    Al 

KP  3000  Al 

KP  3150  Al 

KP  3175  Al 

KP  3200  Al 

KP  3225  Al 

KP  3250  Al 

KP  3300  Al 

KP  3325  Al 

KP  3350  Al 

KP  3450  Al 

KP  3550  Al 

KP  3575  Al 

KP  3625  Al 

KP  3675  Al 

KP  3725  Al 

KP  3750 Al 

KP  3775 Al 

KP  3825  Al 

KP  3925  Al 

KP  3950 Al 

Smoke  House  Cleaner  A8 

VC2105    Al 
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Fitch  Dustdown  Company,  The 

All  American  Heavy  Duty  Butyl 

Cleaner   Al 

Fido  Brand  Steric    Al 

Fido  Brand  Triple  Play  A4 

Fido  Dishwash  Al 

Pink  Lotion  Hand  Soap    El 

Satin-Wash  Hand  Soap  El 

Fitzpatrick  Bros.  Inc. 

Cleanser  with  Chlorine  Bleach  A6 

Kitchen  Klenzer A6 

Kitchen  Klenzer  Industrial  Strength  ....  A6 

Five  Flags  Co. 

Glass  Cleaner CI 

Neufloor  Cleaner  CI 

Rose-Bowl  C2 

SSC  Stainless  Steel  A7 

Five  Star  Chemical  Corp. 

APC  Al 

TW-1   Al 

Five  Star  Corporation 

Acid  Cleaner  No.  1  A3 

Acid  Cleaner  No.  2  A3 

Acid  Cleaner  No.  3  A3 

Acid  Cleaner  No.  4  A3 

Acid  Cleaner  No.  5  A3 

Acid  Cleaner  No.  6  A3 

All  Purpose  Cleaner  #2  A2 

All  Purpose  Cleaner  No.  1   Al 

Best»leaner#l  Al 

C.C.C.  No.  1    Al 

C.C.C.  No.  2  A1.Q1 

C.M.C.  No.  1  Al 

Circulation  Cleaner  No.  1  A1.Q1 

Comet    D2 

Floor  Cleaner A4 

Foam  No.  1    Al 

Foam  No.  2  Al 

Fryer  Cleaner A2 

Galaxy  Disinfectant  D2 

H.D.  Caustic  No.  1    A2 

H.D.  Caustic  No.  2   A2 

HD.  Caustic  No.  3   A2 

Io-Star  Sanitizer D2 

Kobe  Cleaner  No.  1    Al 

Liquid  Circulation  Cleaner  #1    A2 

Lube  H  H2 

Powder  Acid   A3 

Powdered  All  Purpose  Cleaner  Al 

PBW    Al 

Quantum    D2 

Quasar  Detergent/Disinfectant    D2 

Sanitizing  Hand  Soap   E2 

Sparkle  Al 

Star  Con  A2 

Star  Line    Al 

Star  Super  CIP A2 

Star-Brite  Bl 

Star-Chlor    D2.Q4 

Starsan  Acid  Sanitizer D2 

Five  Star  Distributors 

Orange  Grease  Digester    CI 

Five  Star  Sanitary  Maintenance 
Products 

Heavy  Duty  Laundry  Detergent  Bl 


Flagg  Chemicals,  Inc. 

Insta  Klean  5000  CI 

Flagship  Industries,  Inc. 

Flagship's  Super  Solv  #2    A4A8 

Flanagan's  Chemical 

#6  Truck  Wash   Al 

Flanagan's  Fir  Clnr  &  Engn  Dgrsr  Pts 

A&B   CI 

Flanagan's  Trasportation  Vehicle  Clnr  Al 

Food  Grade  Cleaner/Degreaser Al 

Truck  Wash  #6B  A4 

Fleet  Industries 

Grease  Gun  In  A  Can  H2 

Fleetwash  Systems,  Inc. 

See  Weigand  Engineering  Corp. 

ZZ 

Fleming  Chemical  Co.  Inc. 

Fly  Swatter   F2 

Flexabar  Corporation 

Liquid  Germicidal  Cleaner  A4 

Flexible  Steel  Lacing  Company 

Alligator  Plastic  Rivet  Lube  PRL4    ....  H2 

Flexo  Chemical  Company 

Flexo-Terg  A4 

Flitz  International  Ltd. 

Flitz  Metal  Polish  &  Fiberglass  Cleaner  A7 

FZ  Liquid  Metal  Polish    CI 

Polier  Hard  Surface  Protector  CI 

Flo-Kern,  Incorporated 

AT.  Cleaner  0961  Al 

Alkaline  Cleaner  1732    A4 

Alkaline  Cff  Cleaner  2798  A2 

All  Purpose  Cleaner    Al 

All  Purpose  Cleaner  Concentrated  A4 

All  Purpose  Cleaner  0410  Al 

All  Purpose  Cleaner  0721  Al 

All  Purpose  Liquid  1093    Al 

AL  Mold  Cleaner  1991  Al 

AP  Degreaser  0849  Al 

APC  Cone  5158    CI 

Blast  A8 

Boiler  Water  Treatment  5000  G6 

Boiler  Water  Treatment  5393  G6 

Boiler  Water  Treatment  5427  G6 

Boiler  Water  Treatment  5441  G7 

Bottle  Wash  0437   A2 

BT  Condensate  Neutralizer  3560  G7 

Case  Wash  2338   Al 

Caustic  Additive  2075 Al 

Caustic  Chlor  Cleaner  2019   Al 

Caustic  Chlor  CIP  3071    A2 

Caustic  Cleaner  3710    Al 

Caustic  CD»  Cleaner  7556 A2 

Caustic  Floor  Cleaner  0018    A4 

Caustic  Spray  Clnr  0648  A2 

Chemguard  145  G7 

Chemquest  201    G7  J>1 

Chemquest  202    G7.P1 

Chemquest  203    G7 


Chemquest  204   G7 

Chemquest  205   G7J>1 

Chemquest  600   G7 

Chlor  Caustic  Foam  5512  A I 

Chlor  Caustic  Foamer  3500   Al 

Chlor  Caustic  Foaming  Clnr  2902  Al 

Chlorinated  CIP  Cleaner  1039  Al 

Chlorinated  CIP  Cleaner  1117   Al 

Chlorinated  CIP  Cleaner  5345   Al 

Chlorinated  Egg  Wash  0718  Ql 

Chlorinated  NF  Caustic  Cleaner  0962  Al 

Circulation  Cleaner  0873    A2 

Citra  Fresh  RTU  6822    CI 

Citrus  Fresh  Econo   CI 

Citrus  Fresh  6109   CI 

Cleaner  Degreaser  5319   Al 

Cleaner  1495  A8 

Clear  Hand  Dish  Wash  Detergent   CI 

Coconut  Liquid  Hand  Soap  15%  El 

Condensate  Neutralizer  5425    G6 

Condensate  Neutralizer  5426    G6 

Conveyor  Chain  Lubricant  3387    H2 

Cooker  Cleaner  1027    A2 

Cooling  Tower  Treatment  6700  G7 

Cooling  Water  Treatment  5402    G7 

Cooling  Water  Treatment  5469    G7 

Cooling  Water  Treatment  5522    G7 

Cooling  Water  Treatment  5624    G7 

Corrosion  Control  5675    G7 

CIP  Cleaner  0113    A2 

CTT  Corrosion  And  Scale  Inhibitor 

5552    G7 

CTT  Corrosion  And  Scale  Inhibitor 

6012    G7 

CTT  6850    G7 

Degreaser  KWX  3781  Al 

Degreaser  7548   Al 

Dry  Chlorine  Bleach  A1.B1 

Egg  Wash  0717  Ql 

Egg  Wash  6142  Ql 

Egg  Wash  6970  Ql 

Egg  Wash  6976  Ql 

Enerex  202  Boiler  Water  Treatment    ..  G6 

Enerex  300  Boiler  Water  Treatment    ..  G6 

Flo  Kern  Hand  Wash    E2 

Flo  Lite  0019  Al 

Flo-Away  Cleaner  A4 

Flo-Dine  Disinfectant   D2 

Flo-Gel  0711   Al 

Flo-Kern  9-90  Cone.  Fogging  Insecticide  Fl 
Flo-Kern  9-95  Ant&RoachSpyResid 

w/Dursban  F2 

Flo-Out  Drain  Opener  LI 

Flo-San  Sanitizer  D2 

Flo-Sect  Aqueous  Insecticide  F2 

Flo-Zyme  L2 

Flokem  G-C-29  Al 

Floor  Clean  3631  CI 

FloKem  Acidet   A3.Q2 

FloKem  Defoamer Q5 

FloKem  Egg  Wash   Ql 

FloKem  Flo-AC    A3 

FloKem  Flo-Con  A4 

FloKem  Flo-Crete  Al 

FloKem  Flo-Kleen  57  A2 

FloKem  Flo-Klor Al 

FloKem  Flobac  A2 

FloKem  Flobrite    A2 

FloKem  Flodet    Al 

FloKem  Flomatic    Al 

FloKem  Flopower  A2 

FloKem  Flosan    A3 

FloKem  Flosheen    Al 

FloKem  Flosheen  HD  A2 

FloKem  Floterg  Al 

FloKem  Flothru  Al 

FloKem  Foamzall   Al 

FloKem  Fos  Det  31    A3 

FloKem  Fos-Klor    Al 

FloKem  Fosbrite  A3 

FloKem  FA-21    A3 

FloKem  FGC  Al 
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FIoKem  FK  204    Al 

FloKem  FK  913    A3 

FIoKem  Kleener  96  A2 

FloKem  Klorshine  D  A1.Q1 

FIoKem  Laundry  Compound    Bl 

FloKem  MC-100  Al 

FloKem  PC-61     Al 

FloKem  PC-95    Al 

FloKem  Spray  Wipe  90    Al 

FloKem  Spraykleen  X A2 

FloKem  TC#1    A2 

Foaming  AP  Degreaser  1267    Al 

Foaming  Caustic  Cleaner  3229 A2 

Foaming  Chlorinated  Caustic  Cleaner 

4890    Al 

Foaming  Cleaner  0469   Al 

Foaming  Cleaner  0726   A8 

Foaming  Cleaner  0776   Al 

Foaming  Degreaser  3010    A4 

Forty-4  Germicidal  Cleaner   D2 

Freezer  Locker  Cleaner  A5 

Freezer  Locker  Cleaner  2826  A5 

Freezer  Locker  Cleaner  3495  A5 

FKL  Lotion  Soap    E4 

FKL-80  Lotion  Soap  El 

General  Cleaner  0712  Al 

General  Purpose  Cleaner  0690  Al 

General  Purpose  Cleaner  1021  A4 

Germ  Wipe    CI 

Glass  Cleaner  Concentrate   CI 

Hand  Dip  E3 

Heavy  Duty  Degreaser   A4 

Hi  Alk  AP  Degreaser  3888 Al 

Io-Dis  Disinfectant    D2 

Laundry  Break  3530  Bl 

Laundry  Detergent  0107  Bl 

Laundry  Soft-N-Sour  3532  B2 

Lime  Descaler  A3 

Liquid  Acid  Cleaner  1013    A3 

Liquid  Acid  Cleaner  1032    A3 

Liquid  Conveyor  Chain  Lube  H2 

Liquid  Laundry  Detergent  3531   Bl 

Liquid  Steam  Cleaner  0931    Al 

Low  Foam  Cleaner  0735    _ Al 

Low  Suds  Cleaner  A4 

Lube  Soap  1615    H2 

Lube  Soap  1860    H2 

Lube  Soap  2265    H2 

Lube  Soap  3376    Al 

Lube  Soap  3393    H2 

Manual  Chlorinated  Foaming  Cleaner 

0737    Al 

Manual  Foaming  Cleaner  0714    Al 

Manual  Foaming  Cleaner  8327    Al 

Milkstone  Remover  0539   A3 

Milkstone  Remover  8913   A3 

Mold  Cleaner  6917  Al 

Multi-Purpose  Boiler  Water  Treat,  5548  G7 

Multj-Purpose  Boiler  Water  Treat  5549  G6 

Neutral  Cleaner  CI 

Non  Chlorinated  Egg  Wash  0725  Ql 

Oven  Brite  398    A8 

Oven  Cleaner  1 141   A8 

Paste  Conveyor  Chain  Lube  H2 

Pot  &  Pan  Detergent  1024   Al 

Quaternary  Germicidal  Cleaner    A4 

Royal  Rinse  Cleaner  &  Sanitizer  D2 

Siege  Emulsifiabel  Insecticide  Cone F2 

Smoke  House  Cleaner A2 

Solvent  Cleaner  6474   K2 

Spot  Remover  0492 G5 

Spray  &  Wipe  Cleaner-Degreaser    Al 

Stainless  Steel  Cleaner  &  Polish    A7 

Steam  Cleaner  0079    CI 

Thirty-3  Germicidal  Cteaner CI 

Triple-2  Germicidal  Cleaner  A4 

Water  Base  Degreaser Al 

Wax  Remover  0522    Kl 

358  Glass  Cleaner  (Ready  to  Use)  CI 

999  Odrls  Concntrtd  Insecticide  Spray  Fl 


Floor  Care  Supply 

Break  Thru Al 

Floors  &  Courts  Inc. 

Crystal  Glass  Cleaner  CI 

Double  Trouble  Flying  &  Crawling 

Insctcd  F2 

Lube  All  H2 

Plexi-Clean    CI 

Floorshine  Industries  Inc. 

JerQuat45   D2 

Pow-R-Spray  Al 

Super  Big  Blast  CI 

Florachem  Int. 

F.C.  Moli-Lube  Multi-Purpose  Grease     H2 

Florida  Chemical  Co.,  Inc. 

D-Limonene  Food  Grade    C1.P1 

Florida  Chemical  Supply,  Inc. 

FCSI  Formula  #550    Al 

FCSI  Formula  #567    Al 

FCSI  405  CI 

Florida  Solvents 

Fla  Solv  M-100  USP    HI 

Fla  Solv  M-75  USP    HI 

Fla  Solv  M-85  USP    HI 

Floridin  Company 

Cal-FlorDry    Jl 

Flor-Kleen   Jl 

Florco  Jl 

Florco-X  Jl 

Florex  LVM Jl 

Floyd  Peacock  Company,  Inc. 

Detergent  502    Al 

Detergent  503    Al 

Fluoramics,  Inc. 

Chem-8    H2 

Fly  Control  Systems,  Inc. 

FCS-104 Fl 

FCS-104-1   Fl 

FCS-105  Insecticide    Fl 

Foam  Spray  Industries 

"Champion  Supreme"   A4 

"Champion"  Al 

Fogmaster  Corporation,  The 

Charger  3-6-10  Insecticide   Fl 

Foley  Janitor  Supply  &  Service  Co. 

Acid  Bright   A3 

Excel    Al 

Food  &  Chemical  Supply,  Inc. 

FC406  A4 

FC423  A4 

FC424  A4.A8 


Ford's  Chemical  &  Service  Inc. 

Commercial  Spray  Fl 

Food  Plant  Fogging  Insecticide   Fl 

Ford's  Wasp  Spray    Fl 

Foresight  Industrial  Products 

Bacteria  Brigade    L2 

Mean  Keen    A4 

Neutral  Cleaner  A4 

Top  Gun  CI 

True  Blue  Concentrate    A4 

Foresight  Of  Omaha,  Inc. 

"Beau-All" Bl 

F-101   Al 

F-804  Heavy  Duty  Industrial  Cleaner  A4 

Forge 

CH-12  Grease   HI 

Ezz  H2 

Film  Free  K2 

Polysiloxane  Release  Agent   HI 

Remove   CI 

Slick  H2 

Sol-30    Kl 

Solve  All   CI 

Volcan  Hand  Cleaner   E4 

Form-A-Chem,  Inc. 

Brigade  Cleaner-Degreaser  A4 

C.C.D.  Chemical  Cleaner  and  Deoxi- 

dizer    A3 

DCI  Window  Cleaner  CI 

Pro  Care  PC  #64  Cleaner-Deodmt- 

Dsnfctnt A4 

Sparkle  C2 

Super  M  Multi  Purpose  Cleaner  A4 

Formax,  Inc. 

Slicer  Head  Oil  P/N  702293 HI 

Formula  Corp. 

Actuate Al 

Actuate  1   Al 

Brite  Bl 

Brite  16    Bl 

Brute    Al 

Chlor  Clean  Al 

Citra  Punch   CI 

Clean  n'  Brite    CI 

Coconut  Oil  Soap    El 

Delete  A4 

Delete  FG    Al 

Derma  Fresh    E4 

Descale-It  A3 

Dishwash  Liquid  D  A4 

Disinfectant  Q-10    D2 

Disinfectant  RTU    CI 

Eagle  1  A4.C1 

Excel    Bl 

Excel  All  Purpose  Cleaner  Degreaser  CI 

Extra-Merit    Bl 

Formula  AC A3 

Formula  ACS    A3 

Formula  D  CI 

Formula  D2  \4 

Formula  FP   Al 

Formula  FP-CI Al 

Formula  FP2   Al 

Formula  FP2-CL  Al 

Formula  FP3   \: 

Formula  HT  Al 

Formula  I  Al 
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Formula  II   A4 

Formula  TA  CI 

Formula  Z    A4 

Formula  130    G6 

Formula  91    Al 

Gel  Punch    CI 

Gentle  Castile  Soap  El 

Industrial  5000  Al 

Laundry  Builder    Bl 

Lift  A4 

Liquid  Dishwash  Al 

Liquid  Suds  CI 

Magnum  DQ  256    Dl 

Magnum  HI  Al 

Medi-Clean    E4 

Merit    Bl 

Merit  2  Bl 

No  Rinse  No  Streak    CI 

Nova  Germ  Kleen  54   A4 

Orange  Fresh  CI 

Oven  &  Grill  Cleaner  A8 

Phosphate  Free  Extra-Merit    Bl 

Phosphate  Free  Merit    Bl 

Pine  Clean  D  CI 

Pine  Clean  D25  CI 

Power  Spray    CI 

Power  Spray  II    CI 

Q-10  Hand  Sanitizer  E3 

RTS  Punch    CI 

Sanitizer  I    D2 

Sanitizer  Q-75   D2 

Spring    Al 

Sprite  D2 

Steam  Geaner  Al 

Target  DQ  64    CI 

Zap  Al 

50/50  Punch CI 

7  Scents-Cherry  CI 

7  Scents-Floral  CI 

7  Scents-Fresh  CI 

7  Scents-Lemon  CI 

7  Scents-Mint    CI 

7  Scents-Pine  CI 

7  Scents-Spice  CI 

Formula  IV  Corporation 

C-1000  Al 

Formula  Marketing  Co. 

C-4  Steam&Pressure  Clng  Compound  A 1 

Formula  33  Company/ 
Division  of  Leo  Silfen,  Inc. 

Ice  &  Snow  Melting  Compound    CI 

Formulated  Products,  Inc. 

100  Smoke  House  Cleaner  A2 

101  Smoke  House  Cleaner  A2 

107  Smoke  House  Cleaner  A2 

108  Smoke  House  Cleaner  A2 

1 17  Smoke  House  Cleaner  Al 

121  Smoke  House  Cleaner  A2 

132  Stainless  Steel  Cleaner A2 

171  Aluminum  Smoke  Stick  Cleaner  ..  Al 

173  Aluminum  Cleaner Al 

211  Stainless  Steel  ClnrAcid  Type A3 

251  General  Purpose  Cleaner  Al 

253  General  Purpose  Cleaner  Al 

275  Can  Cleaner  Al 

281  Special  General  Purpose  Clnr Al 

332  DeGreaser  &  DeRuster   A2 

333  Hook  &  Trolley  Cleaner  A2 

376  Liquid  Acid  Cleaner    A3 

439  Car  &  Truck  Wash    Al 

476  Powdered  Hand  Soap  C2 

514  Bottle  Cleaner    A2 


561  Sewer  Cleaner   LI 

575  Machine  Dish  Washing  Comp Al 

576  Extra  Heavy  Duty  Cleaner    A2 

584  Hand  Dish  Washing  Compound   ..    Al 

585  Liquid  Heavy  Duty  Cleaner    A2 

586  Combo  Floor  Cleaner    Al 

589  Concentrated  Liquid  Detergent  ....    Al 

591  Liquid  Truck  Cleaner Al 

593  Foaming  Agent Al 

600  Scouring  Powder   A6 

610  Washing  Machine  Compound  ..  Al 31 

Formulations 

Neutra-Foam  Skn  Cleanser  El 

Powdered  Skin  Cleanser  C2 

PH  6  El 

S-75  Lotion  Soap    El 

Forrer  Chemical 

NSD  No  Solvent  Degreaser   Al 

Forshaw  Chemicals,  Inc. 

Diazinon  4E  F2 

Fort  Bend  Services,  Inc. 

BH-1301    G7 

DM101   G7 

DM  102  G7 

DM103  G7 

DM106  G7 

DM107  G7 

DM108  G7 

DM109  G7 

DM110  G7 

DM201   G7 

DM202  G7 

DM203  G7 

JD-1500  G6 

JD-1501   G6 

JD-1502  G6 

JD-1503  G6 

JD-1505  G6 

JF-3000    G6 

JF-3010    G6 

JF-3020    G6 

JF-3035    G6 

JF-3040    G6 

JF-3045    G6 

LL-1403  PI 

OL-1600 G6 

OL-1602 G6 

PD-1250  G6 

PD-1252  G6 

Fort  Dodge  Laboratories,  Inc. 

Nolvasan  Solution  Dl 

Fort  Smith  Paper  Company 

Brite-N-White  Bleach  B1X>1 

The  Old  Fort  Brake-Away  Foaming 
Cleaner   Al 

Fortress  Chemical  Co. 

All  Purpose  Cleaner   A4 

Creme  Cleanser  A6 

Detergent  Thickened  Bowl  Cleaner  ....    CI 

Foaming  Degreaser  Al 

Fortress  Bacterial  Digestant-Deodorant    CI 
Fortress  Citrus  Plus  Spray  N  Wipe  Clnr  CI 

Fortress  Damp  Mop  Cleaner CI 

Fortress  Food  Industry  Sntzng  Lotion 

Sp    E2 

Fortress  Lime  Odor 


Digestant/CounteracL  CI 

Fortress  Maxi-Blend  Degreaser  Cleaner  CI 
Fortress  Maxi-Blend  Glass  &  Plastic 

Clnr  CI 

Fortress  Mild  Acid  Quarry  Tile  Reno- 
vator     C2 

Fortress  Uric  Acid  Eradicator CI 

Frtrs  Maxi-Blend  Rstrm  & 

Multi-SurfDsfnt    CI 

Germicidal  Cleaner  CI 

Heavy  Duty  Foaming  Degreaser    Al 

Industrial  Degreaser  Butyl  Cleaner    ....  CI 

Low  Acid  Toilet  Bowl  Cleaner    C2 

Mint  Disinfectant  Cleaner CI 

Non-Acid  Bowl  and  Bathroom  Cleaner  C2 

Quat  256   CI 

Rinse-Free  Floor  Stripper  CI 

Soft-Lotion  Dishwashing  Concentrate  Al 

Super  Toilet  Bowl  Cleaner  C2 

Fortunate  Corporation 

Fortunate  Home  APS    A6 

Fortunate  Home  CSC   A4 

Household  Organic  Cleaner   A4 

Fortune  Chemical  Company  Inc. 

x-rr  5  ai 

Fosroc  Inc. 

Solvent  102  PI 

Foster  Products  Corporation/ 
H.  B.  Fuller  Company 

Foster  82-04  Vinyl  Adhesive   PI 

Speed-Line  Vinyl  Adhesive  19-113  PI 

Foster,  R.  A.  &  Son  Co. 

O.G.S.  Oven,  Grill  &  Smokehouse 

Cleaner   A8 

Super  Solv  #1    A4 

Four  Seasons  Chemical  Corporation 

Food  Locker  and  Freezer  Cleaner   A5 

Four  Seasons  Cleaning  Compound  and 

Dgrsr  A4 

Four  Seasons  Heavy-Duty  Floor  Cleaner  CI 
Four  Seasons  Powdered  Hand  Soap  ....  C2 
Mix-Up    A4 

Four  Star  Chemical 

"FSL"  Food  Equipment  Lubricant   HI 

"118"  Fluorocarbon  Lubricant    H2 

"910"  Contact  Cleaner    K2 

Chain  &  Cable  Lube  H2 

Citrus  Power   CI 

Citrus  Solvent   CI 

Citrus  Solvent  Supreme    CI 

Double  Duty  32 A4 

Grip   PI 

HD.  Steam  Soap  A2 

Hydraulic  Oil  A-W  H2 

Industrial  Gear  Oil    H2 

J-224    CI 

Powr-Thru  Drain  Opener    LI 

Residual  Roach  and  Ant  Killer F2 

Solve-It  The  Answer  CI 

Star  Power  Al 

SS-201   K2 

SS-500  K2 

Vy-Ser-Eze    H2 

421  Silicone  Spray    HI 
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Four  States  Maintenance  Supply, 
Inc. 

4-Zyme++    CI 

Foural  Enterprises 

Fourfecta   D2 

Fowler  Wholesale  Distributing 

All  Purpose  Scale-X  A3 

Fox  Valley  Chemical  Co. 

FVC  Liquid  660    L2 

Foxco 

Foam-Away  Al 

Framar  Industrial  Products  Inc. 

Dynamic  A4.A8 

Spray  Fog    Fl 

Franchise  Services,  Inc. 

FSI  Ammoniated  All  Purpose  Cleaner     A4 
FSI  Liquid  Hand  Dish-Wash&Hand 

Soap  Cone Al 

FSI  Ready-To-Use  Glass  Spray   CI 

Institutional  Liq  Dm  Pipe  Opnr  &  Maint  LI 

Frank  Miller  &  Sons,  Inc. 

Coil  Brite  PI 

Concentrated  Inhibited  Chemical  Clnr.     A3 

Condensate  Line  Conditioner  G6 

Deo-Gran  CI 

Disinfectant-Sanitizer-Deodorizer  Cone.  D2 

Emulsifiable  Spray  Concentrate  Fl 

Germicidal  Cleaner  A4 

Heavy-Duty  Floor  Cleaner  CI 

Hospital  Type  (Mint)  Disinf.  &  Clnr.       CI 

Insecticide  (With  Residual  Control)  F2 

Insecticide  Concentrate  Fl 

Liquid  Steam  Cleaning  Compnd. 

HD.Form Al 

Lotionized  Hand  Soap El 

Lubricant-Coolant  H2 

Mira-Pel  A7 

Mr.  Melt    CI 

Multiple  Purpose  Boiler  &  Feedwtr. 

Treat   G6 

Paint  Stripper C3 

Pine  Odor  Disinfectant  CI 

Powdered  Cleaning  Compound    A4 

Powdered  Hand  Soap    C2 

Sunshine    CI 

Virucide  Dl 

Franklin  Oil  Corp.  (Ohio)/ 
Rocol  Division 

Spindraulic  150  H2 

White  Chain  &  Dnve  Spray  HI 

White  Food  Grease  HI 

Franlynn,  Incorporated 

Citrosene  10 CI 

Formula  12  FF  12  Al 

Formula  28  Mr.  Steam  FF  28  Al 

Lynnpol  No.  96  Concentrate    Al 

Franmar  &  Associates 

Series  7  Lotion  Hand  Cleaner    E4 


Freco  Chemical  Co. 

Offense  D2 

The  Bomb   A4 

Fred  H.  Williams  Co. 

Textile  Grade  Dry  Silicone  Spray    HI 

Frederick  Gumm  Chemical  Co.,  Inc. 

Stero24  Al 

Freedman,  S.  &  Sons,  Inc. 

BAC-T  Al 

Cutter  Al 

Jewel    El 

Palm  Liquid  Hand  Soap   El 

Power  Al 

Slic  Silicone  Lubricant  HI 

SFS  Grill  &  Oven  Cleaner  A8 

SFS  Liquid  Hand  Dishwash  Al 

SFS  Lotionized  Liquid  Hand  Dish  Wash  A 1 

Freeport  Manufacturing  Company 

Freeport  Waterless  Hand  Cln.  Knuckles 

Up  E4 

Freitas  Enterprises 

New  Non  Butyl  Degreaser  Al 

Fremar  Corporation 

Lemon  Disinfectant  C2 

Fremont  Industries,  Inc. 

#12  Acid  Cleaner    A3 

#190F  Al 

#2025  Acid  Cleaner    A3 

#3015  A2 

#304F  El 

#3045  General  Maintenance  Cleaner  ..  Al 

#3066  General  Maintenance  Cleaner  ..  Al 

#322  A2 

#34F  A4 

#42HD  A2 

#902  Boiler  Water  Treatment  G6 

#9 1C  Boiler  Water  Treatment    G6 

#91 1C  Water  Treatment  G6 

#913  G6 

#922  G2 

#924  G6 

#930  G6 

#931  G6 

#932  G2 

#94  G6 

#9401  CI 

#9402  CI 

#9403  CI 

#9404  CI 

#942  G2 

#953  Boiler  Water  Treatment  G6 

#960  Collodial  Oxygen  Scavenger  G6 

#9904  Municipal  Water  Treat G3 

Fremont  2012HW  Water  Soluble  Lubri- 
cant    H2 

Fremont  2015  Low  Foam  Acid  Cleaner  A3 

Fremont  752  Low  Temp.  Cleaner    Al 

Fremont  753  Low  Temp.  Cleaner    Al 

Fremont  9010  Inservice  Descaler  G6 

Fremont  921  Water  Conditioner G2 

Fremont  942  Water  Conditioner G2 

Fremont  955  Boiler  Water  Treatment  G6 

Fremont  9927  Microbiocide  G7 

Fremont  9980  Liquid  Caustic  G6 

4072  General  Purpose  Detergent   Al 

8014  Laundry  Detergent  Bl 


8505  Steam  Line  Treatment  G6 

8511  Steam  Line  Treatment  G6 

8515  Steam  Line  Treatment  G6 

8517  Steam  Line  Treatment  G6 

8530  Steam  Line  Treatment  G6 

8536  Steam  Line  Treatment  G6 

8540  Steam  Line  Treatment  G6 

8542  Steam  Line  Treatment  G6 

8555  Steam  Line  Treatment  G6 

8561  Steam  Line  Treatment  G6 

8565  Steam  Line  Treatment  G6 

8567  Steam  Line  Treatment  G6 

8570  Steam  Line  Treatment  G6 

8580  Steam  Line  Treatment  G6 

8582  Steam  Line  Treatment  G6 

8802  Resin  Cleaner  PI 

8807  Descaling  Acid PI 

8810  Polymeric  Sludge  Cond G6 

8826  Boiler  Antifoam  G6 

8840  Cooker/Cooler  Sequestrant    G5 

8850  Cooker/Cooler  Sequestrant    G5 

905  Boiler  Water  Treatment  G6 

9107  Corrosion  Inhibitor  Additive  G7 

9170  Cooling  Water  Treatment    G7 

9171  Cooling  Water  Treatment   G7 

9173  Cooling  Water  Treatment    G7 

9174  Cooling  Water  Treatment    G7 

920  Water  Conditioner  G2 

923  Boiler  Water  Treatment  G6 

929  Boiler  Water  Treatment  G6 

930  Boiler  Water  Treatment  G6 

939  Boiler  Water  Treatment  G6 

951  Boiler  Water  Treatment  G6 

962  Oxygen  Scavenger  G6 

964  Oxygen  Scavenger  G6 

97  Steam  Line  Treatment  G6 

977  Steam  Line  Treatment  G6 

983  Boiler  Treatment    G6 

9907  Descaling  Acid PI 

9920  Closed  System  Treatment   G7 

9950  Combination  Boiler  Water  Treat- 
ment      G6 

9951  Combination  Boiler  Treat  G6 

9952  Combination  Boiler  Treatment   ..  G6 

9953  Combination  Boiler  Treatment   ..  G6 

9955  Chelated  Boiler  Treatment G6 

9959  Combination  Boiler  Water  Treat- 
ment      G6 

9962  Liquid  Oxygen  Scavenger  G6 

9977FG    Q5 

Fresh  Mark  Corporation 

Canquat  110 Dl 

Fresh  Base  10    A2 

Fresh  Clean  X   A3 

Fresh  Lube  18   H2 

Sani-Fresh  10 D2 

Fresh  Products,  Inc. 

Fresh  Bowl  Blocks  Cherry  CI 

Fresh  Bowl  Blocks  Floral  CI 

Fresh  Bowl  Blocks  Lemon  CI 

Fresh  Bowl  Blocks  Lemon  CI 

Fresh  Bowl  Blocks  Pine  CI 

Fresh  Conqueror  103  Baby- Powder  ....  CI 

Fresh  Conqueror  103  Cherry    CI 

Fresh  Conqueror  103  Citrus  CI 

Fresh  Conqueror  103  Green  Apple    ....  CI 

Fresh  Conqueror  103  Lemon   CI 

Fresh  Conqueror  103  Mint  CI 

Fresh  Conqueror  103  Pine    CI 

Fresh  Conqueror  103  Springtime  CI 

Fresh  Conqueror  103  Tutti-Frutti  CI 

Fresh  Flush  B  Cherry   C2 

Fresh  Flush  B  Green  Apple   C2 

Fresh  Flush  O  Lemon  C2 

Fresh  Linen  Gel  Deodorant  Air  Fresh- 
ener    CI 

Fresh  Saniscreen  "Cherry"    C2 

Fresh  Saniscreen  "Green  Apple"    C2 
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Fresh  Saniscreen  "Lemon"   C2 

Fresh  Urinal  Blocks  Cherry   CI 

Fresh  Urinal  Blocks  Floral  CI 

Fresh  Urinal  Blocks  Lemon   CI 

Fresh  Urinal  Blocks  Pine   CI 

Fresh  Wall  Blocks  Cherry    CI 

Fresh  Wall  Blocks  Floral    CI 

Fresh  Wall  Blocks  Pine    CI 

ReFresh  Gel  Deodorant  Cherry    CI 

ReFresh  Gel  Deodorant  Citrus  CI 

ReFresh  Gel  Deodorant  Green  Apple  CI 

ReFresh  Gel  Deodorant  Lemon   CI 

ReFresh  Gel  Deodorant  Mint  CI 

ReFresh  Gel  Deodorant  Spice    CI 

ReFresh  Gel  Deodorant  Vanilla  CI 

Terminator  CI 

Urinal  Sentry  Cleaner  Blocks  Cherry  ..  C2 
Urinal  Sentry  Cleaner  Blocks  Green 

Apple C2 

Urinal  Sentry  Cleaner  Blocks  Lemon  C2 

Urinal  Sentry  Para  Blocks  Cherry   CI 

Urinal  Sentry  Para  Blocks  Floral   CI 

Urinal  Sentry  Para  Blocks  Lemon   CI 

Urinal  Sentry  Para  Blocks  Pine   CI 

101  Super  Concentrated  Deod  (Gm  Ap- 
ple)      CI 

101  Super  Concentrated  Deod  (Peppe- 
rmint)      CI 

101  Super  Concentrated  Deod.  (Cherry)  CI 
101  Super  Concentrated  Deod.  (Cinna- 
mon)      CI 

101  Super  Concentrated  Deod.  (Citrus)  CI 

101  Super  Concentrated  Deod.  (Neutra)  CI 
101  Super  Concentrated  Deodorant 

(Lemon)    CI 

Frick  Company 

Frick  Oil  #2A    H2 

Frick  Oil  #5  H2 

Refrigerating  Machine  Oil  No.  3  H2 

Refrigeration  Machine  Oil  No.  4  H2 

Fried  Industries,  Inc. 

Stericlean  Granular  A1.Q1 

Stericlean  Liquid  A1.Q1 

Friendly  Systems,  Incorporated 

Accept   H2 

All  Gonel  CI 

Aquaman  G7 

Armor  Guard  Al 

Assist   A3 

Avenger  Al 

Avenger  L.C Al 

Boron  #101    F2 

Breakthru  A8 

BP-1  C2 

Charade    CI 

Cide-Way  Fi 

Citra  Force  Aerosol  CI 

Citra-Force CI 

Clenforize    A4 

Concen-Spray    Fl 

D.O.A F2 

Enviroderm    E4 

Fabwash  Al 

Friendly  Force  II  F2 

Friendly  Skin  E4 

Friendly  Zyme  L2 

FAS-Hand   El 

Geartrain    H2 

Ice-Melting  Pellets    CI 

It's-A-Narural  CI 

Let-Go  H2 

Lineman  LI 

Longhom   Fl 

Magic  Mop    CI 

Moist-Out  (Aerosol)    K2 


Moist-Out  (Bulk)  K2 

Move-On  Kl 

Naturalizer  Biological  Treat  Sys  Pts 

A&B   L2 

No  Prisoners!  L.O F2 

No-Scrub  A8 

Pine-Point    CI 

Pinion H2 

Problem  Solver  (Aerosol)  K2 

Problem-Solver   Kl 

Ranger  Food-grade  White  Lubricant   ..    HI 

Right-Spot  A4 

Sani-Breeze  CI 

Sani-Breeze  (Aerosol)  CI 

Sewer-Magic   LI 

Sharpshooter   F2 

Sharpshooter  L.O F2 

Single  Step  L.C A4.A8.C1 

Single-Step    Al 

Skirmish  Fl 

Slush  &  Flush   A5 

Steam  Chisel   Al 

Stick-2  PI 

Stride  H2 

Strike-Out    Fl 

Submit   Al 

Sunder   A4 

Super  Strip  C3 

Surround  SAE  80W-90  H2 

Surround  SAE  85W-140  H2 

Touche'    CI 

Trail-Blazer  F2 

Vi-Rid  DC  A4 

WTB-1000  G6 

Frigoscandia  Food  Process  Systems 
Inc. 

Frigoscandia  Formula  410    HI 

Frigoscandia  Formula  410  (Aerosol)   ..    HI 

Frito-Lay,  Incorporated 

F.L.  Acid  Cleaner  A3 

F.L  Caustic  Cleaner  A2 

F.L.  Equipment  Cleaner   Al 

F.L.  Gel  for  Acid  Spray  PI 

Fritzsche  Dodge  &  Olcott,  Inc. 

Animal  Product  Deodorizer  47100  CI 

Frontier  Chemical  Technology,  Inc. 

Drain  Clean  A/Way CI 

Engine  Cleaner  No.  9   CI 

Formula  No.  1   Al 

High  Performance  Emulsifier  No.  10  A4.A8 
Mighty  Clean  Al 

Frosty  Acres  Brands  Inc. 

Frosty  Acres  Ail-Purpose  Cleaner   A4 

Frosty  Acres  Floor  and  Concrete 

Cleaner   A4 

Frosty  Acres  Hand  Dishwashing  Deter- 
gent    Al 

Frosty  Acres  Kitchen  Degreaser Al 

Frosty  Acres  Liquid  Hand  Soap  E4 

Frosty  Acres  Oven  and  Grill  Cleaner ..  A8 

Frosty  Acres  Brands,  Inc. 

Heavy  Duty  Machine  Scrubber  Concen- 
trate      Al 

Quick-Foaming  Fat  &  Grease  Cleaner     A 1 

Stainless  Steel  Cleaner  and  Polish  CI 

1005-1  Liquid  Hand  Dish  Wash  Al 

1090-1  Inst.  Liquid  Dm  Pipe  Opnr  & 

Mntr    LI 

330-X50  Machine  Dish  Wash  Com- 


pound        Al 

335  Institutional  Deep  Fat  Fryer  Cleaner  A8 
341-X50  Supreme  Low  Suds  Laundry 

Det Bl 

345-X10  Concentrated  Dry  Bleach    ....    Bl 

915  General  Purpose  Cleaner  Al 

920  Heavy  Duty  General  Purpose 

Cleaner   Al 

925-1  Ammoniated  All  Purpose  Cleaner  A4 

940-1  Bowl  Cleaner   C2 

945  Alkaline  Degreaser  &  Oven  Cln 

Cone    A8 

950  Extra  Heavy  Duty  Degreaser  ..  A4.A8 
955-1  Ready-To-Use  Glass  Spray    CI 

Ft.  Lauderdale  Paper  & 
Supply  Co.,  Inc. 

#1  Heavy  Duty  All  Purpose  Cleaner  ..    A8 
Blue  Devil  Cleaner-Dgrsr  &  Wax  Strip- 
per      A4 

Special  #1  All  Purpose  Cleaner  A4 

Fuller  Brush  Commercial  Products/ 
Division  of  Fuller  Industries,  Inc. 

Ammoniated  Glass  Cleaner    CI 

Concur  CI 

CFC  Concrete  Floor  Cleaner    CI 

Disinfectai..  Bowl  Cleaner   C2 

Formula  933  Foaming  Cleaner  &  De- 
greaser      Al 

Formula  937  Liquid  Steam  Clnr Al 

Formula  939    A4 

Fullclean  All  Purpose  Cleaner   A4 

Fullguard  2  Sanitizer/Disinfectant    D2 

Fullpower  Food  Processing  Plant 

Cleaner   A4 

Fullpower  H.D.  Cleaner/Degreaser A4 

Fullsan  A4.C1 

Fullsan  128  Neutral  Germicidal  Cleaner  Al 
Fullscrub  Floor  Scrubbing  Detergent  ..  A4 
Fullscrub  General  Purpose  Detergent  ..    A4 

Fullscrub  High  Pressure  Wash  A4 

Fullscrub  Neutral  Cleaner  A4 

Fullsparkle  Heavy  Duty 

Cleaner/Degreaser A4 

Fullsparkle  Window  Cleaner    C2 

Fullspeed  Wax  Stripper CI 

Fullsuds  All-Purpose  Cleaner/Degreaser  A4 

Fullsuds  Kitchen  Degreaser    A4 

Fulmint  Detergent  Deodorizer   CI 

HC100  Liquid  Hand  Cleaner   E4 

HC200  Liquid  Hand  Cleaner   E4 

HC300  Liquid  Hand  Soap    E4 

Industrial  Insect  Spray  II    Fl 

Neutra-Scrub  Al 

Oven  Cleaner A8 

Porcelain  and  Tile  Cleaner  CI 

Spray  'n  Away  All  Purpose  Cleaner    ..    A4 

Spray'n  Shine  Glass  Cleaner CI 

Stainless  Steel  Cleaner   A7 

Fuller  Brush  Company,  The 

Formula  938    CI 

Full-Fresh  Odor  Control  Compound    ..    CI 
Full-Hand  Waterless  Hand  Cleaner  Lo- 
tion      E4 

Fullbrite  Non-Acidic  Aluminum  Cleaner  Al 

Fullsan  A4.C1 

Fulsol  All-Purpose  Degreaser  A4 

HC400  Antimicrobial  Soap El 

HC500  Liquid  Hand  Soap    E4 

HC600  Waterless  Hand  Cleaner  Lotion    E4 

Industrial  Insect  Spray  II    Fl 

Multi-Purpose  Cleaner    CI 

Neutra-Sheen  Hard  Surface  Cleaner  ....     CI 

Penetrating  Lubricant    H2 

Silicone  Spray  H2 
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Fuller  Engineering  Incorporated 

B-101  G6 

B-310  G6 

Fuller,  H.  B.,  Company 

Foster  3080   PI 

Foster  81-42 PI 

Foster  81 -42W  PI 

Foster  9713  Insulation  Attachment 

Adhsv    PI 

FE-7006  (Parts  A  and  B)   PI 

Fuller,  H.  B.,  Company/ 
Monarch  Division 

Acid  Cleaner  Concentrate  A3 

AddChlorU   D2.G4.Q4 

Additive  G  Al 

Advantage   D2 

Alumite  12  Al 

Anti-Foam  #10    Q5 

Antical  I-P-C  Acid    A3 

Antical  I-P-C  Cleanser   Al 

Antical  1404    A4 

Antical  35    Al 

Antical  35-X   Al 

Antisoil  301  Al 

Antisoil-HF   Al 

Bac'cide  D2 

Balance  Cleaner Al 

Blend  4    A3 

Bottle  Brite    A2 

C-I-P  Acid  Cleanser  A3 

Chain  Clean  100   H2 

Chelate  G5 

Chelated  Alkali  #5    A2 

Clean'n  Coat    Al 

Clear  Clean    A2 

CL-14 D2 

CLX  D2.Q4 

CWT    G7 

D-Press Al 

Defoamer  S   Al 

Edge  Al 

Enquat   D2 

Escort  Lube  H2 

Evapo-Shine  S  A3 

Fabric  Softener   B2 

Filtra  Pure  10-4  PI 

Flo  Brite  H.D A2 

Flo-Kleen  Liquid  Cleanser  A2 

Foam  Force  Al 

Foam  X-tra    Al 

Foam-Brite  A3 

Foam-Flex   Al 

Foam-Zyme  10    Al 

Foam-Zyme  20    Al 

Foamitize  Al 

Forcit  Cleaner   A2 

Fryer  Cleanser  A2 

Ful-Bac    D2,G4,Q4 

Fulacryl  FA-606-White  PI 

FC-100  A2 

FC-200  Acid   A3 

H.D.  1400    A2 

H-T  Cleanser  Al 

Handmate  Cleaner  Al 

Hot  or  Cold  Bl 

HD  Floor  Cleaner  NP  A4 

I-P-C  Cleanser  (F)  Al 

I-P-C-X  Cleanser Al 

Liquid  Filtra  Pure  120    PI 

Liquid  Fry-Clean  SK  1765  A2 

Liquid  HD-325    A1.Q1 

Liquid  Power  A1.Q1 

Lubricide  G5.G7.P1 

LubriClean  H2 

Luminate   Al 

LB  1996-20  A2 


LB  1997-15  Al 

Membrane  Acid  23  A3 

Membrane  Soak  40  A3 

Mon-O-Dine    D2.Q6 

Monacid  NP A3 

Monacid  250   A3 

Monarch  Acid  Clean  A3 

Monarch  Acid  Rust  Remover  A3 

Monarch  Add  Chlor   D2.Q4 

Monarch  Alkali  #6    A2.L1 

Monarch  Biostat    E2 

Monarch  Boot  Wash  Dl 

Monarch  Bottleshine  A2 

Monarch  BW-5   A2 

Monarch  BVV-90   A2 

Monarch  C.I.P.  Acid  A3 

Monarch  C-S  D2 

Monarch  Chain  Clean  H2 

Monarch  Chloro-Shine   A2 

Monarch  Circ  Brite  A2 

Monarch  Conquest    A2 

Monarch  Crest  A1.Q1 

Monarch  Degreaser  Al 

Monarch  Egg  Wash  Compound  Ql 

Monarch  Egg  Wash-RO  Ql 

Monarch  Evapo-Shine  A3 

Monarch  Foam-Klor  Al 

Monarch  Germicidal  Hand  Scrub E2 

Monarch  GPC  #10    Al 

Monarch  H.D.  325    A2 

Monarch  H.D.C.  No.  3  A2 

Monarch  H.S.-Chain  Lube   H2 

Monarch  Heavy  Duty  Floor  Cleaner   ..    A4 

Monarch  Hypo-Chlor   D2 

Monarch  I-Bac  Sanitizer  D2,Q4,E3 

Monarch  I-P-C  Cleanser  (F)  Super  Fine  A2 
Monarch  Industrial  Laundry  Detergent     Bl 

Monarch  K3-Chain  Lube    H2 

Monarch  K6-Chain  Lube    HI 

Monarch  Laundry  Bleach  Powder   Bl 

Monarch  Laundry  Sour  Bl 

Monarch  Liquid  Industrial  Laundry  Det.  Bl 

Monarch  Liquid  Sep-Ko  Al 

Monarch  Liquid  Super  Ream  A1.Q1 

Monarch  Lotionized  Hand  Cleaner    El 

Monarch  Low  Foam  Iodophor  Ger- 
micidal Det  D2.Q6 

Monarch  Microstat    E2 

Monarch  Monalum    Al 

Monarch  Monoklor  Liquid  D2.Q4 

Monarch  Monoklor  Powder   D2 

Monarch  MP-2  Acid  A3 

Monarch  MSR-50   A3 

Monarch  Oxygen  Bleach    Bl 

Monarch  Peri  Bl 

Monarch  Phosphate  Rust  Inhibitor  PI 

Monarch  Renu  Acid   A3 

Monarch  Sep-Ko  Al 

Monarch  Sep-Ko  BTC    Al 

Monarch  Shell  White    A1,Q1 

Monarch  Silicate  Rust  Inhibitor  PI 

Monarch  Silicone  Defoamer  A1.Q5 

Monarch  Solide  Dl 

Monarch  Special  Caustic  Additive  A3 

Monarch  Super  Kabon    D2,E3,Q3 

Monarch  Super  Ream  Al 

Monarch  U.F.  Low  Foam  Al 

Monarch  Water  Conditioner    A1,G6,G2,G5 
Monarch  WT-12  Water  Condi- 
tioner   G7,G2,G5 

Monarch  1300  A2 

Monarch  1313-SD  A1.Q1 

Monarch  1324  A2 

Monarch  1325  A2 

Monarch  1330  Al 

Monarch  1350  A2.Q1 

Monarch  1351   A2.Q1 

Monarch  1352  A2 

Monarch  1353  A2 

Monarch  1360  A8 

Monarch  1465   A2 

Monarch  1538  A3 


Monarch  2010K A2.Q1 

Monarch  400  Sanitizer   D2 

Monarch  55-5    A3 

Monarch  800  A3 

Monarch  855  Acid    A3 

Monarch  860  A3 

Monarch  870  A3 

Monarch  880  A3 

Monoklor  D2 

MSR-200  Acid    A3 

Outshine  Acid   A3 

Phos  Free  Acid   A3 

Phos-Enquat  D2 

Power  Glide  Concentrate    H2 

Preserve  Al 

PT-50  Acid  Cleaner    A3 

PVL  Conveyor  Lubricant  A1.K2 

QT-100  Acid  A3 

RO  Enzyme  Cleaner  DDS    Al 

RO  Enzyme  Cleaner  70    PI 

RO  Enzyme  Cleaner  96    Al 

Saneze  D2 

Sparkle  NP Al 

Speedy  Lube   H2 

Super  Glide  Lube    H2 

Sustain  Cleaner  Al 

SPL  190  Cleaner  A4 

Tabfas  Contact  Bond  Cement  82-40    ....  PI 

Tower  Treatment  #1    G7 

Variclean  A4 

Vat  Paste   Al 

Zango  A2 

Zing  Al 

Fullwell  Motor  Products  Co.,  The 

Deep  Clean  with  Pumice    E4 

Fulton  Paper  Co. 

All  Purpose  Cleaner   A4 

Antiseptic  Lotion  Soap  El 

Clinging  Bowl  Cleaner  C2 

Concrete  Cleaner  CI 

Glass  Cleaner CI 

Glass  Cleaner  (Aerosol)    CI 

Heavy  Duty  Cleaner-Degreaser   ....    A4.A8 

Lemon  Disinfectant  C2 

Low  Foam  Cleaner  and  Degreaser  A4 

M-Sol  Disinfectant  Bowl  Cleaner    C2 

Ready  To  Use  Coco  Soap  El 

Spray  Does-It A8.C1 

Will-Do  Sanitizer    D2 

Fumico,  Incorporated 

Liquid  Hydrocyanic  Acid  F4 

Furbish  Chemical  &  Supply  Co. 

Clean-Out LI 

Dry  Chlorine  Bleach  A1.B1 

Filter  Kleen   Al 

Glass  Kleen  CI 

Kitchen  Floor  Cleaner  Al 

Kleen-Off A4 

Liquid  Alive  Bacteria   L2 

Pink  Zip  A4 

Suds  Break Q5 

Furst-McNess  Company 

Degreaser  Concentrate    CI 

McNess  Crystal  Cleanser   Al 

McNess  Waterless  Hand  Cleaner  E4 

Future  Compounding 

Acid  Cleaner  F-83  A3 

Future  Attack  CI 

Future  Bull  Dog    CI 
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Future  Floor  and  Track  Cleaner  A4 

Future  Golden  Pine  CI 

Future  Heavy  Duty  Cleaner   Al 

Future  HF-44  Al 

Future  Odorless  Concrete  Cleaner  A4 

Future  Supply  Corporation 

Formula  530    Al 

No  Equal  Natural  All  Purpose  Cleaner  CI 

Orange  Peel  E4 

Future  Trend  Industries 

FTI  ZWOl  Liquid  Siloxane  Lubricant  HI 

FTI  ZW02  Silicone  Mold  Release  Aer- 
osol     HI 

FTI  ZW04  Thrust  HI 

FTI  1 183H  bid.  Oven  Roller  Chain  Lub.  H2 

FTI  1301  Food  Machinery  Grease- 
White  HI 

FTI  1302  Food  Machinery  Grease-Clear  HI 

FTI  600-100  Food  Gr.  Hydraulic  FL 

SAE  30  HI 

FTI  600-150  Food  Gr.  Hydraulic  FL 

SAE  40  HI 

FTI  600-32  Food  Gr.  Hydraulic  FL. 

SAE  10  HI 

FTI  600-46  Food  Gr.  Hydraulic  FL. 

SAE  20  HI 

FTI  600-90  Food  Grade  Gear  Fluid  SAE 

90    HI 

FTI600-100SP  Food  Gr  Compressor  FL 

SAE30 HI 

FTI600-46SP  Food  Gr  Compressor  FL 

SAE  20  HI 

G  &  B  Enterprises  Inc. 

GB-60    CI 

G  &  G  Chemical  Corp. 

Softy    E4 

Tuff-Grit  Hand  Cleaner E4 

G  &  G  Oil  Co.  of  Indiana,  Inc. 

G&G  LS  EP2    H2 

G  &  G  Oil  Company 

G&G  EG.  Gear  Oil  220  HI 

G&G  F.G.  Gear  Oil  320  HI 

G&G  F.G.  Gear  Oil  460  HI 

G&G  F.G.  Gear  Oil  68  HI 

G&G  F.G.  Grease  EP  No.2    HI 

G&G  F.G.  Hydraulic  Oil  100 HI 

G&G  F.G.  Hydraulic  Oil  150  HI 

G&G  F.G.  Hydraulic  Oil  32  HI 

G&G  F.G.  Hydraulic  Oil  46  HI 

G&G  F.G.  Hydraulic  Oil  68  HI 

G&G  Sales-Service 

Tabco  Clean-Up  De-Greaser Al 

G  &  L  Supply  Company 

Em-U-Sol  A4A8 

Foam  &  Kleen  CI 

HIO  Disinfectant  Cleaner  Dl 

G  &  M  Industrial  Chemicals  & 
Supply  Inc. 

Lemon-X  Cleaner   CI 

Tuf  Break Al 

Tuf  Power   A4 

Tuf-Stuf  A2 


G  &  W  Distributing 

Clean  Power  All  Purpose  Cleaner   Al 

G  A  DC  O 

Enviroclean   CI 

Labelift  Blue   K3 

PMC  Precision  Machine  Cleaner  Kl 

G  B  I  Manufacturing,  Inc. 

E  Z  Cleaner-Degreaser  Al 

G  B  Industrial  Products 

Grime  Buster  E4 

G  C  Electronics 

Dry  Kleen    K2 

Fluorocarbon  Release  Agent  and  Lubri- 
cant    HI 

Heavy  Duty  General  Purpose  Clnr  & 

Dgrsr  K2 

Industrial  Strength  Dri-Kleener  &  Dgrsr  K2 

G  F  C  Chemical  Co.,  Inc. 

Real  Kleen  Al 

Ship  Shape  APOD/NK-3  Formulation  Al 

G  M  K  Products  Corp. 

Grill  And  Oven  Cleaner  A8 

G  M  P  Chemicals/ 

Division  of  Gilster-Mary  Lee  Corp. 

Acid  General  Cleaner  920    A3 

Acid  Recirculation  Cleaner  910  A3 

Alkaline  CIP  Cleaner  Chlorinated  625  A 1 

Alkaline  CIP  Cleaner  Chlorinated  627  Al 

Alkaline  CIP  Cleaner  Chlorinated  629  Al 

Alkaline  CIP  Cleaner  Chlorinated  631  Al 

Alkaline  CIP  Cleaner  Chlorinated  633  Ql 

Alkaline  CIP  Cleaner  600  Al 

Alkaline  General  Cleaner  Chlorinated 

675    Al 

Alkaline  General  Cleaner  Chlorinated 

677    Al 

Alkaline  General  Cleaner  Chlorinated 

679    Al 

Alkaline  General  Cleaner  650    Al 

Alkaline  General  Cleaner  652    Al 

Alkaline  General  Cleaner  654    Al 

Alkaline  General  Cleaner  664    Al 

Bowl  &  Porcelain  Cleaner   C2 

Corona  Bl 

D-Press950  A1.Q5 

Detsan  926  Dl 

Fabrisan  928    Bl 

Foam  Aid  Al 

Grad  I Al 

High  Alkaline  CIP  Cleaner  Chlor.  730  Al 

High  Alkaline  CIP  Cleaner  700  A2 

High  Alkaline  CIP  Cleaner  702  A2 

High  Alkaline  CIP  Cleaner  706  A2 

High  Alkaline  CIP  Clnr  Chlorinated  727  A2 
High  Alkaline  Drain  Pipe  Opener  770  ..  LI 

High  Alkaline  General  Cleaner  750  ....  A2 

High  Alkaline  General  Cleaner  752  ....  A2 

High  Alkaline  General  Cleaner  754  ....  A2 

High  Alkaline  General  Cleaner  756  ....  A2 

High  Alkaline  General  Cleaner  760  ....  A2 

High  Alkaline  General  Cleaner  762  ....  A2 

High  Alkaline  General  Cleaner  770  LI 

Liquid  Acid  General  Cleaner  915    A3 

Liquid  Acid  General  Cleaner  917    A3 

Liquid  Acid  General  Cleaner  919    A3 

Liquid  Acid  General  Cleaner  921    A3 


Liquid  Acid  General  Cleaner  922    A3 

Liquid  Acid  Recirculation  Cleaner  900  A3 

Liquid  Acid  Recirculation  Cleaner  902  A3 

Liquid  Acid  Recirculation  Cleaner  904  A3 

Liquid  Acid  Recirculation  Cleaner  906  A3 

Liquid  Acid  Recirculation  Cleaner  908  A3 

Liquid  Alkaline  General  Cleaner  BB  ..  A4 

Liquid  Alkaline  General  Cleaner  862  A 1 

Liquid  Alkaline  General  Cleaner  864  Al 

Liquid  Alkaline  General  Cleaner  866  Al 

Liquid  Alkaline  General  Cleaner  867  Al 

Liquid  Alkaline  General  Cleaner  868  Al 

Liquid  Alkaline  General  Cleaner  869  A4 

Liquid  Alkaline  General  Cleaner  873  A4 

Liquid  Alkaline  Lubricant  940  H2 

Liquid  Heavy  Duty  Chlor-CIP  Cleaner 

825    Al 

Liquid  Heavy  Duty  CIP  Cleaner  800  ..  A2 

Liquid  Heavy  Duty  CIP  Cleaner  802  ..  A2 

Liquid  Heavy  Duty  CIP  Cleaner  804  ..  A2 
Liquid  Heavy  Duty  CIP-Cleaner  800-W  A2 
Liquid  Heavy  Duty  General  Cleaner  885  Al 
Liquid  Heavy  Duty  General  Cleaner  887  A4 
Liquid  Heavy  Duty  General  Cleaner  889  A4 
Liquid  Heavy  Duty  General  Cleaner  890  A4 

Pressure  Car  or  Truck  Wash  664  Al 

Prof    Al 

Sanitizer923   Dl 

Sanitizer924  Dl 

Sanitizer925   Dl 

Sanitizer  935   D2 

Sanwash  927   Dl 

Spra-N-Wipe  870    A4 

G  M  Specialties,  Inc. 

MPG  Disinfectant-Deodorant  D2 

G  N  C  Enterprises,  Inc. 

Bute   A4 

Chain  &  Cable  Lubricant  H2 

Contact  Cleaner  K2 

Eze  H2 

Grease    H2 

Orange  Stuff   CI 

Pud  C2 

Safely  Solvent  Equipment  Cleaner Kl 

Wipe  Out  Fl 

G  N  R  Corporation 

Poly-Clean  Al 

G  P  Chemical  Co. 

Vent  Hood  Cleaner  Degreaser   Al 

GPS  Industries 

Pro-San    04 

Sani-Clor  Sani-Pure D2 

GWT  Global  Water  Technology, 
Inc. 

GWT-1000  Boiler  Water  Treatment  ....  G6 

GWT-200E    G7 

GWT-2500  G6 

GWT- 300 G7 

GWT-300  G7 

GWT-600  G6 

GWT-700  G6 

GWT-700 G6 

GWT-800 G6 

GWT-900  G6 

GWT-900  Boiler  Water  Treatment  G6 

G.L.G.  District 

Industrial  Stove  &  Oven  Cleaner  A8 
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G-C  Lubricants  Company 

FM  619  Lubricating  Oil  #1    HI 

FM  619  Lubricating  Oil  #2    HI 

FM  619  Lubricating  Oil  #3    HI 

FM  619  Lubricating  Oil  #4    HI 

FM  619  Lubricating  Oil  #5    HI 

FM  619  Lubricating  Oil  #6    HI 

FM  619  Lubricating  Oil  #7    HI 

FM  619  Lubricating  Oil  #8    HI 

FM  619  Lubricating  Oil  #8A  HI 

FM  754  Lubricating  Oil  #2    HI 

FM  754  Lubricating  Oil  #3    HI 

FM  754  Lubricating  Oil  #4    HI 

FM  754  Lubricating  Oil  #5    HI 

FM  754  Lubricating  Oil  #6    HI 

FM  754  Lubricating  Oil  #7    HI 

FM  754  Lubricating  Oil  #8    HI 

FM  754  Lubricating  Oil  #8A   HI 

FM  754  Lubricating  Oil  No.  1  HI 

Notox  375   HI 

Silicone  Release  Food  Grade   HI 

White  Mineral  Oil  #9   HI 

White  Mineral  Oil  190  USP  HI 

G-Y  Products,  Inc. 

Big  "G"    Al 

Big  Blast   Al 

Cocoanut  Oil  Hand  Soap    El 

Concrete  Cleaner  CI 

Contact  Cleaner  K2 

Dual-27    Dl 

Gent  Concentrate  A4 

Grip   PI 

GPC-24    A4 

Hydrolytic  Enzyme  Bacteria  Complex  ..  L2 

Lemon  Tree  CI 

Mr.  Brite  Porcelain  Cleaner  C2 

Oven  Cleaner A8 

Remuv-Ox   A3 

Skin  Shield  Cream    E4 

SSC  Stainless  Steel  Metal  Polish  A7 

Thrift  Detergent A4 

Touch-Up  CI 

Vita  Pine  Phenol  Coefficient  5  CI 

Vita-Pine   CI 

Whirlpool  Drain  Opener  LI 

G-510  Corporation/ 

A  Sub.  of  Gaylord  Int'l.  Inc. 

Formula  G-510    Al 

Gabos  Pest  Control 

Rat  Glu    F3 

Shur  Death  Fly  Spray  Fl 

Gabriel  Service  &  Supply  Corp. 

Boiler  Compound    G7 

Disappear CI 

Fast  1-2-3 A4.A8 

Steam  Line  Treatment G7 

WCS  Water  Tower  Treatment   G7 

Gage  Equipment  Co. 

Degreaser  A4 

Super  HPW   A4 

Triple  XXX  A4 

Gainesville  Janitor  Supply  Co. 

TC-3  H.D.  Degreaser/Cleaner A4 

Gala  Chemical  &  Supply  Co.,  Inc. 

Giant    Al 


Super  Cleaner    Al 

Super  Cleaner  II    Al 

110  Boiler  Treatment    G6 

120  Boiler  Treatment    G6 

135  Oxygen  Scavenger  G6 

150  Steamline  Treatment    G6 

800  Cleaner  A2 

Galaxy  Chemical  Corp. 

Blast-Plus A4.A8 

Dishwash  Concentrate  Al 

Insect  Spray  Fl 

Liquid  Dishwash  Al 

Neutro    CI 

Wipe-Away  Lemon  Spray  Cleaner CI 

300  Blast  Industrial  Degreaser  & 
Clnr  A4.A8 

Galaxy  Company,  Inc. 

Mr  Gee! !  Penetrating  Oil  &  Moist 

Remvr  H2 

Galaxy  Industries,  Inc. 

Slash  Tile  &  Grout  Cleaner   A3 

Super  Blue  Power  Stripper,  Clnr  & 

Degrsr  A4 

Galer  &  Hults 

Fast  Break   Al 

Slam  Dunk  El 

Gamco,  Inc. 

Con-Brio    A4 

Hy-Foam   Al 

Hyper-Tergo  HP   Al 

Iodine  Sanitizer  D2 

Quat  Sanitizer   Dl 

Super-Tergo  Chlor  MSL  Al 

Gamecock  Chemical  Company 

A-153  Atomic  Action   A4 

H-280  Egg  Wash  Ql 

Sunshine  Silicone  Spray  HI 

Gander  Chemical  Company 

Cleaner  401A  Al 

Lectro  Solvent  K2 

Gannon  Chemical  Supplies,  Inc. 

Boiler  Treatment  Liquid  G6 

Liquid  Oxygen  Scavenger G6 

Oxygen  Scavenger  Powder  G6 

Steam  Line  Treatment  G6 

Garco  Chemical  Company 

G-4  CI 

H.  G.  Green  Al 

Mildew  X  Al 

Multi-Sect   F2 

Pyre  Sect  100    Fl 

Pyre  Sect  200    Fl 

Pyre  Sect  400  Water  Based  Insecticide  F2 

Silicone  Release    HI 

Gard  Specialists  Co. 

Gard-Teflon  H2 

Garden  of  Eden 

H.D.  Borax    C2 


H.D.  2000  Powdered  Cleaner  A2 

Low-Foam  S-O-B  Cleaner-De- 

greaser A4.A8 

Pink-Miracle    C2 

Trolly  Cleaner  #1    A2 

Gardner  Supply  Co.,  Inc. 

Cleaner  &  Degreaser A4 

Pro-Line  Clean  Trucks   Al 

Pro-Line  Foamy  B  &  D   C2 

Pro-Line  GS-200  A4 

Pro-Line  Safe  Mop   A4 

Pro-Line  Tough  Job    CI 

Garfield  Maintenance  Supply 

Alkaline  Emul  El  Diablo  Indus  Stmth 

On  Al 

Heavy  Duty  Cleaner  Degreaser    Al 

Garman  Company,  Incorporated 

APC  All  Purpose  Cleaner  CI 

Pump-Aid    PI 

Vapco  Belt  Dressing  PI 

Vapco  Ice  Machine  Cleaner  A3 

Vapco  Nickel-Guard  Ice  Machine 

Cleaner  A3 

Vapco  No  Sweat  PI 

Vapco  Sanitizer  D2 

Garnet  Laboratories,  Inc. 

B-l  Boiler  Feedwater  Treatment   G6 

B- 1024  Boiler  Feedwater  Treatment    ..  G6 

B-1024A  Boiler  Feedwater  Treatment  G6 

B-1024AB  Boiler  Feedwater  Treatment  G6 

B-l  1  Boiler  Supplement  G7 

B-11A  Boiler  Supplement G7 

B-2  Boiler  Feedwater  Treatment    G6 

B-7  Oxygen  Scavenger  G6 

C-l  Closed  System  Treatment   G7 

C-2  Closed  System  Treatment   G7 

S-3  Steam  Line  Treatment   G6 

S-4  Steam  Line  Treatment   G6 

T-3  Corrosion  Inhibitor G7 

T-4  Corrosion  Inhibitor G7 

T-5  Corrosion  Inhibitor G7 

Garo  Enterprises 

Pump  Flushing  Oil    PI 

Garon  Products,  Inc. 

Joint  Guard  (Part  A)  PI 

Joint  Guard  (Part  B)  PI 

Garratt-Callahan  Company 

Adjunct  C    G6 

Adjunct  D    G6 

Adjunct  LC   G6 

Adjunct  T G6.G1 

Formula  #43    G6 

Formula  #43A  G6 

Formula  #455    G6 

Formula  #48  FAL  G6 

Formula  A  G6 

Formula  Number  644   G2.G5 

Formula  Organic  SS  Cat G6 

Formula  101    G6 

Formula  101CF  G6 

Formula  1151    G6 

Formula  1152    G6 

Formula  1154    G5.G6 

Formula  1156    G6 

Formula  116    G5 

Formula  12-L G7 

Formula  150    G6 
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Formula  151    G6 

Formula  153    G2,G5,G6 

Formula  156K  G6 

Formula  16    G6,G5,G3 

Formula  17    G7 

Formula  20-L G7 

Formula  202    G6 

Formula  202KC  G6 

Formula  203-L G5 

Formula  21    G2 

Formula  21CC  G6.G1 

Formula  22-L G7 

Formula  222-L G5 

Formula  242    A3 

Formula  245    A3.G7 

Formula  246    G7 

Formula  247    Al 

Formula  250    PI 

Formula  251    G6 

Formula  270    G6 

Formula  271    G5 

Formula  290    G6 

Formula  291    G5.G6 

Formula  30-A    G7 

Formula  303    G6 

Formula  32    G7 

Formula  35    G7 

Formula  36    G6 

Formula  435    G6 

Formula  44    G6 

Formula  445    G6 

Formula  475    G6 

Formula  48    G6 

Formula  485    G6 

Formula  49    G7 

Formula  55    A1.G7 

Formula  58-A    G5 

Formula  60    Q7 

Formula  60-B    PI 

Formula  610    Gl 

Formula  65    G6 

Formula  65-A    G6 

Formula  65-B    PI 

Formula  80    G6 

Formula  80L   G6 

Formula  82    G6 

Formula  93-L G6 

Formula  94    G6 

Formula  95-L G6 

G.  C.  Formula  156    G6 

G.  C.  Formula  271    G6 

G.C.  Formula  #47  G6 

G.C.  Formula  50  G6 

Garratt-Callahan  Formula  314-T    ..    G5.G7 

1160  G6 

226-L  G5.G7 

Gast  Fuel  &  Service,  Inc. 

Diamond-70  T  HI 

Gast,  P.B.  &  Sons  Company 

All  Purpose  Cleaner   Al 

Antiseptic  Hand  Soap  El 

Antiseptic  Hand  Soap  El 

Bowl-White  C2 

Break  Down Al 

Circle  Cleaner  A4 

Clear  Lite  Glass  Cleaner CI 

Drain  Flo  LI 

Fog-I-Cide  F2 

Hand-i-Work  Smooth  Hand  Cleaner    ....  E4 

Kleen-All  C2 

Kleen-Cut  Creme  Cleanser  A6 

Laundry  Detergent Bl 

Liquid  Dishwash  Al 

Mean  Green  Concentrate    A4 

Medi-Clean  Antisp.  Liq.Hand  Soap  El 

MRC  2000  Al 

Oven-Cleaner A8 

Pink  Lotion  Hand  Cleaner   El 


Porcelain-Grout-Tile-Bowl  Cleaner  ....  C2 

Quat  Rinse  D2 

Quat42    D2 

Sof-Tutch  Liquid  Dishwash   Al 

Sparkle  Glass  Cleaner  CI 

Spec  C2 

Special  Liquid  Hand  Soap    El 

Stainless  Steel   A7 

Stop  Mark-Out  Vandalism  Mark  Re- 
mover      CI 

Strip-All  CI 

Super  D-Waxer  A4 

Tile  Klenz  Cleaner  Concentrate  C2 

True  Blue Al 

True  Blue  Odorless  Al 

Wipe-Out  A4 

Gateway  Chemical  Co.,  Inc. 
See  Gateway  Chemical  Co. 

ZZ 

Gateway  Chemical  Company 

Gate-Cide.  Citrus  Fragrance  A4 

Gatecide  C  Al 

Gatecide  Cleaner  Disinfectant    A4 

Hispeed    Al 

Gateway  Chemicals  Inc. 

Belt-Grip    PI 

Big  Brute  Hand  Cleaner  El 

Brite  Clean  Detergent  Al 

CLP.  Cleaner    A2 

Certain  Roach  &  Ant  Killer  F2 

Chain  &  Cable H2 

E-Z  Clean  Concentrate   A4 

Elec-25  Safety  Solvent  Kl 

Gate-O-Dyne  D2 

Gate-Ox  A3 

Gate-San  44  D2 

General  Purpose  Cleaner Al 

Hercules  A4 

Hi-P  Contact  Cleaner   K2 

Houndog  Concrete  Cleaner  and  De- 
greaser  CI 

Insect  Spray  Fl 

Jet  Clean    A4A8 

Kil-Lo-Tox  Fly  &  Insect  Spray   Fl 

Lanolin  Waterless  Hand  Cleaner   E4 

Lemon  Drop  Disinfectant  A4.C1 

Lo-Foam    A4 

Lo-Foam  Industrial  Strength  Floor  Clnr  A4 
Mirror-Shine  Glass  &  Mirror  Cleaner      CI 

Nu-Flash  Foam  Action  Cleaner   CI 

Odorless  Concrete  Cleaner  CI 

Ov-Off  A8 

Pine-Odor  Cleaner CI 

Power A4A8 

Prevent  Battery  Terminal  Cleaner    PI 

Removes    A4A8 

Residual  Insecticide  with  Baygon    F2 

Sila-Gate  Silicone  Spray  HI 

Skin  Shield  Cream    E4 

Stainless  Steel  and  Metal  Polish    A7 

Strip-It   C1A8 

Super-Kleen  A4 

700  Degreaser  A4 

Gateway  Industrial  Supply  Inc. 

Formula  501    Al 

Galaxy   A4 

Liquid  Spec  Cleaner   A2 

Lube-All HI 

Power  Foam  Degreaser  A4 

XL-70 A4 

1210  Al 

1300  Cleaner  A2 


Gateway  ProClean,  Inc. 

Pro  201  Disinfectant    D2 

Gateway  Supply,  Ltd. 

Penetrating  Oil H2 

Gator  Chemical  &  Equipment  Co. 

Big  Shot  Al 

Excel    Al 

Low  Temp  A5 

Gator  Chemical  Co. 

Grease  Cutter  153  Al 

Lift-It  A4 

Gator  Sales,  Inc. 

Gator  Flash  #135  Al 

Gator  Foam  Cleaner   Al 

Gatorflash  Concentrate   Al 

Gecor,  Inc. 

Gecor  103    LI 

Gecor  200    Al 

Gecor  2001  Al 

Gecor  201    A8 

Gecor  2011  Al 

Gecor  2061  CI 

Gecor  2101 F2 

Gecor  211  Safety  Solvent  K2 

Gecor  212    L2 

Gecor  214  Insecticide  Fl 

Gecor  2141  Aquacide    Fl 

Gecor  216  Pine  Disinfectant  CI 

Gecor  2161  CI 

Gecor  220  Neutral  Cleaner  A4 

Gecor  2201  A4 

Gecor  2221  A2 

Gecor  223    LI 

Gecor  244  Scone  Remover  A3 

Gecor  247  Defoamer Al 

Gecor-550    H2 

104  Disease  Protection  System- Phase  II  CI 

1 10  Resistant  Roach  &  Crawling  Insect  F2 

410  Frozen  Parts  Release  System H2 

Geen  Industries  Inc. 

Boiler  Water  Treatment  1 101  G6 

Boiler  Water  Treatment  1102  G6 

Boiler  Water  Treatment  1103  G6 

Boiler  Water  Treatment  1 104  G6 

Boiler  Water  Treatment  1 107  G7 

Boiler  Water  Treatment  1112  G6 

Boiler  Water  Treatment  1201  G6 

Boiler  Water  Treatment  1202  G6 

BWT-1127  G6 

BWT-1131  G6 

Chain  Lubricant  6109  H2 

Closed  System  Treatment  4102   G6 

Cooling  Water  Treatment  2101    G7 

CST-4104    G7 

Domestic  Water  Treatment  4103   G2 

Freezer  Floor  Cleaner  6108    A5 

General  Cleaner  6106  CI 

1105  Boiler  Water  Treatment  G6 

1108  Boiler  Water  Treatment  G6 

1110  Boiler  Water  Treatment  G6 

1121  Boiler  Water  Treatment  G6 

2120  Cooling  Water  Treatment   G7 

4108  Closed  System  Treatment   G7 

Gem  Chemical  Company,  Inc. 

Coconut  Oil  Liquid  Hand  Soap    El 
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Gem  Chemical  Specialties 

Rough  &  Tumble    E4 

Water  Based  SP-434  A4 

Gem  Group 

SPB-999  A4 

Gem  Products,  Incorporated 

Acid  Vat  Compound  A3 

All  Purpose  Cleaner   Al 

All  Purpose  Laboratory  Cleaner  Al 

Alpha  B  Spray  Wash    Al 

Bake  Pan  Cleaner   Al 

Blue  Pressure  Spray  Wash  Al 

Borax  Hand  Soap   C2 

Butyl  All  Purpose  Cleaner   Al 

Chlor-Suds  Al 

Chlorinated  in  Place  Cleaner   Al 

Chlorinated  In  Place  Dairy  Cleaner  ....  Al 
Chlorinated  Mach.  Dish  Washing  Com- 
pound      Al 

Dee  Fat  Fryer  Cleaner A2 

Deluxe  Concrete  Cleaner   A4 

Dermaterg    Al 

Derusting  Cold  Vat  Compound    A2 

Derusting  Hot  Vat  Compound   A8 

DC-20  Pressure  Spray  Wash    Al 

Egg  Washing  Compound    Ql 

Fabric  Softener/Antistat    Bl 

Foaming  Scouring  Cleanser  w/Bleach  A6 

Food  Plant  Cleaner   Al 

Golden  Concrete  Cleaner   CI 

Hand  Dshwshng  Compound  No.  1  A4 

Heavy  Duty  All  Purpose  Cleaner  Al 

Heavy  Duty  Concrete  Clnr  Orange  to 

Green Al 

Heavy  Duty  Degreaser   A2 

Heavy  Duty  Food  Plant  Cleaner A2 

Heavy  Duty  Hand  Soap    C2 

Heavy  Duty  Steam  Cleaning  Compound  A2 

Hot  Sewer  Pipe  Cleaner  LI 

Hot  Vat  Compound  A2 

HPH  Pink  Automatic  Spray  Wash  Al 

Ice  &  Snow  Melt  No.l   CI 

Laundry  Break  Bl 

Low  Foam  Laundry  Compound  Bl 

Low  Suds  Laundry  Compound  Bl 

Low  Suds  Laundry  Compound  No.  2  Bl 

Machine  Dish  Compound  No.  1  Al 

Medium  Duty  Steam  Cleaning  Com- 
pound      Al 

Medium  Suds  Laundry  Compound    ....  Bl 

Neutrovapor  Steam  Cleaning  Compound  Al 

Non-Chlorine  Bleach Bl 

Non-Suds  Detergent    Al 

Packing  House  Cleaner  Al 

Pinklor  Dl 

Red  Truck  Wash  Al 

Sani-Soft    B2 

Sewer  Pipe  Cleaner  LI 

Special  Concrete  Cleaner   A4 

Spray  Transmission  Cleaner  Al 

Steam  Paint  Stripper  C3 

Suds  Spray  Wash    Al 

Super  Red  Truck  Wash  Al 

SCC  Whitewall  Cleaner   A4 

Truck  &  Car  Wash-Brown  Al 

Truck  &  Rig  Spray  Wash  Al 

Truck  and  Car  Wash  No.  1     Al 

Truck  and  Car  Wash  No.  2    A4 

Washing  Powder  Al 

White  Pressure  Spray  Wash   Al 

10%  Chlorine  Bleach    Bl 

16%  Chlorine  Bleach    Bl 

20%  Chlorine  Bleach    Bl 


Gem  Supply  Company 

SD-100  Al 

Gem,  Incorporated 

Prestige  Heavy  Duty  Detergent    ....    A4.A8 

Gemini  Chemicals,  Incorporated 

Blue  Suds    Al 

Bo  Pan  Al 

Glide  Bars   H2 

Star  Kleen  Plus  393    A3 

Star  Shine  211  Al 

Star  Suds   Al 

Star  Terg   A4 

217  Jet  Off A4 

218  Strip  Off  A2 

317  Luster  Plus  Al 

320  De  Lux  Al 

323  Super  Chlor   Al 

324  All  Klor   Al 

326  Blast  Off A2 

328  Star  AC Al 

329  Star  HD    A2 

332  Star  Chlor  Al 

380  Supreme  Performance   Al 

381  D-Terg   Al 

394  Star  Kleen  A3 

397  Cid    A3 

519  Chem  Terg  Al 

537  Raise  CI 

Gemini  Supply  Corporation 

All  Clean  Concentrated  A4 

Gemini  Safe  Guard  Detergent  Sanitizer  D2 

Mint  Disinfectant CI 

Pine  Odor  Disinfectant  No.  5  CI 

Rapid  Heavy  Duty  Cleaner  &  Degreaser  Al 

Gemstone  Enterprises,  Inc. 

Sun  Magic  CI 

Genchem,  Inc. 

ABC  Degreaser  A4 

Multiclean   A4 

Gene  Labs,  Inc. 

All-Purpose  Non  Flammable  Safety 

Solvent    K2 

Belt  Dressing  PI 

De-Grease    Kl 

Digestant  250 L2 

Disinfectant  Sanitizer  Deodorizer D2 

Drain-Away  LI 

Graphite  H2 

H.D.  Penetrating  Oil  H2 

Lemon  Sewer  Sweetener CI 

Mint  Deodorant  CI 

Paint  and  Varnish  Remover   C3 

Silicone  Lube HI 

Stainless  Steel  Cleaner   A7 

Stericide  Dl 

General  American  Oil  Company 

Gold  Shield  100    HI 

Gold  Shld  All  Purp.  Lith  Grease  Grd  1  H2 

Gold  Shld  All  Purp.  Lith  Grease  Grd  2  H2 

Gold  Shld  All  Purp.  Lith  Grease  Grd  3  H2 
Gold  Shld  All  Wthr  Gr  Oil 

162P/80/90/140  H2 

Gold  Shld  Compressor  Oil  H2 

Gold  Shld  Ice  Mach  Oil  Wax  Free  4025 

hvy    H2 


Gold  Shld  Ice  Mach  Oil  Wax  Free  4025 

lgt    H2 

Gold  Shld  Ice  Mach  Oil  Wax  Free  4025 

med  H2 

Gold  Shld  Moly  Bentone  Grease  AP 

Grd  1  H2 

Gold  Shld  Moly  Bentone  Grease  AP 

Grd  2 H2 

Gold  Shld  Moly  Bentone  Grease  AP 

Grd  3 H2 

Gold  Shld  OCT  500  Compressor  Oil  ..  H2 

Gold  Shld  SR-1  Gear  Oil  H2 

Gold  Shld  Wheel  Bearing  Grease  S  ....  H2 

Gold  Shld  White  Litho  Grease  Grade  1  H2 

Gold  Shld  White  Litho  Grease  Grade  2  H2 

Gold  Shld  White  Litho  Grease  Grade  3  H2 

General  Bionomics  Corp. 

AquaBond   G2 

General  Chemical  And  Supply 

Attack  Steam  Cleaner  Al 

General  Chemical,  Inc. 

Advanage  Colorless Al 

Advanage  II  Al 

Advanage  II  Colorless Al 

All  Purpose  Cleaner   A4 

Anti-Static  All  Purpose  Cleaner  CI 

Auto-Scrub  Low  Suds  Cleaner  A4 

APC  CI 

Blue  Degreaser    CI 

Blue  Magic    C2 

Bowl  Brite  C2 

Bowl  Cleaner C2 

Break   Al 

Break  Away  Al 

Carbonex   PI 

Caustic  Concrete  Cleaner  A4 

Caustic  Drain  Opener   LI 

Citrus  Alkaline  Degreaser CI 

Citrus  Degreaser   CI 

Citrus  Power  CI 

Citrus  Solvent  Degreaser    CI 

Citrusolve    CI 

Cleaner/Degreaser  30    A8 

Crawling  Insect  Killer  Residual  F2 

Creme  Cleanser  CI 

Double  Duty  Degreaser A4 

Freezer  Cleaner  A5 

Gen-Zyme   CI 

Grill  Brite    A8 

Grill  Shine  A8 

Heavy  Duty  Non-Butyl  Degreaser  Al 

Heavy-Duty  Degreaser   A4 

Hi  Power  Low  Suds   CI 

Ice/Tech  A3 

Incredible  Blue    Al 

Institutional  All  Purpose  Cleaner  CI 

Kitchen  Brite  A4 

Lemon  Clean  CI 

Len-Phene   CI 

Lime  Away   A3 

Liquid  Lotion  Waterless  Handsoap    E4 

Mildew  Stain  Remover  CI 

Miracle  All  Purpose  Cleaner    A4.C1 

Myra-Cyn CI 

MB-745  CL  H2 

Neutral  Cleaner  A4 

Non  Butyl  Emulsifying 

Degreaser/Cleaner Al 

Non-Acid  P.T.C CI 

Orange  Degreaser   A4 

Oven  Cleaner A8 

P.V.C.  Cleaner CI 

Paint  &  Fabric  Wall  Cleaner   A4 

Pine  Odor  Cleaner  #10  CI 

Pine  Odor  Cleaner  #70  CI 

Pine  Odor  Disinfectant   CI 
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Pine  Odor  10  CI 

Pine  30  CI 

Pink  Lotion  Handsoap El 

Porcelain,  Tile  &  Chrome  Cleaner C2 

Power  Foam A8.C1 

Power  Mite    A4 

Protects  All   CI 

Quat.  Cleaner A4 

Ready  To  Use  Glass  Cleaner  CI 

Sanitizing  Hand  Soap   E2 

Scale  Remover C2 

Shower  Power  C2 

Stainless  Steel  Cleaner   A7 

Strike  Bac  Antibacterial  Sanitzng 

HndWsh    E2 

Strike  Bac  Aqueous  Roach,  Ant&Flea 

Spray  F2 

Strike  Bac  Detergent/Disinfectant  .5  oz    CI 

Strike  Bac  Disinfectant  Dl 

Strike  Bac  Gen  Purp  Aqueous  Insecti- 
cide    Fl 

Strike  Bac  Industrial  Spray  Fl 

Strike  Bac  Lemon  Odor  Disinfectant  ..  CI 
Strike  Bac  Lemon  Odor  Disinfectant  2.5  CI 
Strike  Bac  Spearmint  Odor  Disinfectant  CI 

Strike  Bac  Step  One  Disinfectant Dl 

Strike  Bac  20%  Acid  Bowl  Cleaner  ....    CI 

Strike-Bac   C2 

Sulphuric  Drain  Opener   LI 

Super  Hand  &  Body  Shampoo  El 

Super  Heavy  Duty  Degreaser  Al 

Super  Porcelain,  Tile  &  Chrome  Cleaner  C2 

Synthetic  Handsoap  15%    El 

T.S.P CI 

Thick  Oven  Cleaner   A8 

Tub  Scrub    C2 

Waterless  Hand  Soap  (Cream)  E4 

Waterless  Hand  Soap  with  Pumice    E4 

01  Degreaser  Al 

10%  Quat  Rinse    D2 

23%  Emulsion  Bowl  Cleaner  C2 

23%  Thick  Acid  Bowl  Cleaner    C2 

31%  Bowl  Cleaner    C2 

9.5%  Thick  Bowl  Cleaner    C2 

General  Distribution  Co.  Inc. 

Glass  Shine   CI 

General  Electric  Company 

AF72   Q5 

AF75    Q5 

AF9020  Silicone  Antifoam  Emulsion  Q5 
DF104    PI 

15802  PI 

15803  PI 

IS808  PI 

Red  IS  806 PI 

RTV102  PI 

RTV103  PI 

RTV106  PI 

RTV108  PI 

RTV109  PI 

RTV112  PI 

RTV116  PI 

RTV118  PI 

RTV1458LV   PI 

SCS  1001  PI 

SCS  1002  PI 

SCS  1003  PI 

SCS  1009  PI 

SCS  1201  PI 

SCS  1202  PI 

SCS  1203  PI 

SCS  1209  PI 

SCS  1297  PI 

SCS1097    PI 

General  Enterprises,  Inc. 

AWH-10    H2 


AWH-30    H2 

AWH-40    H2 

AWH-60    H2 

EG   HI 

FGA-159   HI 

FGA-43   HI 

FGA-48   HI 

FGA-54  HI 

FGA-62   HI 

FGHT-2  HI 

FMO-70  HI 

Ge-i-Lube  WH-2  H2 

GP   H2 

HS    H2 

KA  HI 

1032  H2 

80-90   H2 

90-140   H2 

General  Environmental  Science 
Corp. 

LLMO  Liquid  Live  Micro-Organisms  ..  L2 

General  Grinding  Service,  Inc. 

Food  Equipment  Lubricant  HI 

General  Industrial  Supply  Co. 

GI-4  Liquid  Compound  Stm  &  Prs  Clnr  A 1 

General  Industries  Corp. 

Acid  Detergent    A3 

Enduro  A4 

Krazy  Kleener  A4 

Mean  Clean  Al 

General  Maintenance  Products 

Ammoniated  Kreme  Kleanser A6 

Assassin  F2 

Auto-Glide  HI 

Clean  All  CI 

Deep  Strip   A4 

Degreaseall    Kl 

Dehydrolube    H2 

Enhance  A4 

Enviro  Kleen  CI 

Foam  Away  Surface  Renovator  CI 

Gall  Stop   H2 

Gear  &  Chain  Penetrating  Lubricant   ..    H2 
Germaclean  Germicidal  Spray  &  Wipe 

Clnr CI 

Glass  Shine   CI 

Glide    H2 

Grease-Solv  CI 

Gum  Lift   CI 

GMP  Punch  CI 

Hand  &  Body  Shield    E4 

Hydrosolve  Cleaner  A4 

Industrial  Utility  Cleaner    CI 

Lan-O-Clean    E4 

Liquid  Organic  Digester  LI 

Mega-Power  Oven  &  Grill  Cleaner  ....    A8 

Metalex  Stainless  Steel  Cleaner  A7 

Multi  Spray  Fl 

Multi-Purpose  Insect  Killer Fl 

Non-Porous  Surface  Cleaner C2 

Odor-Out  T.D.  Bayberry  CI 

Odor-Out  T.D.  Lilac  CI 

Odor-Out  T.D.  Lime  CI 

Painless  Stainless    A7 

Penetrating  Lubricant   H2 

Power  Up  Belt  Dressing  PI 

Residual  Anti  Crawl   F2 

Residual  Anti-Crawl  Insect  Killer   F2 

Restore  CI 

Sani-Air  T.D.  Lime  Fragrance   CI 

Sani-Air  T.D.  Mint  Fragrance    CI 


Slay  Residual  F2 

Spot  Remover   Kl 

Super  Stripper-Degreaser    A4 

Sure  Lube    H2 

Surface  Disinfectant  Deodorant   CI 

Vandalism  Mark  Remover   CI 

Voltex  Contact  &  Circuit  Board  Clnr.  K2 

Wasp  &  Hornet  Killer F2 

25,000  Safety  Solvent  K2 

General  Paint  &  Chemical  Co. 

All  Purpose  Cleaner  CC-11    CI 

General  Paper  Company 

Inspect  Sanitizer    D2 

Mess  Hall  Al 

General  Pest  Control  Co.,  The 

Mystic  Food  Plant  Spray    Fl 

General  Specialties,  Inc. 

Orange-All  CI 

General  Supply  Inc. 

GSI  100  Al 

GSI  105  Al 

GSI  110  Al 

GSI  125  Al 

GSI  250  Acid  Cleaner  And  Scale  Re- 
mover     A3 

GSI  400  Chlorinated  Dishwashing 

Cmpd Al 

GSI  455  Al 

GSI  5000  Chain  &  Conveyor  Lubricant  H2 
GSI  635  Commerical  Fabric  Sftnr/Sntzr  B2 

GSI  700  Bl 

GSI  705  Bl 

GSI  705  Laundry  Detergent  Bl 

GSI  706  Bl 

GSI  710  Bl 

GSI  715  Bl 

GSI  720  Bl 

GSI  725  All  Fabric-All  Color  Laund. 

Blch Bl 

GSI  800  CI 

GSI  800  Pine  Cleaner  Disinfectant    ....  CI 

GSI  810  CI 

GSI  820  Disinfectant D2 

GSI  825  Disinfectant CI 

GSI  900  Heavy  Duty  High  Alkaline 

Dtrgnt   Al 

GSI  9004  Chelated  Caustic  Cleaner  ....  A2 
GSI  9006  Heavy  Duty  Wax  &  Grease 

Remover  Al 

GSI  9010  Foam  Additive  and  Detergent  Al 
GSI  9012  Foam  Additive  and  Detergent  Al 
GSI  9400  Chlorinated  Alkaline  Cleaner  Al 
GSI  9402  Chlorinated  Foaming  Alkln 

Clnr  Al 

GSI  9404  Self  Foaming  Alkaline 

Cleaner   Al 

GSI  9406  Hi-Alkaline  Liquid  Cleaner  Al 
GSI  9408  All  Purpose  Cleaner  &  De- 
greaser    Al 

GSI  9410  Multi-Purpose  Dtrgnt  &  Dgrsr  Al 
GSI  9412  Hi-Alkaline  All  Purpose 

Dtrgnt   Al 

GSI  9455  Hi-Sudsing  Manual  Cleaner  Al 
GSI  9470  Hi-Alkaline  Powder  Deter- 
gent    Al 

GSI  9480  Chlorinated  General  Purp 

Clnr  Al 

GSI  9481  Chlorinated  Multi  Purp. 

Dtrgnt    Al 

GSI  9490  Chlorinated  Hi-Alkaline 

Cleaner   Al 
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GSI  9491  Non-Foaming  Hi-Alkaline 

Cleaner   Al 

GSI  9500  Non  Foaming  Acid  Cleaner     A3 
GSI  9502  Self  Foaming  Acid  Detergent  A3 

Rough  Touch  Hand  Cleaner  E4 

Soft  Touch  Hand  Cleaner  E4 

Geneva  Products 

"Amazing"  Lotion  Hand  Cleaner  & 

Condtnr  El 

Amazing Al 

Gent-L-Kleen  Products,  Inc. 

Advantage    E4 

Citrus  Hand  Cleaner  E4 

Citrus  Lotion  Hand  Cleaner  E4 

Gent-L-Kleen  Hand  Cleaner  E4 

Grime  Grabber E4 

Medi-Kleen   El 

Premium  Blue  Liquid  Hand  Soap    E4 

Pumicized  Advantage   E4 

Pumicized  Citrus  Hand  Cleaner  CI 

Pumicized  Citrus  Lotion  Hand  Cleaner    E4 

Pumicized  Gent-L-Kleen E4 

Pumicized  Grime  Grabber    E4 

Gentle  Ben  Cleaning  Systems,  Inc. 

GB  111    A4.A8 

Gentry  Products 

Troy  Concentrated  Multi-Purpose 
Cleaner   Al 

Geo.  A.  Hormel  &  Company 

Formula  H-200  Special  Alkali  Cleaner    A2 
Formula  H-400  Chlorinated  Gen  Purp 
CI  Al 

Geo.  Pfau's  Sons  Co.  Inc. 

EWS  Lard  Oil   H3 

George  A.  Jeffreys  &  Co.,  Inc. 

Activator  T  C  Special  CI 

HE  1100  L  Al 

Liquid  Grease  Trap  Formula    L2 

NS  10-20  L2 

NS  20 L2 

NS  20  L  L2 

NS  20-20  L2 

NS  50-20  L2 

Saniflo   CI 

George  Mann  &  Co.,  Inc. 

Wilclor-2   D2 

George  S.  Coyne  Chemical 
Company,  Inc. 

Sodium  Hypochlorite  Solution  D2 

George  T.  Johnson  Co.,  The 

Best  Yet  Liquid  Hand  Soap  El 

Johnson  Antiseptic  Hand-Cleaner  Lotion  El 
Johnson  Fortified  Pine  Odor  Disinfec- 
tant        CI 

Lan-O-Mint   El 

Spray  Cleaner   A4 


Georgia  Chemical  Equipment  Co., 
Inc. 

Sani-Foam   Al 

Georgia  Correctional  Industries 

All  Purpose  Cleaner  Concentrated  CI 

Ammoniated  Cleaner  &  Degreaser CI 

Concrete  Cleaner  Granular  A4 

Hand  Dishwashing  Powder Al 

Heavy  Duty  Grease  Solvent  A4 

Industrial  Strength  Cleaner  (Liquid)  ....  CI 
Machine  Dishwashing  Compound  Chlo- 
rinated    Al 

Georgia-Pacific  Corporation 

Cormatic  Food  Processing  Hand  Wash     E2 
Cormatic  Liquid  Hand  Soap  El 

Georgia-Tennessee  Mining  & 
Chemical  Co. 

Inst-A-Sorb  Super  Jl 

Instant-Dri   Jl 

Whiz-Zorb  Jl 

Ger  Chem  Industries 

Extra  Strength  Hvy  Dty  Water  Soluble 
CI  Al 

Geraci  International,  Inc. 

Skin  Armor   E4 

Gerald  McManus  Chemical  Co. 

McManus  Hand  Liquid  Soap   El 

Geritrex  Home  and  Hospital  Supply 
Corp. 

Geri  Dyne    D2 

Gerrish  Bearing  &  Industrial 
Supplieslnc 

Silicone  Spray  HI 

Gerrus  Maintenance,  Inc. 

Gerrus  #1300  A4 

Germs  #1320  A4 

Gerson  Laboratories,  Inc. 

Ekcel  103 G6 

Ekcel  105  G6 

Ekcel  107  G6 

Ekcel  112  G6 

Ekcel  117  G6 

Ekcel  201  G7 

Ekcel  202 G7 

Ekcel  204  G6 

Ekcel  205  G6 

Ekcel  207  G7 

Ekcel  210 G6 

Ekcel  304 G6 

Ekcel  305  G7 

Ekcel  307  G3.G7 

Ekcel  308  G3.G7 

Ekcel  309 G3.G7 

Ekcel  709  G6 

Excel  111  G6 

1008  G7 

4021  G6 

7006  G6 

8006  G6 


Gessco  Chemical  Division 
See  Gessco  Sales  Division 

ZZ 

Gessco  Sales  Division 

Gessco  Basameen  N   G6 

Gessco  Basameen-MC    G6 

Gessco  Zeoclean   PI 

Gessco  1023    G6 

Gessco  1033    G6 

Gessco  1043    G6 

Gessco  1053    G6 

Gessco  1105    G6 

Gessco  1123    G6 

Gessco  1403    G6 

Gessco  1613    G6 

Gessco  1623    G6 

Gessco  1705    G6 

Gessco  1713    G6 

Gessco  1803    G6 

Gessco  1903    G6 

Gessco  2003    G6 

Gessco  208    G7 

Gessco  208-B    G7 

Gessco  209    G7 

Gessco  210    G7 

Gessco  2103    G6 

Gessco  2203    G6 

Gessco  40-D    G6 

Gessco  551    G6 

Gessco  6133  Super  Squeaky  Clean    ....  Al 

Gessco  90    G6 

Gessco  92    G7 

Giant  Cleaning  Systems,  Inc. 

Citru  Big  Orange  CI 

Citru  Konkrete  Kleener  AFM  A4 

Citru  Mean  Kleen  A4.A8 

Citru  Safe  Kleen   A4.A8 

Citru  Tuff  Job  CI 

Vat  3300  WC    Al 

Gibney,  R.  B.  &  Sons,  Inc. 

Big  "G"  Detergent  Cleaner-Disinfectant  Dl 
3-D  All  Purpose  Clnr.  Dgrsr.  Wax  Strip  Al 

Gibralter  Chemical  Corp. 

Packing  House  Cleaner  Al 

Gibson  Products  Co. 

Gib-Foam Al 

Gibson-Homans  Company 

Silicone  Sealant  Clear  PI 

Gilbert,  G.  T.  Company,  Inc. 

Space  Spray  Insecticide    Fl 

Gilby  Soap  and  Chemical  Co..  Inc. 

Steam  Soap  LS-96 Al 

Viro-Tec  LS-600  Al 

Gilliam  and  Associates 

JW  Concentrate  Al 

Gillis  Chemicals,  Inc. 

G-Brite  Lemon  Scented  Stnlss.  Steel 
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Clnr 
G222 


A7 

Al 


Gilmer  Industries,  Inc. 


A  Super  Chlor Dl 

Acid  Cleaner  A3 

Acid  Cleaner  Sanitizer  D2 

Acid  Rinse A3 

Alum-X  Al 

Benefit  Al 

Bigger  Dog  Al 

Bio-Solv    CI 

Blitz  Al 

Boil  Away  A2 

Boost  Bl 

Bowl  Cleaner    C2 

BriteWash    Bl 

BV-20A  A3 

C.S.  Lube    A1.H2 

Can-Tort    Al 

Caustic  CTP  A2 

Caustic  Plus    A2 

Cherry  Mask  Wild  Cherry  Deodo- 

nt    CI 

Chlor  Foam  Al 

Chlor  G.P Al 

Chlor  Hi-Suds  Al 

Chlor  Kleen  Al 

Chlor  Machine  Wash   Al 

Chlor  Suds    Al 

Chlor  Suds  Heavy  Duty  Al 

Chlor-W Al 

Chlorinated  COP Al 

Chlorinated  Liquid  Egg  Wash   Ql 

Clean   Al 

Clean  Aid    Bl 

Cone.  G.P.  Powder  Al 

Concrete  Cleaner A4 

Conveyor  Lubricant    A1.H2 

Deep  Clean   A2 

Deep  Clean  A2 

Defoam  FG  A1.Q5 

Defoam  FGE  A1.Q5 

Derm-O-San  Hand  Soap  E2 

Dermal  Kare   El 

E-ZRide  A1.H2 

Egg  Wash    Ql 

Extra  Bigger  Dog  A2 

F.G.  Lube   HI 

F.P.  Liquid  Cleaner    Al 

Foam-A-Cide A3 

Foam-Ade   Al 

Foam-Ade  2    Al 

Food  Grade  White  Grease   HI 

G.P.  Liquid  Al 

G.P.  Liquid  Al 

Grease  Trap  Maintainer   CI 

Grease-Odor  Control  CI 

Grime-Away   A2 

H.D.  Steam  Powder   A2 

Handy-San  E2 

Heavy  Duty  Cleaner  A2 

Heavy  Duty  Clnr,  Dgrsr  &  Wax 

Al 

Heavy  Duty  CIP  Cleaner  Al 

Hifoam  Acid  A3 

Hifoam  Acid  A3 

HD  Cleaner  A2 

HDL Bl 

Insect  Spray Fl 

Iodine  Hand  Soap  E2 

Jel    Al 

L.D.O.C LI 

Lemon  Deodorant  CI 

Lift  Bl 

Liquid  Brite  Wash    Bl 

Liquid  CIP    Al 

Liquid  Power Al 

Liquid  Spray  Al 

Liquid  Spray  2    Al 

Lubricant  Penetrant  H2 


Strpr 


Gil  Lubrikleen  SN A1JH2 

Gil  Luster A3 

Gil  L25    Al 

Gil  Metal-Brite    A3 

Gil  Neutron  C   B2 

Gil  Non-Butyl  Degreaser   Al 

Gil  Organic  Energizer  CI 

Gil  Organo-Chlor    Dl 

Gil  Oven  Cleaner    A8 

Gil  Oxy-B   Bl 

Gil  P.R.  Acid  A3 

Gil  Peel-Away  Al 

Gil  Perform   A3 

Gil  Pest-X  Insecticide  FI 

Gil  Phene  A4 

Gil  Phene  Plus  A4 

Gil  Pink  Bowl  Cleaner  C2 

Gil  Powdered  CIP  Al 

Gil  Powdered  CIP  And  Spray 

Cleaner   A1.Q1 

Gil  Press  Kleen  Al 

Gil  Prolong   Al 

Gil  PR  Acid  2  A3 

Gil  Quick  Clean    A4 

Gil  Rapid  Dry   G5 

Gil  Safety  Solvent  Motor  Dgrsr&Equip 

Cln K2 


Sani-Dip    E3 

Sani-Oil  HI 

Secure   A3 

Shackle  Klean  and  Lube A1.H2 

Silicone  Spray  All  Purp  Dry  Lubrcnt  HI 

Smokehouse  PF    A2 

Soft  'N'  Fresh    B2 

Soft  Suds  Al 

Speedy  Cleaner  Concentrate Al 

Speedy  Cleaner  2   Al 

Speedy  II  Al 

Spray  Cleaner  Al 

Spray  Foam  Chlorinated  Al 

Spray  Off A4 

Strip-Away    Al 

Sud-Z-Wash    Al 

Super  CIP   A2 

Super  Deo   CI 

Super  Slide   Al ,H2 

Super  Space  Spray  2 Fl 

Super  Speedy    Al 

Tray  Wash  LF Ql 

Ultra  CIP A2 

Ultra  Foam  Cleaner    Al 

Wildcat    Al 

100+  Drain  Pipe  Opener    LI 

333  LI 

■Acid  Cleaner  LF  A3 

Activate  Al 

Bacti  Derm  Hand  Cleaner  Lotion    ..  El 

Chlor  San    D2 

■Chlor  12.5  D2.G4 

■D-Scale   A3 

Ice  Melt  CI 

■Iocide D2 

Liquid  Tray  Wash  Al 

O-DineLF D2 

■O-Fact  D2.E3 

Quat-Kleen    D2 

Quatsan  C   D2 

San-C  D2 

Super  Chlor  D2.Q4 

Tray  Wash  Al 

•2000-F  G6 

•2001-F  G6 

•2002-F  G6 

■2003-F  G6 

2050-F  G6 

2051-F  G6 

•2052-F  G6 

■2053-F  G6 

•2060-F  G6 

■2061-F  G6 

■2062-F  G6 

•2063-F  G6 


Gil-2070-F  G6 

Gil-2071-F  G6 

Gil-2072-F  G6 

Gil-2100-F  G6 

Gil-2110-F  G6 

Gil-2112-F  G6 

Gil-2130-F  G6 

Gil-2131-F  G6 

Gil-2132-F  G6 

Gil-2133-F  G6 

Gil-2180-F  G6 

Gil-2181-F  G6 

Gil-2182-F  G6 

Gil-2220-F  G6 

Gil-2310-F  G6 

Gil-2320-F  G6 

Gil-2330-F  G6 

Gil-2340-F  G6 

Gil-2350-F  G6 

Lubricant  Penetrant  H2 

Oven  Cleaner A8 

Residual  Roach  Spray  F2 

Safety  Solvent  K2 

Ginn  Chemical  Company 

Big"G"   Al 

Chain  &  Cable H2 

De  Aqua  Lube  H2 

Red  Spray  Grease  H2 

Slick  HI 

Gladstein  Inc./ 

Industrial  Maintenance  Supplies 

Spray  Silicone  Release   HI 

Glanet  &  Associates 

Glanet  Concentrate  440  A4 

Glanet  Multi-Use  Cleaner  A4 

Glasby  Maintenance  Supply 
Company 

"Satin  Glo"  Stnlss  Steel  CI  &  Polsh 

Cone   A7 

Glasco  Industries,  Inc. 

Chemtronic    Al 

FZ-3  Al 

Grill-0  A8 

Tough  Touch  El 

Glastec  Products  Co. 

No-Waste  Heavy  Duty  Cleaner-Dgrsr. 

Cone CI 

Glazer  Chemical  Corporation 

C-25  Ice  &  Snow  Melter   CI 

C-26  Laundry  Soap  Powder  Bl 

C-3  All  Purpose  Cleaner Al 

C-39  Interior  Exterior  Cleaner  Al 

Crystal   Dl 

G- 13  Glazer  Sparkle  CI 

G-15  Glazer  Disinfectant  Soap  Pine    ..  CI 

G-21  Glazer  Pow  Granules A4 

G-3  Glazer  All-Purpose  Cleaner A4 

G-3  Glazer  Chem-All  200    A4 

G-30  Glazer  Grime  Clean  Al 

G-32  Glazer  Hydro  Clean LI 

G-38  Glazer  Odor  Mask  CI 

G-4  Glazer  Grease  Gone Kl 

G-40  Skale  Remover A3 

G-41  Glazer  Tar  Gel  Kl 

G-5  Glazer  S.S K2 

G-6  Glazer  Degreaser  A4A8 

G-67  Glazer  Sewer-Pel  LI 
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G-92  Glazer  Zyme  3  Kl 

Glass  Cleaner CI 

Grease  Gun   H2 

Nuts  Off H2 

Quat-Clean  A4 

Soft  Touch  E4 

Glidden  Company,  The 

G-G  I-E  Hi  Solids  Urth  10712  Std  Sol- 
vent    PI 

Glid-Guard  Vinyl  Chloride  Fin  5519 
Redcr PI 

Glid-Guard  5568  Epoxy  Solvent    PI 

Glid-Thane  II  Acr  Poly  Ctg  6220  Stn 
Solv  PI 

GL.TH.  n  I-E  ACR  PU  COAT  6203 
DPTNTBS 1  PI 

Glissen  Chemical  Co.,  Inc. 

Nu-Foam    Al 

Glo  Chem  Corp. 

"Glo-Crete"   A4 

Magic  A8 

Pino  Aroma  CI 

Titan  CI 

Glo-Bal  Cotton  Products 

Orange  Wizard    A4 

Stellar  All  Purpose  Penetrant  H2 

Stellar  Grease  KO  CI 

Stellar  Lotionized  Skin  Cleaner  El 

Stellar  Orange  Based  Cleaner  CI 

Stellar  Pumice  Skin  Cleaner  E4 

Stellar  Safety  Solvent  Degreaser    K2 

Glo-Marr  Products,  Inc. 

Kenic  Germicidal  Disinfectant  D2 

Parvo-Lan  128 Al 

Global  Distributors  Inc. 

Global  Distributors  Boiler  Descaler  ....  A3 
Global  Distributors  Boiler  Flush  Out  ....  PI 
Global  Distributors  Corrosion  Inhibitor    G7 

Global  Labs  Corp. 

Clean-It  All  Purpose  Cleaner  Al 

Concrete  Floor  Cleaner  CI 

Heavy  Duty  Miracle  Kleen  A2 

Liquid  Alive  Bacteria   L2 

Miracle  Kleen    Al 

Miracle  Kleen  Plus   A4 

Packing  House  Cleaner  Al 

Globe  Chemical  Company,  Inc. 

"Globe  Wash-Up"  E2 

"New  Day"    L2 

"Reverend  Dan's  Acid  Cleaner"  A3 

A-161  SofTSuds  Al 

A-230  Chlomate   Al 

A-231  Brillant  Al 

A-235  Accent    Al 

Accent   Al 

Alto  Pine   CI 

B.W.T.  100   G6 

B.W.T.  300   G7 

Barrier  Creme    E4 

C.  F.  R A3 

Chain  Lube    H2 

Combat    CI 

Cream-O-Septic  El 

Dyne  Germicide  Concentrate  D2 

Economy  Electro  Kleen  Solvent K2 


Formula  A-R  Al 

Formula  146L   Al 

Freezer  Locker  Cleaner  A5 

FZ-3  Al 

G-12  A4 

Germ  Purge  Dl 

Globan  CI 

Globe  Eggcondition Ql 

Globe  Eggcondition  No.  2   Ql 

Globe  MVP  Freezer  Locker  Cleaner  ..    A5 

Globe-San  Formula  21    Dl 

Globe-Sol  C2 

GL  Concentrate  A4 

GM  Concentrate    A4 

GM  Concentrate-Odorless Al 

Hospital  Disinfectant  Deodorant C2 

Johnny  Brite    C2 

Kleen-0  Brite    Al 

Kleer  View    CI 

Kut-Zit  Drain  Opener  LI 

Lab-Kleen    CI 

M-157  Yellow  Cat    CI 

Malathion  Fly  Bait  with  DDVP  F2 

Olemay CI 

Orange  Blossom    CI 

Power-Pac  Detergent  A4 

Pyrenone  Insecticide   Fl 

Red  Hot  Sewer  Solvent LI 

Skat    D2 

Sparkle  CI 

Starbrite  A7 

Super  500  Thermal  Fog  Spray  Fl 

Thermal  Fog  Roach  Spray   Fl 

Tiger  Spray   L2 

Triple  T  Al 

Waterless  Hand  Cleaner  E4 

Wilzey  Special Al 

Wonder    CI 

30%  Malathion  in  Oil  F2 

Globe  Sanitary  Products  Co. 

Essence    CI 

Formula  550    Al 

Formula  550  H.D Al 

Grease-Away  Kl 

Globe  Services 

Chemi-Jel  CI 

Floor  Syn  A4 

Qat  1000   D2 

Rapid-Clean  CI 

123  Spray  Cleaner A4 

15%  Liquid  Hand  Soap  El 

20%  Liquid  Hand  Soap  El 

40%  Concentrate  Liq.  Hand  Soap    El 

Gloss  Galore,  Inc. 

Fast  Break   Al 

Kwik  Kill  D2 

Gloucester  Co.,  Inc. 

Phenoseal  Liquid  Caulk  Sealant  Clear  ..  PI 

Phenoseal  Liquid  Caulk  Sealant  White     PI 

Phenoseal  Surpass  Flexible  Sealant 
Clear  PI 

Phenoseal  Surpass  Flexible  Sealant 
White PI 

Phenoseal  Surpass  Flexible  Slnt 
Brn/Brnz  PI 

Phenoseal  Surpass  Flexible  Slnt  M.  Gray  PI 

Phenoseal  Surpass  Flexible  Slnt  Off-Wht  PI 

Phenoseal 
SurpassFlexbleSlnt(CustColors)  PI 

Phenoseal  Vinyl  Adhesive  Caulk  (Cust 
Co)    PI 

Phenoseal  Vinyl  Adhesive  Caulk  Al- 
mond    PI 


Phenoseal  Vinyl  Adhesive  Caulk  Al- 
mondine    PI 

Phenoseal  Vinyl  Adhesive  Caulk  Alu- 
minum    PI 

Phenoseal  Vinyl  Adhesive  Caulk  Black    PI 

Phenoseal  Vinyl  Adhesive  Caulk  Brown  PI 

Phenoseal  Vinyl  Adhesive  Caulk  Fib 
Reinf  PI 

Phenoseal  Vinyl  Adhesive  Caulk  Gra- 
phite      PI 

Phenoseal  Vinyl  Adhesive  Caulk  Mah 
Rdwd  PI 

Phenoseal  Vinyl  Adhesive  Caulk  Metal 
Gry    PI 

Phenoseal  Vinyl  Adhesive  Caulk  Olde 
Brnz PI 

Phenoseal  Vinyl  Adhesive  Caulk  Tan   ..  PI 

Phenoseal  Vinyl  Adhesive  Caulk  Terra    PI 

Phenoseal  Vinyl  Adhesive  Caulk 
Tmslcnt  PI 

Phenoseal  Vinyl  Adhesive  Caulk  White   PI 

Phenoseal  Vinyl  Adhsv  Caulk  Desert 
Beige  PI 

Phenoseal  Vinyl  Adhsv  Caulk 
Flkstn/Silv PI 

Phenoseal  Vinyl  Adhsv  Caulk 
Frost/Moonlt  PI 

Go- Jo  Industries,  Inc. 

Cleansing  Sanitizer  E2 

Dermalite  Heavy  Duty  Hand  Cleaner    ..  E4 

Dermalite  Scrubbing  Soap    E4 

Dermapro  Body  &  Hair  Shampoo   E4 

Dermapro  Food  Ind.  Santzng  Lotion 

Soap    E2 

Dermapro  Hand  Cream  E4 

Dermapro  Hand  Sanitizer  Food  Proc. 

Form E2 

Dermapro  Hvy  Dty  Hand  Soap 

w/Crushables  E4 

Dermapro  Lime  Multi-Duty  Hand 

Cleaner  E4 

Dermatech  E-2  Sanitizing  Soap   E2 

Dermatech  E-3  FS  Formula  Hand  Sani- 
tizer    E3 

Dermatech  Gold  Lotion  Hand  Soap  E4 

Dermatech  Lime  Multi-Duty  Hand 

Cleanser    E4 

Dermatech  Pink  Lotion  Hand  Soap   E4 

Dermatech  Plus  HD  Hand  Clnr 

w/Crushables E4 

Dermatech  SF  Heavy  Duty  Hand 

Cleaner   E4 

Dermatech  SF  HD  w/Cnishables  Hand 

Clnr E4 

DermaPro  Enriched  Lotion  Soap   E4 

DermaPro  Enriched  Lotion  Soap  FS    ....  E4 

DermaPro  Heavy  Duty  Hand  Soap    E4 

DermaPro  Lotion  Skin  Cleanser E4 

DermaPro  Moisturizing  Hand  Cream  ....  E4 

DermaPro  Spa  Bath E4 

DermaPro  Ultra  Mild  Antimicrobl  Ltn 

Soap    E4 

DermaPro  Ultra  Mild  Lotion  Soap  E4 

DermaTech  Advanced  Foimula  Lot  Skin 

Clns  E4 

DermaTech  Advnc  Form  Lot  w/Crush 

Skn  Cln  E4 

DermaTech  Body  Bath  &  Hair  Shampoo  E4 
DermaTech  E-l  Advanced  Form  Lot 

Skin  Cln   El 

DermaTech  E-l  Antiseptic  Lot.  Hand 

Soap    El 

DermaTech  Spa  Bath  Bdy  Bath&Hair 

Shampoo  E4 

E2  Food  Industry  Sanitizing  Soap   E2 

Freeze  Dried  Scubbing  Soap 

w/Crushables  E4 

Go-Jo  w/Fine  Italian  Pumicel  Hand  Clnr  E4 
Go-Jo  Antiseptic  Skin  Conditioning  ....  E4 
Go-Jo  Heavy  Duty  Hand  Soap  E4 


11-201 


Go-Jo  Hnd  CI  w/Deep  Scrub  Fine  Italn 

Pum  E4 

Go-Jo  HD  w/Crushables  Hand  Cleaner    E4 

Go-Jo  HD  Hand  Cleaner E4 

Go-Jo  Lotion  Soap  Food  Ind.  Santzng 

For E2 

Go-Jo  Lotion  Soap  Heavy  Duty  E4 

Go-Jo  Original  Formula  Hand  Cleaner     E4 

Go-Jo  Paint  &  Stain  Hand  Cleaner   E4 

Go-Jo  Shower  Up  Shower  Soap  and 

Shampoo  E4 

Go-Jo  Skin  Care  Formula  E4 

Go-Jo  Supro  Hand  Cleaner E4 

Go-Jo  SFC  Heavy  Duty  Hand  Cleaner  E4 
Go-Jo  SFC  Heavy  Duty  Hand  Clnr 

w/Crush E4 

Industrial  Hand  Care  Fdlnd  Inst  Hd 

Sntzr   E2 

IHC  Food  Industry  Sanitizing  Soap  E2 

IHC  Performance  Lotion  Soap  EI 

IHC  Premium  Gold  Lotion  Soap   E4 

IHC  Shower  Up  Shower  Soap  and 

Shampoo  E4 

KA  Formula  w/Crushables  Hvy  Dty  Hd 

Clnr  E4 

KA  Formula  Heavy  Duty  Hand  Cleaner  E4 
Lemon  Go-Jo  with  Pumice  Hand 

Cleaner   E4 

Lemon  Go-Jo  Hand  Cleaner  El 

Lemon  Go-Jo  Hand  Cleaner  Lotion 

Type    E4 

Lemon  Go-Jo  W/Pumice  Hand  Clnr  Ltn 

Type    E4 

Liquid  Protective  Skin  Coat  E4 

Medicated  Skin  Lotion   E4 

Orange  Gojo  With  Pumice  Ltn  Hand 

Cleaner  E4 

Performance  Plus  Lotion  Soap  E4 

Plus  Hand  Cleaner El 

Pumice  Plus  Hand  Cleaner  E4 

Purel  Antibacterial  Lotion  Soap  E4 

Purel  Hand  Sanitizer  Food  Proc.  For- 
mula      E2 

Purel  Hand  Sanitizing  Lotion  E4 

Purel  Low  Alcohol  Hand  Sanitizer-Pink  E4 

Solvent  Resistant  Barrier  Lotion    E4 

TD  Formula  Triple  Duty  Hand  Cleaner    E4 

Water  Resistant  Barrier  Lotion  E4 

1800  Series  All  Purpose  Hand  Soap  ....  E4 
1 800  Series  Body  Wash  Hair&Body 

Shampoo  E4 

1800  Series  E-2  San  One  Step  Skin 

Clnsr  E2 

1800  Series  Enhanced  Gold  Lotion  Soap  E4 
1800  Series  Heavy  Duty  Hand  Cleaner  E4 
1800  Series  Ltn  Soap  Thick  Pink  Anti- 

sep  El 

1800  Series  Natural  Hand  Soap  El 

1800  Series  Pumice  Hand  Cleaner  E4 

1800  Series  Skin  Cleanser   E4 

Gold  Coast  Chemical  Co. 

Anti-Crawl  Residual  Insecticide  F2 

Anti-Seize  Lubricant  H2 

Antiseptic  Waterless  Hand  Clnr. 

w/Pumice    E4 

Big  Red  Multi  Purpose  Grease  H2 

Big  Red  Red  Spray  Grease  H2 

Dri  Mol  Lubricant  H2 

Dri-Mol  Anti-Sieze  Lubricant H2 

Flash  Safe    K2 

Flash  Safe  Degreaser  &  Equipment 

Cleaner  K2 

Formula  89    A4 

Grease  Strip  A4 

GC^UO    CI 

Hi  Temp  Anti-Seize  Compound  H2 

Metal  Shine  A7 

Metal  Shine  A7 

Metal  Shine  Stainless  Steel  Metal  Polish  CI 
Milkstone  Cleaner  D2 


Mr.  Grime    A4 

Orange  Degreaser  Gel  CI 

Orange  Magic  Clean  with  Pumice  E4 

Oven  Nu  Oven  Cleaner A8 

Pine  13  CI 

Premier  99  Al 

Quat  22  B    CI 

Rid-It  CI 

Stainless  Steel  &  Metal  Clnr  -  Water 

Bsd   CI 

T.F.E.  Lube  Dry  Lubricant  H2 

TFE  Lubricant  H2 

U-Radicator  L2 

Vandalex  Mark  Remover   Kl 

Gold  Coast  Chemical  Corp. 

Adios  Cucaracha  F2 

Apple  Delite    CI 

Biological  Odor  Destroyer   CI 

Concentrated  Water  Soluble  Odor 

Cntract CI 

CB?-Chlor    Al 

DeSmoke  Al 

Magic  Clean    E4 

Orange  Aide    CI 

Orange  Bloom  CI 

Orange  Supreme   CI 

Piranha  CI 

Gold  Kist,  Incorporated 

Acid  Brite    A3 

Alkaline  Powder   Al 

All  Purpose  Clnr.  Concentrate  Al 

B-401  Boiler  Treatment    G6 

B-402  Boiler  Treatment    G6 

B-403  Boiler  Treatment    G6 

B-500  Boiler  Treatment    G6 

Concrete  Cleaner  Al 

CIP  Cleaner  Al 

Deodorant-Stripper   CI 

General  Purpose  Cleaner Al 

Gold  Kist  B-102  Boiler  Treatment  G6 

Gold  Kist  B-104  Boiler  Treatment  G6 

Gold  Kist  B-105  Boiler  Treatment  G6 

Gold  Kist  B-106  Chelated  Boiler  Treat.  G6 

Gold  Kist  B-200   G6 

Gold  Kist  B-300   G6 

Gold  Kist  B-301    G6 

Gold  Kist  B-303  Chelated  Boiler  Treat.  G6 

Gold  Kist  B-310  Chelated  Boiler  Treat.  G6 

Gold  Kist  Defoamer   G6 

Gold  Kist  NTA   G6 

Gold  Kist  Quat-Sanitizer D2 

Hi-Chlor D1.Q1.Q3 

Hi-Foam  Al 

Liqui-Foam   Al 

Liquid  Caustic  Concentrate A2 

Liquid  Detergent  Al 

Liquid  Tray  Wash  Al 

Low  Chlor  Al 

Powdered  Caustic  Cleaner  I  A  A2 

Powdered  Caustic  Cleaner  II  A    A2 

TT  Cleaner Al 

Gold  Medal  Products  Co. 

Old  Soak   Al 

Gold  Par  Corp. 

All-Purpose  Cleaner  Blue  A4 

Aluminum  &  Stnls  Steel  Clnr  & 

Brightner  A3 

Block  Buster  Clnr  Stripper  &  Dgrsr 

Blue CI 

Compactor  and  Kitchen  Aqueous  Spray  Fl 

Concrete  Remover  &  Masonry  Cleaner  A3 

Deodorant  Granules CI 

Dishwashing  Liquid  (Hand)   Al 


Drain-Flo  LI 

Flo-Go  308    CI 

Germicidal  Cleaner  CI 

Heavy  Duty  Cleaner  CI 

Heavy  Duty  Dgrsr  Tar  &  Asphalt  Rmo- 

ver  Kl 

Heavy  Duty  Emulsifiable  Degreaser    ..    Kl 

Industrial  Aqueous  Insecticide   Fl 

Liquid  Air  Freshner CI 

Liquid  Hand  Soap  El 

Mill  Spray   Fl 

Pine  Oil  Disinfectant CI 

Powdered  Heavy  Duty  All  Purpose 

Cleaner  Al 

Quaternary  Cleaner  &  Disinfectant    ....    Dl 

Refuse  Cleaner    CI 

Safety  Solvent  Kl 

Sewer-Treatment  LI 

Silicone  Lubricant  H2 

Steam  Cleaner  Pressure  Wash  Clear   ..    Al 

Synthetic  Cleaner    A4 

Vaporizer  Concentrate Fl 

Xtra  Heavy  Duty  All  Purpose  Cleaner 

Pink  A4 

Golden  Bear  Chemicals 

Bear  Truth  A4 

Graffiti  Remover  CI 

Pink  Power    C2 

Golden  Circle  Chemicals,  Inc. 

FZ-3  Al 

Mighty  Mike  Concentrate  Al 

Golden  Eagle  Industries,  Inc. 

Perfect  10 CI 

Golden  Gem  Growers,  Inc. 

Dirt  Squad   E4 

Dirt  Squad  Waterless  Hand  Cleaner  Lo- 
tion      E4 

Golden  Products 

Glass  Brite  CI 

Golden  State  Chemical  Co. 

GSC-22    H2 

GSC-31    H2 

Golden  Technologies  Company, 

Inc./ 

BioChem  Systems  Division 

Bio  T  CI 

Bio  T  Max  CI 

Goode  Chemical  Co.,  Inc. 

Pink  Magic    Al 

Goodyear  Labs,  Inc. 

All-Purpose  Cleaner  (Butyl)  A4 

Aluminum  Brightner  Concentrate A3 

Arctic  Clean A5 

Asphalt  and  Tar  Remover  Kl 

Clean  It-All  Purpose  Cleaner  Al 

Concrete  Floor  Cleaner  CI 

Emulsifiable  Degreaser  Kl 

Enzymes  for  Sewage  Systems    L2 

Foam  Kleen  Al 

Heavy  Duty  Alk.  Clnr  &  Safe  Dgrsr. 

Cone CI 

Heavy  Duty  Miracle  Kleen  A2 
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Heavy  Duty  Steam  Cleaning  Compound  A2 

Ice  &  Snow  Melt CI 

Miracle  Kleen    Al 

Miracle  Kleen  with  Deodorizer   CI 

Miracle  Kleen  Plus   A4 

Odor  Control  Granules   CI 

Packing  House  Cleaner  Al 

Purge  Sewer-Treatment  LI 

Safety  Solvent  Kl 

Synthetic  Cleaner    A4 

Gordon  Food  Service 

GFS  Heavy  Duty  Grease  Release  ....  A4.C1 

GFS  Jewel  U  Detergent    Al 

Gotham  Technologies,  Inc. 

Formular  CST   G7 

Formular  LP    G7 

Formular  P67L    G6 

Formular  P67L-C    G6 

Formular  P67P    G6 

Formular  P67P-C    G6 

Formular  P67P-1  G6 

Formular  170  L  G6 

Formular  175  G6 

Gothamine  G6 

Gothamine  A  G6 

Molytreet  G7 

Molytreet  CST G7 

Oxy-Solve  P-l  G6 

Oxysolve  L-3  G6 

Polycor  BWT-CF1    G6 

Polycor  BWT-S1  G6 

Polytreet  300  G7 

Polytreet  300-1    G7 

Polytreet  400-N  G7 

Polytreet  400-1    G7 

Scale  Solve  FE-P A3 

Scale-Solve  L    A3 

Sludge  Gon    G6 

Sludge  Gon-C   G6 

Tower  Geaner  A  G7 

Tower  Cleaner  B  G7 

Grace  Dearborn  Limited 

Daraclean  125   Al 

Grace-Lee  Products,  Inc. 

All-Purpose  Cleaner-Degreaser Al 

Aquamatic  2B    Al 

Chain  Lube    H2 

Con-Kleen   A4 

Controlled  Suds  A4.B1 

Controlled  Suds  with  Bleach    Bl 

Cream  Cleanser  C2 

Deep  Fatfry  Cleaner  A8 

E-M  Hand  Soap C2 

Enzyme  Drain  Deodorizer  &  Maintainer  CI 

Enzyme-Matic  L2 

F-348  Acid  Cleaner A3 

F-360  Safety  Cleaner   A4.A8 

Feet    Al 

Film  Free  CI 

Formula  NJ Al 

Formula  16    Al 

G/L  Cleaner  A6 

G/L  Liquid  Cleanser  A4 

G/L  Syntrate   A4 

G/L  62  A2 

Glo  Suds    Al 

Grace-Lee  Blue  E4 

Green  Micro  Grit E4 

H  D  Hand  Soap  C2 

Heavy  Duty  Liquid  Steam  Geaner    ....  A2 

Heavy  Grease  Detergent  Al 

HeavyWeight  Al 

Knock  Out  A4 


L  D  Hand  Soap  E4 

Lab  Formula    Al 

Lab  Formula  4  Al 

Lid-128    Al 

Lime  Clean    A3 

Liquid  All  Purp  A4 

Liquid  All  Purp  (Low  Suds)  Al 

Lustre  Stainless  Steel  Cleaner  &  Polish  A7 

Ph  D  Surgical  Hand  Soap  El 

Pink  Velvet  Lotion  Hand  Soap El 

Plus  One    A3 

Pro-Tect  II  A4 

Reet  Bowl  Cleaner   C2 

Sanifor  D2 

Sanitizer  D2.E3 

Scale  Remover A3 

Super  Det  A4.A8 

Super  Mada  A4.A8 

Synetic  Suds    Al 

Tripl  Duti  A4 

Tripl-Duti  Low  Suds  A4 

Waterless  Hand  Cleaner  E4 

225-Kleener(Odorless)    A4 

611Degreaser  A4 

Graco,  Incorporated 

Dirt-tergent    Al 

Gradwohl  Chemical  Co.  Inc. 

EK-100 Al 

Grand  Union  Company 

Sani-Gean  Plus  Neutral  Fragrance Dl 

Grant  Industries 

Citrizyme  L2 

Grasmick  Co.,  Inc. 

Grasmick  440    A4 

Graymills  Corp. 

Super  Agitene   Kl 

Grease  Away 

Grease  Away  Al 

Grease  Catch  Corp. 

Grease  Catch  Concentrate  Al 

Grease  Guard  Al 

Great  Atlantic  &  Pacific 
Tea  Co.,  Inc.,  The 

A  &  P  Cleaner-Sanitizer  Dl 

A  &  P  Lotionized  Hand  Soap    El 

A&P  Supermarket  Floor  Cleaner  A4 

Sparkle  Cleaner-Sanitizer  D2 

Great  Lakes  Associates,  Inc. 

G-900  G6 

GAN-5070  G6 

GAN-6061  G6 

GAN-8050  G6 

GAN-8080  G6 

GAN-8081  G6 

GC-80    G6 

GCF-6886    G6 

GCP-962   G6 

GLTD G6 

GML-60  G2 

GML-77  G2 


GML-84  G2 

GMP-80  G6 

GOX-200D    G6 

GP-70 G6 

GSC-600   G6 

GSC-600W    G6 

GSC-640   G6 

GSC-694   G6 

GSC-800   G6 

GSC-840   G6 

GWL-0500  G6 

GWL-7000X   G6 

GWL-7008  G6 

GWL-7070 G6 

GWZ.3002  G6 

GWZ-5000  G6 

GWZ-5007  G6 

GWZ-5008  G6 

Great  Lakes  Biochemical  Co..  Inc. 

Meta-Phos    G6.G2 

Great  Lakes  Chemical  Corporation 

BromiCide  G5.G7 

BromiCide  Granules   G5,G7 

BromiCide  Tablets    G5.G7 

Liquibrom  3800  G5,G7 

Liquibrom  4000 G5.G7 

Liquibrom  4300  G5,G7 

Melh-O-Gas  F4 

Meth-O-Gas  100   F4 

WTA  Sodium  Bromide  G5.G7 

Great  Lakes  Chemical,  Inc. 

SoftKlenz  A6 

Great  Lakes  Cleaning  Systems 

Chlorinated  Cleaner Al 

Super  Kleen  A4.A8 

Super  Kleen  Plus  A4 

Great  Lakes  Corporation 

Solvent  #690   Kl 

Great  Lakes  Distributing,  Inc. 

Activate   Al 

Great  Lakes  Laboratories,  Inc. 

All  Purpose  Cleaner    Al 

All  Purpose  Prepaint  Degreaser  Al 

Clean  "N  Etch    A3 

Cleaner/Degreaser  Code  #1202    Al 

Extra  Muscle  Prepaint  Cleaner  Al 

General  Purpose  Cleaner  Liquid Al 

Great  Lakes  #1022    A4 

Great  Lakes  #126  Smokehouse  Gnr 

Liq.  D   A2 

Great  Lakes  #13158    Al 

Great  Lakes  #192    Al 

Great  Lakes  #1921    Al 

Great  Lakes  #350    A2 

Great  Lakes  #54    A4 

Great  Lakes  #702    A2 

Great  Lakes  #705    Al 

Great  Lakes  #817    A3 

Great  Lakes  140    Al 

Great  Lakes  52    Al 

Great  Lakes  600    CI 

Great  Lakes  670    A4 

Neutral  Cleaner/Degreaser  Code  #218  Al 

No  Rinse  Prepaint  Cleaner  Al 

Pine  Oil  Cleaner   CI 

Power  Scrubber  Floor  Cleaner  A4 

Smokehouse  Cleaner  Liquid  V2 
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Great  Lakes  Treatment  Corporation 

GL-402 G6 

GL-407 G6 

GL-413 G6 

GL-414 G6 

GL-417 G6 

GL-418 G6 

GL-419 G6 

GL-434 G6 

GL-435 G6 

GL-4402 G6 

GL-4407 G6 

GL-4413 G6 

GL-4414 G6 

GL-4417  G6 

GL-4418  G6 

GL-4419 G6 

GL-443 G6 

GL-4434 G6 

GL-4435 G6 

GL-4443 G6 

GL-4445  G6 

GL-445 G6 

GL-4452 G6 

GL-4474 G6 

GL-4488 G6 

GL-4489 G6 

GL-4495 G6 

GL-4497 G6 

GL-452 G6 

GL-4541  G6 

GL-4553 G6 

GL-4558 G6 

GL-4571  G6 

GL-4573 G6 

GL-4624 G6 

GL-4625 G6 

GL-4626 G6 

GL-4641  G6 

GL-4644 G6 

GL-4662 G6 

GL-4663 G6 

GL-4664 G6 

GL-4665 G6 

GL-4666 G6 

GL-4690 G6 

GL-4695 G6 

GL-4697 G6 

GL-4698  G6 

GL-4699 G6 

GL-4701  G2 

GL-4702 G2 

GL-4732 PI 

GL-474 G6 

GL-4780 G3 

GL-484 G6 

GL-488 G6 

GL-489 G6 

GL-4898 G6 

GL-4899 G6 

GL-495 G6 

GL-497 G6 

GL-5402 G6 

GL-5407 G6 

GL-541  G6 

GL-5413 G6 

GL-5414 G6 

GL-5418 G6 

GL-5435 G6 

GL-5443 G6 

GL-5445 G6 

GL-5452 G6 

GL-5474 G6 

GL-5488 G6 

GL-5489 G6 

GL-5495 G6 

GL-5497 G6 

GL-553 G6 

GL-5541  G6 

GL-5553 G6 


GL-5558 G6 

GL-5571  G6 

GL-5573 G6 

GL-558 G6 

GL-5624 G6 

GL-5625 G6 

GL-5626 G6 

GL-5641  G6 

GL-5644 G6 

GL-5662 G6 

GL-5663 G6 

GL-5664 G6 

GL-5665 G6 

GL-5666 G6 

GL-5690 G6 

GL-5695 G6 

GL-5697 G6 

GL-5698 G6 

GL-5699 G6 

GL-5701  G2 

GL-5702 G2 

GL-571  G6 

GL-573 G6 

GL-5732 PI 

GL-5780 G3 

GL-5898 G6 

GL-5899 G6 

GL-624 G6 

GL-625 G6 

GL-626 G6 

GL-641  G6 

GL-644 G6 

GL-662 G6 

GL-663 G6 

GL-664 G6 

GL-665 G6 

GL-666 G6 

GL-690 G6 

GL-695 G6 

GL-697 G6 

GL-698 G6 

GL-699 G6 

GL-701  G2 

GL-702 G2 

GL-732 PI 

GL-780 G3 

GL-898 G6 

GL-899 G6 

486  G6 

487  G6 

555  G6 

Great  Plains  Chemical  Company 

AB-808    G7 

BT-870  G6 

BW-101   G6 

BW-102  G6 

BW-104  G6 

BW-105  G6 

BW-106  G6 

BW-107  G6 

BW-108  G6 

BW-109  G6 

BW-110  G6 

BW-112  G6 

BW-113  G6 

BW-113-B  G6 

BW-114  G6 

BW-115  G6 

BW-115  G6 

BW-116  G6 

BW-116-B  G6 

BW-117  G6 

BW-118  G6 

BW-118-S   G6 

BW-119  G6 

BW-125  G6 

BW-130  G7 

BW-130  G6 

BW-131   G6 

BW-133  G6 


BW-134  G7 

BW-135  G6 

BW-136  G6 

BW-141   G6 

BW-144  G6 

BW-200  G6 

BW-202  G6 

BW-203  G7 

BW-204  G6 

BW-205  G6 

BW-206  G6 

BW-208  G6 

BW-210  G6 

BW-218  G6 

BW-221   G6 

BW-222  G6 

BW-223  G6 

BW-224  G6 

BW-225  G6 

BW-225  G6 

BW-240  G6 

BW-245  G6 

BW-247  G6 

BW-249  G6 

BW-301   G6 

BW-303  G6 

BW-304  G6 

BW-305  G6 

BW-306  G7 

BW-308  G6 

BW-308-C  G6 

BW-310  G6 

BW-312  G7 

BW-314  G7 

BW-315  G6 

BW-320  G6 

BW-322  G6 

BW-323  G6 

BW-324  G6 

BW-328  G6 

BW-329  G6 

BW-330  G6 

BW-331   G7 

BW-332  G6 

BW-332-B  G7 

BW-335  G6 

BW-336  G6 

BW-340  G6 

BW-341   G6 

BW-341-N  G6 

BW-342  G6 

BW-343  G6 

BW-344  G6 

BW-345  G6 

BW-348  G7 

BW-349  G6 

BW-362  G7 

BW-364  G7 

BW-365  G7 

CA-864    LI 

CS-650  G7 

CS-652  G7 

CS-662  G7 

CT-400 G6 

CT-401  G6 

CT-402 G6 

CT-403  G6 

CT-404 G6 

CT-405  G6 

CT-406  G6 

CT-407  G6 

CT-408  G6 

CT-409  G6 

CT-410  G6 

CT-411  G6 

CT-412 G6 

CT-413 G6 

CT-414 G6 

CT-415  G6 

CT-416 G6 

CT-416-A G6 

CT-443 G6 
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CT-444  G6 

CT-445  G6 

CT^46  G6 

CT-448  G6 

CT-450 G7 

CT-451  G6 

CT-461  G6 

CT-466  G6 

CW-500  G6 

CW-501   G7 

CW-501-LC  G7 

CW-501-P   G7 

CW-501-S   G7 

CW-501L  G7 

CW-502  G7 

CW-503  G7 

CW-504  G7 

CW-505  G7 

CW-506  G7 

CW-508  G7 

CW-512  G7 

CW-513  G7 

CW-514  G7 

CW-516  G7 

CW-518  G7 

CW-520  G6 

CW-523  G7 

CW-524  G7 

CW-525  G7 

CW-530  G7 

CW-532  G7 

CW-535  G7 

CW-536  G7 

CW-537  G7 

CW-538  G7 

CW-539  G7 

CW-590  G7 

FL-979  G6 

PW-710   G4 

PW-711    G4 

PW-714   G2 

PW-715   G2 

PW-716   G2 

PW-718   G2 

PW-720 Gl 

PW-722   G3 

PW-723   G2 

PW-724   G2 

PW-750   Gl 

RR-880    PI 

SD-517  G6 

SD-520 G6 

SD-534 G6 

SD-540  G6 

SD-542 G6 

SR-842  A3 

SR-843  _ PI 

Great  Salt  Lake 
Minerals&Chemicals  Corp. 

GSL  Coarse  Salt   PI  .PI 

GSL  Extra  Coarse  Salt  P1J>1 

GSL  Feed  Mixing  Salt   P1.P1 

GSL  Fine  Salt   PI 

GSL  Salt  Pellets    P1.P1 

Great  Scott|  Services,  Ltd. 

Glass  Cleaner CI 

Silicone  Spray  HI 

Stainless  Steel  Cleaner   A7 

Vandalism  Remover   CI 

Great  Southwest  Paper  Co.,  Inc. 

Sun-Glow  Pink  Lotion  Antiseptic  Hnd 
Soap    El 


Great  Western  Chemical  Co. 

G.W.  Sani-Clean  D2,G4,Q4 

Liquid  Caustic  Soda  50%  A2.G5.L1 

Wasco  Brite  Tank  Al 

Wasco  Cleanline  Al 

Wasco  Darimac  Al 

Wasco  Dishwashing  Detergent  Cone.       Al 

Wasco  Dry  Bleach    Bl 

Wasco  Dry  Bleach  16%   Bl 

Wasco  Hvy.  Dty.  Detergent 

Cleaner(D-491)  Al 

Wasco  Key    Al 

Wasco  Laundry  Detergent    Bl 

Wasco  LMR  Lime  and  Scale  Remover    A3 

Wasco  Rinse  Aid G5 

Wasco  Sanital  II   D2 

Wasco  Sparkle  A2 

Wasco  Super  Cleaner   A2 

Wasco  Wasaclor   D2.G4 

Zaquat    Dl 

Great  Western  Supply  Co. 

G.  W.  Super  Grelease  Al 

G.W.  Grealease  Al 

Greco  Enterprises,  Inc. 

GMS  All  Purpose  Strip CI 

Green  &  Green  Corporation 

LC-5000 A4.A8 

Green  Country  Laboratories 

Country  Clean  Degreasing  Detergent  ..    CI 
Country  Clean  Orchid  Deodorant  CI 

Green  Earth  Systems 

Air  Freshener  837  Forest  Mist  CI 

Air  Freshener  838  Spring  Meadow    ....  CI 

All  Purpose  Cleaner  831  A4 

Citrus  Degreaser   A4.A8 

Citrus  Degreaser  832 A4.A8 

Deodorizing  Disinfectant    CI 

Factory  Formula    CI 

Foaming  Degreaser  Al 

Foaming  Tile  Cleaner  A3 

Glass  Cleaner CI 

Neutral  Cleaner  A4 

Neutral  Disinfectant  834  CI 

Restroom  Cleaner   C2 

Sanitizer  D2 

Green  Label  Products,  Inc. 

Green  &  Fresh  Multi-Purp  Deodrzr 
Cncntrt    CI 

Green  &  Fresh  Multi-Purp  Deodrzr  R- 
T-U  CI 

2000  Technical  Deodorizer  Concentrate  CI 

2000  Technical  Deodorizer  Ready  To 
Use    CI 

Greene-Douglas  Maintenance 
Industries,  Inc. 

Superac    Al 

Greene,  E  &  Company,  Inc. 

Greenetree  All-Purpose  Cleaner  #560      A4 
Greenetree  Coconut  Oil  Liq  Hand  Soap 

#99    El 

Greentree  Hvy  Dty  Stripper  CI.  Degrsr.  Al 


Greenway  Chemical  Co. 

Super  Foam  On  Al 

Super  Green  All  Purpose  Cleaner    CI 

Super  Quat  Disinfect D2 

Super  Red  1  Al 

Super  Red  2  Al 

Greenwood  Chemical  Co.,  Inc. 

Greenwood- 100-C  CI 

Improve   Al 

Klor-Klene  Al 

Liquid  Mildsuds    Al 

Sanityze  72    Dl 

Shine-C    Al 

Sudsy-C  Bl 

Griffin  Bros.,  Incorporated 

Antiseptic  Liq.  Soap  40%  Concentrate  El 

Auto-Magic  Al 

Blu  Blazes  C2 

Bowl  San  Emulsion    C2 

Brand-Y  CI 

Cleaner  Disinfectant   A4 

Diamond  Liquid  Soap  El 

Disinfectant  Cleaner   A4 

Fresh-Ette CI 

Glass  Cleaner CI 

Griff-N-Off   Al 

Griffin  I  O  San  Sanitizer    D2 

Griffin's  Fasfoam  A4 

GB  300    A4 

GSS  One  Swipe  Stainless  Steel  On 

Polish    A7 

Heavy  Duty  Ammon.  Glass  Cleaner   ..  CI 

Heavy  Duty  Griffin-Suds   CI 

Hypine-8    CI 

Jolt  A4 

Liqua-Suds  Al 

Locacten  Sanitizer  Dl 

Non-Scents CI 

Opal  40  Liquid  Soap El 

Quatra-Cide  A4 

Red-Hot  Stripper  CI 

Ritenow  Cleaner   C2 

Sani-Hands E2 

Spring    E4 

The  Klinger  CI 

Var  Brite  Cleaner   CI 

20%  Antiseptic  Liquid  Soap  El 

Griffith  &  Company,  Inc. 

Steril-Kleen   A4 

Griffith  Company,  Inc.,  The 

Hy-Det  Liquid  Al 

Hydro  How  Al 

Hydrosteam  (Green  Label)  Al 

Hydrosteam  (Red  Label)  Al 

Hydrosteam  A. P.  Powdered  Compnd.  Al 

Hydrosteam  No.  50  Al 

Power  Wash  Liquid  Concentrate   Al 

Powerwash  P  Al 

Griffith  Laboratories,  Inc.,  The 

Erado  Dl 

Klenzall   Al 

Grizzly  Corporation 

Industrial  Cleaner  Degreaser  GS  1100  Al 

Industrial  Cleaner  GA  2100   Al 

Grow  Group,  Inc. 

Calusa  Ammonia  CI 
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Calusa  Bleach   Bl 

Calusa  Chlor   D2 

Chlorinated  CIP  Cleaner  Al 

Clear  Ammonia  CI 

Conveyor  Lubricant  H2 

Dab Bl 

De-Fend  D2 

Dish  Clean  Chlor.  Mach.  Dish  Wash. 

Cmpd Al 

Drain  Clean  Sewer  Pipe  Cleaner   LI 

Du-Rite    Bl 

Gusto  Oven  &  Grill  Cleaner A8 

H.D.  50  Extra  Heavy  Duty  Liq  Laun. 

Det Bl 

Ideal  Bleach  D13I 

Ideal  Fabric  Softener B2 

Ideal  Lemon  Lotion  Hand  Dishwash- 

Detrgnt    Al 

Industrial  Bleach  Bl 

Lemon-Scented  Ammonia CI 

Liquid  Chlorinated  CIP  Cleaner  Al 

Liquid  Chlorinated  CIP  Cleaner  Al 

LC-114  Laundry  Detergent A4.B1 

LC-138  Non-Chlorinated  Ware- Wash- 
ing Det    Al 

LC-139  Non  Chlor  Machine  Dish 

Wshng  Cmpd   Al 

LC-140  Chlorinated  Ware-Washing 

Detrgnt    Al 

LC-141  Chlorinated  Machine  Dish  Wsh 

Cmpd Al 

LC-142  Non-Phos.  Cntrld  Suds  Laundry 

Det Bl 

LC-145  Dry  Chlorine  Laundry  Bleach  Bl 

LC-53  Heavy  Duty  Laundry  Detergent  Bl 

M.P.  Concentrate  A4 

Muscle  Pot  &  Pan  Cleaner  Al 

Pink-Luster  Pink  Lotion  Detergent Al 

Punch  Chlorinated  Ware-Washing  De- 
tergent    Al 

Rid  Detergent    A4JB1 

Rite  Chlor  Dry  Chlorine  Bleach  Bl 

RiteKleen   Al 

Rite  Off  Concrete  Cleaner   Al 

Rite  Quick  Foam  Foaming  Cleaner- 

Dgrsr.    A4 

Rite-Hand  Powdered  Hand  Cleaner 

w/Borax C2 

Rite-Soft  Extra  Cone.  Fabric  Softener  B2 

Rose  Magic  Hand  Dishwashing  Beads  Al 

Sani-Clor  Bleach  Disinfectant    Bl 

Special  "A"   Bl 

Sudsy  Ammonia    CI 

Super  Rite-Off  Concrete  Cleaner  A4 

Super  Safe  All  Fabric  Bleach  Bl 

Super-Chlor  D2.G4 

Top  Clor    D2 

Tru-Rite  Bleach  D1.B1 

VT-84 D2 

Wright  20%  Dry  Bleach  Bl 

Guarantee  Sales 

Pro-10    Al 

Guaranteed  Water  Treatment 

Boiler  Compound  #100  G6 

Guard  Products,  Inc. 

#207  R.O.  Lubricant  H2 

#226  XDM CI 

#231  Multi-Cleaner  CI 

Guard  #209  H-l  Chain  Lubricant HI 

Guard  #217  Soap  Al 

Guardfoam  #233   Al 

Guardian  Chemical  Company 

Atox  Fl 


Chickodine  D1.Q3 

Concentrated  Liquid  Toilet  Soap   El 

Conta  A2 

Disolvit    LI 

EKTA A2 

Guardex   A4 

H.D.  Cleaner  Al 

Liquid  Toilet  Soap    El 

Nuthin'  A4 

Pen-A-Grease H2 

PHC  Cleaner  Al 

Release  HI 

Skin-It-Kleen  A8 

Squirt  CI 

Guardian  Chemical  Specialties 
Corp. 

Aqua  Kleen  A4 

Artie  Kleen    A5 

Assure  F A4 

Assure  N   Dl 

Command  30  Dl 

Command  40  A4 

Design  200 A4 

Design  300 A4 

Foam  Off  Al 

Grease-B-Gone    A4 

Guardian  5003  G6 

Guardian  5101  G6 

Guardian  5221  G6 

Guardian  5311  G7 

Guardian  5313  G7 

Guardian  5342  G6 

Guardian  5375  G6 

Guardian  5401  G6 

Guardian  5402  G6 

Guardian  5511  G7 

Guardian  5621  G6 

Guardian  5623  G6 

Guardian  5702  G6 

Guardian  5708  G6 

Guardian  5709  G6 

Guardian  5810  PI 

Guardian  5820  PI 

Guardian  6104  G7 

Guardian  6202  G5.G7 

Guardian  6203  G7 

Guardian  6204  G7 

Guardian  6205  G7 

Guardian  6301  G7 

Guardian  6311  G7 

Guardian  6312  G7 

Guardian  6410  G6 

Ultra  400  A4 

Guardian  Company  Inc. 

Formula  400  Industrial  Antiseptic  Soap    El 

Guardian  Laboratories 

Bounce  Back  Floor  Cleaner  &  Opt. 

Brtnr.  CI 

Simply  Clean  Concentrated  Cleaner  ....    CI 

Guardian  Sanitary  Supply  Co. 

Alive    L2 

Bug  Guard  F2 

Glassy    CI 

Guardian-IPCO,  Inc. 

Formula  DL-1543  G7 

Formula  DL-1546  G5.G7 

G-I  #  360  Closed  System  Treatment  ..    G7 
G-I  #310  Closed  System  Treatment  ....    G7 
Guardian-Ipco  #  541  Boiler  Water 
Treat G6 


Guardian-Ipco  #116  Cooling  Wtr  Treat- 
ment      G7 

Guardian-Ipco  #130  Cooling  Water 

Treat G7 

Guardian-Ipco  #1370  Boiler  Treatment  G6 
Guardian-Ipco  #181  Cooling  Water 

Treat  G7 

Guardian-Ipco  #214  Dispersant    G6 

Guardian-Ipco  #235  Antifoulant  G7 

Guardian-Ipco  #262  Dispersant    G6 

Guardian-Ipco  #282  Sludge  Conditioner  G6 

Guardian-Ipco  #410  Drain  Cleaner    LI 

Guardian-Ipco  #420  Drain  Cleaner    LI 

Guardian-Ipco  #499  Rust  Remover  ....  G7 
Guardian-Ipco  #621  Oxygen  Scavenger  G6 
Guardian-Ipco  #730  Steamline  Treat- 
ment      G6 

Guardian-Ipco  #743  Steamline  Treat- 
ment      G6 

Guardian-Ipco  #744  Steamline  Treat- 
ment      G6 

Guardian-Ipco  #745  Steamline  Treat- 
ment      G6 

Guardian-Ipco  #746  Steamline  Treat- 
ment      G7 

Guardian-Ipco  #747  Steamline  Treat- 
ment      G7 

Guardian-Ipco  #87  Algaecide  G7 

Guardian-Ipco  #910  Threshold  Treat- 
ment      G2 

Guardian-Ipco  #915  Threshold  Treat- 
ment      G2 

Guardian-Ipco  #920  Threshold  Treat- 
ment      G6 

Guardian-IPCO  #170  Cooling  Water 

Trtmnt.    G7 

Guardian-IPCO  #500  Boiler  Water 

Trtmnt G6 

Guardian-IPCO  #510  Boiler  Water 

Trtmnt,    G6 

Guardian-IPCO  #520  Boiler  Water 

Trtmnt G6 

Guardian-IPCO  #530  Boiler  Water 

Trtmnt,    G6 

Guardian-IPCO  #561  Boiler  Water 

Trtmnt G6 

Vulcan  #88    G7 

Guest  Paper  Company 

GP  Cleaner  Degreaser Al 

GP  Fabric  Softener  B2 

GP  Glass  Cleaner   CI 

GP  Lemon  Disinfectant C2 

GP  Liquid  Laundry  Bl 

GP  Machine  Detergent  Al 

GP  Non  Phosphate  Laundry  Detergent  A 1 

GP  Phosphate  Laundry  Compound    ....  Bl 

GP  Pine  Odor  Disinfectant  CI 

GP  Pink  Lotion  El 

GP  RTU  Hand  Soap  El 

Pink  Lotion   Al 

Gulf  Coast  Chemical 

Enviro-Safe  LD-10   Al 

Gulf  Coast  Laboratories,  Inc. 

Everklear  G2 

Hydroklear  G2 

Hydroklear  Plus  G2 

Liqui-Phos  400    G2 

Liqui-Phos  500    G2 

Tri-Lux G2 

Gulf  Coast  Paper  Co.,  Inc. 

Bleach    B1XJ2 
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Gulf  Maintenance  Systems,  Inc. 

Gulf  Clean  Al 

Gulf  Oil  Corporation 

Gulf  Automatic  Transmission  Fl.  Type 

F   H2 

Gulf  Automatic  Transmission  Fl-Dexron 

D  H2 

Gulf  Ei>.  Lubricant  HD  100 H2 

Gulf  E.P.  Lubncant  HD  150 H2 

Gulf  E.P.  Lubricant  HD  220 H2 

Gulf  E.P.  Lubricant  HD  32 H2 

Gulf  E.P.  Lubricant  HD  320 H2 

Gulf  E.P.  Lubricant  HD  460 H2 

Gulf  E.P.  Lubncant  HD  68 H2 

Gulf  E.P.  Lubricant  HD  680 H2 

Gulf  Endurance  14    H2 

Gulf  Endurance  150    H2 

Gulf  Endurance  19    H2 

Gulf  Endurance  9    H2 

Gulf  Harmony  HV1  26  AW  H2 

Gulf  Harmony  HVI  46  AW   H2 

Gulf  Harmony  100    H2 

Gulf  Harmony  115    H2 

Gulf  Harmony  150    H2 

Gulf  Harmony  150  AW   H2 

Gulf  Harmony  1  SOD  H2 

Gulf  Harmony  22   H2 

Gulf  Harmony  220    H2 

Gulf  Harmony  32   H2 

Gulf  Harmony  32  (TA) H2 

Gulf  Harmony  32  AW    H2 

Gulf  Harmony  46    H2 

Gulf  Harmony  46  (TA)  H2 

Gulf  Harmony  46  AW    H2 

Gulf  Harmony  68    H2 

Gulf  Harmony  68  (TA)  H2 

Gulf  Harmony  68  AW    H2 

Gulf  Harmony  78  E.P H2 

Gulf  High  Temperature  Grease    H2 

Gulf  Legion  150   H2 

Gulf  Mineral  Seal  Oil  H2 

Gulf  Multi-Purpose  Gear  Lubrant 

85W/140  H2 

Gulf  Multi-Purpose  Gear  Lubricant 

80W/90  H2 

Gulf  Multipurpose  Gear  Lubrnt 

SAE80W/140   H2 

Gulf  Paramount  100   H2 

Gulf  Paramount  150   H2 

Gulf  Paramount  22   H2 

Gulf  Paramount  32   H2 

Gulf  Paramount  46   H2 

Gulf  Paramount  68    H2 

Gulf  Plastic  Petroleum  B    H2 

Gulf  Plastic  Petroleum  E    H2 

Gulf  Precision  Grease  No.  1    H2 

Gulf  Precision  Grease  No.2    H2 

Gulf  Premium  Lubcote  E.P.  No.  0  H2 

Gulf  Premium  Lubcote  E.P.  No.  1  H2 

Gulf  Premium  Lubcote  E.P.  No.  2  H2 

Gulf  Security  100   H2 

Gulf  Security  100  AW   H2 

Gulf  Security  115    H2 

Gulf  Secunty  180M    H2 

Gulf  Security  20    H2 

Gulf  Security  32   H2 

Gulf  Security  32  AW    H2 

Gulf  Security  320M    H2 

Gulf  Security  46   H2 

Gulf  Security  46  AW   H2 

Gulf  Security  460M    H2 

Gulf  Secunty  68    H2 

Gulf  Security  68  AW   H2 

Gulf  Senate  320  D    H2 

Gulf  Senate  375 H2 

Gulf  Senate  400  D    H2 

Gulf  Senate  460 H2 

Gulf  Senate  680 H2 

Gulf  Seneca  100   H2 


Gulf  Seneca  150   H2 

Gulf  Seneca  180   H2 

Gulf  Seneca  22   H2 

Gulf  Seneca  32   H2 

Gulf  Seneca  46   H2 

Gulf  Seneca  68   H2 

Gulf  Stoddard  Solvent Kl 

Gulf  Super  Duty  Motor  Oil  SAE  10W  H2 
Gulf  Super  Duty  Motor  Oil  SAE 

20W/20  H2 

Gulf  Super  Duty  Motor  Oil  SAE  40   ..  H2 

Gulf  Super  Duty  Motor  Oil  30  H2 

Gulf  Super  Duty  Plus  Motor  Oil 

SAE15W/40    H2 

Gulf  Synfluid  Technical  White  Oil  2  cSt  HI 
Gulf  Synfluid  Technical  White  Oil  4  cSt  HI 
Gulf  Synfluid  Technical  White  Oil  6  cSt  HI 
Gulf  Synfluid  Technical  White  Oil  8 

CST  HI 

Gulf  Synfluid  White  Oil  2cs HI 

Gulf  Synfluid  White  Oil  4cs HI 

Gulf  Synfluid  White  Oil  6cs HI 

Gulf  Tacky  Grease    H2 

Gulf  Transgear  Lubricant  E.P.  220    ....  H2 

Gulf  Transgear  Lubricant  E.P.  460    ....  H2 

Gulf  Transgear  Lubricant  E.P.  680    ....  H2 

Gulf  Transgear  Lubricant  E.P.  800    ....  H2 

Gulf  Transmission  Oil  140  H2 

Gulf  Transmission  Oil  250  H2 

Gulf  Transmission  Oil  90  H2 

Gulfcrest  32  H2 

Gulfcrown  EP  Special H2 

Gulfcrown  Grease  EJ>.  No.  0  H2 

Gulfcrown  Grease  E.P.  No.  1  H2 

Gulfcrown  Grease  E.P.  No.  2  H2 

Gulfcrown  Grease  E.P.  No. 3    H2 

Gulfcrown  Grease  No.O    H2 

Gulfcrown  Grease  No.l    H2 

Gulfcrown  Grease  No.2    H2 

Gulfcrown  Grease  No.3    H2 

Gulfgem  Grease H2 

Gulflex  Moly  E.P H2 

Gulflex  Poly    H2 

Gulflex-Al   H2 

Gulflube  Motor  Oil  H.D.  10W  H2 

Gulflube  Motor  Oil  H.D.  20W/20   H2 

Gulflube  Motor  Oil  H.D.  30  H2 

Gulflube  Motor  Oil  H.D.  40  H2 

Gulflube  Motor  Oil  H.D.  50  H2 

Gulflube  Motor  Oil  X.H.D.  SAE 

10W/30  H2 

Gulflube  Motor  Oil  X.H.D.  SAE 

15W/40  H2 

Gulflube  Motor  Oil  X.H.D.  10W  H2 

Gulflube  Motor  Oil  X.H.D.  30  H2 

Gulflube  Motor  Oil  X.H.D.  40  H2 

Gulflube  Motor  Oil  X.H.D.  50  H2 

Gulflube  Motor  Oil  10W    H2 

Gulflube  Motor  Oil  20W/20  H2 

Gulflube  Motor  Oil  30    H2 

Gulflube  Motor  Oil  40   H2 

Gulflube  Motor  Oil  50    H2 

Gulflube  MOtor  Oil  X.H.D.  20W/20  ..  H2 

Gulfpride  Premium  SAE  10W/30 H2 

Gulfpnde  Premium  SAE  10W/40 H2 

Gulfpride  Single-G  20W/20  H2 

Gulfpnde  Single-G  30 H2 

Gulfpride  Single-G  40 H2 

Gulfpride  Super  Premium  SAE  10W/40  H2 
Gulfspray  Ant  Roach  Killer  Formula  17  F2 
Synthetic  Wide  Temperature  Grease- 

E.P H2 

Gulf  Seal  Specialties,  Inc. 

MB-10A  PI 

Gulfport  Paper  Company,  Inc. 

Seashine  CI 


Gurney  Engineering  Corporation 

Formula  BR-1595-T   G5.G7 

Formula  DL-1543  G5.G7 

Formula  DL-1545   G5.G7 

Formula  DL-1546  G5.G7 

Gurtler  Chemicals  Inc. 

Action    Bl 

Alka  Suds    Bl 

Approve  Al 

Assure    Bl 

BWT-100  G6 

BWT-110  G6 

BWT-200  G6 

BWT-202  G6 

BWT-210  G7 

BWT-300  G6 

BWT-400  G6 

Cloud  9    B2 

Command    Bl 

Complete    Bl 

Confirm   Bl 

Confirm  NP  Bl 

Control  Suds   Bl 

Dyna-Bleach    Bl 

Dyna-Clor   Bl 

Dyna-Clor  Extra    Bl 

Dyna-Clor  P/F  Bl 

Dyna-Det  Bl 

Dyna-Soft B2 

Dynaphos  Bl 

Dynomite  Bl 

Gentle Bl 

Gurtler  Solid  Rock    A2 

GC  Disinfectant D2 

GLS  Sour/Soft  B2 

HDL  Detergent   Bl 

Industnal  Mix  310 Bl 

Lemon  Brite Bl 

Lemon  Brite  P/F  Bl 

Lemon  Fresh   Bl 

Liqua-Soft   B2 

Liquid  Guardian    B2 

Mat  Detergent   Bl 

Maxi-Suds   Bl 

Maximate  Bl 

Maximate  Plus  Bl 

Mint  Disinfectant CI 

NDT  Alkali   Bl 

NDT  Bleach Bl 

NDT  Bleach  Plus    Bl 

NDT  Brite-Det Bl 

NDT  Conditioner Bl 

NDT  Detergent   Bl 

NDT  Detergent  Oil  Bl 

NDT  Dispatch  Bl 

NDT  Enviro-Zyme    Bl 

NDT  Liquid  Dynomite   Bl 

NDT  Liquid  Dynomite  PF   Bl 

NDT  Lubnterge Bl 

NDT  LFS-1   Bl 

NDT  Meta-Sil   Bl 

NDT  Neutra  Clor    Bl 

NDT  Neutralizer  Plus  Bl 

NDT  Oxy-Bleach    Bl 

NDT  Oxy-Bleach  Plus    Bl 

NDT  Power-Solv  B2 

NDT  Rescind  Bl 

NDT  Softener   B2 

NDT  Softener/Lemon   B2 

NDT  Sour  Plus   Bl 

NDT  Sour/Softener  B2 

NDT  Super  Alkali  #100  Bl 

NDT  Super-Sil Bl 

NDT  Super-Sil  #100  Bl 

NDT  Supra-Solv   Bl 

NDT  Syndet  Oil    Bl 

NDT  Victory  Bl 

NDT  Victory  P/F Bl 

Ortho-Plus   Bl 
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Orthosilicate Bl 

Prevail    CI 

PLB-15    Bl 

Resolve    Bl 

Rydette Bl 

Rydette  Special   Bl 

RLT-100    G6 

RLT-105    G6 

RLT-110    G6 

RLT-200    G6 

Saf-Fab Bl 

Supra-Suds  Bl 

Supra-Suds  (P) Bl 

Sure-Solv  Bl 

Trend  Bl 

Ultra-Zyme    Bl 

Wonder  Brite  Bl 

Gycor  International  Ltd. 

Sanitizing  Hand  Soap   E2 

GP66  Chemical  Corp. 

GP66  Miracle  Cleaner Al 

H  &  B  Chemtreat  Company 

BWT  15  G6 

BWT  190M  G6 

BWT  21  G6 

RLT  20    G6 

RLT  21    G6 

H  &  B  Industries,  Inc. 

HB-1  Electro  Solv  K2 

HB-122  Dynomite  LI 

HB-126  Super  Bowl   C2 

HB-13  Clean  Up  E4 

HB-15  Tune-Up PI 

HB-29  Kool  It  PI 

HB-3  Quik  K2 

HB-31  Clear  View    CI 

HB-32  De  leer  CI 

HB-33  Nut  Buster  H2 

HB-40  Mechanics  Friend   H2 

HB^»3  Current  CI 

HB^15  De  Solve  Gel  CI 

HB-595    H2 

HB-595  Antiseize   H2 

HB-62  Fresh  Mint  CI 

HB-65  Pen-Lube  H2 

HB-66  Dry  Moly  Lubricant   H2 

HB-67  Tacky  Lube  H2 

HB-70  Belt  Dressing  PI 

HB-75  Nice-N-Spicey  CI 

HB-90  Slick  HI 

H  &  B  Supply,  Inc. 

HB-12  Tuff  Stuff E4 

HB-31  Clear  View    CI 

On-TheJob   E4 

H  &  H  Chemical  Company 

Glass  Cleaner CI 

H  &  H  Industrial  Products,  Inc. 

Lithoplex  5700    H2 

Lithoplex  5701    H2 

Lithoplex  5702    H2 

S(AA)fety  Lube  No.  472    HI 

S(AA)Fety  Lube  No.  470  HI 

S(AA)Fety  Lube  No.  471   HI 

H  &  H  Janitorial  Products 

Envirofoam    C2 


H  &  H  Products 

Delimer   A3 

Liquid  Silver  Soak    Al 

Solid  Machine  Detergent    A2 

H  &  S  Chemicals  Division 

CHG  E-2  Sanitizing  Hand  Cleanser  E2 

CHG  E2  Sanitizing  Scrub E2 

Formulation  HS  210-15    D2.Q3 

Formulation  HS-1210  Disinfectant/Sntzr  D2 
Formulation  HS-1210 

Disnf./Sntzr(  14.08%)    D2 

Formulation  HS-128Q  Germicidal  De- 
tergent      D2 

Formulation  HS-138D  G7 

Formulation  HS-256Q  Germicidal  De- 
tergent      D2 

Formulation  HS-32Q 

(Colorless&Odorless)  A4 

Formulation  HS-33A  D2 

Formulation  HS-3328  D2 

Formulation  HS-3328  (Red)  D2 

Formulation  HS-64Q  A4 

Formulation  HS-64Q  (NDP)  A4 

Formulation  HS-652Q  Germicidal  De- 
tergent      A4 

Formulation  HS-69D  G7 

Formulation  HS-821Q  A4 

Formulation  HS-8451  (Red)  D2 

Formulation  HS-8451P  D2 

Formulation  HS2 10-20  D2.Q3 

Formulation  HS2 10-37   D2.Q3 

Formulation  HTA-64  Disinfectant  D2 

Formulation  HWS-128    Al 

Formulation  HWS-256    A4 

Formulation  HWS-64   Al 

Formulation  H6-29   D2 

Formulation  PA-1210   A3 

Formulation  POQ  1210  CI 

Formulation  POQ  451  CI 

Formulation  POQ  451  (1-32)  CI 

FMB  GP  Cleaner A4 

H&S  Heavy  Duty  Detergent  (LF)    A4 

HS  All  Purpose  Cleaner  Al 

HS  Degreaser Al 

HS-Chain  Lubricant    H2 

HS-Q  Germicidal  Concentrate   D2.Q3 

HS-210  Laundry  Mildew  &  Bacteriostat 

10%  B2 

HS-210  Mildew  Preventative   B2 

HS-267Q   A4 

HS-420  Water  Treatment  Microbi- 

cide  (50%)    G5.G7 

HS-420  Water  Treatment  Microbicide 

10%  G5 

HS-867Q  Germicidal  Detergent  &  Deo- 
dorant        A4 

M-2205  Disinfectant/Sanitizer/Cleaner  D2 
M-2205  Farm  Disinfectant/Sanitizer  ..  D2 
MTP  Phenolic  Germicidal  Detergent  ..  A4 
PVP-Iodine  E2  Sanitizing  Hand  Scrub  E2 
PVP-Iodine  Scrub  FE-8 14  (Stabilized)     E2 

SAK-64L  Cleaner  Al 

T  &  W  Concentrated  Dishwash  Liquid    Al 

Total  Body  Antibacterial  Shampoo    El 

Total  Body  Shampoo    El 

TB-A23  Disinfectant  Bowl  Cleaner  ....    C2 
WTM-1210  Water  Treatment  Mi- 
crobicide      G5.G7 

0.6%  PCMX  Scrub  El 

1%  PCMX  E-2  Sanitizing  Hand  Clean- 
ser   E2 

2/1  DEA  Lubricant   H2 

40%  Coconut  Soap   El 

H&S  Maintenance  Supply 

Food  Equipment  Lube HI 


H  &  W  Sales  Company,  Inc. 

De-Greasol  Al 

De-Solve    CI 

H  A  C  C  O,  Inc. 

Promar  Blox  All-Weather  Rodenticide     F3 

H  A  C  O,  Inc. 

"Pest  Rid  Brand"  .5%  Coated  Warfarin    F3 

Cygon  2-E  Systemic  Insecticide  F2 

Diphacin  110  F3 

Diphacin  120  F3 

Fly  Bait  Grits    F2 

Malathion  57%  Emul.  Liq.  Insect.-B  ....  F2 

Pestrin  Fogging  Spray-C  I    Fl 

Promar  Rodntcd  Prfsnl  Rat&Mse  Kilr 

Prod F3 

Ramik  Brown    F3 

Ramik  Green  F3 

Ramik  Green  Bail  Packs F3 

Rat  and  Mouse  Killer  with  Diphacinone  F3 
Rodex  Pelleted  Bait  w/Coated  Warfarin   F3 

Vapona  Livestock  Spray  F2 

Vapona  Livestock  Spray  F2 

Warfarin  Plus  Anticoagulant  Concen- 
trate    F3 

Warfarin  Plus  Pellets  Rat  &  Mouse  Kil- 
ler     F3 

H  C  I  Chemtech  Distribution  Inc. 

Mineral  Oil  21-USP    HI 

Mineral  Oil  31-USP    HI 

Mineral  Oil  7-NF    HI 

White  Oil  8-T    HI 

H  D  America,  Inc. 

Antiseptic  Pumice  Hand  Cleaner   E4 

Antiseptic  Waterless  Hand  Cleaner   E4 

HDI 

De  Aqua  Lube  H2 

Plastic-Glass  Cleaner  &  Coating   CI 

H  K  I  Fragrances  Division,  Inc. 

Dumpster  Fresh  (Orange  Spice)  CI 

H  M  K  Distributors 

HMK  Degreaser-Cleaner Al 

HMR  Sales  &  Service 

HMR  Degreaser A4 

HMR  Double  Stength  Degreaser  A4 

HMR  Hi-Foaming  Degreaser  Al 

HMR  Hi-Power  Concentrate Al 

HMR  Sur-Kill  Disinfectant/Sanitizer  ..  D2 

HMR  Sur-Kleen  Degreaser Al 

H  P  I  Products,  Inc. 

HPI  2700  Acid  Cleaner A3 

H  P  Products  Corp. 

Brute  Force  Degreaser    A4 

Ezy  Oven  Cleaner  A8 

Foaming  Meatroom  Degreaser  Al 

General  Purpose  Cleaner A4.C1 

Heavy  Duty  Degreaser  Concentrate  ....  Al 

HP  Clinging  Acid-Free  C2 

HP  Disinfectant  Cleaner  Plus  C2 
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HP  Disinfectant  Creme  Cleanser   A6 

HP  Liquid  Alive  Bacteria  CI 

HP  Mint  Bowl  Cleaner  C2 

HP  Porcelain  &  Shower  Cleaner  C2 

HP  Power  Bowl  Cleaner C2 

HP  Refresh  Bowl  Cleaner C2 

HP  TBC  Bowl  Cleaner  C2 

HP  Uric  Acid  Eradicator CI 

HP  Washroom  Cleaner  C2 

HP-38  A4 

Idosept  E2 

Medicated  Hand  Geaner El 

No  Rinse  Sanitizer    D2 

Pink  Lotion  Hand  Soap    El 

15%  Liquid  Coco  Soap  El 

40%  Coco  Soap  El 

HPW  Specialties,  Inc. 

MC-10  A4 

H  V  C,  Inc. 

C.K.  Chlorinated  Cleaner  Al 

C.K.  General  Purpose  Cleaner  Al 

C.K.  62  Cleaner A2 

Disperse  2110   G6 

Disperse  2150   G6 

Disperse  4100   G6 

Hi-Test  Sodium  Hypochlorite  B1XJ1 

HVC  200  P   PI 

Liquid  Alum    Gl 

Liquid  Cleaner  Concentrate    A1.E1 

Premier  #  403-V  Water  Treatment  G6 

Premier  #151  Boiler  Water  Treatment  G6 

Premier  #236-V  Water  Treatment    G6 

Premier  #237- VS  Water  Treatment   ....  G6 

Premier  #380  Water  Treatment    Gl 

Premier  #403-S  Water  Treatment G6 

Premier  #409  Water  Treatment    G6 

Premier  #414-H  Water  Treatment    G6 

Premier  #414-V  Water  Treatment    G6 

Premier  #415  Water  Treatment    G6 

Premier  #606  Water  Treatment    G6 

Premier  BH-40  Detergent  Clnr.  & 

Degrs A4 

Premier  Egg  Cleaner  2   Ql 

Premier  No  105  Cooling  Tower  Treat- 
ment      G7 

Premier  No.  1  Condensate  Treatment  G6 

Premier  No.  10  Condensate  Treatment  G6 

Premier  No.  11  Condensate  Treatment  G6 

Premier  No.  12  Condensate  Treatment  G6 

Premier  No.  13  Condensate  Treatment  G6 

Premier  No.  14  Condensate  Treatment  G6 

Premier  No.  140  Microbiocide  G7 

Premier  No.  15  Condensate  Treatment  G6 
Premier  No.  155  Boiler  Water  Treat- 
ment      G6 

Premier  No.  16  Condensate  Treatment  G6 

Premier  No.  199  Water  Treatment  G6 

Premier  No.  2  Condensate  Treatment  G6 
Premier  No.  20  Condensate  Treatment  G6 
Premier  No.  21  Condensate  Treatment  G6 
Premier  No.  22  Condensate  Treatment  G6 
Premier  No.  236  Boiler  Water  Treat- 
ment      G6 

Premier  No.  237  Boiler  Water  Treat- 
ment      G6 

Premier  No.  238  Boiler  Water  Treat- 
ment      G6 

Premier  No.  241  Boiler  Water  Treat- 
ment      G6 

Premier  No.  243  Boiler  Water  Treat- 
ment      G6 

Premier  No.  244  Water  Treatment  G7 

Premier  No.  245  Boiler  Water  Treat- 
ment      G6 

Premier  No.  246  Boiler  Water  Treat- 
ment      G6 

Premier  No.  247  Boiler  Water  Treat- 
ment      G6 


Premier  No.  248  Boiler  Water  Treat- 
ment      G6 

Premier  No.  249  Boiler  Water  Treat- 
ment      G6 

Premier  No.  250  Boiler  Water  Treat- 
ment      G6 

Premier  No.  251  Boiler  Water  Treat- 
ment      G6 

Premier  No.  252  Boiler  Water  Treat- 
ment      G6 

Premier  No.  253  Boiler  Water  Treat- 
ment      G6 

Premier  No.  269  Boiler  Water  Treat- 
ment      G6 

Premier  No.  270  Boiler  Water  Treat- 
ment      G6 

Premier  No.  3  Condensate  Treatment  G6 
Premier  No.  403  Boiler  Water  Treat- 
ment      G6 

Premier  No.  414  Boiler  Water  Treat- 
ment      G6 

Premier  No.  425  Boiler  Water  Treat- 
ment      G6 

Premier  No.  460  Boiler  Water  Treat- 
ment      G6 

Premier  No.  5  Condensate  Treatment  G6 
Premier  No.  518  Inhibitor  Solution     G6.G2 

Premier  No.  521  Water  Treatment  G6 

Premier  No.  555  Water  Treatment  G6 

Premier  No.  57  Water  Treatment  G6 

Premier  No.  570  Inhibitor  Solution   ....  G2 

Premier  No.  58  Water  Treatment  G6 

Premier  No.  7  Condensate  Treatment  G6 

Premier  No.  8  Condensate  Treatment  G6 

Premier  No.  86  Water  Treatment  G7 

Premier  Tank  Cleaner  Acid    A3 

Smokehouse  Cleaner  II  A2 

Smokehouse  Cleaner  DH   A8 

Sodium  Hydroxide  50%   A2.G1 

Utility  Cleaner  II  Al 

H  2  0  Treatment  Consultants 

Positrete  BTC  201  G6 

Positrete  CRL  661  G6 

Positrete  CT  322  G7 

H.D.  Products 

Heavy  Duty  All  Purpose  Cleaner  A4 

Industrial  Strength  Cleaner  &  Degreaser  Al 

H.E.K.  Chemical  Products 

Formula  140    Al 

Formula  140L    Al 

Formula  360    Al 

Formula  360L   A4 

H.O.P.  Pressure  Cleaning  Service 
Inc. 

Fleetwash  Al 

Heavy  Duty  Concentrate  Al 

H.P.  Industrial  Sales  Co. 

HPI  "Easy-Kleen"  Bowl  Cleaner  C2 

HPI  Alkyl    A4A8 

HPI  Atomic  Action  A4 

HPI  Bionic  Emulsifier  Cleaner Al 

HPI  Contact  A2 

HPI  Foam-Up    A4 

HPI  Heavy  Duty  Magic  Concrete 

Cleaner   CI 

HPI  Hound  Dog  Concrete  Cleaner CI 

HPI  Insecticide  No.  Ill   Fl 

HPI  Knock  Down  Defoamer    Al 

HPI  Po  Pac  Ho  Cleaner   Al 

HPI  Prize  Machine  Dishwash  Detergent  Al 

HPI  Red  Inhibited  Bowl  Cleaner  C2 


HPI  Santi-Wash  E2 

HPI  Space  Spray  No.  3  Fl 

HPI  Steam  Cleaner  "Heavy  Duty"  A2 

HPI  Steel  Equipment  Cleaner  &  De- 
Ruster   A2 

H-O-H  Chemicals,  Inc. 

B-525  G6 

B-529  G6 

B-615  G6 

B-622  G6 

B-623  G7 

B-629  G6 

B-665  G6 

B-669  G7 

B-702  G6 

B-703S  G6 

B-708  G6 

B-709  G6 

B-717  G6 

B-725  G6 

B-750  G6 

B-785  G6 

B-786  G6 

C-311  PI 

Pur-Flo  987L  LI 

Pur-Flo  991L  LI 

Pur-Flo  993  LI 

Pur-Flo  995   LI 

SC-20  G6 

SC-24 G6 

SC-28  G6 

SC-32  G6 

SC-36  G6 

SC-W  G6 

SC^8  G6 

SC-62 G6 

SC-96  G6 

SCF-15  G7 

Haag  Laboratories,  Inc.,  The 

Breakthru  D2 

Chemi-Jel  Floor  Cleaner  CI 

Clean  Green  CI 

Conveyor  Lubricant  (Greasless)  H2 

CP  00  Al 

Floor  Syn.  Concentrate  A4 

Foam-Up   A4 

Foamanol  Liquid  Hand  Dishwash    Al 

GLD  A4 

Hi-Ho  El 

Idosept  E2 

K.O.K A8 

L  C  All  Purpose  Industrial  Cln  &  Dgrsr  Al 

Liquid  Coconut  Oil  Soap  40%  El 

Liquid  Conveyor  Lubricant H2 

Liquid  Conveyor  Lubricant  200  H2 

Liquid  Conveyor  Lubricant  200M  H2 

Liquid  Conveyor  Lubricant  300  H2 

Liquid  Power  Bl 

Liquid  Scrub  Soap CI 

Mapp  Concentrate  Al 

Medi-Soap  El 

Medi-Soap  Plus  El 

Pi-No-Germ  B  CI 

QAT  1000   D2 

Rapid-Clean  CI 

Rapid-Clean  Plus  CI 

Sanquat    E3 

Scrub-It    Al 

Smart  n  Sassy   CI 

Solo   E2 

Super-Concentrate  Al 

Zephyr-Brite  Neutral  Floor  Clnsr A4 

1-2-3  Spray  Cleaner   A4 

15%  Liquid  Coconut  Oil  Soap  El 

20%  Liquid  Coconut  Oil  Soap  El 

80%  Vegetable  Oil  Jelly  Soap   A1JT2 
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Haarmann  &  Reimer  Corp. 

Citric  Acid  Bl 

Hach  Company 

RoVer  Rust  Remover  &  Resin  Bed 
Cleaner   PI 

Hadco  East  Chemical  Corp. 

Air  Kleen  Compactor  Series  Citrus   ....  CI 

All-Kleen  HD    CI 

Butylful  Blue  A4 

GCR  Grease  and  Carbon  Remover    ....  A8 

H-D  321  CI 

Oven,  Grill  &  Fryalator  Cleaner    A8 

P-10  Return  Line  Treatment  G6 

P-100  pH-Boost  G6 

P-20  Return  Line  Treatment  G6 

P-250  Sludge  Conditioner G6 

P-400A  Oxygen  Scavenger G6 

P-500  Boiler  Water  Treatment  G6 

P-800  Boiler  Water  Treatment  G6 

P-850  Boiler  Water  Treatment  G6 

P-900  Boiler  Water  Treatment  G6 

P-900A  Boiler  Water  Treatment G6 

P-950  Boiler  Water  Treatment  G6 

Super  Steam  Concentrate   Al 

Trap-Eze    CI 

5 1 1  Heavy  Duty  Cleaner-Degreaser  ....  A4 

Hadco-Denver  Chemical  Corp. 

"505"  Hand  Dishwashing  Detergent  ....  Al 

All-Kleen  HD    Al 

Carbon  Strip    A4.A8 

Cling  &  Clean  Degreaser  II   A4.A8 

Correct  Germicidal  Detergent  Al 

E-Z  Clean  H    A4.A8 

Force  II  Laundry  Detergent    Bl 

Freezer  &  Locker  Cleaner    A5 

Grill  Cleaner  and  Degreaser  A4.A8 

Hygienic  Sanitizing  Hand  Soap   E2 

Iodize  Cleaner/Sanitizer    D2 

Neutral  All  Purpose  Cleaner  Condi- 
tioner    Al 

Number  Two  Food  Plant  Cleaner Al 

Pina  Colada  Body  Shampoo  C2 

Quat  Amo  Disinfectant  &  Sanitizer  ....  D2 

Super  Bee  Blue  Butyl  Cleaner  Al 

5  Zyme  Liquid  Enzymes L2 

511  Heavy  Duty  Cleaner-Degreaser   A4.A8 

Haggard  Enterprises,  Inc. 

Magic-Clean    A4 

Hako  Minuteman 

Blue  Blazes  Improved  CI 

Butyl  Plus  Cleaner    A4 

Clean  Shine  CI 

Eliminator   CI 

Formula  305    Al 

Ful-Trole   CI 

Ful-Trole  (green/pine)  CI 

Ful-Trole  (yellow/lemon)   CI 

H.D.  Hi-Foam  Cleaner   Al 

H.D.  Mac  Cleaner  CI 

High  Alkaline  Cleaner    CI 

M-C  Sanitizer    D2 

Mac-Cleaner    CI 

Mastery-dL    CI 

Multi-Clean  B-Q  32  Pine  Odor  Dsnfctnt  CI 

Multi-Clean  Century  Maint.  Cleaner  ..  CI 

Multi-Clean  Freezer  Cleaner A5 

Multi-Clean  Super  Staph-Trole  256  ....  A4 

Red  Lightning  Improved  CI 

Super  Staph-Trole  128    D2 


Super  Staph-Trole  64    A4TJ1 

Take-Out   Bl 

Halbro  Control  Industries,  Inc. 

Aqua  Col   G6 

Bio-Aid    L2 

DTCloro    CI 

Dart    Al 

Di-Kil  F2 

Dish  Kleen CI 

DPL  Demoisturizer  H2 

Extra  Point  CI 

Floor-Ward    CI 

Go-Go    A8 

Ko-Shan  El 

Milk  Stone  Remover  A3 

Neutron    CI 

Obliterate  L2 

Punch  Al 

Q-Trol    Dl 

Refresh  CI 

Roach  and  Bug  Killer  F2 

Steam-O-Clean    CI 

Strike  A4 

Surge    Al 

Tee-Off    CI 

Triple  Play  CI 

TNT  A4 

White  Cloud    CI 

Hale  Sanitary  Supply  Co. 

H.D.C Al 

Hale  Eliminator  F2 

Hale's  Bleach  B1JJ1 

Hale's  Low  Suds  Laundry  Detergent  A4.B1 

Touch  &  Glo  CI 

Zymet CI 

Zymet  I    L2 

Zymet  II  L2 

Hall  Industrial  Chemical 

All  Purpose  Cleaner   Al 

Hall's  Chemical  Products 

Combat    Al 

Command  Chlorinated  Automatic  Dsh 

Deter Al 

Descaler  A3 

Dura-Bright  Glass  Cleaner  CI 

Dyno-Mite  Al 

Easy  Liquid  Dish  Detergent  Al 

Food  Lube  Sani-Lube   HI 

Gentle  Care  Lotionized  Deodorant  Soap  E4 
Gentle  Care  Lotionized  Hand  &  Body 

Soap    E4 

Gentle  Care  Pink  Lotion  Soap   El 

Gentle  Care  Spa  and  Bath  Shampoo    ....  E4 

HC-50    Al 

HC-75    Al 

Lemon  Fresh  Al 

Low  Foam  Al 

Mighty  Foam  Al 

Minteen  II   CI 

Prolong    D2 

Quikee  CI 

Saf-T-Clean  K2 

Septi-Suds   Al 

Tackle    Al 

Hallberg  Manufacturing 
Corporation 

Surety  Pink  Lotion  Handsoap  El 

Surety  Sanitizing  Hand  Soap   E2 


Hallemite/ 

Lehn  &  Fink  Industrial  Products 

Division 

Por-rok  Cement  PI 

Halox  Company,  The 

Halox  G7 

Halper  Brothers,  Inc. 

Carrie  Liquid  Detergent    Al 

Halper  Liquid  Detergent  Al 

Oven  Cleaner A8 

Pink  Lotionized  Liquid  Hand  Soap    El 

Stainless  Steel  Cleaner    Al 

York  Ammoniated  All-Purpose  Cleaner  Al 

York  Low  Foam  Detergent Bl 

666  Chlorinated  Machine  Dishwashing 

Det Al 

Halsen  Products  Company 

"Red-Lube"  Non-Flammable  Spr  Red 

Spr  Grs   H2 

Creme  Klean  Creme  Cleanser    A6 

Derma-Gard  E4 

Dry  Moly  Lube  H2 

Glass-Kleen  Glass  Cleaner  CI 

Halsen  Secto  250C   F2 

Halsen  Tile  &  Grout  Cleaner  C2 

Halsen  5000+  Drain  Pipe  Opener    LI 

HP  Co.  Powdered  Hand  Soap    C2 

Pyrethroid  Fly  &  Roach  Spray  Fl 

Royal  Flush  A3.C2 

Saf-Solvent  Motor  Degreaser  &  Equip 

Clnr  K2 

Super  Duper CI 

Super  Duper CI 

Super  Penetrate  De  Moisturant  Lubri- 
cates        H2 

Super  Royal  Flush  C2 

Ultimate  Purity  Safe-Solvent  Contact 

Cln  K2 

15%  Coconut  Oil  Liquid  Hand  Soap  ....  El 
20%  Coconut  Oil  Liquid  Hand  Soap  ....  El 
40%  Coconut  Oil  Liquid  Hand  Soap  ....  El 

Halt  Products 

HP  10 Al 

HP  14 Dl 

HP-151  Spray  Cleaner-Degreaser A4 

HP- 153  Detergent  Concentrate  A4 

HP- 1 55  Quatemery  Cleaner  A4 

HP-203-Paint  &  Varnish  Stripper C3 

HP-402-Freezer  &  Locker  Cleaner A5 

HP-404  Safety  Solvent  Degreaser    K2 

HP-405  Water  Soluble  Dgrsmg.  Solvent  CI 

HP-406  Liquid  Steam  Cleaner  Al 

Hamilton  Soap  &  Oil  Products,  Inc. 

Concentrated  Mild  Detergent   Al 

Ham-Chlor  Al 

Ham-Klean  Al 

Parene    Al 

Parene  "D"  CI 

Pride  Chlorinated A2 

Hammer  Chemical  Company 

Acti-Blitz  A3 

Acti-Blitz  LF  A3 

Kloro  Blitz  Al 

Kloro  Blitz  Plus    Al 

Power  Blitz   Al 

Power  Blitz  LF  Al 

Pro  Blitz    Al 

Pro  Blitz  LF    A2 
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Saf-T-Blitz  Al 

Saf-T-B litz  Plus  Al 

Hammond  Limited 

All  Purpose  Cleaner   A4 

Dandy  Lime  A4.A8 

De-Iron A3 

Degreaser  Al 

Emulsifier    Bl 

Fine  &  Gentle   A4.A8 

Grill  &  Oven  Cleaner  Al 

Peptizer   Bl 

Quat  Rinse  D2 

Stain-Away    Al 

Stat  64  CI 

Total  Bl 

Hammond  Paint  &  Chemical  <  '<>., 
Inc. 

Stainless  Steel  Cleaner  &  Polish    A7 

Hammons  Products,  Incorporated 

#11  Up  Front  Cream  Protective  E4 

#19  Econo  Shampoo  (Amber)    C2 

#19  Econo  Shampoo  (Green)  C2 

#21  Spa  Body  Shampoo  C2 

#33  K.D.  Lotion  Hand  Cleaner    E4 

#34  K.D.  Grit  Lotion  (Green) E4 

#34  K.D.  Grit  Lotion  Hand  Cleaner E4 

#36  Supreme  Lotion   E4 

#52  Coco  Hand  Soap  20%  El 

#55  Sanitizing  Handwashing  Iodine E2 

#7  Up  Front  Cream  Protective  E4 

#8  Before  &  After  Skin  Cream    E4 

#82  Antiseptic  Hand  &  Body  Skin 

Cleaner   E4 

#85  Antiseptic  Lotion  Skin  Geaner  E4 

#86  Antibacterial  Hand  Wash  Sanitizer    E2 

#88  Alco-Gel  E4 

#88  Alco-Gel  (Blue)  E4 

#92  K.D.  Grit  Paste  Hand  Cleaner E4 

#93  K.D.  Paste  Hand  Cleaner E4 

Aloe  Vera  Protective  Ointment    E4 

Aloe  Vera  Skin  Creme   E4 

Blue  Pearlized  Hand  Soap    El 

Hair  &  Body  Shampoo  C2 

Hair  &  Body  Shampoo  with  Aloe   C2 

Hammons  Waterless  Skin  Cleanser  E4 

Irgasan  Solution E4 

Just  for  You  Hair  &  Body  Shampoo  ....  E4 
Just  for  You  Hair  &  Body  Shampoo  U  E4 
Just  for  You  Hair  &  Body  Shampoo  m   E4 

Liqui-Bar  Soap    E4 

Liquid  Hand  Cleaner El 

Lotion  Soap  E4 

Medicated  Lotion  Soap  E4 

Medicated  Sure  Lotion   E4 

Micro-Grit  Lotion  Skin  Cleanser  E4 

Micro-Grit  Lotion  Skin  Cleanser  II   E4 

Pink  Lotion  Skin  Cleanser   El 

Pink  Pearl  Lotion  Skin  Cleanser    E4 

Sani-Gel  E4 

Shimmering  Lotion  Skin  Cleanser  El 

Soft'n  Tender  Hand  and  Body  Lotion    ..  El 

Super  Grit  Lotion  Skin  Cleanser  II    E4 

Super-Grit  Lotion  Skin  Cleanser   E4 

Supreme  Grit  Lotion  Skin  Cleanser  E4 

Sure  Lotion  Skin  Cleaner  El 

Sure  Lotion  Skin  Cleaner  II  El 

Sure  Lotion  Skin  Cleaner  HI    El 

Tru  Micro-Grit  Lotion  Skin  Cleanser  ....  E4 
Tru  Micro-Grit  Lotion  Skin  Cleanser  II  E4 
Tru  Micro-Grit  Lotion  Skin  Cleanser  HI  E4 
Tru  Micro-Grit  Lotion  Skin  Cleanser  IV  E4 
Tru-Grit  Lotion-Powdered  Skin  Cleanser  E4 

Waterless  Grit  Paste  Hand  Cleaner    E4 

Waterless  Lotion  Skin  Cleanser  E4 


Waterless  Paste  Hand  Cleaner   E4 

Waterless  Paste  Hand  Cleaner  (Cherry)    E4 

Hampel  Oil  Distr.  Inc. 

Amoco  Packers  Technical  Oil    HI 

Amoco  White  Mineral  Oil  No.  5-NF  ..    HI 
Amoco  White  Mineral  Oil  No.  8-T  ....    HI 

Hampshire  Chemical  Division 

Hamp-Ene  100  G6 

Hampton  Chemical  &  Paper 
Products 

Hampton  700  A2 

Hampton  703  Al 

Hampton  704  Al 

Hampton  707  Al 

Hampton  711  A2 

Hampton  712  Al 

Hampton  725  Al 

Hampton  730  L2 

Hampton  731  A4 

Hampton  735  Al 

Hampton  Janitorial  &  Paper  Co. 

Coliseum  Brand  Blue  Cleaner   A4 

Hampton  Research 

Hampton  FG/AW  Lubricant  HI 

Hamway,  D.S.  Company 

27-B  Bl 

Hanco  Manufacturing  Co.,  Inc. 

#575  Insect  Spray  Fl 

"200"    A4 

Attackl   CI 

Bole  Aire  C2 

Bowl  Sanitizer  C2 

Chain  Lube  101  H2 

Chain  Lube  202 H2 

CB-2  Heavy  Duty  Smokehouse  Cleaner  A4 

CB-6  Foamy    Al 

Deodorant  Blox  C2 

Deodorant  Cakes  C2 

Devil's  Brew    LI 

Electro   K2 

Foamy  999  Germicidal  Foaming 

Cleaner   C2 

Free  Flo  L2 

Glisten  Stainless  Steel  Cleaner  &  Polish  A7 

Grill  Magic    A8 

Grimex  El 

Grout  Cleaner   C2 

Gum  Remover  CI 

Hanco  CB-7  A3 

Hanco  Gleem  Glass  Cleaner CI 

Hanco  Klene-O   Al 

Hanco  Lube  H2 

Hanco  2425  A2 

Hanco  515   Fl 

Hanco  550  Mill  Spray Fl 

Hanco  590  F2 

Hanco  925  D2 

Hanco  940  D2 

Hano  Mint  C2 

Hano  Pine    CI 

Hanoenz  L2 

Hanosep  E2 

Hanozone  CI 

Hi  Purity  Contact  Cleaner K2 

Hi-Count  Hanoenz L2 

Hospital  Disinfectant  Deodorant C2 

HC  Concentrate  A4 


Improved  Oven  Cleaner   A8 

Lathe    El 

New  Power  Battery  Terminal  Clnr  & 

Protec    PI 

Non-Acid  Foaming  Bowl  Cleaner   C2 

Orange  Rough  Touch   E4 

Seal-Ease  Teflon-Tape    PI 

Skin  Guard E4 

Slide  HI 

Star  Heavy  Duty  Cleaner   A4 

Sur-Grip  Belt  Dressing  PI 

SC-245  Al 

SC-250  Al 

Towercide    G7 

211  Coil  Cleaner  Heavy  Duty    PI 

270  Paint  Remover  C3 

500  Drain  Treatment  LI 

510  Dual  Synergist  Insecticide  Fl 

Hancock  Industries  Inc. 

Hancock  75T  HI 

Handi-Clean  Products,  Inc. 

A.I.O.  1500  Concentrate  G6 

All  Purpose  Cleaner  Concentrated  A4 

Almost  Heaven  Space  Spray  and  Deo- 
dorant        CI 

AW-2  Multi-Purpose  Lubricant   H2 

Before  Mop  n  Kill  F2 

Coil-ite  PI 

Concentrated  Bowl  Sanitizer    C2 

Concrete  Cleaner  Extra  Heavy  Duty 

Type    CI 

Double-D  Disinfectant-Deodorant    CI 

Drain  Pipe  Opener  &  Maintainer  LI 

Dry  Insect  Killer  Fl 

E-2  Sanitizing  Hand  Soap E2 

Eaters  DJ  Odor  Cntrlr  &  Waste  Degrader  L2 
Enforcer  A  Potent  Water-Based  Insect.  Fl 
Foam-O-Cide  Germ  Spy&Wipe 

Clnr&Surf  Deod  CI 

Formula  H4C  Industrial  Liquid  Deodo- 
rant        CI 

Formula  955-T CI 

Fresh  Cherry  Blossom  Space  Spray  Deo.  CI 

FG747  Food  Grade  Grease  HI 

General  Grant  Cleaner    A4 

General  Lee  Multi-Purpose  Cleaner  & 

Dgsr A4 

H-100  Mystery  Cleaner A4 

Handi-"G"   A4.A8 

Handi-Cide  Hospital  Disinfectant  Deo.     C2 

Handi-Way  Instant  Spray  Cleaner   CI 

Insecticide  for  Crawling  Insects  F2 

Lemo  Disinfectant-Clnr-Fngcd- 

Deod A4.C1 

Liquid  Hand  Soap  20% El 

Liquid  Steam  Cleaner  Al 

Lotionized  Hand  Soap E4 

Multi-Grade  Gear  Oil  SAE  85/140    ....    H2 

Natural  Citrus  Degreaser CI 

NuAir  All  Purp.  Liq  Deo.  and  Air 

Frshnr   CI 

Orange  All  Natural  Cleaner   CI 

Pine  Fresh  Detergent/Disinfectant    CI 

Pine  Fresh  Disinfectant-Clnr-Fngcd- 

Deod CI 

Pine  Oil  Disinfectant  CI 

PQ  Cleaner  Concentrated   CI 

Red  Hot  Sewer  Solvent  Drain  Opener     CI 

Remuv-ox    A3 

RX  Orange  Drain  Treatment  Deodrzr 

Dgrsr CI 

Safety  Solvent  K2 

Silicone  Spray  HI 

Slick  Red  Spray  Grease    H2 

Smooth  Food  Grade  Lubricant  HI 

Soft  Mint  Detergent/Disinfectant   CI 

Soft  Mint  Disinfectant-Clnr-Fngcd- 
Deod A4.C1 
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Soft  Touch  Hand  Soap   E2 

Stripper  Degreaser  A4 

Super  Chlorinated  Machine  Dishwsh 

Dtrgnt   Al 

Super  Force  Detergent/Disinfectant   ....    D2 

Super-Swat F2 

SST  Stainless  Steel  And  Metal  Polish      A7 

Thunder  Concentrate  Cleaner  Al 

Water  Displacer  &  Lube  H2 

Zapper  Multi-Use  Insecticide  F2 

7.5  Neutral  Cleaner  CI 

Handicap  Agency 

Tom  Savage  Perfumed  Deodorant  Blox   C2 

Handicapped  Workers 

Handi  Cleaner  A4.C1 

Hanlon  Chemical  Co.,  Inc. 

Berry  Foamy   CI 

Clean-All  CI 

Clinging  Pink  Bowl  Cleaner C2 

Orange  Stuff   CI 

Pink  Plus   E4 

Soft-Clean   E4 

Stay  Foam   CI 

Super  Clean  No.  6 CI 

Vibra-Clean  E4 

Vibra-Clean  with  Deep  Cleaning  Grit  ..  E4 

VC-128Q  D2 

VC-32Q  A4 

VC-64Q  D2 

Hansen  Sanitary  Supply 

Smokehouse  Cleaner  A8 

Hansley  Products 

Hand  Soap  El 

Hi  Pine  II  Deodorant CI 

Hanson  Chemical,  Inc. 

Natural  Force  CI 

Hanson,  R  G  Company,  Inc. 

AM  16  Multi-Purpose  Cleaner  Concen- 
trate    Al 

FPC    Al 

HD  36    A4.A8 

Liquid  Dyshwash  Al 

Pre-Soak Al 

X-OX  A3 

Hantover  Incorporated 

Hantover  50010  All  Purpose  Degreaser 

Cln Al 

Lubinol    HI 

Non-Slip-Absorbent  50000  Jl 

Premium  Blend  Trolley  Oil    H1.H3 

Red  Brand   El 

Sanex  101    E2 

The  Trolley  Doctor  Al 

Trollex  LQ  A2 

Trollex  PW    A2 

Harbor  Enterprises,  Inc. 

Commercial  Marine  Cleaner/Degreaser    Al 
Heavy  Duty  Marine  Industrial  De- 
greaser      Al 

Harbor  Master  Products,  Inc. 

Allen's  All  Purpose  Cleaner  &  De- 


greaser      Al 

Harbor  Master  Cleaner  Al 

Harcros  Chemicals  Inc. 

Antifoam  CM    CI 

Freestyle  Calcium  Hypo- 
chlorite Gran.  65    D2,G4,G5.G7.Q4 

Muriatic  Acid  20  degrees  BE  A3 

Packers  Tech  Oil  HI 

Phosphoric  Acid  75%  A3.G7 

PCO  Diazinon  E-4  Insecticide  F2 

Sodium  Hypochlorite  Sol- 
ution      D2.G431.Q4 

TDet  AC  Al 

T  DET  EPO  61   Q1.Q2.Q5 

T  H  Antifoam  106 Q5 

T-DetN-12   Al 

T-DetN-9.5  A1JH 

T-H  Ice  Remover    A5 

T-H  Silicone  Antifm  8805  FG  A1.Q5 

T-H  Silicone  Antifoam  AF-10FG Q5 

T-H  Silicone  Antifoam  AF-100FG Q5 

T-H  Silicone  Antifoam  AF-30FG Q5 

T-Lube  500   HI 

TH  Silicone  Antifm  8810  FG  A1.Q5 

TH  Silicone  Antifm  8820  FG  A1.Q5 

TH  Silicone  Antifoam  8830  FG  ....    A1.Q5 

Harley  Chemicals/ 

Div.  of  Concord  Chemical  Co.,  Inc. 

Activated  Pine  Type  Disinfectant CI 

Banish  It  Q    A4 

Bar  Q  Disinfectant  Sanitizer  Deodorant  D2 

Blue  Vision   CI 

Con-Sen  Al 

Creamedic    El 

Dishtergent Al 

Foam  Up   Al 

Green  Satin  Glove  C2 

Harco  Greas-Off   Kl 

Harco  Tincture  of  Green  Soap  El 

Harco  162B  Conctd  Liq  Stm  Clng 

Cmpd Al 

Industrial  Creamedic  El 

Kleen  32    Dl 

Kooler  Kleen  A5 

Lemonee  8  Disinfectant    C2 

Mandarin  Magic    CI 

Ov-N-Kleen  A8 

Pearl-ee    El 

Pine  Jelly  Soap   CI 

Pine  Oil  Disinfectant  CI 

Pine  Scrub  Soap    CI 

Pink  Lotion  Hand  Soap    El 

Rinz-Free  CI 

Scourge    CI 

Security  256 A4 

UBC  Un-Butyl  Cleaner Al 

WaxOff-Ez  Al 

Winta-Dis  Disinfectant   CI 

Zipper A4 

15%  Liquid  Hand  Soap  El 

3-D  All  Purpose.  Hvy  Dty  Industrial 

Clnr  Al 

40%  Liquid  Hand  Soap  El 

Marlon  Products  Corporation 

Formula  BH-5  for  Boilers G6 

Harmon  Specialty  Products 

Blue-C   CI 

Gold  C  Al 

Harold's  Chemical  Sales  &  Service, 
Inc. 


Degreaser 


A2 


Giant  Red Al 

Phos  Kote    A3 

Steel  Brite    A2 

Harold's  Giant  Cleaning  Systems 

Pink  Power    A4 

Vat  3300   A2 

Harper  Brush  Works 

Formula  #730  A4 

Formula  #731  A4 

Formula  #732  CI 

Formula  #770  Al 

Harrill  Chemical  &  Paper  Supply, 
Inc. 

Big  Spike  Cleaner  Stripper  &  Degreaser  A4 

Dis-Solv  Al 

Harrill  Velva-Creme  El 

Hanill's  Silicone  Spray  H2 

Multi  Blue  All  Purpose  Cleaner  Cone.     Al 
P  38   A4 

Harris  Janitor  Supply  Co. 

Clear-Pane  CI 

Code  1000  Phosp.  Free  Clnr  H-13  A4 

Conquest  Plus   A4 

D-Solv   Al 

Guard  C2 

X-33  Kl 

Harris,  P.  F.  Mfg.  Co.,  Inc. 

Harris  Famous  Roach  Tablets  F3 

Harrisburg  Paper  Company 

Pink  Medicated  Hand  Soap    El 

Harrison  Bros.  Janitorial  Supply 
Co. 

Emerald  Liquid  Soap    El 

Harco  Jolt  45  A4 

Liquid  Hand  Soap  El 

Super  Cleaner  #3  CI 

Harry  Alter  Co.,  Inc.,  The 

Allclean   A4 

Coil  Clean   CI 

Metalclean  A4 

Scale-Clean   A3 

Spray  NWipe    CI 

Harry  Brown  Sales  Corp. 

Rough  Touch  w/Volcanic  Pumice  Hand 

Clnr E4 

Soft  Touch  Hand  Cleaner  E4 

Harry  Holland  &  Son,  Inc. 

Caltech  80   HI 

Holland  AG  Oil  #6  NF  HI 

Holland  NF  #7 HI 

Holland  NF  #9  HI 

Holland  Technical  #18    HI 

Holland  Technical  #35   HI 

Holland  Technical  #50   HI 

Holland  Technical  #6   HI 

Holland  Technical  #7    HI 

Holland  Technical  #9   HI 

Holland  Trough  Grease  Spray  Type  ....  HI 

Holland  USP  #20    HI 

Holland  USP  #24    HI 
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Holland  USP  #35    HI 

Holland  USP  #50    HI 

Holland  100  NF  White  Mineral  Oil  ....  HI 

Holland  180  USP  White  Mineral  Oil  ..  HI 

Holland  210  USP  White  Mineral  Oil  ..  HI 

Holland  350  USP  White  Mineral  Oil  ..  HI 

Holland  55  NF  White  Mineral  Oil  HI 

Holland  70  NF  White  Mineral  Oil  HI 

Holland  80  Technical  White  Mineral 

Oil  HI 

Holland  90  NF  White  Mineral  Oil  HI 

Harry's  Janitorial  Supply 

Aurora  1  Al 

L100  Degreaser  Al 

Orbit  Oven  Cleaner  A8 

Porcelain  Cleaner  Concentrate   C2 

Spray  and  Wipe  CI 

Super  Window  Cleaner  CI 

Window  Cleaner  Concentrate  CI 

140  Detergent  Concentrate  A4 

Hart  Laboratories 

Chain  Belt  Lubricant  Type  1    H2 

Hart  Products 

It's  Foamtastic   C2 

Hartford  Chemical  Corporation 

#227  Super  Neutral  Cleaner  Al 

Acid  Free  Ice  Melter CI 

Enzymes L2 

Hartford  Chemical  Corporation 

Foam-KIeen  22   Al 

Hartford  Chemical  Corporation 

Heavy  Duty  Cleaner   A4 

Safety  Solvent  Cleaner  &  Degreaser  ..  K2 

Super  Neutral  Cleaner Al 

Tempered  Drain  Opener  LI 

Hartford  Chemical/ 

A  Div.  of  Hartford  Sales  Corp. 

Acid-Free  Ice  Melter CI 

Air  Deodorizer  (Aerosol)    CI 

Aluminum  &  Chrome  Rust  Remover  A3 

Ammoniated  Heavy  Duty  Stripper  A4 

Ammoniated  Heavy  Duty  Stripper  A4 

Bowlex  C2 

Break-Thru  Powder  LI 

Chain  &  Cable  Lubricant  (Aerosol)  ....  H2 
Cone.  Cleanser  &  Barrier  Cream  (Aer- 
osol)      E4 

Degreaser  and  Motor  Cleaner  (Aerosol)  Kl 

Descaler/Dehmer  A3 

Emulsion  Degreaser    Kl 

Grease  Control CI 

Heavy  Duty  All  Purpose  Clnr  &  Dgrsr 

Cone   A4 

Kitchen  C-D  Cleaner  Degreaser  A4 

Lemon  Disinfectant  Cleaner  A4 

Lift  Station  Cleaner LI 

Liqui-Drain    LI 

Liquid  Scouring  Creme  CI 

Low  Temp.  Heavy  Duty  Cleaner  A5 

Mint  Odor  Disinfectant  Cleaner  CI 

Moisture  Barrier  &  Elec.  Lub.  (Aerosol)  K2 

Moisture  Barrier  &  Electrical  Lubricant  K2 

Natumate  L2 

Neutral  pH  Cleaner  Al 

No.  601  Odor  Control  Granules  CI 

Non-Aerosol  Air  Deodorizer    CI 


Non-Aerosol  Chewing  Gum  &  Tar  Re- 
mover     CI 

Non-Aerosol  Degreaser  and  Motor 

Cleaner   Kl 

Non-Aerosol  Moist.  Barrier  &  Elec. 

Lub K2 

Non-Aerosol  Plexiglass  Cleaner  &  Pol- 
ish   CI 

Non-Aerosol  Vandalism  Mark  &  Stain 

Remvr  CI 

Non-Butyl  Water  Base  Degreaser 

Cone A4A8 

Oven  Cleaner A8 

Paint  Stripper C3 

Pine  Odor  Disinfectant  Cleaner   CI 

Pots  and  Pans  Cleaner A8 

Powdered  Caustic  Drain  Opener    LI 

Stainless  Steel  &  Metal  Clnr  &  Pol 

(Aer)   A7 

Super  Enzymes    L2 

Super  Neutral  Cleaner Al 

Tempered  Drain  Opener  LI 

Tile  Klenz   C2 

Touch  of  Mink    E4 

Uni-Fresh  CI 

Unibol    C2 

1-Piece  Unitab  Screens  C2 

Harvard  Chemical  Research,  Inc. 

Blast-It  A4 

Break-Off Bl 

Choice   Al 

Concrete  Cleaner  CI 

Deep  Fat  Fryer    A8 

Descaler/Delimer  CI 

Extra  Al 

Floor  Plus    CI 

Formula  GC-5   CI 

Formula  GC-6  Al 

Formula  PL-2    Bl 

Kitchen  Degreaser  A8 

Magic  Bowl  C2 

Neutral  Floor  Cleaner  CI 

Orange  Gel  Floor  Renovator    CI 

Oven  Gel  A8 

Oxygen  Bleach  (Liquid)  Bl 

Premium    Al 

Pronto    Bl 

Super  Blue  Al 

Ultra  Glo   A2 

Velvet E4 

Zip   Al 

Harvard  Supply 

Pearl  Liquid  Toilet  Soap  El 

Harvest  Chemical  Company 

HBWT-100    G6 

HD-354    G6 

Hasa  Inc. 

Hasa  Chlor D2 

Hatchell  Oil  Company,  Inc. 

Moly  Gear  Oil  SAE  85W-140  H2 

Havatampa  Corporation 

Blast  Off   A4 

Coco-Kleen  Hand  Soap  El 

Emerald  Pine  CI 

Enviro  Kleen  C2 

Hava-Crete  CI 

Hava-Dine  Dl 

Steel  Glo   A7 


Haviland  Products  Company 

Acid  Cleaner  #138    A3 

Acid  Cleaner  #139    A3 

Chlorisol    Q4 

Cleaner  #124  BFG    A2 

Concrete  Cleaner  CI 

Havasan  LB-12   D2 

Powdered  Delimer A3 

Purple  Sparkle  Al 

Rust  And  Scale  Remover  #132    A3 

Swish  A4 

Hawkeye  Food  Systems  Inc. 

Super  Powder  Glass  Cleaner    CI 

Superpower    B1,D2,G4,Q1,Q2,Q4 

Super  Power  Grill  &  Oven  Cleaner  ....    A8 

Hawkins  Chemical,  Inc. 

Azone D2,G4,G7.Q4 

Sodium  Hydroxide  Liquid    A2.G1 

Hawthorn  Industrial 

Big  Boss    C2 

Reflections  CI 

Hayes  and  Company 

BC-623    G7 

BG-822    G6 

BP-121  G6 

CS-197  G7 

CS-33  G7 

SR-222  G6 

0-726   G6 

Hayes  Enterprises 

Lube  SE  H2 

Haynes  Manufacturing  Co.,  The 

Lubri-Film  HI 

Lubri-Film  Spray  HI 

U.S.P.  Liquid  Petrolatum  Spray  HI 

Health  Care  Products,  Inc. 

WipeOut  (with  Activator)  Dl 

Heart  of  America  Corp. 

Clear  All  Purpose  Cleaner   A1J31.E1 

Concrete  Floor  Cleaner  A4 

Egg  Wash    Ql 

Glass  Cleaner CI 

Heavy  Duty  All  Purpose  Cleaner  A4 

Laundry  Detergent B2 

Love  That  Soap!    A1B1.E1 

Heartland  Chemical,  Inc. 

Lime  De-Zolv    A3 

Mid  San  D2.Q3 

Midwest  Degreaser  A4A8 

Heartland  Industries,  Inc. 

Farm  &  Dairy  Insecticide  Fl 

Heat  Company,  The 

Derrick  El 

DR-200-I2   Fl 

DR-300-T G7 

Rust  Bite   A3 
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Heat-Power  Engineering  Co.,  Inc. 

#120  Water  Treatment  Compound  G6 

#190  Water  Treatment  Compound  G6 

#220  Water  Treatment  Compound  G6 

#230  Water  Treatment  Compound  G6 

#245  Water  Treatment  Compound  G7 

#272  Water  Treatment  Compound  G7 

#280  Water  Treatment  Compound  G6 

#281  Water  Treatment  Compound  G6 

#410  Water  Treatment  Compound  G6 

#672  Water  Treatment  Compound  G7 

#673  Water  Treatment  Compound  G7 

#920  Water  Treatment  Compound  G6 

#930  Resin  Cleaner  PI 

Potable  Water  Treatment  #730  Gl 

Heatbath  Corporation 

Lab  Oil  72-D  H2 

Heath  Chemical  &  Supply  Company 

Heath  Concrete  Floor  Cleaner   A4 

Heath  Foaming  Degreaser A4.A8 

Heath  Grime-Go   A4 

Heath  Scum  Remover  A4 

Pep  Al 

Heck,  R.C.  Co.,  Inc. 

Formula  3103    A4 

Hangs  In  There  Bowl  &  Porcelain 

Cleaner  C2 

M-RX  H2 

Super  77  Concentrate   Al 

Hedgetree  Chemical  Mfg.  Inc. 

L.O.C.C.  All  Purpose  Neutral  Clnr 

Cone Al 

U.N.L.O.C.C Al 

Heinrich  Fischer  &  Company 

Chainlife  300  H2 

Chainlife  301  Pet H2 

Chainlife  401  H2 

Chainlife  507  H2 

Chainlife  509  H2 

Chainlife  700  HI 

EGO-80W140   H2 

Immaculene  Chlor  Plus  Two    Al 

Immaculene  Cleaner  223-C    A2 

Immaculene  Conditioner  FM   G2 

Immaculene  Defoamer  S  Al 

Immaculene  LD  25  Bl 

Immaculene  LDC    LI 

Immaculene  Metal  Conditioner  #1  A3 

Immaculene  Metal  Conditioner  #2  A3 

Immaculene  Metal  Conditioner  #23  ....  A3 

Immaculene  Rust  Stripper  C  A2 

Immaculene  Strip  Add    Al 

Immaculene  Stripper  204  DS  Al 

Immaculene  126  AE  A2 

Immaculene  222-C    CI 

Immaculene  301-C    A2 

Immaculene  304-C    A2 

Immaculene  317-AS   Al 

Immaculene  401-A    Al 

Immaculene  402-A    Al 

Immaculene  403-A    Al 

Immaculene  404-A    Al 

Immaculene  406-A   A4 

Immaculene  412-C    A2 

IGO-80W140  H2 

IHO- 30  H2 

Machine  Life  Air  Oil  H.D.  Service  ....  H2 

Machine  Life  Air  Oil  Medium  Service  H2 

Machine  Life  AL/AW- 10  H2 

Machine  Life  EGO-80W90 H2 


Machine  Life  FGG  #0  HT   HI 

Machine  Life  FGG  #1  HT   HI 

Machine  Life  FGG  CL  Performance  HT  HI 

Machine  Life  FGG  2  LT    HI 

Machine  Life  FGG2  Performance  HT  HI 

Machine  Life  IHO- 20  H2 

Machine  Life  5317   HI 

MO-15W40  SF/CD  H2 

Heisler-Green  Chemical  Co. 

Antifoam  600 G6 

A24-4  Algae  Treatment    G7 

Boiler  Water  Softener  G6 

Boiler  Water  Treatment    G6 

Boiler  Water  Treatment  #160  G6 

Boiler  Water  Treatment  No.  163   G6 

Boiler  Water  Treatment  No.  191    G6 

Boiler  Water  Treatment  110  G6 

BWT-195  G6 

B48-8  Algae  Treatment G7 

Condensate  No.  430   G6 

Condensate  No.  454   G6 

Condensate  No.  462   G6 

Condensate  No.  464   G6 

Condensate  No.  470   G6 

Descale  300  G6 

HG  6   G6 

HG  7   G6 

No.  480  Condensate  Treatment    G6 

No.  485  Condensate  Treatment    G6 

Scale  Solve  #9  G7 

Sludge  Treet  184  G6 

Sludgetreet-185   G6 

Sludgtreet  180  G6 

Heljo  Inc. 

Heljo  700  Al 

Heller  B.  &  Company 

No-0130Grip    Jl 

Helsley  Supply  Co. 

Bleu  Max  A4.C1 

Storm  Al 

Henderson  Chemical  Co.,  Inc. 

Sure  &  Easy    CI 

Henderson  Eng.  Co.,  Inc. 

Mity-Dry   PI 

Mity-Dry  -30  PI 

Hendy  Chemical  Co. 

H-28  A4A8 

HLC-1A  Al 

HLC-3   Al 

HLC-4   Al 

HLC-5   Al 

Henkel  Corporation 

Defoamer  NXZ  Al 

Monolan  2000  Surfactant  Q5 

Henkel  Corporation/ 
Emery  Group 

Emery  Syn.  Comp.  Lubricant  32  (2990)  H2 

Emery  Syn.  Comp.  Lubricant  68  (2890)  H2 
Emery  Syn.  Comprs.  Lubricant  100 

(2880)   H2 

Emery  2876-U  Compressor  Lubricant  H2 

Emery  2877-U  Compressor  Lubricant  H2 


Emery  2879-B  Syn.  Comprs.  Lube  150   H2 

Emery  2881-A  High  Temp.  Chain  Lu- 
bricant      H2 

Emery  2944  PAO  Compressor  Lubri- 
cant      H2 

Emery  2947-A  Syn.  Comprs.  Lube  ISO 
68    H2 

Emery  2948-D  PAO  Syn  Comp/Tur 
Lube  IS032    H2 

Emery  2950-A  PAO  Syn.  Comp.  Lube. 
ISO100   H2 

Emery  2992-U  Rotary  Vane  Compres 
Lube H2 

Emery  2993-A  Reciprocating  Compres 
Lube H2 

Emery  2994-E  High  Temp.  Chain  Lu- 
bricant      H2 

Emery  2997-A  High  Temperature  Lu- 
bricant      H2 

Emery  4040-X  H2 

Emery  4127-X  High  Temperature  Lu- 
bricant      H2 

Henny  Penny  Corporation 

Glass  Protective  Coating CI 

P-H-T  Cleaner  A2 

P-H-T  Liquid  Cleaner  Al 

Henry  A.  Petter  Supply  Co. 

Petter  AF/79    C2 

Petter  Forest  5  CI 

Henry  Kraft  Mercantile  Company 

QuatPlus  D2 

Ultimate  Meatroom  Degreaser  A4 

Herbert  Webb  Co.,  Inc. 

Silicone  Spray  (Aerosol)  HI 

Hercules  Chemical  Co.,  Inc. 

Base  Hit  O  PI 

Boiler  &  Heating  System  Clnr 

w/Silicone  G7 

Boiler  Liquid  PI 

Boiler  Solder  PI 

Clear  Cutting  Oil  PI 

Clobber    LI 

Dark  Cutting  Oil  PI 

R-D  Root  Destroyer   LI 

Scout    G7 

Septic  Tank  and  Cesspool  Cleaner LI 

Sizzle  A3 

Herculift  Inc. 

Herc-U-Clean  880  Heavy  Duty 
Cleaner   A4A8 

Herculite  Products,  Inc. 

Hereon  Insectape  With  Chlorpyrifos   ....  F2 

Herculite  Protective  Fabrics  Corp./ 
A  Subsidiary  of  Health-Chem 
Corporation 

Insectape    F2 

Hereford  Janitor  Supply  Inc. 

Laundry  Break  Bl 

Mack's  Clear  Lemon  Disinfectant    C2 

Mack's  Foambrite    A3 

Mack's  HD-094  Extra  Heavy  Dty 
Clnr-Dgrsr A4A8 
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Mack's  NC-085  Al 

Mack's  Pinky  Al 

Mack's  Super  Low  Suds  Lndry  Cmpd 

w/Borax  Bl 

Mack's  Winda  Shine  Glass  Cleaner  ....  CI 

Tallow  Brite Bl 

Heritage  Chemical  Co.,  Inc. 

Crystal  Klear  Al 

KC-124    A3 

KC-244    A2 

KC-344    Al 

KC^38    A5 

KC-49    Al 

KC-644    Al 

KC-708    A3 

KC-753    A4 

KC-924    A3 

MSR  Cleaner  A3 

Heritage  House  Supplies  LTD. 

Heritage  Foam  Al 

Heritage  Labs,  Inc. 

SW  1000   Al 

Heritage  Paper  Company,  Inc. 

All  Purpose  Cleaner  Concentrate  A4 

Coconut  Hand  Soap    El 

Degreaser  Concentrate    Al 

Pine  Cleaner  312  CI 

Hermetic  Chemical  Laboratories, 
Inc. 

All  Purpose  Non  Flammable  Safety 

Solvent   K2 

Digestant  250 L2 

Mirv  2    A4.A8 

Slick  Silicone  Lube HI 

Hertron,  Inc. 

Economite  40 A4 

Hesco,  Inc. 

Spectrum  Heavy  Duty  Cleaner  De- 
greaser      Al 

Hess  &  Clark,  Inc. 

Discan    CI 

GermKill  256 A4 

Iofec-20  Disinfectant  D2 

P-D-A Fl 

Pyrenone  Dairy  Fly  Spray  II    Fl 

Ramik  Green  Bait  Packs  F3 

Hesse  Supply  Company 

Top  Gun A4.A8 

Hewitt  Soap  Company,  Inc..  The 

#6200  Synthetic  Detergent   Al 

#6688  Green  Bar  Soap   H2 

Hi  Tech  Commercial  Services,  Inc. 

Foaming  Degreaser  Al 

Pot  &  Pan  Detergent  A4 

Hi-lex  Corporation 

Hi-lex  6-40  Disinfectant-Sanitizer  D2 


Hi-Bar  Ltd. 

Shur-Kleen  A1.L2 

Hi-Brett  Chemical  Co.,  Inc. 

All  Purpose  Cleaner   Al 

Blue  Wonder  CI 

Blue  Wonder  C CI 

Boom  CI 

Citra-Clean CI 

Deep  Fry  Cleaner    A2 

Drain  Solve  A   LI 

Drain-Solv  LI 

Dyna-Clean  Concentrate  Al 

Extra  Strength  Deep  Fry  Cleaner  A2 

Food  Grade  Silicone  Spray  HI 

Formula  X-115A  A4 

Formula  0-22  CI 

Formula  0-33  Al 

Formula  132    Kl 

Formula  1409    A4 

Formula  1410    Al 

Formula  184    C2 

Formula  184    C2 

Formula  185    C2 

Formula  1881    D2 

Formula  220    A3 

Formula  220X  A3 

Formula  224    Al 

Formula  400    A4 

Formula  89    Al 

Hi-Foam  Al 

Hook  Cleaner A2 

Jamboree   A4 

Liquid  Hand  Soap  El 

Liquid  Steam  Cleaner  Formula  #88  ....  Al 

Marathon  790    Al 

Neutra-Clean   A4 

Odor  Ban  CI 

Odorant  VA  CI 

P.D.Q CI 

P.S E4 

Ph.D Al 

Presto  Parts  Cleaner   Kl 

Safety  Solvent  B   K2 

Safety  Solvent  C  K2 

Scour  Blue  A6 

Sealer  and  Hardener  for  Concrete  Floors  PI 

Spartaclean  CI 

Spartan  All  Purpose  Cleaner Al 

Sweet-Air CI 

Thor-L   Al 

Thor-X  CIP  Al 

Whiz  Al 

Whiz  Special  A4 

1-2-3 Al 

Hi-Lite  Chemicals  Co.  Inc. 

Ad  Alk  25  Boiler  Water  Treatment  ....  G6 
Am-Tech  Tower  &  Condenser  Cleaning 

Kit  PI 

Ampicide  5    G7 

Ampicide  9    G7 

Belle-Air  Germicidal  Detergent   Dl 

Formula  BC-15   G6 

Formula  CCS-60  G7 

Formula  H-43    G6 

Formula  OL-45  G6 

Formula  OS-45    G6 

Formula  P-80  G6 

Formula  PP-30    G6 

Formula  RT-60   G6 

Formula  TT  61    G7 

Formula  TT  61  PM  G7 

Formula  35    G6 

Nitrex  L  G7 

See  Clear  CI 

So  Soft  Coconut  Oil  Liquid  Hand  Soap   El 


Hi-Tech  Chemical  Company,  Inc. 

Citra  Kleen    CI 

Hi-Valley  Chemicals,  Inc. 

Aqua  Ammonia  G6 

HVC  Boiler  Treatment  310    G7 

190  G6 

194  G6 

198  G6 

314-Boiler  Treatment    G7 

320  Boiler  Treatment    G6 

360  Boiler  Treatment    G6 

370  Boiler  Treatment    G7 

800  Dispersant  G6 

Hiawatha  Chef  Supply,  Inc. 

Chlorinated  Mechanical  Dishwash 

Compound Al 

Concentrated  Glass  Cleaner   A7 

Grease  Remover    CI 

Heavy  Duty  Chlorinated  Mech.  Dshwsh 

Cmpd Al 

Heavy  Duty  Concrete  Cleaner   A2 

Heavy  Duty  Floor  Cleaner  A4 

Laundry  Liquid  Builder    Bl 

Liquid  All  Purpose  Cleaner   CI 

Liquid  Laundry  Detergent Bl 

Liquid  Laundry  Soft  B2 

Low  Foam  Lime  Remover  A3 

Multi-Purpose  Cleaner    Al 

Hiawatha  I  Supply 

Jell  Vandal  Mark  Remover CI 

Hicks- Denver  Co. 

Safety  Cleaner  A4 

High  Country  Chemical  Supplies, 
Inc. 

Eco-Zyme    L2 

High  Country  Disposable  Products 
Inc. 

Glass  Cleaner CI 

Natural  Citrus  Solvent CI 

Highside  Chemicals,  Inc. 

Leak  Lock   PI 

Higley  Chemical  Co. 

Santroll    A4 

Hilber  Chemical  Co..  Inc. 

Muriatic  Acid  Cleaner A3 

Hild-Chem  Division 

Hild  Super  Chaser  A4 

Hill  Manufacturing  Company,  Inc. 

#1147  Master  Foam    CI 

#1323  Ban-O  CI 

#226  Hilco-Tox  F2 

#2362  Foamer  Cone Al 

#2363  Alkaline  Additive  A2 

#2375  Dia-Con  Insecticide  Concentrate    F2 

#2501  Chloro-Kleen    Al 

#2637  Havoc  Al 
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#3000  White  Knight  HI 

#5044  Loolcin-Good    A7 

Anti-Foam  H- 17 39    Al 

Anti-Seize    H2 

Bee  Wasp  And  Hornet  Killer  F2 

Brite-Kleen    A1.Q1 

C.I.A.  Hill  #29*2    CI 

Chargel  PI 

Clean-All  A4 

Conveyor  Lubricant H2 

Cyclone   LI 

CK-341    A2 

De-Carbo  A8 

Double  Trouble  Flying  &  Crawling 

Insctcd  F2 

Dry  Moly  Lubricant   H2 

Du-More    A4 

Foamy  Bowl  Cleaner    C2 

Food  Grade  Phosphoric  Acid  A3 

Formula -381  Al 

Formula  707  Instant  Spray  Cleaner  ....    CI 

Grease  Gun  In-A-Can  H2 

H-D-45  Al 

Hi-Bowl  C2 

Hi-Kleen    Al 

Hilco  Belt  Grip   PI 

Hilco  Contact  Cleaner K2 

Hilco  No.  74  Roach  And  Insect  Spray      F2 

Hilco  San  D1.Q3 

Hilco  88  Dl 

Hilco-Lube H2 

Hilco-Pride CI 

Hilco-Scrub  A6 

Hilco-Sec  F2 

Hilco-Suds  Al 

Hill  #1295  Touch  of  Spring  CI 

Hill  #1402  Holdup  2 A4 

Hill  #1409  Liquid  Steam  Cleaner Al 

Hill  #167  Universal  Boiler  Compound     G6 

Hill  #1704  Control  Liquid    Al 

Hill  #1732  Petroleum  Dispersant  Al 

Hill  #1785  Nitty  Gritty  E4 

Hill  #1850  Clinger    CI 

Hill  #1965  A.C.  Coil  Brite  PI 

Hill  #215  Hilcobane  Insecticide  F2 

Hill  #2456  Sanitary  Spray  Lube  HI 

Hill  #2670  Turbo  Industrial  Parts  Dgrsr.  Kl 

Hill  #2707  Brute  CI 

Hill  #2710  Hold  Up  1  Al 

Hill  #2711  Holdup  3  D2 

Hill  #2712  Chloro  Foam  Al 

Hill  #2735  Top  Gun   A4.C1 

Hill  #2749  Little  Brute  CI 

Hill  #2914  Vapo  Mist  60   Fl 

Hill  #2915  Hilco  Cide    Fl 

Hill  #2942  C.I.A CI 

Hill  #2964  Moly  Hi-Temp  Plus  H2 

Hill  #3143  Drain  Demons L2 

Hill  #3172  Enviro  Al 

Hill  #3180  Alkaline  Cleaner Al 

Hill  #3187  Grease  Buster-G.T.O CI 

Hill  #3200  E.S.  Cleaner   CI 

Hill  #3220  Foaming  Oven  Cleaner    ....    A8 

Hill  #3246  Green  Hill  CI 

Hill  #3246  Safe-Guard   CI 

Hill  #3248  Hold-Up  4 A8 

Hill  #3254  Liquid  Concrete  Clnr  & 

Dgrsr  Al 

Hill  #3260  Foamer   Al 

Hill  #389  Wash  Kleen    Bl 

Hill  #5  SC-5  Hot  Vat  Stripper  A2 

Hill  #5012  P'Zazz  CI 

Hill  #5023  Safety-Solv  K2 

Hill  #5046  505  Lemon  Polish    CI 

Hill  #5199  Clog  Buster CI 

Hill  #5202  Bee,  Wasp  &  Hornet  Killer    F2 

Hill  #5257  Lube  It    CI 

Hill  #909  Blue  Flash  Al 

Hill  Hand  Out   E4 

Hy-Pine   CI 

Kreme-Kleen  E4 


KZ-555 H2 

Launder-Rite   Bl 

LC-65  Liquid  Steam  Cleaner  A2 

LC-65-X  Liquid  Steam  Cleaner  Al 

Mr.  Foam  Al 

Muscle  Heavy-Ddty  Hand  Cleaner E4 

No.  1033  Equipment  Cleaner  Al 

No.  121  Keep-Kleen  Al 

No.  1319  Condensate  Treatment    G6 

No.  134  Has A4.A8 

No.  1366  Cherry  Masking  Compound      CI 

No.  1372  Hi-Lustre  A3 

No.  1397  Hilcotrol    CI 

No.  142  Scale-Solvent    C2 

No.  1430  Hill's  Dry  Bleach    Bl 

No.  1477  Mighty  Red  Al 

No.  1480  Tuffy  El 

No.  1481  Foamer    Al 

No.  1482  Additive Al 

No.  1568  Foaming  Acid  Cleaner  A3 

No.  157  Pyneco  Disinfectant    CI 

No.  159  Lemon-Cide    CI 

No.  1678  Mad  Dog  A4.C1 

No.  168  Shackle  Cleaner    A3 

No.  1918  Bi-Phex  Disinfectant-Cleaner  D2 

No.  1953  Liquid  Enzymes    CI 

No.  197  Surgisep  El 

No.  1980  Alkaline  Degreaser  A4 

No.  200  Liquid  Hand  Soap El 

No.  212  Fly  Bait  F2 

No.  2206  Chef  Grease  Cutter  Al 

No.  2222  Hilco  Strike  Fl 

No.  2511  Hy-Lyme  E4 

No.  2520  Lubricant  H2 

No.  2524  Grease  Buster  CI 

No.  2524  Grease  Buster  CI 

No.  2594  Improved  Stripper  Al 

No.  26  Sewer  Solvent  LI 

No.  304  Rust  Stripper  A2 

No.  306  Aluminum  Chiller  Cleaner  ....    Al 

No.  31  Flo-Thru  Sewer  Solvent  LI 

No.  388  Ice  Melt  CI 

No.  5031  Hilco-Tox  Aerosol  Insect 

Spray  Fl 

No.  5160  Mink  Oil  Lube   H2 

No.  85  Hilcotrol    CI 

No.  948  Hilco-Zyme  L2 

No.  959  Hilco-Solv  C2 

No.  972  Safety-Solv   K2 

No.  1 78 1  H.  F.  Detergent    Al 

No.  1903  Lubricant    H2 

Odorless  Lotion-Kleen    El 

Odorless  Pink  Lotion  Klecn-Up  El 

Odortrol   CI 

OT-155  Deodorant    CI 

R.P.D.  No.  255   CI 

San-O-15   D2 

Sana-Dyne  E2 

Sanitary  Spray  Lubricant,  U.S.P HI 

See  Thru    CI 

Silicone  Spray  HI 

Slap  Happy  Antiseptic  Hand  Cleaner  ....  E4 

Sta-Kleer  CI 

Super  Con  "96"  CI 

Super-Chlor  84   D2.G4 

SC-1  Steam  Cleaning  Compound  A2 

SC-2  Steam  Cleaning  Compound  A2 

SC-3  Steam  Stripper  Compound    A2 

Tackle  High  Performance  Hand  Cleaner  E4 

Vapo-Mist  "35"  Fl 

White  Knight  HI 

White  Tiger  HI 

WS-1291  Water  Soluble  Safety  Sol- 
vent      A4JC1 

WS-309  Water  Soluble  Safety  Solvent     A4 

101  Drain  Lax  LI 

1518  Sep-Guard El 

1733  Track  &  Bearing  Lubricant  H2 

5186  Hilco-Blast  ULV  Dry  Mist  Inset 
Kilr   Fl 


Hill*. rest  Products  Inc. 

HP-10  Liquid  Acid  Cleaner   A3 

HP-20  Heavy  Duty  Cleaner  A2 

HP-21  Bottle  Wash  Alkali    A2 

HP-210  Chelated  Liquid  Caustic   A2 

HP-22  Trolley  Cleaner   A2 

HP-23  General  Cleaner  Al 

HP-29  Heavy  Duty  Cleaner   A2 

HP- 30  General  Cleaner  Al 

HP-31  General  Cleaner  Al 

HP-33  General  Cleaner  Al 

HP-35  Chelated  General  Cleaner  Al 

HP-40  Chlorinated  CJP  Cleaner  A2 

HP-45  Chlorinated  CD>  Cleaner  A2 

HP-60  Self-Foaming  Alkaline  Cleaner  A2 

HP-72  Acid  Sanitizer  Cleaner    D2 

HP-73  Quaternary  Sanitizer  Deodorizer  D2 

HP-75  Conveyor  Lubricant HI 

HP-76  Cryolubricant  HI 

HP-77  Conveyor  Lubricant H2 

3030A  Chlorinated  Heavy  Duty  Cleaner  A2 

Hillside  Brush  &  Chemical  Co.,  Inc. 

H-555  A4.A8 

Hillco  Creme  Cleanser   A6 

Hillco  HC-41  H2 

Hillco  Jet  Degreaser   A4 

Hillco  Power  Solvent   Al 

Hillco  Safety  Solvent    Kl 

Hillco  Special  Mill  Spray  Fl 

HC^O    H2 

Spot  Remover   K2 

Hillwood  Industries  Inc. 

Pyrenone  General  Purpose  Liquid  Insect.  Fl 

Hillyard  Floor  Care  Supply  Co. 

Economy  Laundry  Powder  Bl 

Liquid  Laundry  Breaker  Bl 

Liquid  Laundry  Detergent Bl 

Liquid  Laundry  Sour Bl 

Liquid  Oxygen  Bleach  Concentrate  ....  Bl 

Solv-Kwik  200    A4 

Hillyard  Industries,  Inc. 

#408  Dual  Action   F2 

#418  Dry  Contact  Pyrethrin  Insecticide  Fl 

Assurance A4 

Briten-Zit  A4 

Citrus-Scrub CI 

Creme  Clean   A6 

CSP  Cleaner    A3 

Disinfectant-Deodorant  CI 

Extra  Strength  CSP  Cleaner  A3 

Foaming  Baseboard  Stripper A4 

Food  Industry  Sanitizing  Lotion  Soap  ..  E2 

General  Purpose  Cleaner A8 

General  Purpose  Foaming  Cleaner  C2 

Germicidal  Bowl  Cleaner  C2 

Germicidal  Foaming  Cleaner   C2 

Glass  Cleaner CI 

Graffiti  Remover  CI 

Gum-Go  CI 

H-101  D2 

Hil-Aire  U   CI 

Hil-Phene  A4 

Hil-Phene  JJ  A4 

Hilco  Cleaner A4 

Industrial  Degreaser/Cleaner A4 

Jell  Baseboard  Stripper  CI 

Light  Acid  Bowl  Cleaner   C2 

Liquid  Enzyme   CI 

Liquid  Swabby  II    CI 

Mild  Bowl  and  Porcelain  Cleaner   C2 

MRD  2  Al 

Non-Acid  Bathroom  Cleaner   C2 
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Oven  and  Grill  Cleaner A8 

Oven  Cleaner A8 

Power-Strip  146 Al 

Pro-Line  Ammoniated  Cleaner/Stripper  A4 
Pro-Line  Disinfectant  Geaner  128  ..  A4.C1 
Pro-Line  Disinfectant  Geaner  256  ..  A4.C1 

Pro-Line  Disinfectant  Geaner  64  CI 

Pro-Line  Extra  Strength 

Cleaner/Stripper  CI 

Pro-Line  Genera]  Purpose  Cleaner  A4 

Pro-Line  Heavy  Duty  Cleaner   Al 

Pro-Line  Industrial  Butyl  Cleaner    A4 

Q.T Al 

Q.T.4   A4.C1 

Re-Juv-Nal  165  CI 

Re-Juv-Nal+    A4.C1 

Ready-To-Use  Citrus-Scrub   CI 

Renovator Al 

Silicone  Spray  HI 

Stainless  Steel  Cleaner   CI 

Super  Grease  Buster  Al 

Super  Hil-Aire  CI 

Super  Shine-All  A4 

Thickened  Non-Acid  Bathroom  Geaner  C2 

Tile  and  Grout  Cleaner/Renovator  C2 

Top  Gean    A4 

Triple  Strength  Hilco  Cleaner A4 

Vindicator   A4.C1 

Vindicator*   A4 

Hilson  Manufacturing  Co. 

HPC  1001    Al 

Hilti  Construction  Chemicals,  Inc. 

CS  2130  Polyurethane  Sealant  PI 

CS  300  EP  Floor  Joint  Sealant  Part  A  ..  PI 
CS  300  EP  Floor  Joint  Sealant  Part  B  ..  PI 

Hilton  Davis  Co. 

Synat  Dual  12  Sanitizer   Dl 

Synat  10  Egg  DisinfectantySanitizer  D2.Q3 

Synat  210  Sanitizer D2 

Synerid  Egg  Wash  CL    Ql 

Synerid  Heavy  Duty  Egg  Destainer  ....  Q2 

Synerid  Synat  Dual  120   A4 

Synid  175  DisinfectantySanitizer    D2 

Hocking  International  Chemical 
Corp. 

"Citri-Solv  50"  CI 

"Citri-Solv"   CI 

"Citrus-Power"  CI 

'Formula  222"  Al 

"Grease  Away"    CI 

"High  Tech"  CI 

"Stainless  Steel"    CI 

"Super-Red"  Al 

Aluma  Brite  A3 

Bio-Sol  Concentrate   D2 

De-Foam    LI 

Fight  Bac  A4 

Grill  Shine  A8 

I-O-Clean  D2 

Super-Red  Plus   Al 

Hoffman  Chemical  &  Supply  Co. 
Inc. 

Hoffman  Porcelain  Tile  &  Tub    CI 

Liquid  Alive  Bacteria   L2 

San-I-Sol  Pink  Clinging   C2 

Hoffman  Maintenance  &  Supply 
Co. 

Anti-Septic  Lotion  Soap  El 


Hoffman,  J.  L.  Co.,  Inc. 

Degreaser  GC    A8 

Floor  Cleaner CI 

General  Cleaner A4A8.C3 

Hoffmanss  IOBAC  D2 

Laundry  Detergent Bl 

Lime-R A3 

Liquid  Chlor-Kleen.LT  Al 

Liquid  Chlorinated  Geaner Al 

Non  Chlorinated  Liquid  Dishwashing 

Det Al 

Rainbow  Liquid  Laundry  Detergent  ....  Bl 

Skatt  A4 

Super-Kleen  Al 

Ware-Kleen   Al 

Ware-Shine    Al 

Window-Kleen  CI 

Hofmann  Water  Treating  Company 

CX25-L   G7 

1015  G6 

1025  G6 

1700  G6 

1805  G6 

1825  G6 

3283  G7 

698  G7 

698-AFP    G7 

800  G6 

810  G6 

812  G6 

817  G6 

819  G6 

820  G6 

825  G6 

832  G6 

834  G6 

838  G6 

949  G3 

Hohn  Manufacturing,  Inc. 

Dishwashing  Liquid    Al 

Ever-Flo  LI 

Fast-Clean   A4 

Halt    CI 

Heavy  Duty  Cleaner-Degreaser   Al 

Heavy  Duty  Liquid  Detergent    Al 

Pre-Soak Al 

Super  Red    A4.E1 

011  Boiler  Water  Treatment  G6 

220  Boiler  Water  Treatment  G6 

280  Boiler  Water  Treatment  G6 

301  Boiler  Water  Treatment  G6 

721  Boiler  Water  Treatment  G6 

803  Condensate  Water  Treatment    G6 

901  Boiler  Water  Treatment  G6 

Holchem,  Inc. 

Caustic  Soda  Sodium  Hydroxide 
50%  A2.G5.L1 

Holcomb,  J.I.  Manufacturing  Co. 

Aerosol  Woodvale C2 

Big  Joe Al 

Ceramatrol  Tile  &  Grout  Cleaner CI 

Ceramic  Tile  and  Grout  Cleaner    CI 

Circlean   K2 

Creme  Scour   A6 

Disinfectant  Deodorant  CI 

Down  N'  Out  Prilled  Drain  Opener  LI 

DF  5000  Gel   CI 

Eliminator  Insect  Killer Fl 

Enviropro  HG-220  Gel  L2 

Enviropro  HG-220  Gel  Concentrate  L2 

Free-It    H2 

Heavy  Duty  Degreaser  and  Geaner 


Cone A4 

HG-200  Gel  CI 

HG-200  Gel  Concentrate    CI 

Insekon  200  Fl 

Liquid  Dishine  Al 

Med-Lot'  Medicated  Lotion  Skin  Clean- 
ser    El 

Molectra  K2 

MT-350  Gel CI 

N-Dit  Concentrate  Dl 

N-DitX   D2 

N-Dit  3 A4.C1 

N-Dit  33 A4.C1 

Oven  Cleaner Al 

Puritine    Al 

QT-1  Al 

Sewage  Treatment  1000   LI 

Space  and  Surface 

Disinfectant/Deodorant CI 

Stainless  Steel  Cleaner  And  Protector      A7 

Super  Hoco-Zyme  L2 

Super  Hoco-Zyme  Gel    L2 

Surface  Cleaner  and  Disinfectant  CI 

SG-300  Gel   CI 

ST/GT  Concentrate  L2 

White  Grease  H2 

Zen  C2 

1001  Concentrate A4 

Holder  Corporation,  The 

Special  Sping  Al 

Holiday  Products 

Citrus  Float   CI 

Safety  Solvent  K2 

Sparkle  Glass  Cleaner  CI 

Ultra-Saf  Contact  Cleaner K2 

Unique  H2 

Holland  Supply 

Glass  Cleaner CI 

Holland  Traders  of  Arizona,  Inc. 

Omega  Super  Concentrate  Liquid 
Cleaner   Al 

Hollingshead,  R.M.  Corporation 

Butyl  Cleaner A4 

Germicidal  Cleaner  A4 

Heavy  Duty  Degreaser  Cleaner   Al 

P.G.P.  Cleaner  A4 

Purr    El 

Holloway  House,  Inc. 

Holloway  House  Lemon  Oil  Fum.  Pol- 
ish       CI 

Holly  Farms  Poultry  Ind.  Inc. 

H.F.  C.I.P.  Geaner  A2 

H.F.  D-Limonene    CI 

H.F.  Liquid  Caustic  Cleaner  A2 

H.F.  Liquid  Chlorinated  Cleaner   Al 

H.F.  Liquid  CIP  Cleaner A2 

H.F.  Tub  Washer Al 

H.F.  10%  Chlorine    Al 

HF  Acid  Cleaner  A3 

HF  Ammoniated  Floor  Cleaner   CI 

HF  Caustic  Cleaner  \; 

HF  Chain  Lube  H2 

HF  Cham  Lube  Formula  226  H2 

HF  Gean  Hands    El 

HF  Coil  Cleaner    PI 

HF  Foam  Cleaner   Al 

HF  Foam  Cleaner  U   Al 
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HF  Foaming  Acid  Cleaner  A3 

HF  Foaming  Chlorine  Cleaner  Al 

HF  Glass  Cleaner   CI 

HFH-1C  Chain  Lubricant   HI 

HF  Hand  Soap  E4 

HF  Iodine  Sanitizer  El 

HF  Orange  Cleaner  A8.C1 

HF  Oven  Cleaner    A8 

HF  Smokehouse  Cleaner Al 

HF  Special  Oven  Cleaner  A8 

HF-E2  Hand  Cleaner E2 

Hollymatic  Corporation 

Anti-Seize  Lubricant  H2 

Gear  Reducer  Lubricant   H2 

Holly-Fluid    HI 

Holly-Lube HI 

Holly-Multi-Lube    H2 

Holme  Commercial  Solvents 

Deep  Fat  Solvent  Al 

Holt  Distributors,  Inc. 

KleenAll  Al 

Holt  Paper  &  Chemical  Co.,  Inc. 

Power  Plus  Al 

Quick  Drain  Pipe  Opener  LI 

Red  Horse  Brand  Toilet  Bow]  Cleaner     CI 

Home  Town  Chemical  Co. 

HT-300  Multi-Purpose  Cleaner    CI 

HT-340  Meat  Room  Cleaner    Al 

HT-375  Liquid  Hand  Soap  El 

HT-500  Steam  Cleaning  Detergent    ....    Al 
HT-550  Extra  Heavy  Duty  Cleaning 
Cmpd Al 

Home  Town  Manufacturing  Co., 
Ltd. 

HT-300 CI 

HT-340  Meat  Room  Cleaner   Al 

HT-375 El 

HT-500 Al 

HT-625  Truck  and  Car  Wash  Cleaner      A 1 

HomeLine  Products  Group/ 
A  Div.  of  the  Sherwin-Williams 
Company 

Quality  Care  Spray  &  Wipe  All  Purp. 
Clnr  CI 

Homstead  Industries,  Inc. 

Hypressure  Jenny  Car  Wash  Dtrgnt  ....  Al 

Hypressure  Jenny  Compound  #AP  A2 

Hypressure  Jenny  Compound  #CL-45  A2 

Hypressure  Jenny  Compound  #3   A2 

Hypressure  Jenny  Compound  #49   A2 

Hypressure  Jenny  Compound  #49-S    ..  A2 

Hypressure  Jenny  Compound  #50   A2 

Hypressure  Jenny  Compound  #60    A2 

Hypressure  Jenny  Compound  #64   A2 

Hypressure  Jenny  Compound  #65   A2 

Hypressure  Jenny  Compound  #7   A2 

Hypressure  Jenny  MJ   Al 

Jenny  No.  80  Coil  Conditioner A3 

Honeywell  Incorporated 

Honeywell  HM-430 G6 


Hood  Chemical  Company 

BWT  14  G6 

BWT  269  G6 

BWT  271  G6 

BWT  319  G6 

BWT  450  A3 

BWT  603  G6 

BWT  72  A3 

BWT  753  G6 

BWT  99  G6 

BWT-18  G6 

BWT-217  G6 

BWT-226  G6 

BWT-227  G6 

BWT-278  G6 

BWT-282  G6 

BWT-319  G6 

BWT-73  A3 

BWT-761  G6 

CWT  319  G5 

CWT  634B    G7 

CWT  863  G5 

CWT  874  G5 

CWT  920  G5 

CWT-900  G7 

PWT  319  G2 

PWT-67  Gl 

RLT  30    G6 

RLT  40    G6 

RLT  70    G6 

RLT  75    G6 

RLT-60    G6 

RLT-65    G6 

Hood  Products,  Inc. 

Hoodkleen-120    A4.A8.C3 

Hoodkleen-450    Al 

Stripol-210  A2 

Stripol-215  Al 

Stripol-220  Al 

Horizon  Distributors  Inc. 

Glass  Cleaner  Plus    CI 

Kill  Z-Em    Fl 

Toro-Drain  LI 

Horizons  Marketing  Group 

Skin  Pro-Tec   E4 

Horizons  West 

Bio-D  Commercial  Strength  CI 

Bio-D  Industrial  Strength   CI 

Bio-D  Super  Concentrate   CI 

Bio-D+  Super  Concentrate  CI 

Horn-O-Plenty 

Blue  Grit   E4 

Dilemma  Solve   CI 

Grime  Gone  E4 

Hang  Time Al 

Multi  Purpose  2400  Al 

Multi  Purpose  2500  Al 

Muscle  A4 

Red  Grit  E4 

Super  B    A4 

Homing's  Safety  Products  Co. 

Blitz  Al 

Oven  Plus  Oven  Grill  Cleaner  A8 

Horse  Health  Products,  Inc. 

Organic  Cleaner CI 


Organic  Cleaner  Concentrate   CI 

Tiger  Tuff   A4.A8.C1 

Hot  Rod  Laboratories 

Hot  Rod  LI 

Hotel  Motel  Supplies 

Non  Butyl  Degreaser Al 

Hotsy  Bay  Area,  Inc. 

Super  X.L.  Liquid  Concentrate Al 

Hotsy  Corporation,  The/ 
Detergent  Division 

All  Purpose  Detergent  Al 

Blue  Thunder Al 

Breakthroughl    Al 

Carbochlor  Al 

Carbon-Ate    Al 

Chlorinated  Detergent  Al 

Cloro  Clean  GP  Al 

Coil  Conditioner   PI 

Degreasing  Powder  Al 

Enviro-Clean   A4 

Golden  Car  Wash   Al 

Grafitti  Remover  A8 

GPL-1    Al 

GPL-2    Al 

Heavy  Duty  Degreaser   Al 

Heavy  Duty  Liquid  Detergent    A8 

Heavy  Duty  Vehicle  Cleaner   Al 

Hotsy  420    Al 

Hotsy  440    Al 

Hotsy  710    Al 

Liquid  Foamer  Al 

Miracle  Wizz  A8 

Nytro  Industrial  Detergent    Al 

Phos  Clean  A3 

Pow-R-Det  A2 

Product  31   A4.C1 

Ripper  I   Al 

Ripper  D    Al 

Super  X   Al 

Super  XL  Al 

Toilet  Bowl  Cleaner   C2 

Touch  Free Al 

Truck  Wash  Detergent    Al 

Tub-Mate  Al 

TW  U  Al 

TW  IB   Al 

Ultra  Power  Car  &  Truck  Wash Al 

Ultra-Shine Al 

Xtra  Power  Car  &  Truck  Wash   Al 

Hotsy  Equipment  Company 

Super  X  Compound Al 

Hou-Tex  Specialty  Company 

Big  Boy  All  Purpose  Cleaner  Al 

Clear  and  Bright   CI 

Hough  Supply  &  Specialty  Co. 

Cream  Lotion  Hand  Soap  E4 

Husky  Activate   L2 

Husky  Knock  Out  CI 

Houghton,  E.F.  &  Company 

Cosmolubric  HF-122 H2 

CosmolubricHF-130 H2 

Houghto-Safe  250  H2 

Houghto-Safe419-R  H2 

Houghto-Safe  620  H2 

Houghto-Safe  620  F   H2 


11-218 


Hydrolubric  120    H2 

Hydrolubric  120-B    H2 

Rust  Veto  A-2  PI 

Rust  Veto  344  PI 

Sta-Put  350   H2 

House  of  Chemicals 

Absolute  CI 

Houston  Paper  &  Janitorial  Supply, 
Inc. 

All  Pine  CI 

Big  Dog  Concentrate  Cleaner  A4 

Big  Power   A4A8 

Break  Away  Al 

Emuls-All    C2 

Liquid  Hand  Soap  20   El 

Mint-O-San   CI 

Pine  San  CI 

PTC  85    C2 

Soft  Hands  Hand  Soap   El 

Hoveco  Products 

Premium  Degreaser  A4.A8 

Howard  Sanitary  Products  Co. 

Howco  Spearmint  Deodorant  Disinfec- 
tant        C2 

Howe  Chemical  Company 

Cleaner  L-130   Al 

Cleaner  L-145   A2 

Cleaner  L-403   A3 

Cleaner  P-101    Al 

Cleaner  P-103   Al 

Cleaner  P-l  12   A2 

Cleaner  P-114A  Al 

Cleaner  P-117    Al 

Cleaner  P-120   , A2 

Liquid  Cleaner  No.  20    Al 

Liquid  Cleaner  No.  25    Al 

M.S.R.  Acid  Cleaner A3 

M.S.R.  Acid  Concentrate   A3 

Hub  Chemical  Company 

Advance  128   A4 

Advance  256  A4 

All-Purpose  Non  Flammable  Safety 

Solvent   Kl 

Belt  Dressing  PI 

Bio-Kleen Al 

Blazes A4 

Charge  A4 

Concentrated  Inhibited  Muriatic  Acid 

CI A3 

Conquer  II  A4 

Conquer  N  Dl 

Conquer  256  L    A4 

De-Grease    Kl 

Digestant  250 L2 

Disinfectant  Sanitizer  Deodorizer D2 

Foams  Off  Al 

Frigid  A5 

Graphite  Fast  Dry  Lube    H2 

HubDeo-Gran  CI 

Hub  Deodorizer  CI 

Hub  General  Purp.  Liquid  Clnr Al 

Hub  Germicidal  Cleaner  Dl 

Hub  Heavy  Duty  Floor  Cleaner  CI 

Hub  Liq.  Solvent  Non-Flam.  Clnr A4 

Hub  Liquid  Ice  Melt  CI 

Hub  Low  Pressure  Boiler  Comp G6 

Hub  Organic  Acid  Detergent   A3 

Hub  Porcelain  Cleaner    CI 

Hub  Powdered  Cleaning  Comp Al 


Hub  Rat  Bait  F3 

Hub  Spray  Fog   Fl 

HubThree-Gly    CI 

Hub  Window  Glass  Cleaner  Cone CI 

Hub  23%  Toilet  Bowl  Cleaner  C2 

Hub  9%  Toilet  Bowl  Cleaner  C2 

Jell   CI 

Lemon  Sewer  Sweetener CI 

Mint  Deodorant  CI 

Non-Acid  Lime  and  Scale  Remover    ..    CI 

Paint  and  Varnish  Remover   C3 

Penetrating  Oil  H2 

Precision  Instrument  &  Electronic  Pts 

CI  K2 

Protector A4 

Protector  N    Dl 

Ready-To-Use  Non-Flammable  Solvent 

Dgrsr  Kl 

Rust  and  Corrosion  Preventative    H2 

Shower  Room  Cleaner   A3 

Silicone  Lube HI 

SoftCleen   E4 

Stainless  Steel  Cleaner  And  Polish    ....    A7 

Super  Power    A4 

Super  Solv  #2   A4A8 

Hub  States  Corporation 

Add  H20  Power  Pak  Al 

Bammist  D-30  Insect  Killer  Fl 

Di-Tox  E  PI 

Di-Tox  V/B6000  One-Shot  Fogger   F2 

Duracide F2 

Dursban  4E  Emulsifiable  Insecticide  ....  F2 

Fog  or  Spray   Fl 

Fogging  Formula  H-5  Fl 

Formula  1082    Fl 

Hub  States  #147    F3 

Hub  States  Rodent  Blocks    F3 

Kill  Mist  I  Cone  Aerosol  Insect  Killer     Fl 

Kill  Mist  S  F2 

Lethalaire  A-20  Fl 

Pro-Cide  All  Purpose  Insecticide  Fl 

Pro-Cide  Dl  Fl 

Professional  Strength  Space  Spray  F2 

Secret  Treatment  F2 

Secret  Treatment  L/C  Low  Odor  Inset 

Cone    F2 

Tech-Mist F2 

Tower  of  Power Fl 

ULV  1-2-3  Fl 

V  Clear-Out  Fl 

V  Seventy-Four  All  Purpose  Insecticide  Fl 

V  Seventy-Three  Insecticide Fl 

V  Thirty  Four    Fl 

V  Twenty-Three    Fl 

V  26  Professional  Insecticide  Fl 

Virchem  Two  Thirty  Two  Aerosol  bi- 
sected      Fl 

431  Odor  Neutralizer    CI 

45%  Chlordane^S F2 

Hubbard-Hall  Chemical  Co.,  The 

H-HLusterbriteL-141    Al 

H-HLusterbriteL-142    Al 

H-HLusterbriteL-144    Al 

Huber  Inc. 

Beaver-Soil  Toilet  Bowl  Cleaner  C2 

Huber  Dis-Solves-It A4A8 

HCQ  128  CI 

Kill  M  Flying  &  Crawling  Insecticide  ..  F2 

Mint-O-Green  Disinfectant  C2 

Pine  Odor  Disinfectant  CI 

Prevent  L2 

Sani-Dis  Rinse  D2 

Super  Huber  Pink  Dish-Lustre  Al 

40%  Liquid  Hand  Soap  El 


Hubert 

Hubcote  Food  Equipment  Oil  HI 

Hubman  Chemical  Co. 

D.O.C A4 

Sanamax  L8  CI 

Sanamax  M7   A4 

Sanamax  P6  CI 

Somax  Delimer  (6102)   A3 

Somax  HI  Al 

Huco  Products  Co. 

Alive  Bacteria/Enzymes  (LS-1471)   L2 

Enzo  Bl 

GSHGD-1    L2 

Od-Ex CI 

Huge'  Company,  Inc.,  The 

"Excelcide"  C&C  Malathion  Residual 

Spra  F2 

"Excelcide"  GPS  General  Purp.  Spra  #2  Fl 

"Excelcide"  Quadracide  #3  Fl 

"Excelicide"  Diazinon  Pyrethrin  Spra    ..  F2 

Excelcide  Act  U  Residual  F2 

Excelcide  C+C  Residl.  Spra  Cont,  Bay- 

gon    F2 

Excelcide  Cold  Fog  Fl 

Excelcide  Cold  Fog  #1   Fl 

Excelcide  Diazinon  4E  Insecticide  F2 

Excelcide  Dyna-Fog  Contact  Spra  Fl 

Excelcide  Enzyme  Treatment  L2 

Excelcide  Fogging  Concentrate  5628  ....  Fl 
Excelcide  Fogging  Concentrate  7192  ....  Fl 
Excelcide  Fogging  Concentrate  7211  ....  Fl 

Excelcide  Fogging  Formula  7207 Fl 

Excelcide  General  Purpose  Spra  #6  Fl 

Excelcide  General  Purpose  Spra  No.  2  Fl 
Excelcide  GPS  General  Purp  Spra 

#2/Dairy    Fl 

Excelcide  Malathion  Concentrate  F2 

Excelcide  Micro-Mist   F2 

Excelcide  Pival  Rat  And  Mouse  Killer     F3 

Excelcide  Pyrethrin-P.B Fl 

Excelcide  Pyrethrins-PB  (Emulsifiable)    Fl 

Excelcide  PG  Space  Spra  Fl 

Excelcide  Rat  and  Mouse  Glu  Pads  F3 

Excelcide  Resifume F2 

Excelcide  Rodent  Bait  Cakes  F3 

Excelcide  Space  Spra   Fl 

Excelcide  Space  Spra  No.  125  F2 

Excelcide  Space  Spra  No.  125/Dairy  ....  F2 

Excelcide  Space  Spra/Dairy   Fl 

Excelcide  Special  Fly  Spra  Fl 

Excelcide  Surface  Treat.  Spra    Fl 

Excelcide  Surface  Treatment  Spra/Dairy  Fl 

Excelcide  SM  Residual  #1    F2 

Excelcide  3%  Ultra  Low  Dosage  Insec- 

ticde Fl 

Excelsan  Excelclean  No.  304  Super 

Cleaner   A4.A8 

Excelsan  Grade  A  Effective  Cleaning 

Cmpd Al 

Excelsan  Iodine  Sanitizer  D2 

Excelsan  Quat  Sanitizer    D2 

Excelsan  Sanitizer  D2 

Excelsan  Sub-Zero  Freezer  Cleaner  ....  A5 
Exelcide  Pyrethrin  Arsl  w/Dual  Syngsts.  Fl 
Exgelcide  Bayzap  Residual  #1   F2 

Hughes  Enterprises 

Glass  &  Utility  Cleaner    CI 

Huish  Chemical  Co. 


Wintree  Concentrated  Laundry  Deter- 
gent   


Bl 
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Huls  America  Inc. 

Anderol  FGC-10  Synth.  Fd  Grd 

Comprsr  Oil    HI 

Anderol  FGC-20  Synth.  Fd  Gr  Comprs 

Oil  HI 

Anderol  FGC-30  Synth.  Fd  Grd 

Comprsr  Oil    HI 

Anderol  FGC-40  Synth.  Fd  Grd 

Comprsr  Oil    HI 

Anderol  FGH-100  Synth.  Fd  Gr  Hydrlc 

Oil  HI 

Anderol  FGH-32  Synth.  Fd  Gr.  Hydrlc 

Oil  HI 

Anderol  FGH^6  Synth.  Fd  Gr.  Hydrlc 

Oil  HI 

Anderol  FGH-68  Synth.  Fd  Gr.  Hydrlc 

Oil  HI 

Anderol  Synthetic  Lubricant  FGL  10  ..  HI 

Anderol  Synthetic  Lubricant  FGL  20  ..  HI 

Anderol  Synthetic  Lubricant  FGL  30  ..  HI 

Anderol  Synthetic  Lubricant  FGL  40  ..  HI 
Anderol  3032  Synthetic  Compressor  Oil  H2 
Anderol  3046  Synthetic  Compressor  Oil  H2 
Anderol  3068  Synthetic  Compressor  Oil  H2 
Anderol  3100  Synthetic  Compressor  Oil  H2 
Anderol  3150  Synthetic  Compressor  Oil  H2 

Anderol  495  Synthetic  Lubricant  H2 

Anderol  496  Synthetic  Lubricant  H2 

Anderol  497  Synthetic  Lubricant  H2 

Anderol  500  Synthetic  Lubricant  H2 

Anderol  750  Synthetic  Lubricant  H2 

AOS  291    HI 

AOSyn  5000-1  Grease    H2 

AOSyn  5000-2  Grease    H2 

AOSYN-882B  H2 

AOSYN-892A  H2 

AOSYN-992A  H2 

PQ  AA  10  Food  Grade  Lubricant    HI 

PQ  AA  140  Food  Grade  Gear  Lubricant  HI 

PQ  AA  20  Food  Grade  Lubricant    HI 

PQ  AA  30  Food  Grade  Lubricant    HI 

PQ  AA  40  Food  Grade  Lubricant    HI 

PQ  AA-40-0  Food  Grade  Grease  HI 

PQ  AA-40-1  Food  Grade  Grease  HI 

PQ  AA-40-2  Food  Grade  Grease  HI 

PQ  AA-90  Food  Grade  Gear  Lube    ....  HI 

PQ  C-105  H2 

PQ  C-300 H2 

PQ  C-303 H2 

PQ  C-304 H2 

PQ  Gear  Oil  AGMA  2  EP  H2 

PQ  Gear  Oil  AGMA  3  EP  H2 

PQ  Gear  Oil  AGMA  4  EP  H2 

PQ  Gear  Oil  AGMA  5  EP  H2 

PQ  Gear  Oil  AGMA  6  EP  H2 

PQ  Gear  Oil  AGMA  7  EP  H2 

PQ  Gear  Oil  AGMA  8EP  H2 

PQ  Trolly  Lube  HI 

PQ  100  Hydraulic  Oil  H2 

PQ  32  Hydraulic  Oil  H2 

PQ  4005-0  H2 

PQ  4005-1   H2 

PQ  4005-2  H2 

PQ  46  Hydraulic  Oil  H2 

PQ  68  Hydraulic  Oil  H2 

Hunnewell  Soap  Company,  The 

Giant  Klenzall   A6 

Monarch  #25  Enzyme  Blend    L2 

Monarch  No.  300  Enzyme  Blend  L2 

Hunt  and  Company,  Inc. 

Foam  *N  Clean    Al 

Mainline  256-Q  Dl 


Hunter  Chemical  &  Formulating 
Co.,  Inc. 

Bowl-Brite  C2 

Breakaway  Heavy  Duty  Concrete 

Cleaner  CI 

Disinfect-All    Al 

Exstain  A4 

Food  Equipment  Cleaner    A2 

H.D.D CI 

H-12  A4A8 

H-40  A4 

Liquid  Amber    CI 

Liquid  Hand  Soap  20%  Coconut  Oil  ....  El 

Liquid  Hand  Soap  40% El 

Liquid  Steam  Cleaner  Al 

Low  Foam  Cleaner  A4.A8 

Oven  Cleaner A8 

Pink  Power    C2 

Safety  Solvent  K2 

San-It-All  D2 

Scale  Off  A3 

Scour-Brite A6 

Stainless  Steel  Cleaner  and  Brightner  CI 
Steam  Plus  Liquid  Steam  Cleaner   Al 

Hunter  Industrial  Chemicals,  Inc. 

Battery  Terminal  Cleaner  PI 

Belt  Dressing  PI 

De  Aqua  Lube  H2 

Lube-Eze   H2 

Moly-B-Lube  H2 

Packing  House  Cleaner  Al 

TC  Safe  Solvent  Cleaner    Kl 

Very  Ezy  Oven  Cleaner   A8 

Waterless  Hand  Cleaner  E4 

Huntington  Lab,  Inc. 

Actichlor   Bl 

Destain  Extra  Bl 

Liquid  Breaker Bl 

Neutralizer  Bl 

Special  Presoak  Bl 

Huntington  Laboratories 

Brute  2  A4 

Huntington  Laboratories,  Inc. 

Accent   E4 

Accent  Plus  Antibacterial  Skin  Cleanser  E4 

Accent  Plus  Total  Body  Shampoo  E4 

Accent  Plus-1  Antibacterial  Skin  Lotion  E4 

Ascend  CI 

Bacti-Stat  E4 

Beaucoup  CI 

Bingo  Beaded  Drain  Opener LI 

Blue  Blazes   CI 

Bowl  Buddy    C2 

ChloraSorb Jl 

CitruSolv  Non-Butyl  Degreaser 

Cleaner   A8.C1 

Clean  Up  Crew  Aerosol  Skin  Barrier  ..  E4 
Clean  Up  Crew  Deod.  Lotion  Skin  Clnsr  E4 
Clean  Up  Crew  H.D.  Lotion  Skin 

Cleanser    El 

Clean  Up  Crew  Heavy  Duty  PHS  with 

Borax C2 

Clean  Up  Crew  Heavy  Duty  Skin 

Cleanser    E4 

Clean  Up  Crew  Powdered  Hand  Soap  ..  E4 

Clear  Creek  A4 

Compass    C2 

D.S.  A-l  Degreaser  Cleaner  Al 

Derma  Soft    E4 

Derma-San  "MG"  O    El 

Derma-San  "MG"  Ready-To-Use  Hand 

Soap    E4 


Dyna-San  A-l  Degreaser  Cleaner    Al 

Dyna-San  Acid  Foam  Cleaner   A3 

Dyna-San  Alkaline  C.I.P.  Cleaner   Al 

Dyna-San  Automatic  Warewashing  De- 
tergent      Al 

Dyna-San  C.I.P.  Acid  Cleaner  A3 

Dyna-San  C.I.P.  Cleaner Al 

Dyna-San  Caustic  Liquid   A2 

Dyna-San  Caustic  Powder    A2 

Dyna-San  Chlorinated  C.I.P.  Cleaner  ..  Al 
Dyna-San  Chlorinated  Foam  Cleaner  ..  Al 
Dyna-San  Concentrated 

Sanitizer/Cleaner D2 

Dyna-San  Deodorant  Lotion  Skin 

Cleanser    El 

Dyna-San  Digestive  Enzymes  L2 

Dyna-San  E-2  Sanitizing  Hand  Cleanser  E2 

Dyna-San  G.P.  Degreaser  Cleaner  A4 

Dyna-San  Heavy  Duty  Foam  Cleaner  II  Al 
Dyna-San  Heavy  Duty  Foaming  Cleaner  A 1 
Dyna-San  Heavy  Duty  Skin  Cleanser  ..  El 
Dyna-San  Hood,  Grill  &  Oven  Cleaner   A8 

Dyna-San  Iodine  Sanitizer   D2 

Dyna-San  Lemon  Fresh  Pot  and  Pan 

Cleaner  A4 

Dyna-San  Lime  Remover  A3 

Dyna-San  Pot  and  Pan  Cleaner    Al 

Dyna-San  PCMX-1  E2  Hand  Wash  E2 

Dyna-San  Quat  Sanitizer D2 

Dyna-San  Sanitizing  Hand  Cleanser  ....  E2 
Dyna-San  Stainless  Steel  Maintnr 

w/Lemon  A7 

Dyna-San  T.B.S El 

Easy  Mop CI 

EXP  N-7-20  Foam  Cleaner Al 

Firing  Squad  Flying  Insect  Killer Fl 

Firing  Squad  Liquid  Residual  F2 

Firing  Squad  Residual  F2 

Firing  Squad  ULV  Spray  Insecticide  ....  Fl 
Firing  Squad  Wasp  &  Hornet  Spray    ....  Fl 

Fist  Disinfectant  Bowl  Cleaner C2 

Foam-Away  Extractor  Defoamer   A4 

Gamut  Sanitizer-Cleaner  D2 

Germa-Care  Lotionized  Skin  Cleanser  ..  El 

Germa-Medica  E4 

Germa-Medica  R  Ready-To-Use  Srgl. 

Soap    El 

H-Q  Germicidal  Concentrate    Dl 

Handi-Blend  Multi-Purpose  Cleaner    ..    A4 

Hi-Tor  Plus  Germicidal  Detergent  CI 

Hi-Tor  Poultry  House  Disinfectant A4 

HL  Foam  Cleaner  Al 

HQ  Farm  Sanitizer/Disinfectant  ....    D2.Q3 

HQ-10  Farm  Sanitizer D2 

HQ-15  Farm  Sanitizer/Disinfectant  D2.Q3 
HQ-37  Farm  Sanitizer/Disinfectant     D2.Q3 

HQ-64  II    A4 

H6-29L  Sanitizer-Cleaner  D2 

Instru-San  Instrument  Cleaner   Al 

J8-10P  Heavy  Duty  Degreaser 

Cleaner   A4A8 

K-215  Degreaser.Cleaner.Stripper    Al 

K-331  A2 

Keen  A4 

Knox-Out  A4 

L.B.C  Liquid  Bowl  Cleaner   C2 

Lemonal  CI 

Light  Scrub   CI 

Liqua  San  C A4.E4 

Liqua-San  "T"  Liquid  Hand  Soap    El 

Liquid  Bingo  Drain  Pipe  Opener  LI 

Lotion  Skin  Cleanser E4 

MagiClean  Heavy  Duty  Hard  Floor 

Cleaner   CI 

Magi  Conditioner  CI 

Mariko  A4 

Matar  Germicidal  Detergent  CI 

Medi-Scrub   E4 

No.  1  Cleaner  Chemical  Acid  Cleaner  A3 
Online  Controlled  Evaporation  Solvnt 

Dgr   Kl 

Online  Dielectric  Solvent  Kl 
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Online  General  Purpose 

Degreaser/Cleaner Al 

Online  Grease  Gun  In  A  Can  H2 

Online  Heavy  Duty  Cleaning  Crystals  CI 
Online  Heavy  Duty  Degreaser/Cleaner     A4 

Online  Industrial  Paint  Stripper   C3 

Online  Jell  Degreaser   Kl 

Online  Liquid  Hot  Tank  Stripper  A2 

Online  Penetrating  Oil  &  Moisture 

Remvr.    H2 

Online  Safety  Solvent  K2 

Online  Silicone  Lubricant  HI 

Online  Solvent  Degreaser  Kl  JC2 

Online  Solvent  Emulsion  Degreaser  ....    Kl 

Por-San  Porcelain  Cleaner   A6 

PVP  Iodine  Scrub  FE-8 14    E2 

PVP  Iodine  Scrub  FE-815    E2 

Q-Cide  CI 

Quanto  Germicidal  Detergent  CI 

S-505  Kl 

S-750  Kl 

Salt-Away    CI 

San  Pheno  X   C2 

Sana  Scrub E2 

Sana-Derm  E2 

Sana-San  Bowl  &  Porcelain  Cleaner  ..    C2 

Sanitate  Bowl  Cleaner C2 

Sedoc  CI 

Spal  Concentrate  Al 

Super  Green  Liquid  Soap  Al 

T-33   A2 

T-33  Caustic  Powder A2 

Thunderbolt  A4 

Tor  A4 

Torn  CI 

Tor  II  Germicidal  Cleaner  &  Deodorant  A4 
TOR  Germicidal  Cleaner  &  Deodorant    CI 

Wade   C3 

Whiteout  Grout  Cleaner  &  Whitener  ..  CI 
Window-San  Glass  &  Ceramic  Cleaner 

Cone CI 

0.25%  Triclosan  Scrub   El 

Huntington  Mt.  States 

Destain  Extra  Bl 

Neutralizer  Bl 

Power  Wash  JJ.  Bl 

Huntsville  Industrial  Supply  Co., 
Inc. 

De  Scale  Away  A3 

Hisco  Detergent  1250-A  Al 

Pink  Power    A4 

RC-50    A2 

Hurri-Kleen 

Hum-Safe  Degreaser A4 

Hurrisystems  Corporation 

101  General  Purpose  Cleaner  (Liquid)  Al 

201  General  Purpose  Cleaner  (Powder)  Al 
707  Heavy  Duty  Degreaser  Cleaner 

(Liq)    Al 

Hurst  Graphics 

No.  96  Silicone  Spray  HI 

Husk-Itt  Corp. 

Coolplex  Grease  Grade  No.  2    H2 

Coolube  Grease  Grade  No.  2  H2 

Dyna-Mite  Red  Grease  H2 

Huskey  Code-2  E.P.  Food  Mach.  Grease  HI 

Huskey  FG  300  Lube  Oil  HI 

Huskey  Hi-Lo  Series  Oil    HI 

Huskey  Hydro-Lube   HI 


Huskey  HTL-500  Grease    HI 

Huskey  HTL-500  Grease  Ultra  Low 

Grade HI 

Huskey  HVS-100  Silicon  Grease  HI 

Huskey  Lube  "0"  Seal  Valve  Lube  Stck 

Grd    HI 

Huskey  Ultra  Lube    HI 

Huskey  15A14Lube  Oil  HI 

Huskey  4003  Lube  Oil   HI 

Huskey  725  Lube    H2 

Husky  Lube  "O"  Seal   HI 

Husky  LVI-50  HI 

HTS-2  Moly  Grease   H2 

Hy-Grade  Chemical  Company 

Super  Strip-Sol    A4 

Hy-Grade  Distributors  Inc. 

Gold  Line  Baseboard  Stripper   CI 

Gold  Line  Glass  Cleaner CI 

Gold  Line  Stainless  Steel   CI 

Hy-Shine  A7 

KleerVue    CI 

Prime  Line  Glass  Cleaner  CI 

Prime  Line  Orange  Stainless  Steel  Clnr  CI 

Prime  Line  Vandalism  Mark  Remover  CI 

Problem  Solver   CI 

Safety  Solvent  K2 

Vandal  Mark  Remover  CI 

Hy-Pro  Chemical  Co. 

Hy-Pro  All  Purpose  Cleaner  CI 

Hy-Pro  Spray  Cleen    CI 

Hy-Speed  Products  Co.,  Inc. 

Stripper  &  Degreaser    CI 

Hy-Test  Industries 

Acrylic  Cleaner  CI 

Action  Magic  Ice  And  Snow  Melter   ..  CI 

Al-Brite  Aluminum  Brightner A3 

Clear  Liquid  Hand  Soap  El 

F.A.T.  Formula  2067    CI 

Formula  666    Al 

Freezer  Cleaner  A5 

Knock-Out  Drain  Opener  LI 

Lemon  Aid CI 

Pine  Oil   CI 

Sparkle  Plenty  Dishwash  Concentrate  A 1 
Sweet  Pea  Emulsion  Bowl  Cleaner   ....  C2 
46-J  Water  Soluble  Emulsifying  De- 
greaser    CI 

Hy-Test  303  Corp. 

Aqua  Gard  Boiler  Water  Treatment  ....    G7 
Black  Spot  Mold  And  Mildew  Remover  C2 

Hi  Action  Roach  Killer F2 

Hy-Test  Roach  And  Ant  Residual  Spray  F2 
Rust  Buster   A3 

Hyco  Chemical  Distributors 

Odo-Rout  Concentrate CI 

Hyde  Park  Supply  Company,  Inc. 

HP  Combat  5  A4 

HP  Medic C2 

HP  Merit   Al 

HP  Mintex  C2 

HP  Power A4 

HP  Silicone  Spray  H2 

HP  Thrust    A4 

Less-Suds  A4 


Hydra-Tone  Chemicals,  Inc. 

Amzo-500    G6 

Aqua-700  G2 

Aqua-720  G2 

Aqua-730  G2 

Dive-200    Al 

Dive^tOO    A2 

Dive-500    A2 

Flap    HI 

Flap-5  HI 

Isomeric  HT-203  Microbiocide    G7 

Isomeric-HT-5010  G6 

Isomeric-Ox-Scan   G6 

Sludge-Tro!-C   G6 

VPC-SM    G6 

Hydrite  Chemical  Company 

A.C.  LFNo.  168  A3 

Acid  Bright  No.  156  A3 

Acid  Concentrate  No.  152    A3 

Acid  Kleen  No.  180   A3 

Ad-Gel  No.  324 Al 

Alkali  L.F.  No.  257 A2 

Antiseptic  Hand  Soap  No.  456  El 

Appeal  No.  190  A3 

Attack  No.  242    Al 

APNo.  181   A3 

Bio  Builder  No.  369  Al 

Bio  Clean  No.  368    Al 

Blend  1112    CI 

Bottle  Wash  No.  1    A2 

Bottlewash,  No.  2  A2 

Bottlewash,  No.  3  A2 

Bottlewash,  No.  4  A2 

Bottlewash,  No.  6   A2 

Bowl  Cleaner  No.  155    C2 

Bright  Cleanse  No.  321     Al 

Bright  Solve  Acid  No.  167  A3 

Bright  Solve  Plus  No.  172   A3 

Caustic  Cleaner  No.  202  A2 

Caustic  Soda  Liquid  50%  A2 

Chelated  Caustic  MG   A2 

Chelated  Caustic  No.  256  A2 

Chelated  Defoamer  No.  555  Al 

Chlorbac  No.  416   D2 

Chloroclean  No.  269  A1.Q1 

Cir-Kleen  No.  265 Al 

Cleaner-Sanitizer  Dl 

Cling  No.  153   A3 

Complete  No.  362  Al 

Conquest  No.  370  Al 

Conveyor  Lube  No.  670  H2 

CIP  Acid  No.  171   A3 

Defoamer  No.  553  Al 

Descale  No.  556    Al 

Dissolve  No.  187  A3 

Dry  Bleach  No.  302   Bl 

Dura  Foam  No.  263    Al 

Duraclean  No.  210    Al 

Eggwash  No.  306    Ql 

Encore  No.  264  Al 

Enviro-Acid  No.  175 A3 

Escort  No.  686    H2 

F.G.10  No.  584  Al 

Filter  Clean  No.  275  Al 

Floor  Bright  No.  31 3    A4 

Foam  Brite  No.  377    Al 

Foam  Kil  No.  559  Q5 

Foam  Kleen  No.  261  Al 

Form  Rite  No.  279    Al 

Fury  No.  311  Al 

GJ>.C.  No.  381    Al 

Gallant  No.  151  A3 

General  Cleaner  No.  365    A4 

Grease  Gone  No.  303   Al 

Grease-XNo.  367  A1J31 

Grenade  No.  203  A2 

H.D.  Foam  Kleen  No.  262  Al 

RD.  Liquid  Alkali  No.  251    A2 

Hand-Chlor  No.  585  E3 
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Hand-Quat  No.  575  E3 

Hand-San  No.  458  E2 

Heavy  Duty  Caustic  Cleaner  No.  201       A2 

Heavy  Duty  Gallant  No.  158    A3 

Hydra-Sol  No.  259   A2 

Hydrite  Low  Foam  Cleaner    Al 

Hydrosheen  No.  352  Al 

Hyfac  No.  565  Al 

Immense  No.  361    A4.A8 

Impress  No.  372    A8 

Inhibited  Hydrochloric  Acid  PI 

Iodip  No.  577    E3 

IFC  Lube  No.  674 HI 

K-FoamNo.  266  Al 

Kick  No.  301  Al 

Liquaclean  No.  267  A1.Q1 

Liquid  Fury  No.  270  Al 

Liquid  Laundry  Builder  No.  268   Bl 

Liquid  Laundry  Suds  No.  364   Bl 

Liquitrol  Acid  No.  160  A3 

Liquitrol  Alkali  No.  253  A2 

Liquitrol  Conditioner  No.  551    Al 

Listat  No.  475  D2 

Lube-It  No.  685  H2 

LPANo.  182  A3 

LV  Concentrate  No.  385  Al 

Membrane  Cleaner  No.  215   A2 

Membrane  Cleaner  No.  371    A4,L2J>1 

Membrane  Cleaner  No.  373   Al 

Membrane  Cleaner  No.  386   Al 

Membrane  Cleaner  No.  395   Al 

Metal  Guard  No.  501    Al 

Moderate  No.  305  Bl 

Multiquat,  No.  455    D2 

Neutra-Soft  No.  550  B2 

Nitriclean  Acid  No.  161    A3 

NitroFoam  No.  184   A3 

NC  Concentrate  No.  387    A131 

NP  Powder  No.  309    Al 

O-San  No.  445    D2 

Orbit  No.  363    Al 

Phosphoric  Acid-75%  A3 

Poly-Det  No.  205    Al 

Pro-Tect  No.  154 A3 

Q-San  No.  460    D2 

Radiant  No.  360    A131 

Re-Di  Foam  No.  271    A8 

Re-New  No.  164  A3 

ReconNo.  208    Bl 

Refine  No.  178    A3 

Release  No.  159    A3 

Relief  No.  562  Al 

Resolve  No.  260  Al 

Restore  No.  206    Bl 

Rifle  No.  157  A3 

Rinse  Free   A3 

Rust  Remover  No.  163  A3 

Safechlor  No.  376  Al 

San  Det  Toilet  Bowl  Cleaner  C2 

San-I-King  No.  451  ..  D231.G4,G5,Q4,L1 

Sani-Pet  SW  No.  673   H2 

Saniphor  No.  450    D2 

Saniphor  No.  470    D2 

Scale  Control  No.  552    A1.G2 

Shell  Clean  No.  316   QI 

Shine,  No.  166  A3 

Shurguard  No.  452    D2 

Sodium  Hypochlorite 

15%  D231.G4,G5,L1,Q4 

Solve  It  No.  192   A3 

Special  Additive  No.  554  Al 

Special  Alkali  No.  7   A2 

Spectrum  No.  204  A2 

Speed  Clean  No.  165    A3 

Super  B  Kleen  No.  310    Al 

Super  Degreaser  No.  378   A131 

Super  Quest  No.  278  A2 

Suppress  No.  390    Al 

Target  No.  304    Al 

Total  No.  207    A2 

Tri-Acid  No.  186 A3 


Trimph  No.  384 Al 

Trolley  Wash  No.  245    Al 

Turbo  No.  309  Al 

Ultra  Clean  No.  354   Al 

Universal  Cleaner  No.  307  Al 

Vantage  No.  212  A2 

Wand  No.  308  Al 

White  Mineral  Oil  No.  658    HI 

White  Oil  No.  656    HI 

White  Oil  No.  657    HI 

White  Oil  No.  659    HI 

White  Oil  No.  660    HI 

White  Oil  No.  661    HI 

WT583   G5 

1,1,1-Trichloroethane    Kl 

502  WE   C1JC2 

Hydro  ( 'hem 

Hands  Clean    E4 

Hydro  Chem  Laboratories,  Inc. 

AC-1810    G6 

BOX-100  G6 

BP-1822  G6 

BP-1823  G6 

BSC-100    G7 

BSC-200    G6 

BSC-3820    G6 

BSC-3821    G7 

BSC-3822    G6 

BSC-3822N  G6 

BSC-3823    G7 

BSC-3830    G7 

BW-3880  G6 

COSL-10  G6 

HML-30  G6 

HMP-10  G6 

HMP-1820  G6 

OX-2805    G6 

RLT-100    G6 

RLT-4840    G6 

RLT-6840    G6 

RLT-9840    G7 

Silicor    G6 

Hydro  Chemicals,  Inc. 

CWT  702  G7 

OS-34L    G6 

SCP-200HP  G6 

SR^2L    G6 

Hydro  Dynamics 

Hydro  Dynamics  101    G7 

Hydro  Dynamics  105    G6 

Hydro  Dynamics  1 10    G6 

Hydro  Dynamics  1 1 1    G6 

Hydro  Dynamics  116    G6 

Hydro  Dynamics  122    G6 

Hydro  Dynamics  123    G6 

Hydro  Dynamics  124    G6 

Hydro  Dynamics  131    G6 

Hydro  Dynamics  3020    G7 

Hydro  Dynamics  502    G7 

Hydro  Dynamics  503    G7 

Hydro  Dynamics  506    G6 

Hydro  Dynamics  540    G7 

HD  561    G7 

HD  562    G7 

102  G7 

151  G7 

152  G7 

181   G7 

3000  G7 

3022  G7 

3503  G7 

505  G7 

510  G7 


Hydro  Sales  and  Service  Co.,  Inc. 

Hydro-Magic  Stm&Prssr  Wshng  Comp   Al 
Hydro  Technologies,  Inc. 

HT-150 G7 

HT-190 G6 

HT-20 G7 

HT-231  G6 

HT-290 G6 

HT-410 G7 

HT-425 G7 

HT-470 G7 

HT-490 G6 

HT-600 G7 

Hydro-Balance  Corporation 

H.B.  30  Liquid  Ice  Machine  Cleaner  ..    Al 

Hydro-Coil  Concentrate    PI 

Hydro-Kleen  Concentrate  PI 

Non  Acid  4X  Coil  Cleaner  Base   PI 

Super  H.D.  Cleaner  Al 

Ultra-Max    G7 

3-D  Non-Acid   PI 

Hydro-Chem  Corporation 

H.C.  71    G7 

HC.-220    G6 

H.C-230    G6 

H.C-231    G6 

HC-110    G6 

HC-112    G6 

HC-114    G6 

HC-115    G6 

HC-210    G6 

HC-211    G6 

HC-212    G6 

HC-213    G6 

HC-214    G6 

HC-215    G6 

HC^tlO    G6 

HC^ll    G6 

HC-412    G6 

HC-413    G6 

HC-440    G6 

HC-441    G6 

HC^42    G6 

Hydro-Therm  Industries 

B-40  G6 

B-41  G7 

B-53  G6 

B-63  G6 

B-64  G6 

S-20  G6 

Hydrochem/ 

Div  of  Southeast  Water 

Laboratories  Inc. 

Formula  #747    Al 

Freezer  Clean  Anti-Freeze    A5 

Mildew  Stain  Remover  Al 

Hydroclean  Equipment 

HC-100SS   Al 

HC-150    Al 

HC-200    A4.C1 

Hydron  Inc. 

Altafloc    LI 
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Hydroplex  Chemical  Corp. 

Hydroplex-DFP  G6 

Hydroplex-FP    G6 

Hydroplex-FP  Steam  System  Treatment  G6 

Hydroplex  Chemical  Products 

Hydroplex  P-H    G6 

Hydroplex  SPP-1A    G6 

HydroPlex  S/C  2510  G6 

HydroPlex  SPD  G6 

HydroPlex  SPM    G6 

HydroPlex  SPP-2A   G6 

Hydrotec  Services,  Inc. 

SLT   G6 

Hydrotech  Chemical  Corporation 

Boiler  Treat  G6 

BWT  600  A  G6 

BWT  600  B  G6 

BWT  6000  G6 

BWT  604  G6 

BWT  610  FG G6 

BWT  613  G6 

BWT  620  FG G6 

BWT  623  FG G6 

BWT  625  FG G6 

BWT  630  G6 

BWT  655  G6 

BWT  670  FG G6 

BWT  675  FG G6 

BWT  685  G6 

BWT  690  G6 

Hydrotex,  Inc. 

Deluxe  No.  507-R  HI 

Golden  Kleenz  Al 

Hy-Torque  Fluid   H2 

Lubrakleen  H2 

Moly-Plus  SAE  80W-140  M-Vis  Gr 

Lub  w/Mly   H2 

Multi-Film  SAE  80W-140  M-Visc.  Gear 

Lubr H2 

MT-55  Acculube  H2 

MT-55  Acculube-Light  H2 

Natural  Citrus  Cleaner  &  Degreaser  ..  CI 
No.  101  Penetrating  Oil  &  Moist. 

Displcr H2 

No.  101  Penetrating  Oil  &  Moisture 

Rmvr.    H2 

No.  103  Non-Slip  Belt  Dressing    PI 

No.  105  Silicone  Spy  Lubmt  &  Rels 

Agent HI 

No.  1050  Concentrate  Water  Base 

Cleaner   Al 

No.  106  Teflon  Dry  Lub.  &  Release 

\gent H2 

No.  1060  Gelled  Solvent  Degreaser  ....  CI 
No.  520  Synthetic  High  Temp.  Chain 

Lubr H2 

No.  555  White  Food  Machinery  Grease  HI 

No.  602  Perma-Temp  w/Moly  Medum  H2 

No.  670  Copr  Gear  Cote H2 

No. 109  Synthetic  High  Temperature 

Grease  H2 

No.528  Deluxe  HiSpd  Chn,  Wr  Rp&Cbl 

Lubr H2 

Para-Syn  E.P.  Gear  Lube    H2 

Shop  Hand  Pumice  Hand  Cleaner   E4 

Shop  Hand  Smooth  Hand  Cleaner  E4 

Systems  I  Extra  Heavy  H2 

Systems  I  Extra  Light  H2 

Systems  I  ISO  10    H2 

Systems  I  ISO  100    H2 

Systems  I  ISO  150    H2 

Systems  I  ISO  22   H2 


Systems  I  ISO  220    H2 

Systems  I  ISO  32    H2 

Systems  I  ISO  46    H2 

Systems  I  ISO  68    H2 

Systems  5K  Air  Compressor  Oil   H2 

SG-1 11  Ultra-Shield   HI 

1 10  Heavy  Duty  Solvent  Degreaser  ....  Kl 

550  White  Food  Machinery  Grease  ....  HI 

560  Ultra-Kleen  Food  Machinery  Lu- 
bricant    HI 

561  Ultra-Kleen  Food  Machinery  Lu- 
bricant    HI 

562  Ultra-Kleen  Food  Machinery  Lu- 
bricant    HI 

565  Ultra-Kleen  Food  Machinery  Lu- 
bricant    HI 

566  Ultra-Kleen  Food  Machinery  Lu- 
bricant    HI 

711  SAE  80  Deluxe  SP  Multi-Lube  HD 
GrLb    H2 

712  SAE  90  Deluxe  SP  Multi-Lube  HD 
GrLb    H2 

713  SAE  140  Deluxe  SP  Multi-Lube 

HD  GrLb H2 

930  Industrial  Gear  Lubricant  ISO  100  H2 

931  Industrial  Gear  Lubricant  ISO  220  H2 

932  Industrial  Gear  Lubricant  ISO  320  H2 

933  Industrial  Gear  Lubricant  ISO  460  H2 

934  Industrial  Gear  Lubricant  ISO  680  H2 

Hydrus,  Inc. 

#301  G6 

#310  G6 

#320  G6 

Hydrus  311    G7 

Hydrus  322 G7 

Hydrus  331    G6 

Hydrus  350   G6 

Hydrus  351    G6 

Hydrus  503   G7 

300  G6 

333  G6 

500  G7 

Hyge-Nex  Surgical  Systems  Inc. 

Hyge-Klenz  Antiseptic  Lotionized  Soap  El 

Hygin  Sanitary  Supply  Co. 

Diablo  Spontaneous  Cleaner  &  Dgrsr 

Cone Al 

Safe-T-Clean  Non  Butyl  Cleaner  Al 

Serpent  CI 

Hylon-Koburn  Chemicals,  Inc. 

Hy-Ko  Jet  Wite  C2 

Hypure,  Inc. 

Hydrex  AS  543  G7 

Hydrex  B  120   G6 

Hydrex  B  220   G6 

Hydrex  B  921    G6 

Hydrex  BC  623  G6 

Hydrex  BC  723  G6 

Hydrex  BG  421 G6 

Hydrex  BG  521  G6 

Hydrex  BG  522 G6 

Hydrex  BG  621  G6 

Hydrex  BG  622  G6 

Hydrex  BG  721  G6 

Hydrex  BG  821  G6 

Hydrex  BG  822  G6 

Hydrex  BP  121    G6 

Hydrex  BP  121G  G6 

Hydrex  BP  123  G6 

Hydrex  BP  123X  G7 

Hydrex  BP  124  G6 


Hydrex  BP  521    G6 

Hydrex  BP  523   G6 

Hydrex  BP  524  G6 

Hydrex  BX  222  G6 

Hydrex  BX  525  G6 

Hydrex  C  432   G7 

Hydrex  C  532   G6 

Hydrex  C  632   PI 

Hydrex  CG  517  G7 

Hydrex  CG  518  G5.G7 

Hydrex  CG  518G    G7 

Hydrex  CG  519  G5.G7 

Hydrex  CG  917  G7 

Hydrex  CG  918  G5.G7 

Hydrex  CL  131G PI 

Hydrex  CL  433  PI 

Hydrex  CL  732  G6 

Hydrex  CL-131   PI 

Hydrex  DF  120  G7 

Hydrex  L  697    G7 

Hydrex  LT  797  G7 

Hydrex  O  326   G6 

Hydrex  OP  828  G6 

Hydrex  P  315    G5,G7 

Hydrex  PH  310  PI 

Hydrex  RT  521   G5.G7 

Hydrex  RT  524  G5.G7 

Hydrex  RT  527   G5 

Hydrex  SC  323   G6 

Hydrex  SC  423   G6 

Hydrex  SR  222  G6 

Hydrex  SR  224  G6 

Hydrex  SR  924   G6 

Hydrex  TC  512  G7 

Hydrex  TC  712  G7 

Hydrex  TC  812   G5.G6 

Hydrex  TC  912  G7 

Hydrex  W  872  G2.G5 

Hydrex  WT  272    G3 

Hydrex  WT  873    G2 

Hydrex  WT  874    G2.G5 

Hydrex-200    G6 

Hydrex-275    G6 

Hydrex-280   G6 

Hydrex-285    G6 

Hydrex-300   G6 

Hysan  Corporation 

A.M.  Concentrate    A1.E1 

A-Plus    CI 

A-40  Insect  Killer  F2 

Aero-Bol  Bowl  Cleaner    C2 

Aerodet    A4 

Aerodet  NB  Non-Butyl  Hvy-Dty  Clnr 

&Dgrsr    CI 

Alclear  CI 

All  Purpose  Cleaner  Concentrate  A4 

All  Purpose  Cleaner  Unscented   Al 

Always  CI 

Ambush  Insect  Killer    F2 

Aqua  Kill  Insect  Killer  Concentrate  F2 

Aqua  Sect  Concentrate   Fl 

Aqua-Sect  Insecticide  Fl 

Aquaban  F2 

Aura  Multi-Purpose  Polish  CI 

AA  Fly  Spray    Fl 

B-U  Foam  Cleaner    CI 

Bafix  Germed  Spray  &  Wipe  Clnr&Surf 

Deod   CI 

Bendiocide  F2 

Bergamot  CI 

Big  Blast   F2 

Big  Blow  Fl 

Big  Fyte  C2 

Big  Red   LI 

Big  Shot  F2 

Blue  Grotto   CI 

Bout  Airborne  For  Flying  Insects Fl 

Bout  Flying  Insect  Killer    Fl 

Bout  Liquid  Airborne  For  Flying  Insects  Fl 
Bout  Residual  For  Crawling  Insects  F2 
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Bout  Total  Release  Fogger  F2 

Bowl  Blocks   C2 

Bowlex  C2 

Box  O'  Blocs  C2 

Brake  Cleaner  Brake  Parts  Cleaner   PI 

Brake  Parts  Cleaner PI 

C.I.K.  Roach'N  Ant  Killer   F2 

C-Spra  Baby  Powder  Scent    CI 

C-Spra  Disinfectant  Deodorant  CI 

C-Spra  Lemon  Scent  CI 

C-Spra  Spearmint  Scent   CI 

Can-I-San  C2 

Chemulsol    Al 

Cherry  Blossom  C2 

Cherry  Blossom  Plokl  Insect  Killer  FI 

Cherry  Klop  Fl 

Cherry  Konk   Fl 

Citrone  Disinfectant  Deodorant    CI 

Clean  &  Neat El 

Clean  Mint  Disinfectant  Deodorant   ....    CI 

Cleaner  for  Deep  Fry  Kettles  A2 

Clear-Thru  CI 

Clinch  Hand  Cleaner E4 

Concentrated  Insecticide  Fl 

Concentrated  Liquid  HandSoap   El 

Concept   C2 

Concrete  Cleaner  A4 

D.T.  Heavy  Duty  Cleaner  CI 

Dairy-San  D2 

Degreaser  Concentrate    A1.L1 

Dek  Concrete  Cleaner  CI 

Delicious  Apple  Air  Neutralizer  CI 

Deo-Quat  Lemon  Odor  A4 

Deo-Quat  Mint  Odor  CI 

Deo-Quat  Pine  Odor  CI 

Dirtex  Al 

Disinfectant  #3    CI 

Disinfectant  #7  Hospital  Disinf.  Deod.     C2 

Disinfectant  #8    CI 

Disinfectant  Iodine  Sanitizer Dl 

Do-Rite    LI 

Dri  Kil  Fl 

Dn-Kil  Fl 

Dri-Kil  Plus  Fl 

Driscent   CI 

Driscent  T   CI 

DB  Stainless  Steel  Polish  A7 

E-Lime-Inate   A3 

Early  Mist   CI 

Econo  Concrete  Cleaner  A4 

Electric  Motor  Cleaner  K2 

Enviro  Lite  All  Purpose  Detergent  CI 

Enviro  Lite  Cleaner/Degreaser  CI 

Enviro  Lite  Disinfectant/Deodorant   ....    CI 

Enviro  Lite  Drain  Maintainer  L2 

Enviro  Lite  Foam  Cleaner    CI 

Enviro  Lite  Glass  Cleaner CI 

Enviro  Lite  Neutral  Disinfectant  Dtrgnt   CI 

Enviro  Lite  Organic  Acid  Cleaner  CI 

Enviro  Lite  Stainless  Stl  Polrsh/Maint.     CI 

Ez-Kleen    CI 

Futron  25  Dl 

Fyte  "60"  CI 

Fyte  Bloc  20  Sewer  Bloc   CI 

Fyte  Hospital  Germ.  Detergent  CI 

Fyte  13  Hospital  Disinfectant  CI 

Fyte  7  Bacteriostat    CI 

FTK-20  Insect  Killer   F2 

FS-200  Sanitary  Spray  Lubricant  HI 

Gly  CI 

Gly  Hnyskl  The  Glycol  Air  Frsh&Surf 

Deod   CI 

Gone A8.C1 

Grill  &  Fryer  Cleaner  A8 

H-28  Cleaner  A4 

Heavy  Duty  Solvent  Degreaser    CI 

Hexit  Insect  Killer Fl 

Hint  Of  Mint  CI 

Hot  Rod  LI 

Hot  Stuff   CI 

Hy  Chrome   CI 

Hy-Clear    CI 


Hy-Grip   PI 

Hy-Kil  Fly  &  Roach  Spray Fl 

Hy-O-Dine  Dl 

Hy-O-Lan  Super  Duty  Soap  C2 

Hy-Od-Abate  CI 

Hy-Slurp    Jl 

Hy-Solv   K2 

Hy-Strip  A4 

Hy-Tef  H2 

Hy-Treat  Shower  Suds    E4 

Hyaction  Improved  Oven  Cleaner   A8 

Hyblast F2 

Hycide  G7 

Hycreme A4 

Hydene  A4 

Hydrang  Prilled  Drain  Opener  LI 

Hyfoam  Foaming  Cleaner/Degreaser  ..    A 1 

Hyhex Fl 

Hylril  Aerosol  Insect  Killer Fl 

Hyodine  Plus  D2 

Hypine  7    CI 

Hyron  Soothing  Soap    C2 

Hysan  Country  Garden  Air  Neutralizer    CI 
Hysan  Designer  Fragrance  Male  Air 

Neutr.    CI 

Hysan  Hy-Dri  Insecticide  Spray  F2 

Hysan  Kalm  The  Essence  of  Tranquility  CI 
Hysan  Meter  Mist  Odor  Neutralizer  ....    CI 

Hysan  Quat-Cide  D2 

Hysan  Risque  The  Essence  of  Romance  CI 
Hysan  Super  Insecticide  Concentrate  ....  Fl 

Hyshine    A7 

Hysil  Silicone  Spray  Aerosol   HI 

Hysilan  Barrier  Creme    E4 

Hyspray  77    CI 

Hyzex  CI 

Hyzyme   L2 

HD  Alkaline  Cleaner  Concentrate   A2 

HDC  Degreaser  A4A8 

HP-673  G6 

HP-88  Sewer  Solvent   LI 

HT  Degreaser  The  "New"  Safety  Sol- 
vent      K2 

HT  Liquid  Degreaser  The  "New"  Sfty 

Slvnt   CI 

HY-T  Metered  Insecticide  Aerosol    F? 

K  P  Degreaser  Al 

K.O.  Dose  Insect  Killer    Fl 

Keep  It  Simple    Al 

KO-40  Insect  Killer Fl 

L-624  K2 

L-865  A4 

Lemon  Hyshine  CI 

Lemon  20  Disinfectant  Deodorant  C2 

Liqui-Klenz  C2 

Liquid  Degreasing  Compound   Kl 

Liquid  Hand  Soap  El 

Liquid  Hyshine   CI 

Liquid  NuGloss  Al 

Liquid  Steam  Cleaning  Compound    ....    Al 

Liquify  CI 

Live  Battery  Saver    PI 

Lo-Sope  El 

Lube-TF  Dry  Spray  Lubricant   H2 

Ludene  C2 

Luscious  Peach  Air  Neutralizer   CI 

LC  Degreaser CI 

Magic  Mist  Apple  CI 

Magic  Mist  Peach  CI 

Magic  Mist  V.O.  One  Shot CI 

Mandarin  Orange  Air  Neutralizer CI 

Marco  #1   Al 

Marco  APC   CI 

Master-KIeer   LI 

Medicide    C2 

Medicide  Country  GrdnScnt  Hosp  Disf 

Deod   CI 

Medicide  Orange  Scent  Hosp.  Dsnfct 

Deod   CI 

Merit  SS  Cleaner CI 

MintFlor-Al    CI 

Mint  Glass  Cleaner  CI 


Mintene   C2 

Monitor  4  Non-Acid  Toil 

Bowl&WashRm  Clnr  C2 

Monitor  4  Toilet  Unit  C2 

MIM  Silicone  Lubricant  HI 

N.P.C.  Non  Porous  Cleaner   Al 

N.R.  Electronic  Solvent  Degreaser K2 

Neu-Quat  64  Neutral  Dsnf-Clnr-Deodz 

Cone   CI 

Neu-Quat  64L  Neut  Dsnf-Clnr-Deodrz 

Cone   CI 

Neu-Quat  64M  Neut  Dsnf-Clnr-Deodrz 

Cone   CI 

Neu-Quat  64P  Neut  Dsnf-Clnr-Deodrz 

Cone   CI 

New  Super  Smooth  Cleansing  Creme   ..  E4 

No  Fume   LI 

Non-Acid  Sys  3  Toilet  Bowl  & 

WashRm  Clnr  C2 

Nu  Air  Deodorant  CI 

Nu-Gloss  Beads  Al 

Number  One  Hosp.  Disinf  Deod  Aerosol  CI 

NAB  H2 

NC  Degreaser   K2 

Ocean  Breeze  Air  Neutralizer CI 

Odorless  Wildcat  Concrete  Cleaner  ....    A4 

Opalium  Cleaner  Al 

Orchard  Fresh  Dr  Spr  Micro-Mst 

AirFrshnr CI 

OB^O  Insect  Killer Fl 

Pearl  Creme  A4 

Pest-Ban  Ant  &  Roach  Crawling  Inset 

Kill    F2 

Pine  Oil  Disinfectant  Coef.  3  CI 

Pine  Oil  Disinfectant  Coef.  5  CI 

Pink  Hand  Soap El 

Pink  Magic  Concentrate   Al 

Plok!  Insect  Killer  Fl 

Poly-Zag    C2 

Porcelain  and  Metal  Cleaner  &  Bri- 

ghtener    CI 

Porex    A3 

Pow    LI 

Power  Foam  Plus    L2 

Powerfoam  L2 

Pumice  Soapcream    E4 

Pure  Glide   HI 

PS  75  Insect  Killer   Fl 

Q.B.  Hand  Cleaner   E4 

Quadra-Sept  Dl 

Quatcide  D2 

Quick  Wash  Bl 

Red  Pressure  Wash   Al 

S  K  Concentrate    Al 

S-Cleaner  C2 

Sac  K2 

Safeway  Bleach  Bl 

Saniwash-FF   E2 

Scrubicide    E2 

Scrubicide  "0"   E2 

Scrubicide  E    E2 

Sewer  Solvent   LI 

Shear  Gel  CI 

Slash    A3 

Sleek  Germicidal  Cleaner  &  Deodorant   CI 

Smite  25    Fl 

Smite  35    Fl 

Smite  50    Fl 

Smooth  Waterless  Hand  Cleaner   E4 

Sno-Cleang    C2 

Soapcream  El 

Soapcream  Antiseptic   E4 

Soapcream  Heavy  Duty  Hand  Cleaner  ..  El 

Soapcream  Lotion  E4 

Soapcream  Thick  &  Creamy  H.D.  Hand 

Clnr  E4 

Solvene  Pink  Powder    CI 

Spectrum  I  Al 

Spectrum  2 Al 

Splendid  A7 

Spoox  Residual  Roach  Liquid    F2 

Spray  N'  Wipe  Multi-Use  Clr.  Degreaser  CI 
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Sta-Brite  CI 

Stainless  Steel  Cleaner   A7 

Sterizone    C2 

Super  Diazinon  Spray  F2 

Super  Hy-Kil  Insect  Killer  Fl 

Super  Hykil  Liquid  Insecticide Fl 

Super  Hysanite    Al 

Super  Roach  Spray   Fl 

Sure  Quat  Detergent  Disinfectant CI 

Sure  Scrub  A4 

Sure  Sept  D2 

Surface  Cleaner  300   Al 

Surgent  E4 

Surgent  Unscented El 

Sweetline  CI 

Sweetline  Concentrate  CI 

Sweetline  Pressurized  CI 

Sweetline  Ready  To  Use CI 

Swinger   A4 

System  3  Bowl  Cleaner  Disinfectant  ..  C2 
System  3  Neutral  Deodorant  Cleaner  ..    A4 

System  3  Urinal  Bloc-Screen  C2 

SK  Stainless  Steel  Cleaner  CI 

SPC    C2 

Take-Ten   A8 

Tame    LI 

Tetralite  Al 

Thrice  Steam  Cleaner  A2 

Tout  Tile  &  Grout  Cleaner C2 

Traffic  Light   C2 

Trans-Kill  1  Fl 

Trapper F2 

Trapper  Liquid F2 

Tropico  40  E4 

Tropico  40A  Liquid  Hand  Soap  E4 

Tuf-Stuf  Liquid  Hand  Cleaner  El 

Ugly  Duck  E4 

Vac A4 

Vandalex   CI 

Velvet  Suds  Al 

Victory  Disinfectant  5  CI 

Vigate  #2  Air  Sanitizer  Deodorizer  ....  CI 
Vigate  #3  Air  Sanitizer  Deodorizer  ....  CI 
Vigate  #4  Air  Sanitizer  Deodorizer  ....  CI 
Vigate  #5  Air  Sanitizer  Deodorizer  ....  CI 
Vigate  #6  Ai  r  Sanitizer  Deodorizer  ....  CI 
Vigate  #7  Air  Sanitizer  Deodorizer  ....  CI 
Vigate  #8  Air  Sanitizer  Deodorizer  ....  CI 
Vigate  #9  Air  Sanitizer  Deodorizer  ....  CI 
Vigate  One  Air  Sanitizer  Deodorizer  ..    CI 

Vival  The  Essense  of  Vitality  CI 

VIP CI 

Waterless  Soapcream    E4 

Wint  Mint  Disinfectant  CI 

Wisp  Of  Spice  CI 

X-OX  A3 

15%  Liquid  Coco  Hand  Soap  El 

361  Insect  Killer  Fl 

40  Plus  El 

6209  Heavy  Duty  Cleaner   Al 

710  G  Non-Butyl  Cleaner  Degreaser  ..    Al 

Hvte  Engineering,  Inc. 

Hyte#550    G6 

Hyte611-L5    G2 

Hyte  705    G7 

H2(Mogy,  Inc. 

Brine  Plus    PI 

I  A  C  Chemical  Company 

Floor  Cleaner A4 

IAC  Dish  Detergent    Al 

Scrappy  Hand  Cleaner    El 

Scrappy  Industrial  Pine  Cleaner  CI 

Scrappy  Instant  Action  Cleaner   Al 

Scrappy  Multi-Purpose  Cleaner   Al 

Scrappy  Spray  Cleaner   Al 

Scrappy  Spry  Clnr  Steam  Clng.  Comp.  A4 


I  B  A,  Incorporated 

Dairy  Fogging  Spray Fl 

FC-699  Al 

FC-900  Chlorinated  Egg  Wash Ql 

FS-100  D2 

Liquid  Manual  Cleaner  A4 

Pyrethrin  Dairy  Spray  "C"   Fl 

PAC-297    A3 

PC-301  Manual  Acid  Cleaner A3 

PC-516  Liquid  CIP  Al 

PC-700  Manual  Cleaner  Al 

Reflect  A2 

Regulate  LI 

Spray  'n  Kill  (Aerosol)   Fl 

The  "Natural"  Plus  Pyrethrum  Fly  Bomb  Fl 

I  C  I  Americas  Inc. 

Commodore  10WP  Insecticide  F2 

Demon  WP  Insctcd  in  Wtr-Soluble 

Packets    F2 

Demon  WP  Insecticide  F2 

Havoc  Rdntcd  Bait  Pack  Pellet- 

sCont3tra  F3 

Havoc  Rdntcd  BaitPk 

Mini-Pell.Cont.Btra    F3 

Havoc  Rodenticide  Bait  Pack  (Pellets)     F3 
Mitchell  Heavy  Duty  Laundry  Com- 
pound        Bl 

Mitchell  Laundry  Detergent   Bl 

Talon  G  Rodenticide  Pellets  F3 

Talon-G  Rdntcd  Bait  Pack 

Pell.Cont.Btra  F3 

Talon-G  Rdntcd  Bt  Pk  Mini-Pell- 

Cont.Btra    F3 

Talon-G  Rdntcd  Mini-Pellets 

Cont.Bitrex   F3 

Talon-G  Rdntcde  Pellets  Contains  Bitrex  F3 
Talon-G  Rodent.  Bait  Pack  (Mini-Pel- 
lets)    F3 

Talon-G  Rodenticide  Bait  Pack  (Pellets)  F3 

Talon-G  Rodenticide  Mini-Pellets   F3 

Weather  Blok  Bait F3 

WeatherBlok  Bait  w/Btra  Made 
w/TlnRodnt  F3 

IC  L 

Enviro  Care  All  Purpose  Cleaner  CI 

Enviro  Care  Tough  Job  Cleaner  CI 

Enviro  Care  Washroom  &  Fixture 

Cleaner   CI 

I  C  P/West,  Inc. 

AS-405  A3 

Cleaner  A-194  Al 

Cleaner  No.  22  FP    Al 

Cleaner  12-FP  Al 

Cleaner  13-FP  A2 

Cleaner  130  CI 

Cleaner  131   CI 

Cleaner  132  CI 

Cleaner  14-FPM Al 

Cleaner  15-FP  Al 

Cleaner  16-FP  Al 

Cleaner  200-FP  A2 

Cleaner  202-FP  Al 

Cleaner  202- 1-FP    Al 

Cleaner  214  Al 

Cleaner  32-FP  A2 

Cleaner  351-L  A4 

Cleaner  373-L  Al 

Cleaner  373-LM    Al 

Cleaner  374-L   Al 

Cleaner  38-FP  A2 

Cleaner  38-FPM    A2 

Cleaner  391-L   Al 

Cleaner  42-FP  A2 


Cleaner  42-FPM    A2 

Cleaner  46-FP  Al 

Cleaner  46-FPM    Al 

Cleaner  46-FPS  Al 

Cleaner  47-FP  Al 

Cleaner  49-FP  Al 

Cleaner  52-FP  A2 

Cleaner  55-FP  A2 

Cleaner  60-FP  Al 

Cleaner  60-FP-M  Al 

Cleaner  60-FPS  Al 

Cleaner  64-FP  A4 

Cleaner  65-FP  Al 

Cleaner  67-FP   Al 

Cleaner  68-FP   CI 

Cleaner  69-FP  Al 

Cleaner  71-FP   A2 

Cleaner  73-FP  Al 

Cleaner  74-FP  Al 

Cleaner  76-FP  Al 

Cleaner  77-FP  A2 

Cleaner  77-FPM    A2 

Cleaner  79-FP  Al 

Cleaner  80-FP  Al 

Cleaner  80-FP-M  Al 

Cleaner  80-FPR  Al 

Cleaner  81-FP  Al 

Cleaner  81 -FPM    Al 

Cleaner  82-FP  Al 

Cleaner  82-FPL  Al 

Cleaner  83-FP  A4 

Cleaner  84-FPM   Al 

Cleaner  85-FP  Al 

Cleaner  86-FP  Al 

Cleaner  87-FP  Al 

Cleaner  88-FP  Al 

Cleaner  88-FPM    Al 

Cleaner  89-FP  Al 

Cleaner  90-FP  A8 

Cleaner  92-FP  Al 

Cleaner  94  FP  Al 

Cleaner  96-FP  Al 

Cleaner  97-FP  Al 

Cleaner  98-FP  A2 

Cleaner  99-FP  A4 

Defoamant  72    Al 

Hand  Cleaner El 

LubeJD-411    H2 

Lube  100-FP   H2 

Lube  101-PET  H2 

Lube  105-FP   H2 

Lube  105-FPM    H2 

Lube  106-FP   H2 

Lube  106-FP   H2 

Lube  107-FP   H2 

Lube  108-FP   H2 

Lube  145-FP   H2 

Lube  94-FP  H2 

Plasticlean  #3 Al 

Plasticlean  #4 Al 

Plasticlean  #65  Al 

Plasticlean  #722 A2 

Rinse-Brite G5 

Sol  Klean  303  A3 

Sol-Klean  310  A3 

Solkleanl311    A3 

Solklean  350   A3 

I  C  S  Corporation  of  America 

ICS  130   Al 

ICS  200   D2 

ICS  202   D2 

ICS  204   A3 

ICS  206   D2.Q3 

ICS  208   A4 

ICS  210   A4 

ICS  212   D2 

ICS  260   CI 

ICS  414   Al 

ICS432P  Al 

ICS  434   Al 
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ICS  440   Al 

ICS440F  Al 

ICS  480  HI 

ICS  490  A5 

ICS-400   Al 

ICS-402  Al 

ICS-404   Al 

ICS-410   Al 

ICS-412   Al 

ICS-416   Al 

ICS-430   A2 

ICS-432  A2 

ICS-433   A2 

ICS-436   Al 

ICS-436F  Al 

ICS-460   A3 

ICS-460F  A3 

ICS-462  A3 

ICS-462F  A3 

I  D  Industries 

Engine  Degreaser    K2 

Heavy  Duty  Chain  Lube  H2 

Non-Flammable  Penetrating  Oil  H2 

I  G  I  Adhesives,  Inc. 

Butyl  Caulk  &  Sealant  20  66  x  1 155    ..  PI 

66X907  Butyl  Caulk  PI 

66X942  Foam  Adhesive  PI 

I  G  I  Petroleum  Specialties,  Inc. 

Britol  13  USP   HI 

Britol  15  T HI 

Britol  15  USP   HI 

Britol  18  USP  White  Mineral  Oil    HI 

Britol  18T   HI 

Britol  20  USP  White  Mineral  Oil    HI 

Britol  20T  Technical  Mineral  Oil H2 

Britol  24  USP  White  Mineral  Oil    HI 

Britol  240  T  Technical  Mineral  Oil  ....  HI 

Britol  25  USP   HI 

Britol  35  USP  White  Mineral  Oil    HI 

Britol  35T    HI 

Britol  38  USP   HI 

Britol  50  USP  White  Mineral  Oil    HI 

Britol  50T  Technical  Mineral  Oil  HI 

Bntol  55T    HI 

Britol  6  USP  White  Mineral  Oil    HI 

Britol  6T    HI 

Britol  7  USP  White  Mineral  Oil    HI 

Britol  7T    HI 

Britol  9  USP  White  Mineral  Oil    HI 

Britol  9T    HI 

Crystosol  NF  60  White  Mineral  Oil  ....  HI 

Crystosol  NF  70  White  Mineral  Oil  ....  HI 

Crystosol  NF  90  White  Mineral  Oil  ....  HI 
Crystosol  TW  180  Technical  Mineral 

Oil  HI 

Crystosol  TW  350  Technical  Mineral 

Oil  HI 

Crystosol  TW  500  Technical  Mineral 

Oil  HI 

Crystosol  TW  550  Technical  Mineral 

Oil  HI 

Crystosol  TW  60  Technical  Mineral  Oil  HI 
Crystosol  TW  70  Technical  Mineral  Oil  HI 
Crystosol  TW  90  Technical  Mineral  Oil  HI 
Crystosol  TW2400  Technical  Mineral 

Oil  HI 

Crystosol  USP  180  White  Mineral  Oil  HI 

Crystosol  USP  200  White  Mineral  Oil  HI 

Crystosol  USP  240  White  Mineral  Oil  HI 

Crystosol  USP  350  White  Mineral  Oil  HI 

Crystosol  USP  500  White  Mineral  Oil  HI 

Perlatum  Trough  Grease  HI 

Perlatum  310  USP  Petrolatum    HI 

Perlatum  315  USP  Petrolatum   HI 

Perlatum  320  USP  Petrolatum   HI 

Perlatum  325  USP  Petrolatum    HI 


IMC  Corporation 

Big  "G"   A4 

Boilerite-100   G6 

Citrosene  10 CI 

Fogging  Spray  Concentrate Fl 

Hydrolytic  Enzyme  Bacteria  Complex  ..  L2 

Lemon  Tree  CI 

Power  Concentrate    C2 

Red  Hot  LI 

Whirlpool  Drain  Opener  LI 

6/49  Concentrate  A4 

IMPCO 

Big  10  Plus   Al 

Custom  S-41    K2 

Glass  &  Hard  Surface  Cleaner  CI 

Hylite  A4 

Luminesce  A3 

Soft  Touch  E4 

Ultimate  Purity  Safe-Solvent  Contact 

On K2 

I  M  S  Industries 

LT-90  CI 

I  Mart 

Innkare  B-4  Heavy  Duty  All  Purpose 

Clnr Al 

Innkare  Emerald  15  El 

Innkare  Emerald-40  El 

Innkare  Golden-Glo Al 

Innkare  Klensade  Dl 

Innkare  Microbio-Cide   C2 

Innkare  Odorless  Disinfectant D2 

Innkare  Pine  Prill    CI 

Innkare  Sprite    A8 

Innkare  Sulfuric  Acid  Liquid  Drain  Cln   LI 
Innkare  2-Way  Degreaser  A4 

INSCO 

Concentrate  Cleaner   Al 

DG-90    Al 

Foam-Up   A4 

Insta-Cide Fl 

INSCO  1-95  A4 

Sil-Ease   HI 

Skin  Shield  Cream    E4 

Sparkle  Brite   CI 

Spots-Off  CI 

Stepol  A7 

IPCO  A 

Formula  SCR-747  Cone-Odorless  Inset 

Spry  Fl 

Freezer  Cleaner  A5 

I  Supply  Co. 

Lo  Foam  Laundry  Detergent    B2 

I  Supply  Inc. 

I  Supply  High  Acid  Bowl  Cleaner  C2 

I  Supply  Non  Acid  Bowl  Cleaner   C2 

I  Supply  Super  Stripper    CI 

I  T  E  C  Corporation 

Excell  Bl 

Extoll  Bl 

Itec  1000   A4 

Lime-Off  A3 

Pan  Guard    Al 

System  Suds    Al 


System  3000  Conditioner  Al 

System  3000  Detergent  A2 

ITT  Building  Services 

ITT  700  Foam  Al 

I  T  T  Gwaltney  Inc. 

CUC  Al 

DFC-STR-HTC  A2 

HA-FC  A2 

La-CGC,  CIP Al 

I  T  W  Devcon 

Magic  Sorb   Jl 

I  T  W  Fluid  Products  Group 

Accu-Lube  Type  LB  2000   HI 

Accu-Lube  Type  LB  5000   H2 

I  T  W  Philadelphia  Resins 

Phillyseal  Flxbl  Jnt  Slnt  (Pt  A)(Resin)  PI 

Phyllsl  Flxbl  Jnt  Slnt(Part  B)(Hardener)  PI 

I  W  M  Corporation 

A  26  Algaecide  G7 

A  30  Algaecide  G7 

B-l  15  Boiler  Water  Treatment  G6 

B-116  Boiler  Water  Treatment  G6 

B-130F  Boiler  Water  Treatment  G6 

B-l  31F  Boiler  Water  Treatment  G6 

B-132F  Boiler  Water  Treatment  G6 

B-141  Boiler  Water  Treatment  G6 

B-146  Boiler  Water  Treatment  G6 

B-l 50  Boiler  Water  Treatment  G6 

B-l 60  Boiler  Water  Treatment  G7 

B-17PL  Boiler  Water  Treatment    G6 

B-l 70  Boiler  Water  Treatment  G6 

B-171  Boiler  Water  Treatment  G6 

C-380  Cooling  Water  Treatment    G7 

C-390  Cooling  Water  Treatment   G7 

S-30  Condensate  Treatment   G6 

S-36  Condensate  Treatment    G6 

S-40  Condensate  Treatment   G6 

S-46  Condensate  Treatment   G6 

SB-7001  Boiler  Water  Treatment  G6 

SB-7003  Boiler  Water  Treatment G6 

WS-15  Water  Stabilization  Treatment  G6 

I  W  T  Chemicals,  Inc. 

IWT  102    G6 

IWT  104    G6 

IWT  201    G6 

I  W  T  Inc. 

Concentrated  Odor  and  Grease  Control  CI 

I.  F.  C. 

Frat-So  A6.C2 

I.C.P.  Industries,  Inc. 

Alka-Kleen  Al 

Gem-Kleen  A8 

Gem-Kleen  SP A4.A8.C3 

Lime-R  A3 

Liquid  Khlor  Kleen  Al 

Liquid  Khlor-Kleen.LT  Al 

Mop-Kleen  CI 

Pan-Kleen  Lotion    A4 

Rainbow  Laundry  Detergent Bl 

Rainbow  Liquid  Laundry  Detergent  ....  Bl 
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Super-Kleen  Al 

Ware-Kleen   Al 

Ware-Shine    Al 

Window-KJeen CI 

I.P.C.  Div.,  ComStar  International 
Inc. 

Super  Fantastic  Foam  Degreaser   CI 

I-Chem  Laboratories,  Inc. 

CleanAll  Al 

DiSan  Sanitizer-Cleaner   D2 

SoftCare  El 

I-YI-I  Chemical  Specialties 

DG  100    Al 

DG  200    A4 

DG  300    A4 

DG  400    A4.A8 

Ideal  Chemical  Products,  Inc. 

At  Last  Al 

BD-20    A4.C1 

Chain  Lube    H2 

CLC-4000    H2 

CLC-5000   H2 

CLC-5000Plus   Aim 

CS-45  CI 

Emerald   Al 

HB-50    A4 

Lightning  Al 

Neutral  Cleaner  Al 

Panel  Bright Al 

Phos  Clean  A3 

PC-200  Al 

PC-250  Al 

PC-250Plus  Al 

Quik  Al 

Royal  W  Al 

Rust  Ban    PI 

Steam  Cleaner  Al 

Sudsy  A4 

SC-10  Al 

SC-15  Al 

WD-25  Al 

Ideal  Industries,  Inc. 

Electrical  Switch  &  Contact  Cleaner  ..  K2 

Ideal  Solutions,  Inc. 

All  Purpose  Cleaner   A4 

Cage  Cleaner  &  De-Sealer  A4 

Cleaner-Degreaser  Concentrate A4.A8 

Cleaner-Degreaser  Concentrate  (Low 

Foam)    Al 

Cleaner-Dgrsr  Cone-Low  Temp  Auto 

Scrub  A5 

Grill  &  Oven  Cleaner  Al 

Inhibited  Chemical  Cleaner  Concentrate  A3 

Liquid  Pot  and  Dishwashing  Detergent  Al 

White  Knight  Food  Plant  Lubricant  ....  HI 

Ideal  Specialties 

Foam  Away  Al 

GPF-301     Al 

Son  Butyl  Cleaner-Degreaser  Al 

Ideal  Stencil  Machine  Co. 

Ideal  Handy  Spray  Silicone  Lubricant  HI 


Ideal  Uniform  Service 

Heavy  Duty  Hand  Cleaner  E4 

Heavy  Duty  Hand  Cleaner  1    E4 

Igo  Chemical  Company 

AJ.O.  1500  Concentrate  G6 

Alltreat  300  G7 

Aquacide   Fl 

Big'G"   Al 

Big  Blast   Al 

Boilente  100   G6 

Bole  Aire  C2 

Brandex   A4 

Chemtronic    Al 

Citrosene  10 CI 

Coconut  Oil  Hand  Soap  Concentrate  ....  El 

Coil-ite  PI 

Combine    A4 

Concrete  Cleaner  CI 

Conveyor  Lube   H2 

Crawling  Insect  Spray  F2 

Fast  Klean  Concentrate  A3 

Fogging  Spray  Concentrate Fl 

FZ-3  Al 

Grill-0  A8 

GB  Breakdown    CI 

GPC-24    A4 

Igo  Industrial  Deodorant  CI 

Knock-Em   Fl 

Lectra  Solv    K2 

Lemon  Tree  CI 

Lemon-Go   A4 

Lemonene    CI 

Lo-Sudz  A4 

Magic  Mike  Non-Butyl  Cleaner  and 

Dgrsr  Al 

Mighty  Mike  Concentrate  Al 

Mint-Go  CI 

Miracle  Cleaner  Concentrate    A4 

Mr.  Brite  Porcelain  Cleaner  C2 

Neutrox  400  G7 

Odo-Rout  Concentrate CI 

Orange  Deodorant  CI 

Perfumed  Deodorant  Blox    C2 

Perfumed  Deodorant  Cakes    C2 

Pine-Go    CI 

Prepare  CI 

Quat-27    Dl 

Quik  Clenz CI 

Red  Hot  Granulated  Sewer  &  Drain 

Solvent    LI 

Remuv-Ox  A3 

Steam  Cleaner  Liquid  A2 

Steamrite  200 G6 

Super  Solv  Kl 

Tank  Saver G7 

Thrift  Detergent A4 

Tough  Touch  El 

Tower  All  NC  G7 

Trak-Lube    H2 

U  Call  Igo  B.A.C L2 

U  Call  Igo  Creme  Cleanser    A6 

U  Call  Igo  Drain  Opener    LI 

U  Call  Igo  Emulsion  Bowl  Cleaner  ....  C2 
U  Call  Igo  Hangs  In  There 

Bowl&PrclnClnr  C2 

U  Call  Igo  Hi-Count  Bact.  Enzyme 

Cmplx  L2 

U  Call  Igo  Hydrolytic  Enzyme  Bact. 

Cmplx   L2 

U  Call  Igo  Molly    CI 

U  Call  Igo  Red  Ram  Drain  Opener  LI 

Vanilla  Deodorant  CI 

W.T.C.  Algaecide  G7 

Whomp    LI 

6/49  Concentrate  A4 


Iinsco  West 

Enviro-Det  Heavy  Duty  Cleaner- 
Degreaser    A4.A8 

Illini  Sanitary  Supply,  Inc. 

Blitz  A4.A8 

Tackle  Heavy  Duty  Cleaner-Dgrsr-Strpr  A4 
Take  Down  Extra  Duty  Wax  Stripper      A4 

Illinois  Chemical  Corporation 

ICO-Six  Safety  Solvent Kl 

Ilreco 

Ilreco  Silicone  Spray HI 

U.S.P.  Liquid  Petroleum  Spray    HI 

Image  Supply,  Inc. 

AC-Scent  CI 

Brite  Oven  Cleaner  A8 

Cherry  Bowl    C2 

Clearly  Lemon  Disinfectant  Cleaner   ..    C2 

Desolve    CI 

Glass  Too CI 

I.S.-55    CI 

Image  Swat  Insecticide  F2 

Laundry  Detergent Bl 

Luster  Stainless  Steel  Cleaner    A7 

Market  Two  D2 

Market-One   A4 

Moisture  Guard  H2 

Multi-Purpose  Pine  Cleaner   CI 

Muscle  A4.A8 

Pine  Odor  Disinfectant   CI 

Plus  One    D2 

Plus  Two   CI 

Plus  128  Al 

Plus  256  A4 

Power  Bolt  Plus    CI 

Ring-Go  C2 

S.W.A.T F2 

Slick  Silicone  Spray   HI 

Spaced  Concentrated  Fly  &  Roach  Spray  Fl 

Team  Work  A4 

Trail  with  Baygon  F2 

Impact  International,  Inc. 

All  Purpose  Grease  H2 

Imperial  Chemical  Company 

Imperial  Hand  Cleaner   E4 

Imperial  Chemical  Corp. 

Concentrated  Cleaner    CI 

Hard  Surface  Cleaner   A4,A8,C1 

Non-Butyl  Concentrated  Cleaner  Al 

Orange  Degreaser   CI 

Orange  Magic   CI 

Orange  Plus  CI 

Reodorant CI 

Imperial  Foods 

Alkaline  Degreaser  &  Oven  Cleaner 

Cone A8 

Ammoniated  All  Purpose  Cleaner-De- 
greaser      A4 

Extra  Heavy  Duty  Degreaser   A4.A8 

Institutional  Liq  Dm  Pipe  Opnr  &  Mntnr  LI 

Liquid  Hand  Dish  Wash  Al 

Machine  Dish  Wash  Compound  Al 

Quick-Foaming  Fat  &  Grease  Cleaner     Al 
Supreme  Low  Suds  Laundry  Detergent    Bl 
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Imperial  Industries,  Inc. 

All  Purpose  Cleaner   Al 

Coco  Castile  Hand  Soap  El 

Concrete  Floor  Cleaner  A4 

Extra  Duty  Institutional  Concentrate   ..    A4 

Germ-Go    CI 

Glass  Cleaner  Spray  on  Type 

w/Ammonia    CI 

Glass  Cleaner  Spray  on  Type  w/Silicone  CI 

Glass  Cleaner  Spray  On  Type    CI 

Hard  Water  Cleaner  Concentrate   ....  A4.C1 
Heavy  Duty  Cleaner  Degreaser  Con- 
centrate      Al 

Lemonize  CI 

Liquid  Hand  Soap  RTU   El 

Lotionized  Hand  Soap E4 

Mechanic's  Liquid  Soap   El 

Path-O-Dine  Bactericide- Virucide   D2 

Pink  Lemon-Aid   A4 

Pink  Princess  El 

RTU  Coco  Castile  Hand  Soap   El 

Scat    Al 

Velvet El 

Imperial  Products 

All  Purpose  Bathroom  &  Fixture 

Cleaner   A3 

All  Purpose  Disinfectant  Cleaner  CI 

All  Purpose  Kitchen  &  Lounge  Di- 

sinfcnt D2 

All  Purpose  Scale  &  Lime  Remover  ..  A3 

Foam  &  Clean  All  Purpose  Cleaner  ....  CI 

Food  Processing  Area  Spray  &  Clean  CI 

High  Suds  Defoamer Al 

HDA  Bowl  and  Urinal  Cleaner    C2 

Meat  Processing  Are  Multi-Purpose 

Clnr  Al 

No  Mix  Institutional  Disinfectant  Clnr.  CI 

No  Streak  Glass  &  Mirror  Cleaner    ....  CI 
Power  Plus  All  Purpose  Degreaser 

Cleaner  Al 

Power  Plus  Atmosphere  Sanitizer    C2 

Power  Plus  Food  Locker  &  Freezer 

Cleaner   A5 

Power  Plus  Grill  &  Oven  Cleaner  A8 

Power  Plus  Hand  Dishwashing  Liquid  Al 
Power  Plus  Machine  Dishwashing  Liq- 
uid    Al 

Power  Plus  Sewage  Odor  Control    CI 

Processing  Area  Drain  Opener  CI 

Processing  Area  Powdered  Drain 

Opener L2 

Super  Power  Kitchen  Degreaser 
Cleaner   A4.A8 

Imperial,  Inc. 

Aqueous  Food  Pint  Pyme  Fog  Insect  ....  Fl 

Drione  Insecticide  F2 

Food  Plant  Fogging  Insecticide    Fl 

Food  Plant  Spray F2 

Imperial,  Inc. 

Lotion  Hand  Cleaner  with  Pumice  E4 

Imperial,  Inc. 

Pyrenone  All-Purpose  Spray  Fl 

Pyrenone  Super  Spray  Emulsifiable 

Cone Fl 

Pyrenone  1-.2  Food  Plant  Spray Fl 

Rat  &  Mouse  Killer    F3 

Imperial,  Inc. 

Silicone  Lubricant  HI 

Silicone  Lubricant  HI 

V  Belt  Conditioner   PI 


Impulse  Regeneration  Services 

IM-292  Resin  Cleaner PI 

Imtech,  Inc. 

Brake  Kleen  Kl 

Break-Away  Rust  Penetrant  &Release 

Agent H2 

Carb  Clean  PI 

De-Ice  Frost  and  Ice  Remover  CI 

Ez-Glo  Furniture  Polish    CI 

Gearite  Open  Gear  Lubricant  H2 

Gelz-Off  Engine  Degreaser Kl 

Green  Giant  Pumice  Hand  Cleaner   E4 

Guard  All  Metal  Parts  Protector H2 

Husky  All  Purpose  Cleaner    CI 

Intercept  Fly  &  Mosquito  Spray Fl 

Jiffy  Gasket  &  Paint  Remover  C3 

Lectra  Lube  Distributor  &  Ignition 

Clnr H2JC2 

Liqua-Zyme  L2 

Little  Green  Giant  Pumice  Hand  Cleaner  E4 

Little  Treat E4 

Little  Treat  Waterless  Hand  Cleaner   ....  E4 

Magic  Mechanic    H2 

Micro  Shield  Protective  Cleaner A7 

Natrasol   CI 

No  Lok  Anti-Seize    H2 

Ov-Ease  Oven  &  Grill  Cleaner    A8 

Sila-Slip  Silicone  Lubricant   HI 

Solv-It  Safety  Solvent  K2 

Sparkle  Glass  &  Window  Cleaner  CI 

Spot  Out  Sprayon  Blot  Off K2 

Spring  Time  Air  Freshener CI 

Sta-Away  Roach  &  Ant  Spray  F2 

Techtronics  Contact  Cleaner K2 

Treat  Waterless  Hand  Cleaner   E4 

Tuff  Lube  Dry  Moly  Lubricant    H2 

Vandal  Off  Vandalism  Remover    CI 

In  Vitro  Scientific  Products 

Laboratory  Disinfectant  Deodorant    ....    CI 

In-Cide  Technologies,  Inc. 

Zone  Defense F2 

Inceptor,  Inc. 

Inceptorguard  50  E2 

Inco  Chemical  Supply  Co.,  Inc. 

Egg  Wash    Ql 

I.A.C A3 

Inco  360  Dish  Brite Al 

Inco  375  Blue  Concrete  Cleaner    CI 

Incredible  Enterprises 

Incredible  Blue    Al 

Indco,  Inc. 

All  Purpose  Detergent CI 

Aquanex  MC  Kl 

Bora-Soap    C2 

Con-Cleen   CI 

Deep  Fat-Fryer  Cleaner A2 

Giant    Al 

Grease  Off  100   CI 

Grease  Off  210   CI 

Grease  Off  90    CI 

Hi-Suds    Al 

I-Deen-2  Disinfectant   D2 

Indco  Bleach  Bl 

Indco  Break  Bl 

Indco  Creme  Lotion  Hand  Soap  El 


Indco  Detergent  K  A1.Q4 

Indco  Fabric  Softener  Liquid   B2 

Indco  Fabric  Softener  Powder   B2 

Indco  Heavy  Duty  Cleaner  &  Disinfec- 
tant      CI 

Indco  LA  17    Al 

Indco  LA  19    Al 

Indco  LA-13    Al 

Indco  LA-20    Al 

Indco  LA-20  HD  Al 

Indco  LA-20  Special  Al 

Indco  LA-26    Al 

Indco  LA-27    Al 

Indco  LB-11    A8 

Indco  LB-12    A8 

Indco  LB-14    A8 

Indco  LB-15    A2 

Indco  LB-16    A2 

Indco  LB-18    Al 

Indco  LBB-12  H2 

Indco  LBB-15   H2 

Indco  LC-10  HA  A3 

Indco  LC-13    A3 

Indco  LC-14    A3 

Indco  LC-15    A3 

Indco  LD  11    A4 

Indco  LD  12    A4 

Indco  LF  12  Dl 

Indco  LG-11    D2 

Indco  LG-12    D2 

Indco  LHH-10  Q5 

Indco  LHH-11   A1.Q5 

Indco  LK  1-2-3  K1JC3 

Indco  LK-10    A3 

Indco  LM-10  G6 

Indco  LM-11   G6 

Indco  LM-12  G6 

Indco  LM-13  G6 

Indco  LM-14  G6 

Indco  LM-15  G6 

Indco  LM-16  G6 

Indco  LM-17  G6 

Indco  LM-18  G6 

Indco  LM-19  G7 

Indco  LM-21   G6 

Indco  LP  10  C2 

Indco  LR  10    CI 

Indco  LRU    CI 

Indco  LR  12    CI 

Indco  Pemets  100   Al 

Indco  Pink  Concentrate  A4 

Indco  Potent  Cleaner-Degreaser  Al 

Indco  PA-31    Al 

Indco  PA-32    Al 

Indco  PA-33    Al 

Indco  PA-36    Al 

Indco  PB  25 A2 

Indco  PB-24 A2 

Indco  PB-26 A2 

Indco  PB-27 A2 

Indco  PB-28 A2 

Indco  PB-29 A2 

Indco  PB-29 A2 

Indco  PB-38 A2 

Indco  PB-39 A2 

Indco  PB-40 A2 

Indco  PB-41  G6 

Indco  PB-45A   Al 

Indco  PB-45B    Al 

Indco  PC-10 A3 

Indco  PC-11  A3 

Indco  PC-12 Al 

Indco  PCC-10   Bl 

Indco  PCC-11    Bl 

Indco  PF  13  D2 

Indco  PF  14  D2 

Indco  PF  15  D2 

Indco  PH-10    Ql 

Indco  PY-11    Al 

Indco  Quat  Germicidal  Cleaner   Dl 

Indco  Soft/Sour  38    B2 

Indco  Steam  Cleaner  Cone A2 
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Indco-LA  10    Al 

Indco-LA  11    Al 

Indco-LA  12    Al 

Indco-LA  14    Al 

Indco-LA  15    Al 

Indco-LA  18    Al 

Indco-LB  10    A2 

Indco-LB  13    El 

Indco-LBB  10  H2 

Indco-LBB  11    H2 

Indco-LC  10    A3 

Indco-LC  11    A3 

Indco-LD  10    A4 

Indco-LQ  10    El 

Indco-LQ  11    El 

Ir.dcc-LQ  12    El 

Indco-Nancy  Brand  Laundry  Detergent  Bl 

Indco-PA  10    Al 

Indco-PA  11    Al 

Indco-PA  12    Al 

Indco-PA  13    Al 

Indco-PA  14    Al 

Indco-PA  15    Al 

Indco-PA  16    Al 

Indco-PA  17    Al 

Indco-PA  19    Al 

Indco-PA  20    Al 

Indco-PA  21    Al 

Indco-PA  22    Al 

Indco-PA  23    Al 

Indco-PA  24    Al 

Indco-PA  26    Al 

Indco-PA  27    Al 

Indco-PA  28    Al 

Indco-PA  30    Al 

Indco-PB  10 Al 

Indco-PB  11  A2 

Indco-PB  12 A2 

Indco-PB  13 A2 

Indco-PB  14 A2 

Indco-PB  15 Al 

Indco-PB  16 A2 

Indco-PB  17 A2 

Indco-PB  18 A2 

Indco-PB  19 A2 

Indco-PB  20 A2 

Indco-PB  21 A2 

Indco-PB  22 A2 

Indco-PB  23 A2 

Indco-PO  10    LI 

Independence  Bowl  Cleaner  C2 

Liberty  Bell  Beads    Al 

NBL-85    Bl 

Quality  Laundry  Detergent  Bl 

Scotch  Boy    Al 

Scotch  Boy  Liquid  Handsoap  El 

Sterine  100 D2 

Superior  Laundry  Detergent  Bl 

2172  Solid  Machine  Warewashing  De- 
tergent    A2 

2177  Solid  Machine  Warewashing  De- 
tergent    A2 

Independent  Chemical  &  Supply 
Co. 

Impact   LI 

Independent  Chemical  Co. 

Q-64-L  CI 

Sani-Rinse  D2 

Independent  Chemical  Corp. 

All  Purpose  Cleaner   Al 

Can  Wash    Al 

Independent  Chemical  Corporation 

All  Vehicle  Wash  Concentrate  Al 


Aquacide   Fl 

B.T.  1500  Concentrate   G6 

B.T.  300  G7 

Belt  Conditioner    PI 

BT  100  G6 

BT  600  G6 

Citrosene  10 CI 

De-Solve  Industrial  Cleaner  Al 

Doomed  Residual  Insecticide  F2 

Double  Power   Al 

Duz-AU    CI 

Duz-All  Junior CI 

Film  Fighter Al 

Foam  Plus  AC  Al 

Foam  Plus  CL  Al 

Foam-Away  All  Purpose  Cleaner CI 

Foam-Chlor  Al 

Free-Flo  CI 

Hook  Cleaner A2 

I.C.-40  Penetrating  Lubricant  H2 

Instant-Action    LI 

Kuick-Kleen  Mildew  Stain  Remover  ..  C2 

LA3.  Liquid  Alive  Bacteria  L2 

Lemon  Scent  A4 

Low  Foaming  Big  G  A4 

Muscle  Concentrate  Cleaner  Al 

Ovec  Ammoniated  Oven  Cleaner A8 

Power-Plus  Al 

Punch  Al 

Remuv-It   A3 

S.T.  400  G7 

Saf-T-Solv  K2 

Safe-Sol  Safety  Solvent    Kl 

Shine-um  Up  Al 

Silicone  Spray  HI 

Silicone  Spray  Heat  Stable  Mold  Re- 
lease      HI 

Solvent  No.3   Kl 

Sparkle  CI 

Stainless  Silicone  Spray   HI 

ST  200  G6 

Triple  XXX  Al 

Tuf-E-Nuf   Al 

Independent  Dairy  Equipment 
Affiliation 

I.D.E.A.  Chlorinated  CLP  Cleaner   Al 

I.D.E.A.  Liquid  Chlorinated  CLP 

Cleaner  Al 

LD.E.A.  Liquid  Sanitizer    D2.B1 

Independent  Towel  Exchange 

Ruff  Touch    E4 

Index  Chemical 

All  You  Need    Al 

Baysect-B  F2 

Belt  Dressing  PI 

Electric  &  Mechanical  Contact  &  Dgr.    K2 

Grease  Gun    HI 

Index  Pyre-Fog   Fl 

Index  Pyre-Fog  No.  3  Fl 

Index  Pyre-Fog  1%  Fl 

Index  Syntha-Fog   Fl 

L  101   A4 

Liquid  Alive  Bacteria   L2 

Oven  Cleaner A8 

Penetrating  Oil  and  Moisture  Remover  H2 
Rough  Touch  Hand  Clnr.  w/Volcanic 

Pumice    E4 

Safety  Solvent  Kl 

San-O-Kleen  D  Detergent  Cleaner- 

Dsnftnt    Dl 

Sanitary  Lube    HI 

Silicone  Spray  HI 

Soft  Touch  E4 

White  Label  Iodine  D2 

160  Detergent  Concentrate  Al 


40%  Liquid  Hand  Soap El 

8  Up  Al 

Indianapolis  Chemical  Co.,  Inc. 

All-Purpose   Al 

Cold  Room  Cleaner A5 

I.C.C.  Porcelain  &  Toilet  Cleaner   C2 

I.C.CJ.  De  Moisturant    H2 

ICC  Delimer   A3 

ICC  Disinfectant  Cleaner  &  Deodorizer  CI 

ICC  Mint  Disinfectant  Deodorant  Clnr.  CI 

ICC  Pine  Odor  Disinfectant  Cleaner   ..  CI 

ICC  Un-Clog  Liquid  Drain  Opener  LI 

Meat  Room  Cleaner   Al 

Porcelain  &  Toilet  Bowl  Cleaner C2 

Indianhead  Manufacturing  Co. 

Fly  Killer  Fl 

Indichem  Inc. 

All-Purpose  Cleaner   A4 

Indusco  Chemical  Products 

Product  No.  580  Tug-N-Barge  Al 

Industrial  &  Transportation  Dtrgnts 
Inc. 

BD  6    A4 

Power  Bright  Al 

Smoke  House  Cleaner  (Z)    A8 

Industrial  Alloys  Co. 

Pro-Spray  Degreaser  K2 

Industrial  Blending  &  Packaging 
Co.  Inc. 

Roughneck  Brands  Foamy  Supreme    ..  Al 

Roughneck  Brands  RN-G20  CI 

Roughneck  Brands  RN- 117    Al 

Roughneck  Brands  RN-118AP  Al 

Roughneck  Brands  SF-730  Al 

Industrial  Blends,  Inc. 

Industro  Power  Clean  Al 

Industrial  Boiler  &  Chemical 

React    G7 

React  AA  G7 

React  ACSC    G7 

React  CHWP  G7 

React  Moly    G7 

React  OSP  G6 

React  Poly  G7 

React  PA   G7 

React  SL    G6 

React  SL-5  G6 

React  SR   G7 

Industrial  Chemical 

Success Al 

Industrial  Chemical  &  Supply  Co. 

Active  8  Al 

Blend  B   A2 

Blend  C   A2 

Brute  Force   Al 

Concrete  Cleaner  A4 

DB-100    Al 

Formula  80    A2 
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G-350  A2 

General  Cleaner Al 

Hot  Tank  Cleaner   A2 

K-300  A2 

KL-8 Al 

LP  Blend  A2 

M.S.R.  Acid  Cleaner A3 

Mansize  Al 

Mildew  Stain  Remover  Al 

OH-325    A2 

OH-425    A2 

Pelican  Brand  Sanitizer  Cleaner  Dl 

Peliodine-175  D2 

Peralkalate  Al 

Safe-D-Scale   A3 

Sanitizer  Cleaner  A4 

Smokehouse  Cleaner  A2 

Solvextra   K2 

Sterilex  D2 

Thrifty  Clean  A4 

TSR  Solvent    PI 

50/50  Plus  Alkaline  Blend   A2 

Industrial  Chemical  Cleaner 
Company 

"Power  Plus"  C2 

Industrial  Chemical  Cleaner,  Inc. 

ICC-250  Fly  &  Mosquito  Spray  Fl 

Industrial  Chemical  Co.  of  S.F.  Inc. 

Indco  Acid  Cleaner  #103   A3 

Indco  Action  Alkali  No.  54   A2 

Indco  Bottle  Cleaner  D-20   A2 

Indco  Cleaning  Compound  #104   A2 

Indco  D-10-A    Al 

Indco  F.B.  Cleaner   A2 

Indco  F.F.C.  No.  40  Cleaner    Al 

Indco  L.C.C.  No.  1   A4 

Indco  MP-3  Cleaner  A4 

Indco  No.  46   A2 

Indco  No.  49   A2 

Indco  No.  5  Al 

Indco  No.  50   A2 

Indco  No.  51    A2 

Indco  43  Cleaner  Al 

Indo  No.52  Cleaner  A2 

Industrial  Chemical  Distributors 

Entnt    CI 

Microplus E2 

TNT  CI 

Industrial  Chemical  Labs.,  Inc. 

Applause    CI 

Break-Thru  CI 

Break-Thru  II CI 

Buffer-All    A3 

BWT  121  G6 

BWT  125  G6 

BWT  310  G7 

BWT  321  G6 

BWT  350  G6 

BWT  400  G6 

BWT  401  G6 

BWT  410  G6 

BWT  411  G6 

BWT  601  G6 

BWT  602 G6 

BWT  612  G6 

BWT-310  G2 

BWT- 321  G6 

BWT-407  G6 

BWT-408  G6 

BWT-440  G6 

Chemoseptic    E2 


Chemoseptic  Concentrate  40    El 

Chemoseptic  20  El 

Clean  Step  Al 

CST  500    G7 

CST510    G7 

CST  520    G7 

CST  521    G7 

CWT  810  G7 

CWT811  G7 

D-Sol  Liquid   Al 

D-X  Degreaser CI 

D/S/D  A4 

Dis  II  Air  Sanitizer  and  Odor  Control  CI 

Done Al 

Dri  Pyrethrin  Insecticide  Fl 

Dri-Co  Powdered  Laundry  Bleach  Bl 

Dynamic  110  Al 

Enviro  Care  Food  Service  Cleaner Al 

Freezer  Cleaner  A5 

Grease-Off  Al 

Hi-Con  A4 

DFC  Industrial  Foaming  Cleaner  CI 

Kare-N-Shine A7 

Kleerzit    Bl 

Klenzall   A4 

Lime  Solvent  A3 

Liquid  Alive  Bacteria   L2 

Liquid  Steam  Cleaner  &  WSW  Tire 

Cleaner   Al 

MB-920  G7 

New  D/S/D    A4 

New  Odorless  'A'    D2 

No.  720   G7 

No.  725   G6 

Oven  Glo  A8 

OVC A8 

P  &  E  Porcelain  and  Enamel  Cleaner  A6 

Packleen  100  HI 

Powmul    CI 

PT-109  G2 

PT-112  G2 

PT-115  G3 

Reflection CI 

RLT210    G6 

RLT  240    G7 

RLT  250    G6 

RLT-245    G6 

Sani-Step  D2 

Sil  HI 

Sparkle  Window  Cleaner   CI 

Spra-Kleen  A4 

Stainless  Insecticide  #400  Fl 

Sterilkleen   Al 

Tergisan  D2 

Thermo-Clean    CI 

Waterless  Hand  Cleaner  E4 

WTM  20    G7 

WTM-50    G7 

101  Safety  Solvent    Kl 

Industrial  Chemical  Specialists 

Industrial  Oven  Cleaner   A2 

Lime  Off  A3 

Industrial  Chemical/ 
Div.  of  Leo  Silfen  Inc. 

Formula  DI  Concentrated  Foaming 

Cleaner   Al 

Formula  100  Mint  Disinfectant    C2 

Formula  100  Mint  Hosp.  Germ  Disinf.  C2 

Formula  101  Neutral  Cleaner  Al 

Formula  106  All-Purpose  Cleaner   A4 

Formula  11  Disinfectant-Cleaner  A4 

Formula  148  Odor  Control  Granules  ..  CI 

Formula  15    D2 

Formula  16  Heavy  Duty  Cleaner-Dsnft  Dl 

Formula  178  Freezer  Cleaner  A5 

Formula  179  Freezer  Cleaner  A5 

Formula  180  Cold  Oven  &  Grill  Cln- 


Renvtr  A8 

Formula  19  Detergent  San  Fngcd  Disnf 

Deo   Dl 

Formula  2000  Wax,  Grease  &  Dirt  Re- 
mover       A4 

Formula  22  Pine  Oil  Disinfectant CI 

Formula  220  Liquid  Hand  Soap  El 

Formula  221  Liquid  Hand  Soap  El 

Formula  303  Pine  Odor  Disinfectant  ..  C2 
Formula  44  N-B  Degreaser  Cleaner  ....  A4 
Formula  44  N-B  Degreaser-Cleaner  ....    Al 

Formula  47  Soap  Scum  Remover Al 

Formula  676  Flying  Insect  Killer  Fl 

Formula  713  Tar  &  Asphalt  Remover  Kl 
Formula  72  Trailer  Wash  &  Alum. 

Bright Al 

Formula  73  Painted  Truck  Wash   CI 

Formula  77  Multi-Purpose  Cleaner- 

Dgrsr.    A4.A8 

Formula  79  General  Purpose  Cleaner       Al 

Formula  801    L2 

Formula  808    L2 

Formula  81    F2 

Formula  83  Cone  Resid  Insctd  Wtr 

Disprsb   F2 

Formula  84  Concentrated  Emulsion 

Dgrsr.    Kl 

Formula  993  Concentrated  Inhib  Chem 

Clnr  A3 

Formula  994  Inhibited  Chemical 

Cleaner  A3 

Formula  997  Steam  Cleaner  Al 

Indu  Chem  Liquid  Hand  Dish  Wash   ..    Al 
Indu-Chem  Emulsifiable  Spray  Concen- 
trate    Fl 

Industrial  Chemicals,  Inc. 

Sodium  Hypochlorite  Solution  ..  D2,Q2,Q4 

Industrial  Cleaning  Equipment  CoJ 
Div.  of  ICE  Companies,  Inc. 

ICE  Super  Cleaner  101   Al 

Industrial  Cleaning  Supply,  Inc. 

HABC  High  Acid  Bowl  Cleaner   C2 

LABC  Low  Acid  Bowl  Cleaner  C2 

Industrial  Colloids  &  Chemicals  Co. 

Chlorinated  General  Cleaner Al 

Dri-Chlor  Dl 

Foam  Off  A4.A8 

Formula  1000    A3 

Formula  2000    A3 

G-37  Heavy  Duty  Cleaner  Concentrate  Al 
G-57  Hvy  Dty  Cleaner  Concentrate  ....    Al 

General  Cleaner Al 

Grease  Cutter A4 

Grease  Cutter  #1   A4 

Grill-Shine  A3 

HB.  Liquid  Al 

H.B.  Liquid  Concentrate  Al 

Hand  Cleaner El 

Hi-Chlor Al 

High  &  Dry  Liquid  Foam  A4 

Hypochlor  Sanitizer,  Dsnfctnt, 

Grmcd B1JJ2.Q4 

Industrial  Dry  Bleach   D1.B1 

Liquid  Foam  XX  A2 

Liquid  Hand  Soap  El 

Mighty  A2 

Milkstone  Remover  A3 

Mite   A4 

MS-23  Spra-Clean  Al 

Quat  100  Disinfectant/Cleaner  D2 

Quat  50    D2 

Quat  50  Disinfectant  D2 

Roller  Cleaner  A2 
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Sewer  Solvent   LI 

Shroud  Laundry  Detergent   Al 

Spra-Clean  Al 

Spray  Truck  and  Body  Wash  Al 

Super  Cannon  Ball  Cleaner    A2 

Super  Concrete  Cleaner    A4 

Super  Smoke  House  Cleaner    A2 

Vee-Chlor    B1XJ2.Q4 

Wall  &  Shackle  Cleaner  Al 

WS  Liquid  Deaner  Al 

22  MS    Al 

Industrial  Division  Of/ 
Phillips  Supply  Company 

Flash    A2 

Pipco  Lo  Foam  Cntrld  Suds  Lndry- 

Det.Conc Bl 

Scale-Solve    A3 

Industrial  Division/ 
Stanhome  Inc. 

All  Purpose  Degreasing  Detergent 

For.522  A4 

Antimicrobial  Hand  Soap  El 

Dishwash  Formula  504  Al 

Floor/Wall  and  Grout  Cleaner  Formula 

226    A4 

Floor/Wall  Cleaner  Formula  119   Dl 

Floor/Wall  Cleaner  Formula  162  Al 

Gnll/Fry  Kettle  Cleaner  Formula  125  A8 
Industrial  Geaner/Degreaser  Formula 

221    A4 

Jiffy  Foam  Cleaner  Degreaser  Concen- 
trate    Al 

Kitchen  Degreaser  Dishwash  F500    ....  Al 

Low  Temperature  Cleaner  Formula  104  A5 

Oven/Fry  Kettle  Cleaner  Formula  120  A8 

Power  Fry  Kettle  Cleaner  Formula  128  A8 

Red  Floor  Liquid  Sanitizer  (Quat)  D2 

Red  Sink  Liquid  Sanitizer  (Quat)  D2 

Sanitizer  Concentrate  Formula  113    ....  D2 

Sanitizer  Formula  53 D2 

Industrial  Environmental  Pollution 
Controls  Corporation 

Acid  Wash  A3 

Caustic  Dip   A2 

Caustic  Powder  Detergent A2 

Chlorinated  Caustic  Detergent   Al 

Chlorinated  Detergent  Al 

Chlorinated  Powder  Detergent   Al 

Floor  Degreaser  A4 

Foamatic  Foam  Additive Al 

Foamatic  FPD  Food  Plant  Detergent  ..  Al 

Foamatic  Smokehouse  Cleaner A2 

HD  Foodplant  Detergent  Al 

HD  Smoke  House  Cleaner  A4A8 

Industrial  Floor  Finishes,  Inc. 

Permanize  Clean-All  All  Purpose 
Cleaner  A4 

Industrial  Fumigant  Company,  The 

Kel-5  Pyrenone  Spray  Fl 

Pyre-Mist  3610   Fl 

Pyrethrin  Industrial  Spray  Fl 

Vapo-Mist  500 F2 

Industrial  House  Janitorial  Supplies 
Inc 

Any  Scent    CI 

Best  By  Test    A4 

Concentrated  Environmental  One  CI 

Condition  A4 

Dellwood  Al 


Digest  All  50  CI 

Dream    Al 

Gentle  Hand E4 

Heaven  On  Earth  CI 

Industrial  House  Clean   A4 

KP-12  Oven  &  Grill  Cleaner  A8 

Last  Chance  LI 

Look  Out  Glass  Cleaner  CI 

Marine  12    A7 

Mops  Up   Al 

NFC  All  Purpose  Cleaner  Al 

Rise  Neutral  Cleaner  CI 

Steams  It  NB  A2 

Tile  Brite  Plus  A3 

Industrial  Machinery  Division/ 
Cooper  Industries 

AEON  6000FG   HI 

Industrial  Maintenance 

B-13  Degreaser  Al 

921  A7 

Industrial  Maintenance  Corp. 

B-210  G7 

B-222  G6 

B-224  G7 

B-238  G7 

B-272  G6 

B-40-S   G6 

B-43L G6 

B-50L G6 

B-52  G6 

B-52L G6 

B-55  G6 

B-57  G6 

B-60-L  G6 

B-61L G7 

B-63L G7 

Basemeen  G6 

Basemeen-410  G6 

Basemeen-420  G6 

BA-105    G7 

C-342  G7 

C-398  G7 

Industrial  Maintenance  Solutions 
Company 

Clearlube  Chain  Oil  554-F  HI 

Clearlube  Chain  Oil  68F HI 

Clearlube  Compressor  Oil  400-F  HI 

Clearlube  P-5F HI 

Clearlube  Pro-68F  HI 

Clearlube  PML-EP-100F HI 

Clearlube  PML-EP-150F HI 

Clearlube  PML-EP-220F HI 

Clearlube  PML-EP-32F HI 

Clearlube  PML-EP-320F HI 

Clearlube  PML-EP-46F HI 

Clearlube  PML-EP-460F HI 

Clearlube  PML-EP-68F HI 

Clearlube  PML-EP-680F HI 

Clearlube  PML-100F HI 

Clearlube  PML-150F HI 

Clearlube  PML-220F HI 

Clearlube  PML-32F HI 

Clearlube  PML-320F HI 

Clearlube  PML-46F HI 

Clearlube  PML-460F HI 

Clearlube  PML-68F HI 

Clearlube  PML-680F HI 

Clearlube  RS-32F  HI 

Clearlube  RS-46F   HI 

Clearlube  VPO-100F HI 

Clearlube  VPO-150F HI 

Clearlube  VPO-68F HI 

Clearlube  100F   HI 


Clearlube  150F    HI 

Clearlube  220F   HI 

Clearlube  32F    HI 

Clearlube  46F    HI 

Clearlube  68F    HI 

Contempo  HRO-68  H2 

Industrial  Maintenance  Supply 

Industrial  Heavy  Duty  Cleaner  Al 

Industrial  Maintenence  Supplies, 
Inc. 

Contact  Cleaner  K2 

Industrial  Municipal  Chemicals 
Corp. 

Big"G"   Al 

IMC  Insect  Spray    Fl 

IMC  Oven  Cleaner   A8 

IMC  Safety  Glass  Cleaner   CI 

IMC  Safety  Silicone  Spray  HI 

IMC  Safety  Skin  Shield  Cream   E4 

IMC  Safety  Solvent  &  Cleaner    K2 

Thrift  Detergent  A4 

Industrial  Oils  Unlimited,  Inc. 

CL-4  Oil  PN#  42288    HI 

CL-5  Oil  PN#  46700    HI 

Food  Grade  Hydraulic  Oil  22  HI 

Food  Grade  Hydraulic  Oil  32 HI 

Food  Grade  Hydraulic  Oil  46  HI 

Food  Grade  Hydraulic  Oil  68  HI 

Industrial  Paper  Products,  Inc. 

Big-John  Industrial  Strength  Clnr  & 

Dgrs Al 

IPP-3  All  Purpose  Cleaner  (Aerosol)  ..    CI 
IPP-3  Heavy  Duty  All  Purpose  Cleaner  A4 

Koko-Nut  Kleen    El 

Starr  Brite    A7 

Industrial  Products,  Inc. 

Keen  Action  Butyl    A4 

Keen  Descaler  and  Metal  Brightener  ..  A3 

Keen  Foamacid   C2 

Keen  Sanni-Rinse   D2 

KP-80  A4 

Industrial  Research 

Circuit  Clean  K2 

Cleanit   C2 

Cleanit  Now  Germicidal  Foaming 

Cleaner  C2 

Down  Hole  Sulfuric  Acid  Drain  Opener  LI 

Drain  Control  500  L2 

Dry  Encounter  CI 

Dry-Cide    Fl 

Enviro-Foam    C2 

Excel    CI 

Handi  Kleen E4 

Knock  Out  F2 

LiftOff    CI 

Misty-Kleen  E4 

Pen-Eze   H2 

Power  Lube  H2 

Power  Strip    C3 

Wax  Dissolve    CI 

Industrial  Research  of  Utah 

Dead-Eye  CI 

Lubricare   H2 

Micro  Sheen    CI 
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Premier  Food  Grade  Grease  HI 

Redi   H2 

Sparkling  Klean  CI 

Industrial  Research  Inc. 

Old  Yeller  Concentrate  A4 

Industrial  Rubber  Products 
Company 

Machine  Clean  J-300-MC  Al 

Tak-Off  J-100-SW  Steam  &  Pressure 

Cmpd Al 

Industrial  Sanitation  Consult. 
Products 

Bacti-Chlor    D1.Q4 

C-20  A2 

C-20A    A2 

C-20B    A2 

ISC-A1  Al 

ISC-A10  Al 

ISC-A2 Al 

ISC-A3 Al 

ISC-A5  Al 

ISC-A6  Al 

ISC-A8  Al 

ISC-A9  Al 

ISC-L50  Al 

ISC-11   A3 

ISC-12  A3 

ISC-2  Al 

ISC-21    A2 

ISC-23  A2 

ISC-24  A2 

ISC-26  A2 

ISC-27  A2 

ISC-3  Al 

ISC-31   Al 

ISC-4  Al 

ISC-41   Al 

ISC-42  Al 

ISC-43  Al 

ISC-44  Al 

ISC-44A  Al 

ISC-5  Al 

ISC-6  Al 

ISC-7  Al 

ISC-8  Al 

ISC-9  Al 

Retort  Cleaner  A  Al 

Industrial  Sanitation,  Inc. 

Excel  Germicidal  Detergent  Dl 

Excel  Stripper-Degreaser    Al 

Industrial  Soap  Company 

Actiphene  Germicidal  Cleaner  A4 

Boot  Hill  Roach  N  Ant  Killer  F2 

Bovex  Deodorizing  Toilet  Bowl  Cleaner  C2 

Centra  "Shield"   A4 

Centra-Plus  256  A4 

Disolv    CI 

Encore  Dry  Bleach   Bl 

Encore  Lemon  Scntd  Stnlss  Stl 

Clnr&Plsh  A7 

Encore  Lotionized  Hand  Soap   E4 

Erase  Mark  Remover    Kl 

Fan-Fare  Deodorizing  Porcelain  Cleaner  C2 

Fanfare  All  Purpose  Cleaner CI 

Fanfare  Blue    Al 

Fat  Cat  Al 

Free  T4  Easy    H2 

Glycolite    A4.C2 

Grease  Buster    A4.A8 

Impact  Hospital  Disinf.  And  Deodzr.  ..    C2 


Impact  Insecticide  Fl 

Kitchen  King  Al 

Kleer  Glass  Cleaner    Al 

Lime-O-Lator A3 

Metone  Liquid  Soap   El 

MCPG   A4.A8 

Remedy   CI 

Rise  N  Shine  Al 

RiseN  Shine  Liquid  Detergent  A4A8 

RiseN  Shine  Lotion  Detergent  A4A8 

Saber  Liquid  Heavy  Duty  Steam 

Cleaner   Al 

Saber  Spray  A4 

Saber  White  Bowl  Cleaner  C2 

Sani-Lube HI 

Wincide  Bug  Killer  Fl 

Wincide  Disinfectant  CI 

Wincide  Pine  Odor  Disinfectant  CI 

Wincide  Residual  Roach  Killer   F2 

Zyfo  All  Synthetic  Laundry  Dtrgnt   ....    Bl 
Zyfo  Cleaner  Concentrate  A4 

Industrial  Solutions 

Cleaner  726A  A8,C1 

Formula  3075-F G6 

Industrial  Solvents 

Algae-Trol  DCM  G7 

Algae-Trol  101    G7 

Algae-Trol  103    G7 

Algae-Trol  108    G7 

Algae-Trol  109    G7 

Bio-Sol  D2 

Citru-Sol  15  CI 

Cyclo-Sol  G6 

Derma-Shield  E4 

Digesta-Sol    CI 

Dry-Lube  H2 

EZLift  Al 

Foaming  Glass  Cleaner  CI 

Formula  2000    F2 

Formula  250    Fl 

Formula  350    F2 

Glisten   Al 

Grease  Gun   H2 

GC-100    CI 

Hand-Sol   El 

IND-Ox   A3 

IND-Sol  Concentrate  A4 

IND-Sol  160    A3 

IND-Sol  20  Steam  Cleaner A4 

EVD- 10  Packing  House  Cleaner  A2 

rND-12  Concrete  Cleaner  A4 

EVD-14  Medium  Duty  Steam  Cleaner 

Powder    Al 

IND- 15  Heavy  Duty  Steam  Cleaner  ....    A2 

IND-151  A4 

END- 16  Heavy  Duty  Truck  and  Car 

Wash  Al 

E\TD- 17  Food  Plant  Cleaner   Al 

DSTD-25  LI 

Mint-Sol  15  CI 

Pine-Sol   CI 

Pronto    LI 

Residu-Sol  F2 

Scale-Eze  A3 

Sol-Vex   G6 

Syner-Sol  Fogging  Concentrate   Fl 

Syner-Sol  Insecticide Fl 

Tanni-Sol  G6 

Industrial  Specialists  &  Assoc 

Pro-Action  Plus  A4 

Pro-Smash   A4 

Pro-Tire  CI 

4  Way    A4 


Industrial  Specialties,  Inc. 

Ami-Ox   A3 

Bacterial  Enzymes L2 

Bat-Re-Nu   PI 

Belt-Grip    PI 

Blast  Off   Al 

Chain  Lube    H2 

Chlorinated  Machine  Dish  Washing 

Cmpd Al 

Citra-Smell  Oven  Cleaner A8 

Commando    Al 

Concrete  Floor  and  Driveway  Cleaner     CI 

Conquer  B-Citrus    Dl 

Conquer  B-Neutral    A4 

Contact  &  Circuit  Board  Cleaner K2 

Defoamer  Al 

Desolvo   LI 

Double  Power   Al 

Dri-Mol   H2 

Egg  Washing  Compound    Ql 

Flexa-Glass    CI 

Foam  Additive  Al 

Hand  Dishwashing  Liquid  Concentrate    Al 

I.  S.  Three-Gly    CI 

I.S.  Emulsifiable  Spray  Concentrate Fl 

I.S.  Insecticide  (w/Resid  Inset  Cntl) F2 

I.S.  Porcelain  and  Bowl  Cleanser C2 

Indstrl  Palm  Pwr  w/Volcanic  Pum  Hand 

Cln  E4 

Industrial  Acidulade    A3 

Industrial  Foam  Kwik  Al 

Industrial  Palm  Power  Hand  Cleaner  ....  E4 
Industrial's  Organic  Acid  Detergent  ....    A3 

Invisible  Glove    E4 

ISI  Disinfectant  CI 

Jell  Degreaser    Kl 

Kleen   E4 

Kool-Tool    H2 

Liquid  Hand  Soap  El 

Low  Suds  Laundry  Compound  No.  2       Bl 

Machine  Dishwashing  Powder  Al 

Meat  Hook  Cleaner  &  Deruster  A2 

No  Grab  H2 

Ovec  Ammoniated  Oven  Cleaner A8 

Oven  Cleaner A8 

Packing  House  Cleaner  Al 

Penetrating  Oil  And  Demoisturant  CI 

Safety  Solvent  K2 

Safety  Solvent  Kl 

Scale  and  Lime  Remover  A3 

Showcase  CI 

Shur-Klean  CI 

Silicone  Spray  HI 

Spray  and  Wipe CI 

Stainless  Steel  Cleaner   A7 

Super  Window  Cleaner  Concentrate    ..    CI 

Vanish  B  Insecticide  Fl 

Window  Cleaner  CI 

Wyte-Ease   H2 

8  Up  Al 

Industrial  Specialty  Chemicals,  Inc. 

ISC-53  Floor  Cleaner   Al 

ISC-8715   G6 

Industrial  Steam  Cleaners,  Inc. 

Blue  Rig  Wash  ISC-6  A4 

Industrial  Supply  Co.  of  Salem,  Inc. 

I.S.C.  Hi-Powered  Cleaner  A4 

Industrial  Tape  And  Supply  Co. 

UC  Multi-Purp.  Sil.  Lub.  &  Release 
Agent HI 
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Industrial  Technology  Corp. 

Food  Locker  and  Freezer  Cleaner   A5 

Industrial  Technology  Corp. 

rrc  dlo li 

ITC  Freezer  Cleaner  A5 

ITC  Safety  Solvent  K2 

MicroKwik L2 

Industrial  Technology  Corp. 

Processing  Acid  Cleaner  A3 

Industrial  Technology  Corp. 

Relectric  K2 

Releece A3 

Resolve    CI 

Resolve  #1  A4 

Resolve  #2  A4.A8 

Resolve  Smokehouse  Clearer  A8 

Rezyme  250  L2 

Industrial  Technology  Corp. 

Special  265  Foaming  High  Alkaline 

Clnr Al 

Industrial  Water  Consulting,  Inc. 

Synergy  156 G6 

Synergy  158 G6 

Synergy  160 G6 

Synergy  161  G6 

Synergy  215 G6 

Industrial  Water  Engineering,  Inc. 

BW  570  G7 

BVV315  G6 

BW5202  G6 

BW5203 G6 

BW5204 G6 

BW5206  G6 

BW5230 G6 

BW5280 G6 

BW5302 G6 

BW5304 G6 

CS4015    G7 

CS4251    G3 

CS4692    G7 

CW3335  G2.G6 

CW3336  Gl 

CW7251  G3 

CW7334 G3 

CW7615  G7 

CW7691  G7 

CW7692  G7 

CW7935  G7 

FG336    Gl 

IWE  BW  530 G6 

IWE  BW  560 G6 

IWE  BW  590 G6 

IWE  SL-5030    G6 

IWE  SL-5035    G6 

IWE  SL-5040    G6 

IWE  SL-5045    G6 

IWE  SL-5060    G6 

IWE  SL-5065    G6 

IWE  550    G6 

PW  2330   G6 

SL  5050  G6 

SL  5055  G6 

SL5242    G6 

SL5248    G6 

SL5251    G6 

SL5443    G6 

SL5446    G6 


Industrial  Water  Services,  Inc. 

BWT  14  G6 

BWT  15  G6 

BWT  18  G6 

BWT  19M  G6 

BWT  190M  G6 

BWT  21  G6 

BWT  210  G6 

BWT  238  G6 

BWT  269  G6 

RLT  20    G6 

RLT  21    G6 

RLT  22    G6 

RLT  25    G6 

RLT  40    G6 

Industro  Systems,  Inc. 

Food  Lube  HI 

Resido-Kill    F2 

IndusCo,  Ltd. 

All  Purpose  Cleaner  Concentrate  455       A 1 

Antiseptic  E-2  Hand  Soap  614  E2 

Antiseptic  E-2  Hand  Soap  621  E2 

Cleaner  Degreaser  409    A4.A8 

Cleaner  Degreaser/Deodorizer  427      A4.A8 

Cleaner  Degreaser/Deodorizer  428  Al 

Cleaner/Degreaser  417    A4.A8 

Concentrated  Detergent/Disinfectant 

435    D2 

EnviroSystems  Degreaser  CI 

General  Purpose  Low  Foam  Cleaner  454  A4 
High  Foaming  Cleaner/Degreaser 

417    A4.A8 

High  Foaming  Power  Pak  283  Al 

Lemon  Fragrance  Disinfectant/Cleaner 

436    CI 

Liqui-zyme L2 

Liquid  Laundry  625    Bl 

Mint  Fragrance  Disinfectant/Cleaner 

437    CI 

Neutral  Cleaner  451    A4 

Perfect  Solution  Cleaner-Degreaser  ....    CI 
Pine  Fragrance  Disinfectant/Cleaner  438  CI 

Powerpak  283   CI 

Ready  To  Use  Glass  and  Window  Clnr 

305    CI 

Sanitizer  440  D2.Q3 

Ultimate  400  Cleaner/Degreaser Al 

Ingersoll-Rand  Company 

SSR  H-1F  Coolant    HI 

SSR  Ultra  Coolant    H2 

XL  Nova   H2 

Ingram  Trading  Co. 

Hand  Dip  E3 

Inland  Aquatech  Co. 

BT-15CF  G6 

BT-515CF  G6 

BT-550F  G6 

BT-551F    G6 

BT-553 G6 

BT-558C   G6 

CT-553G   G7 

CT-554G   G7 

CT-653G   G7 

CT-654G   G7 

Formula  #  LW  H2 

Formula  No.  BT-12 G7 

Formula  No.  BT-12F    G6 

Formula  No.  BT-15C   G7 

Formula  No.  BT-15F    G6 

Formula  No.  BT-20 G7 


Formula  No.  BT-20F    G6 

Formula  No.  BT-40 G7 

Formula  No.  BT-40F    G6 

Formula  No.  BT-44 G6 

Formula  No.  BT-50  G6 

Formula  No.  BT-514F    G6 

Formula  No.  BT-555F    G6 

Formula  No.  BT-556F    G6 

Formula  No.  BT-582 G7 

Formula  No.  BT-582F    G6 

Formula  No.  BT-62F    G7 

Formula  No.  BT-70 G7 

Formula  No.  BT-70F    G6 

Formula  No.  BT-71  G7 

Formula  No.  BT-71F    G6 

Formula  No.  BT-81  G6 

Formula  No.  BT-812 G7 

Formula  No.  BT-820  G7 

Formula  No.  BT-840 G7 

Formula  No.  BT-844 G6 

Formula  No.  BT-850  G6 

Formula  No.  BT-862F    G6 

Formula  No.  BT-870 G7 

Formula  No.  BT-871  G7 

Formula  No.  BT-881  G6 

Formula  No.  BT-890 G6 

Formula  No.  BT-90  G6 

Formula  No.  CT-153 G7 

Formula  No.  CT-153F    G6 

Formula  No.  CT-653C   G7 

Formula  No.  CT-654C    G7 

Formula  No.  CT-8153 G7 

Formula  No.  ST-787  G6 

Formula  No.  ST-84  G6 

Formula  No.  ST-87  G6 

Formula  No.  ST-88  G6 

Formula  No.  ST-884  G6 

Formula  No.  ST-888  G6 

MB-515   G7 

MB-516   G7 

MB-518   G7 

ST-588  G6 

Inland  Custom  Manufacturing,  Inc. 

Bottle  Glo    A2 

Chlorinated  Cyclone   Al 

Cir-Klor  A2 

Cir-Klor  "E"    Al 

Cir-Klor  "S" Al 

Cleaner  89^    Al 

Du-All   Al 

DEW-1  Egg  Wash A1.Q1 

DEW-11  Egg  Wash A1.Q1 

Formula  60    A2 

Formula  60  H    A2 

Formula  60  L A2 

Hi-Klor D2 

KlorKleen  Al 

Knox-It A4 

Kwikleen   Al 

Quat  R  A4 

Sandee  Acid  Cleaner A3 

SandeeBSR  A3 

Sani-Phos  A3 

Soft  Kleen   A4 

Sterisol  A4 

Summit    Al 

Taurus  HD  Al 

Taurus  MD    Al 

Valco  Foam  MA"   Al 

Valco  Foam  "B"   Al 

Valco  Foam  "C"    Al 

Valco  HDL   Al 

Valco  LDL Al 

Valco  MDL  Al 

Valco  Suds Al 

Valco  Super  HDL  Al 

Valco  24X  A2 

Valco  24XA Al 
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Inland  Supply  Company 

Oven  and  Grill  Cleaner A4.A8 

Inland  Technology  Incorporated 

Displace  Al 

Wire  Cleaner  A2 

Inlander-Steindler  Paper  Company 

Care  Plus  A4 

D-FatPlus   Al 

D-Grease    Al 

Invincible  Crawlng  Insect  Spray 

w/Baygon   F2 

Invincible  Disinfectant  Deodorant  Spray  CI 
Invincible  Foaming  Disinfectant  Cleaner  CI 

Invincible  Glass  &  Utility  Cleaner CI 

Invincible  Multi-Purp  Spray  Clnr 

w/Ammo CI 

Invincible  Neutral  Cleaner   A4 

Invincible  Pine  Air  Freshener  CI 

Invincible  Rinse A4 

Invincible  Stainless  Steel  Clnr  &  Pish      A7 

ISP  #71  Cleaner    A4 

ISP  Caustic  Cleaner    A2 

ISP  Chlorinated  Cleaner  Al 

ISP  H.D.  Cleaner CI 

ISP  H.D.  Liquid  Cleaner Al 

ISP  Steam  Cleaner    Al 

ISP  100  Lotionized  Hand  Soap    El 

ISP  115  Liquid  Hand  Soap  El 

ISP  950  Disinfectant  Foaming  Cleaner     C2 

Rough  Touch  E4 

Soft  Touch  E4 

69Q  Concentrate  D2 

70  Neutral  Cleaner    A4 

71  Stripper/Degreaser   A4 

750  Soap  Film  &  Scum  Remvr  &  Floor 

Rinse  A4 

87  Blast  Off  Emulsifiable  Solvent  CI.  A4 
910  Bowl/Tile  Porcelain  Cleaner  C2 

Innovative  Chemicals  Equipment 

Acid  Cleaner  #AC-91   A3 

Foam  Cleaner  #FC  420  Al 

Heavy  Duty  Foam  Cleaner  #FC  105   ..  Al 

Kickoff Al 

Innovative  Chemicals,  Inc. 

Odors  Away  Bait/Fish  Box 

Cleaner/Deodrzr  CI 

Odors  Away  Concentrated  Hand  Soap  ..  E4 
SaltX  Al 

Innovative  Packaging  Systems  Inc. 

Heavy  Duty  Degreaser   Al 

Inopak  Ltd. 

"Health  Care"  Antimicrobial  Lotion 

Soap    El 

Body  Bath   E4 

Dermagel  Antimicrobial  Lotion   E4 

Dermex    El 

Dermex  4  El 

Enrich  Hand  Lotion  Soap  E4 

Food  Handling  Soap  Inoderm E2 

Insecta-Paint  Inc. 

Insecta  Clear  Finish PI 

Insitu 

BioCat-145    Al 


Insl-X  Products  Corporation 

T-250  Epoxy  Thinner  PI 

Insta  Brite 

Aluma  Brite  3X  Al 

Truck  Brite  3X  "B"  Al 

Institutional  Chemical  Co. 

Dermatone  Liquid  Hand  Soap  • El 

Institutional  Chemicals,  Inc. 

Brite-Star  A7 

Fresh    CI 

Insti-Solve  CI 

Sonic  Cleaner  And  Degreaser Al 

Whistle  Porcelain  Cleaner C2 

Institutional  Labs,  Inc. 

Hot  Rod  LI 

Inlet h  Inc. 

ACC  4000NF    A3 

ACC4066NF    A3 

ACC  4200NF    A3 

AGP  4000   A3 

AGP  4066    A3 

AGP  4300   A3 

AGP  4500   A3 

AGP  4800   A3 

AGP4900XD    A3 

AGP  5000   A3 

DF  1000  A1.Q5 

EG  1000 Ql 

EG  1000C   Ql 

EG  3000C   Ql 

GFS  1000    Al 

GP  1000  Al 

GP  1066  Al 

GP  1500  Al 

GP1550  Al 

GP2000  Al 

GP2400 Al 

GP  2600 A4.C1 

GP2700 Al 

GP2800 Al 

GP2900 Al 

GP4000 C2 

GPS  1000    Al 

GPS  1050    Al 

GPS  1100    Al 

GPS  1101    Al 

GPS  2000    Al 

GPS  500    A4.B1 

HD  1000   A2 

HD  1100   A2 

HD  1200   A2 

HD  1400   A2 

HD  1400C  A2 

HD  1600   A2 

HD  1600F  A2 

HD  1700   A2 

HD  1800   A2 

HD  1900F  A2 

HD  200C  A2 

HD  200CNT   A2 

HD  2000   Al 

HDL  8000  Al 

HDL8000F  Al 

HDL  8100  A2 

HDL  8100NF A2 

LU  1000 A1.E1.H2 

LU  1050 A1.E1.H2 

LU  2000 Al ,H2 

LU2025 A1.H2 

LU  3000 Al JL? 


LU4000 E1.H2 

MC  3000  Al 

MC  3000C  Al 

MC4000  Al 

MD  1300  A2 

MD  1500C A2 

MD  1800C  A2 

MD  3300C  A1.Q1 

MD  3400  A2 

MD  3500  A2 

MDL  1000  Al 

MDL4500  Al 

MDL  4501  Al 

MDL  7000C    Al 

MDL  7500C    Al 

MDL  7600F Al 

MDL  7601F Al 

MDL  7602F Al 

MDL  7603F Al 

MDL  8000C    Al 

WT  150   Al 

Integrated  Environmental  Products, 
Inc. 

Prime  Source  Concentrated  Glass 

Cleaner  CI 

Prime  Source  Glass  Cleaner  300   CI 

Prime  Source  Heavy  Duty  Strppr  Dgrsr 

400    A4 

Prime  Source  Neutral  Cleaner  650  CI 

Prime  Source  Sys.  One  Pnk  Lotion  Hd 

Soap    E4 

Prime  Source  System  One  Power  Dgrsr 

750    Al 

Prime  Source  Z/E  Glass  Cleaner   CI 

Integrity  Chemical  Corp. 

C-Foam    Al 

Conveyor  Lube  HC  H2 

OP  101    Al 

CIP  102   A3 

Dissolve  Cleaner  Degreaser   A4 

Dynokleen   Al 

EZ  Kleen  Concentrated  All  Purpose 

Clnr A4 

FD100  Al 

Into-2000  A4 

Liquid  Conveyor  Lube   H2 

Orange  Aid    CI 

Stainless  Steel  Cleaner    Al 

Star-Wash  Non-Butyl 

Degreaser/Cleaner Al 

SD  5000  Heavy  Duty  Degreaser   Al 

Inter-City  Chemical  Co.,  Inc. 

Degreaser  Concentrate    A4 

Inter-County  Farmers  Co-op 

Coop  Brand  Chlorinated  Detergent     QI.Q3 

Coop  Brand  Sanitizer   Ql 

Intercem  Corporation 

Acid  Coil  Cleaner  PI 

All-Purpose  Freezer  Cleaner A5 

Aluminum  Chip  Drain  Opener  LI 

Amine  10-X  G6 

Blast  Off   A8 

Blitz  CI 

Boiler  Treat  7826-C    G6 

Boiler  Treat  7827    G7 

Bowl  Cleaner C2 

Chlor  Alk Al 

Chloro  Brite  CLP Al 

Citri  Sewer CI 

Coco  Breeze    E4 

Conveyor  Lubricant H2 
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CIP  Acid   A3 

D-Lime A3 

Digestant  250 L2 

Fab-Soft  B2 

Food  Plant  Boiler  Treatment    G7 

FMC  Equipment  Cleaner   Al 

Hawaiian  Magic    E4 

Heavy  Duty  Degreaser  And  Cleaner  A4.A8 

Hi-Sheer A2 

High  Power  A2 

H2  Citrus  CI 

ISO-X CI 

Lemon  Coco  Hand  Soap  E4 

Liquid  Laundry  Detergent Bl 

Liquid  Pumice  C2 

Low  Foam  Laundry  Detergent  Bl 

Magic  Al 

Mighty  Pink CI 

Multi  Foam   A4 

My  Pleasure  "Pink  Lotion  Handsoap"   ..  E4 

Non-Acid  Coil  Cleaner  PI 

Oven  Geaner A8 

Plug  Away  LI 

Power  Clean    Al 

Power  Marie    CI 

Premium  Powder  Bl 

Premium  Steam-It  II  Liquid  Steam 

Cleaner  A4 

Premium  Ultra  Steam    A4.A8 

RTU  Glass  Cleaner"   CI 

Sano-Rinse  Dis.  Sanit  Deo D2 

Scale-Out  A3 

Scrubbie  Iodine  Handsoap    E2 

Sentry G7 

Show  Tyme  A4 

Shur  Kleen  Al 

Shur  Kleen  Extra  Al 

Shp-Eze  H2 

Smoke  House  Cleaner A2 

Steam-Tech    A4 

Super  Amine  40-X   G6 

Super  Score  Al 

Tower  Trete  G7 

Tower  Trete  Clear  G7 

Ultra-Suds   Al 

Interchem,  Inc. 

Bacto-Sep D2 

Chase  Automatic  Washing  Machine  Dei.  Bl 

Formula  700    A4 

Formula  800  HS A4.A8 

Freedom  El 

Germa-Sep  CI 

Heavy  Duty  Degreaser   A4 

Heavy  Duty  Non-Freezing  Cleaner   ....    A5 

Industrial  Degreaser    A4 

Remove  Heavy-Duty  Granular  Floor 

Cleaner   CI 

Tidal  Wave    CI 

Typhoon  D2 

Intercon  Chemical  Company 

Acrivte  CI 

All  Around Al 

All  Temperature    Bl 

Assure    CI 

B.A.D CI 

Big  Pine  CI 

Bleach-Out  A1.B1 

Blue  Butyl  A4 

Blue  Suds    Al 

Break-Away  A3 

Break -Away  Extra A3 

Breakthrough  CI 

Brite  C2 

Brute    C2 

Built-in    Bl 

Cal-Mag  A3 

Charge  Al 

Chlor-Mate Al 


Chloro-Det  Al 

Color-Safe   Bl 

Control  CI 

Cutter  A8 

Cyclone  Blue  A4 

De-Iron Bl 

De-Lime  A3 

Depend  Dl 

Double  Mint    CI 

Dri-Ox   Bl 

Dry  Bleach  A131 

Dyna-Mite   A4 

E-NPLP  Bl 

E-PLP    Bl 

Econo-Det   G6 

Foam  Power Al 

Focus  Bl 

Fry-Out    Al 

Grade  A  D2 

Grease-Spot  A1J31 

Hero  Al 

Hi-Chlor Al 

Hi-O-Silver   Al 

Hurricane  A4 

HDL-101    Al 

HWS  128  Dl 

HWS  256  Dl 

In-Crete-Able CI 

Inter-Lube    A1.H2 

Inter-Mach  Al 

Inter-MachCL  Al 

Inter-Matic  A1JI2 

Interdyne   D2.E3.G5 

Intron  793    Al 

Intron  794    Al 

LDC-19   CI 

LDC-39   CI 

Medi-Tol  128 CI 

Micro-Soft  CI 

Mighty-Mate   Al 

No-Foam   Al 

Nu-Rinse   Bl 

Nu-Soft    Bl 

NPLP  Bl 

Panhandler  Al 

Pearly  Al 

Perform    CI 

Plasticlean    Al 

Powder-Break    A1.B1 

Powdered  Plus  B2 

Power-Break    Bl 

Primo  Al 

PLP    Bl 

Safe-Det  Al 

Sani-Clean   CI 

Scale-X    Bl 

Screen-Mate  Al 

So-Soft  B2 

Soft  Hands  El 

Soft  Hands  B  E4 

Sour  Power   A3$l 

Special  APC    CI 

Spot-Free  Bl 

Steam-Off    Al 

Sun  Rise    A4.A8 

Swat  #10   F2 

Swat  #40   F2 

Swat-Dri  F2 

Swipe  Dl 

Synclean A4 

Syntha-Fog  20  F2 

Ultra-Soak  Al 

Wash  "N  Wear  Bl 

Wintergreen  CI 

Wonder    A8 

Intercontinental  Chemical  Corp. 

ICC  A-A-174A/I  A4 

ICC  A-A-174A/B   Al 

ICC  A-A-19A    A3 

ICC  A-A-20/A  Al 


ICCA-A-20/B  Al 

ICC  A-A-33 A3 

ICC  A-A-353/A A3 

ICCA-A-353/B  Al 

ICC  A-A-353/C  Al 

ICC  A-A-5/1   Al 

ICCA-A-5/2  Al 

ICC  A-A-682/1    Al 

ICCA-A-682/2  Al 

ICCA-A-684/1    Al 

ICC  A-A-684/2  Al 

ICC  A-A-684/3  Al 

ICC  A-A-7A   A4.A8 

ICC  Clean-N-San  234 CI 

ICC  Descaler  166   A3 

ICC  Dysodine  236 D2 

ICC  Liquid  Hand  Soap  El 

ICC  Nu-Gril!  A4.A8 

ICC  Poly-Con  CF-52    H2 

ICC  Poly-Con  CF-54    H2 

ICC  Poly-Con  CF-65    H2 

ICC  Poly-Con  CF-95    H2 

ICC  Poly-Con  EF-7    H2 

ICC  Poly-Con  FG- 18    HI 

ICC  Poly-Con  FG-2    HI 

ICC  Poly-Con  FG-20    HI 

ICC  Poly-Con  FG-22    HI 

ICC  Poly-Con  FG-24    HI 

ICC  Poly-Con  FG-26    HI 

ICC  Poly-Con  FG-28    HI 

ICC  Poly-Con  FG-3    HI 

ICC  Poly-Con  FG-30    HI 

ICC  Poly-Con  FG-32   HI 

ICC  Poly-Con  FG-34    HI 

ICC  Poly-Con  FG-36    HI 

ICC  Poly-Con  FG-38    HI 

ICC  Poly-Con  FG^O    HI 

ICC  Poly-Con  FG-42    HI 

ICC  Poly-Con  FG-44    HI 

ICC  Poly-Con  FG-46    HI 

ICC  Poly-Con  FG-5   HI 

ICC  Poly-Con  FG-50    HI 

ICC  Poly-Con  FG-52    HI 

ICC  Poly-Con  FG-6    HI 

ICC  Poly-Con  FG-64    HI 

ICC  Poly-Con  FG-66    HI 

ICC  Poly-Con  FG-70    HI 

ICC  Poly-Con  FG-74   HI 

ICC  Poly-Con  FG-8   HI 

ICC  Poly-Con  Industrial  Oil  H2 

ICC  Poly-Con  RP-1    H2 

ICC  Poly-Con  RP-3    H2 

ICC  San-O-Clear  235   Dl 

ICC  W  03    G7 

ICC  W  08    G6 

ICC  W  09    G7 

ICC  W  12    G7 

ICC  W  14    G7 

ICC  W  21    G6 

ICC  W  22    G6 

ICC  W  24   G6 

ICC  W  27    G6 

ICC  W  28    G6 

ICC  W  30    G6 

ICC  W  32    G6 

ICC  W  33    G6 

ICC  W  34    G6 

ICC  W  35    G6 

ICC  W  37    G6 

ICC  W  38    G6 

ICC  W  40    G6 

ICC  W  41    G6 

ICC  W  46    G6 

ICC  W  71    A3 

ICC  W  72    PI 

ICC  W  73    A2 

ICC  W-60    G7 

ICC  W-62    G7 

ICC  W-64   G7 

ICC  101  Al 

ICC  103  Al 

ICC  1061  Al 
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ICC  1070  Al 

ICC  108  A1.Q1 

ICC  1136  Al 

ICC  1137  Al 

ICC  1138  Al 

ICC  1141  A1.Q1 

ICC  1144  Al 

ICC  115  A1.Q1 

ICC  1150  Al 

ICC  1151  Al 

ICC  116  Al 

ICC  117  Al 

ICC  118  A1,Q1 

ICC  119  A2 

ICC  120  Al 

ICC  121  Al 

ICC  123  A1.Q1 

ICC  124  Al 

ICC  125  A131 

ICC  126  Al 

ICC  127  Al 

ICC  128  Al 

ICC  131  Al 

ICC  133  Al 

ICC  134  A1.C2 

ICC  140  Al 

ICC  141  Al 

ICC  142  Al 

ICC  143  Al 

ICC  144  Al 

ICC  1465  Ezzepeel  Bl 

ICC  1466  Ezzepeel  A4 

ICC  1468  Ezzepeel  B2 

ICC  1469  Ezzepeel  Bl 

ICC  1470  C1,G2 

ICC  1471  C1.G2 

ICC  149  Al 

ICC  150  Al 

ICC  1555  LI 

ICC  160  A131 

ICC  162  A131 

ICC  164  A3 

ICC  165  A3 

ICC  169  A3 

ICC  191  Al 

ICC  192  A4.A8 

ICC  194  Al 

ICC  195  A4.A8 

ICC  200  Al 

ICC  204  Al 

ICC  205  A2 

ICC  205D    A2 

ICC  207  A2 

ICC  2077  A131 

ICC  2078  A2 

ICC  208  A2 

ICC  210  Al 

ICC  2102  Al 

ICC  2103  A2 

ICC  2104  A2 

ICC  211   Al 

ICC  212  G2 

ICC  213  G2 

ICC  217  A3 

ICC  221  Al 

ICC  230  Detergent  Sanitizer Dl 

ICC  231  Alkaline  Sanitizer Dl 

ICC  232  Acidic  Wash  Sanitizer  Dl 

ICC  233  Wash  and  Surface  Sanitizer  ..    Dl 

ICC  237  Dl 

ICC  237-A  D2 

ICC  238  A3 

ICC  241  Gl 

ICC  242  PI 

ICC  243  Gl 

ICC  244  A3 

ICC  245  G4 

ICC  246  A1.G4 

ICC  260  H2 

ICC  261  H2 

ICC  262 A1.H2 

ICC  263  H2 


ICC  264  H2 

ICC  265  H2 

ICC  266  H2 

ICC  267  H2 

ICC  268  H2 

ICC  269  H2 

ICC  270  H2 

ICC  291  Al 

ICC  305  A4.A8 

ICC  309  Al 

ICC  310  Al 

ICC  3100  A2 

ICC  3101  Al 

ICC  3104  A3 

ICC  3105  Al 

ICC  3106  A3 

ICC  3108  Al 

ICC  3109  A1.H2 

ICC  311  Al 

ICC  3110  A3 

ICC  3111  Al 

ICC  3112  Al 

ICC  3114  Al 

ICC  3115  Al 

ICC  312  Al 

ICC  313  A4 

ICC  316  CI 

ICC  316P  Al 

ICC  317  CI 

ICC  318  CI 

ICC  3204  A131 

ICC  3205  A131 

ICC  3206  A2 

ICC  3211/3212    Al 

ICC  3230  Al 

ICC  3232  A1JB1 

ICC  3233  Al 

ICC  324  A4 

ICC  3351  A4 

ICC  350  Bl 

ICC  351  Bl 

ICC  351  Dry  Laund  Blch  Fab  &  Diapr 

Sntzr  Bl 

ICC  352  A131.E1 

ICC  354  Bl 

ICC  355  Bl 

ICC  356  Bl 

ICC  357  B2 

ICC  358  Bl 

ICC  359  B2 

ICC  361  Bl 

ICC  362  Bl 

ICC  365  Bl 

ICC  3650  Al 

ICC  368  Bl 

ICC  3711  Q5 

ICC  3712A    Q5 

ICC  3713  Q5 

ICC  3714  Q5 

ICC  3715  Q5.P1 

ICC  3716  Q5 

ICC  372  Bl 

ICC  3753  A831.C3.L1 

ICC  378  Bl 

ICC  3805  Al 

ICC  390  A1.E1 

ICC  394  WHC E4 

ICC  405  Ql 

ICC  406  Ql 

ICC  407  Ql 

ICC  408  Ql 

ICC  409  Ql 

ICC  410  Ql 

ICC  411  Ql 

ICC  413  Ql 

ICC  414  Ql 

ICC  415  Q2 

ICC  416  Q2 

ICC  417  Q5 

ICC  418  Q5 

ICC  419  A3 

ICC  420  A3 


ICC  421  A2 

ICC  422  Al 

ICC  500  CI 

ICC  504  Al 

ICC  515  A3 

ICC  517  A6 

ICC  518  A6 

ICC  519  A6 

ICC  525  A2 

ICC  527-P  A2 

ICC  528  P  Al 

ICC  529  Al 

ICC  530  Al 

ICC  531  A4.A8 

ICC  532  A831.C3.L1 

ICC  533  Al 

ICC  603  Al 

ICC  605  C1.C3 

ICC  606  Al 

ICC  610  A8.C3 

ICC  611  A2 

ICC  621  A131 

ICC  623  A131 

ICC  627  A2 

ICC  636  Al 

ICC  650  A2 

ICC  651  A2 

ICC  652  A2 

ICC  653  A2.C3.L1 

ICC  654  A2 

ICC  655  A2 

ICC  681  A3 

ICC  682  C2 

ICC  683  Al 

ICC  684  A3 

ICC  729  K1JK3 

ICC  731  Al 

ICC  732  A2 

ICC  744  A2 

ICC  746  A2 

ICC  760  Al 

ICC  7740  K1JC3 

ICC  775  A3 

ICC  789  K1JC3 

ICC  790  K1JC3 

ICC  791  Kl 

ICC  950  Al 

ICC  952  Al 

ICC  953  A1.Q1 

ICC  956  Al 

ICC  959  Al 

ICC  960  Al 

ICC  961  A3 

ICC  962  A3 

ICC  965  Al 

ICC  971  Al 

ICC  972  A1.H2 

ICC  973  Al 

ICC  982  Al 

Lime  Go A3 

227  Germicidal  Detergent  Al 

Interex  International,  Inc. 

Zoff   A4 

Interlube  Corporation 

Carbonless  Air  Compressor  Oil  No.  20  H2 

Carbonless  Air  Compressor  Oil  No.  30  H2 

Carbonless  Air  Compressor  Oil  No.  40  H2 

Cinnfluid  1200  GB  +1    H2 

Cinnfluid  155    HI 

Cinnfluid  155  AW HI 

Cinnfluid  1650  GB  +1    HI 

Cinnfluid  1950  GB  +1    HI 

Cinnfluid  235    HI 

Cinnfluid  235  AW HI 

Cinnfluid  235  AW  +1  HI 

Cinnfluid  310    HI 

Cinnfluid  310  AW HI 

Cinnfluid  310  AW  +1  HI 
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Cinnfluid  44    HI 

Cinnfluid  44  AW HI 

Cinnfluid  460  GB  +1    HI 

Cinnfluid  500  GB  +1    HI 

Cinnfluid  75  GB   HI 

Cinnfluid  750  AW  +1  HI 

Cinnfluid  750  GB  +1    HI 

Cinnfluid  90    HI 

Cinnfluid  90  AW HI 

Compressor  Oil  16    H2 

Compressor  Oil  18    H2 

Compressor  Oil  21    H2 

Compressor  Oil  31    H2 

Compressor  Oil  41    H2 

Compressor  Oil  51    H2 

Degreasing  Solvent  (Aerosol)  K2 

Endura  Air  Tool  Oil-Extra  Light   H2 

Endura  Air  Tool  Oil-Light   H2 

Endura  Air  Tool  Oil-Light  Medium  ....  H2 

Endura  Air  Tool  Oil-Medium  H2 

Endura  Gear  Lube  SAE  140  Non  Drip  H2 

Endura  Gear  Lube  SAE  80W  Non  Drip  H2 
Endura  Gear  Lube  SAE  80W-90  Non 

Drip  H2 

Endura  Gear  Lube  SAE  90  Non  Drip  H2 

Endura  Gear  Lube  90-140  Non  Drip  ..  H2 

Endura  Industrial  Oil  10  ND H2 

Endura  Industrial  Oil  15  N.D H2 

Endura  Industrial  Oil  20  N.D H2 

Endura  Industrial  Oil  30  N.D H2 

Endura  Polymer  Grease  802  H2 

EP  Lithium  No.  1  Grease  H2 

Filler  Oil  68-1   HI 

Fire  Resistant  Hydraulic  Fluid  59    H2 

Fire  Resistant  Hydraulic  Fluid  59  D  ..  H2 
Formula  1103  Metal  Safe  Alkaline 

Cleaner  Al 

Formula  1156  Metal  Safe  Cleaner  Al 

Formula  1375  Heavy  Duty  Alkaline 

Geaner  A2 

Formula  2030  Liq  Steam  &  HJ>.  Cln 

Cone A4 

Formula  2036    A2 

Formula  2036  LF    Al 

Formula  2036A A2 

Formula  2039  #HFAlkaline  Cleaner 

Cone A2 

Formula  2039  HF-M  Alkaline  Clnr 

Cncntrt    A2 

Formula  2330  Alkachlor  Cleaner  Cone.  Al 

Formula  2445    Al 

Formula  2501  Liquid  Cleaner  Concen- 
trate    Al 

Formula  2504  Cleaner A4 

Formula  2506  Cleaner A4 

Formula  2506  LF    A4.C1 

Formula  2506  M  Cleaner  Al 

Formula  2600  Multi  Purpose  Cleaner  Al 

Formula  2610  Cleaner  Concentrate   ....  A4 

Formula  2611  Cleaner  Concentrate   ....  Al 

Formula  4390  Acid  Cleaner  A3 

Formula  4390  LF  Acid  Cleaner  A3 

Formula  5304  Synthetic  Lubricant  H2 

Formula  6060  Solvent  Degreaser  Kl 

Formula  6062  Degreaser Kl 

Formula  6161  Safety  Solvent  Degreaser  K2 

Formula  6660  Natuclean  Concentrate  CI 

Graphite  Chain  Lube  No.  146    H2 

Heat  Transfer  Oil  21  H2 

Heat  Transfer  Oil  235  HI 

Hot  Plate  Lube  PW  HI 

Hy-Lo  23  Hydraulic  Oil  H2 

Hydraulic  Oil  10  AL H2 

Hydraulic  Oil  20  AL  H2 

Hydraulic  Oil  210  AL H2 

Hydraulic  Oil  30  AL  H2 

K-Draw  165  HI 

K-Draw  67  HI 

M  502  Grease   H2 

Moly  B  2  Grease  H2 

Moly  Hi  Lo  Temp  Multi  Purpose  Grease  H2 

Nova  100A  Oil    H2 


Nova  150A  Oil   H2 

Nova  22A  Oil    H2 

Nova  32A  Oil   H2 

Nova  46A  Oil   H2 

Nova  68A  Oil   H2 

Penetrating  Oil  FG    HI 

Petro  White  HI 

PSR  Oil  1000    H2 

PSR  Oil  1000A  H2 

PSR  Oil  110    H2 

PSR  Oil  110A  H2 

PSR  Oil  1500    H2 

PSR  Oil  1500A  H2 

PSR  Oil  160    H2 

PSR  Oil  160A  H2 

PSR  Oil  210    H2 

PSR  Oil  210A  H2 

PSR  Oil  2500    H2 

PSR  Oil  2500A  H2 

PSR  Oil  310    H2 

PSR  Oil  310A  H2 

PSR  Oil  510    H2 

PSR  Oil  510A  H2 

PSR  Oil  60A  H2 

PSR  Oil  750    H2 

PSR  Oil  750A   H2 

Red  Hi  Lo  Temp  Multi  Purpose  Grease  H2 
Red  Industrial  Gear  Lube  SAE  80  Non 

Drip  H2 

Red  Industrial  Gear  Lube  SAE  90  Non 

Drip  H2 

Red  Industrial  Gear  Lube  80W-90  Non 

Dnp  H2 

Red  Industrial  Gear  Lube  90-140  Non 

Dnp  H2 

Red  Industrl.  Gear  Lube  SAE  140  Non 

Drip  H2 

Red  Multi  Purp  Gear  Lube  80W-90  Non 

Drip  H2 

Red  Multi  Purp  Gear  Lube  90-140  Non 

Drip  H2 

Red  Multi  Purpose  Oil  310  A    H2 

Red  MultiPurp  Gear  Lube  SAE  140  Non 

Drip  H2 

Red  MultiPurp  Gear  Lube  SAE  80  Non 

Dnp  H2 

Red  MultiPurp  Gear  Lube  SAE  90  Non 

Drip  H2 

Refrigeration  Oil  155    H2 

Refrigeration  Oil  300    H2 

Sani-Lube  Food  Equipment  Lubricant  HI 

Silicone  Lubricant  Multi-Purpose  Spray  HI 

Special  Air  Tool  Oil-Extra  Light  H2 

Special  Petro  Lube  152  HI 

Stazere  0    H2 

Stazere  1    H2 

Stazere  2    H2 

Synthetic  Compressor  Lubricant  No.44  H2 
Synthetic  Compressor  Lubricant  No.50  H2 
Synthetic  Compressor  Lubricant  No.55  H2 
Synthetic  Oven  Chain  &  Bearing  Lu- 
bricant    H2 

Synthetic  Refrigeration  Cmprsr  Oil  150  HI 

Synthetic  Refrigeration  Cmprsr  Oil  300  HI 

Track  &  Chain  Lube  No.  5    HI 

Vacuum  Pump  Oil  No.  55   H2 

Vacuum  Pump  Oil  No.  65   H2 

Vacuum  Pump  Oil  No.  70   H2 

Vacuum  Pump  Oil  55  PD  H2 

Vacuum  Pump  Oil  65  PD H2 

White  Cote H2 

White  Cote  Food  Grade  Grease  HI 

White  Cote  FM  HI 

White  Cote  FM-0    HI 

White  Cote  FM-1    HI 

White  Cote  HT   HI 

White  Cote  HTP  HI 

White  Cote  HTP-0    HI 

White  Cote  HTP- 1    HI 

White  Cote  SAE  80W-90  Non  Drip    ..  HI 

White  Cote  Tac  HI 

White  Cote  140  EP  HI 


White  Cote  140  WG  HI 

White  Cote  160  AwP   HI 

White  Cote  160  AW  HI 

White  Cote  160  AW  +1   HI 

White  Cote  160  AWP  +1   HI 

White  Cote  160  AWP  Non  Drip    HI 

White  Cote  160  AWP  Non  Drip  +1     ..HI 

White  Cote  200  LP  HI 

White  Cote  210  AW  HI 

White  Cote  210  AW  +1   HI 

White  Cote  210  AWP  HI 

White  Cote  210  AWP  +1   HI 

White  Cote  210  AWP  Non  Drip    HI 

White  Cote  210  AWP  Non  Drip  +1    ..  HI 

White  Cote  350  AW  HI 

White  Cote  350  AW  +1   HI 

White  Cote  350  AWP  HI 

White  Cote  350  AWP  +  HI 

White  Cote  350  AWP  +1   HI 

White  Cote  350  AWP  Non  Drip    HI 

White  Cote  350  AWP  Non  Dnp  +1    ..  HI 

White  Cote  500  AW  HI 

White  Cote  500  AW  +1    HI 

White  Cote  500  AWP  HI 

White  Cote  500  AWP  +1   HI 

White  Cote  500  AWP  Non  Drip    HI 

White  Cote  500  AWP  Non  Drip  +1     ..  HI 

White  Cote  750  AW  HI 

White  Cote  750  AW  +1   HI 

White  Cote  750  AWP  HI 

White  Cote  750  AWP  +1   HI 

White  Cote  750  AWP  Non  Drip    HI 

White  Cote  750  AWP  Non  Drip  +1     ..HI 

White  Cote  90  EP  HI 

White  Cote  90  WG  HI 

White  Cote  90-140  Non  Drip  HI 

White  Cote  900  AW  HI 

White  Cote-L  H2 

White  Mineral  Oil  13  USP  HI 

White  Mineral  Oil  19  USP  HI 

White  Mineral  Oil  21  USP  HI 

White  Mineral  Oil  35  USP  HI 

White  Mineral  Oil  6  T   HI 

White  Mineral  Oil  7  USP  HI 

White  Mineral  Oil  9  USP  HI 

Wyte-Ease  H2 

International  #1/ 

A  Division  of  ComStar  International 

Inc. 

Coil  King  PI 

International  #1  Grime  Buster   CI 

Protecta  Coat  PI 

International  Biochemicals  Group, 
The 

Biofree  L2 

International  Chemical  of  Coram, 
Inc. 

Citra  Clean CI 

Clean  Freeze  Freezer  Cleaner  A5 

Delimer   A3 

Digest  CI 

International  Blue  Sapphire    Al 

International  Power  A4.A8 

Orange  Grease  Digester    CI 

International  Chemical  Corp.  of 
VJSA. 

Huilex    Al 

International  Chemical  Corporation 

AC-100    A3 

AC-300    A3 
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APC-203   Al 

CA-100    A2 

CA-1000    A2 

CIP-Chlor    Al 

Foamy    Al 

Glidc-900  A1.H2 

Glide-905  H2 

Glide-915  H2 

International  Chemical  Industries, 
Inc. 

Interchem  Fresh  Bath  and  Tile  Cleaner  C2 

Interchem  RED  Residual  Insecticide F2 

International  Chemtex  Corporation 

AA-6070   G7 

AA-6070T  G7 

ABG-50  G7 

ABL-16   G7 

B-135  G6 

B-175  G6 

B-226  G2.G6 

B-227  G6 

B-228  G5.G6 

B-232  G6 

B-233  G6 

B-234  G6 

B-235  G6 

B-2352  G6 

B-2354  G6 

B-236  G6 

B-2362  G6 

B-2364  G6 

B-2372  G6 

B-2374  G6 

B-238  G6 

B-239  G6 

B-240  G6 

B-241  G6 

B-242  G6 

B-246  G6 

B-247  G6 

B-249  G6 

B-250  G6 

B-253  G6 

B-255  G6 

B-284  G6 

B-285  G6 

B-286  G6 

B-288  G6 

B-290  G6 

B-295  G6 

B-296  G6 

B-297  G6 

B-299  G6 

B-825  G6 

B-845  G6 

B-852  G6 

B-857  G7 

C-101  G2.G5.G6 

C-130  G5.G7 

C-383  G5 

C-384  G7 

C-392  G7 

C-393  G7 

C-395  G7 

C-396  G7 

C-397  G7 

C-430  G7 

C-431  G7 

C-432  G7 

C-435  G5.G7 

C-436  G7 

Formula  ABG-100  Algicide  G7 

Molykote  XP  G5.G7 

Resin  Cleaner    PI 

9412  G6 

9422  G6 

9432  G6 

9442  G6 


9452  G6 

9462  G6 

9472  G6 

International  Coatings,  Inc. 

ICO-Caulk  Gray  Pt  A  Resin  &  PtB 
Hardener  PI 

International  Corporate  Services, 
Inc. 

Absorbency   Jl 

All  Purpose  Cleaner   CI 

Floor  Cleaner CI 

Hand  Soap  Cleaner  E4 

International  Dioxcide,  Inc. 

Anthium  Dioxcide  D2 

Anthium  200   D2 

Camebon  200    D2 

International  Distribution  Systems, 
Inc. 

Baseboard  Stripper   A4 

Citrus  With  Pumice  Hand  Cleaner E4 

Dry  Fog  ULD  Double  Action  II F2 

E-2  Food  Industry  Sanitizing  Soap    E2 

Germicidal  Foaming  Cleaner   C2 

Instant  Antiseptic  Hand  Cleanser  E4 

Mirror  &  Glass  Cleaner   CI 

Moisturizing  Hand  Cream  E4 

Multi  Duty  Hand  Cleaner  E4 

Natural  Force  CI 

Oven  Cleaner A8 

Specialty  Hand  Cleaner E4 

Spot  Cleaner  and  Degreaser  K2 

Stainless  Steel  Cleaner   CI 

International  Enzymes  Inc. 

Bacto-Zyme  L2 

Clear-Water  Al 

Industrial  Enzy-Magic  Clng.  Concen- 
trate      Al 

Super  Cleaner   Al 

International  Group  Inc. 

IG  pH  Control  +   G6 

IG  Acid  1000 A3 

IG  Acid  500 A3 

IG  Acid  750 A3 

IGAlkaliteL  A2 

IG  Alkalite  P  A2 

IG  All  In  One   G6 

IG  Dispersant  BC    G7 

IG  Floor  Cleaner  A4 

IG  Grease  Off  A4.A8 

IG  Klen   Al 

IGPlus  Al 

IG  Rust-Away  G7 

IG  Sparkle  Bl 

IG  Super  Paste Al 

IG  Superlube  H2 

International  Multifoods 

Freez-Kill  Fl 

International  Paint  Company,  Inc. 

GTA406  PI 

GTA409  PI 

International  Products  Corp. 

Micro  CI 


International  Restaurant  System/ 
Div.  of  Grease  Catch  Corp. 

Bio-Treat  L2 

Bio-Treat  AT  L2 

International  Salt  Company 

Sterling  Rid  Rust  Buttons  PI 

Sterling  Rock  Salt  PI 

Sterling  Super  Salt  Buttons    PI 

International  Sure-Step  Corp. 

D-Activate  Al 

Nue-Step    CI 

Prep-Step  A4 

Sure-Step  Cleaner-Degreaser   A4 

Interpak  Systems  Inc. 

Antibacterial  Handwashing  Lotion  El 

Interpoly  Corp. 

Heavy  Duty  Industrial  All  Purpose  Clnr.  A4 
Super  Safety  Degreaser A4 

Interpro,  Inc. 

Dermaffin E4 

Multi  Shield E4 

Interstate  Chemical  &  Supply  Co., 
Inc. 

Break-Away  A4 

Clean-Plus   CI 

Dis-Lube  De  Moisturant  H2 

Electrical  Contact  Cleaner    K2 

Foamy  All  Purpose  Cleaner  CI 

Insect  25  Spray   Fl 

Invisible  Glove    E4 

Ovec  Ammoniated  Oven  Cleaner A8 

Slide  &  Glide  All  Purpose  Dry  Lubri- 
cant      HI 

Super  Safety  Solvent  Equipment 

Cleaner  Kl 

Sur-Grip  Belt  Dressing  PI 

White  Lube  Lithium  Base  White  Grease  H2 

Interstate  Enterprises,  Inc. 

All  Pro  Cleaner  A4.A8 

EEI  All  Pro  Cleaner  A4 

Spray  Foam  Al 

Stinger  CI 

Intertrade  Chemicals 

Intertrade  Cleaner  Degreaser    Al 

Intertrade  Concentrate  A4 

Intertrade  Spontaneous  Emulsifier  Al 

Intertrade  Stripper  Degreaser   A4 

InterChem,  Inc. 

Super  II  Brand  Insect  Spray  Fl 

Intex  Chemical,  Inc. 

"Aire  Force"  Formula  8477  Newl    CI 

"Orange  Ya'  Can"  Formula  8999  CI 

Aquatex  8345-F G6 

Aquatex  8702    G6 

Aquatex  8703-F G5 

Aquatex  8706-F G6 

Aquatex  8707-F G6 

Aquatex  8713    G6 
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Aquatex  8714    G6 

Breaker Al 

Commercial  Food  Service  Degreaser  ..  Al 

Commercial  Window  Cleaner CI 

F-19-A  Al 

F-3  Al 

Germ-A-Clean  El 

Get-Up  Al 

Intex  8205  Polycarbonate  Bottle  Wash  Al 

Intex  8345  G6 

Intex  8552   CI 

Intex  8630   A4 

Intex  8652  Steam  Cleaner  Medium  Duty  Al 

Intex  8672   Al 

Intex  8880   Al 

P4012  Mechanical  Dishwash  Compound  Al 

Scrub-A-Matic  A4 

Silicone  Spray  HI 

Steam-Power  Al 

8010  Metal  Conditioner   A3 

8017  Acid  Cleaner    A3 

8020  Acid  Cleaner    A3 

8025  A3 

8091  Chlorinated  Cleaner  Al 

8096  A2 

8096  CI 

8098  Heavy  Duty  Cleaner    A2 

8099  Alkaline  Cleaner    A2 

8101  Cleaner  Additive-A    Al 

8102  Cleaner  Additive-N   Al 

8103  Al 

8108  Al 

8120  Liquid  Cleaner  Concentrate  A4 

8123  Concept  Neutral  Cleaner  CI 

8124  Floor  Cleaner  CI 

8129  Big  J-D  A4 

8129  Blast  Off  Cone.  Cleaner   A4 

8133  F/S  Degreaser Al 

8135  Powder  Cleaner   Al 

8150  Detergent  Cleaner  Concentrate  ..  CI 

8170  Industrial  Cleaner A4 

8174  Double  Duty  Cleaner  A4.A8 

8180  Heavy  Duty  Cleaner    A4 

8200  Al 

8201  Super  Multipurpose  Cleaner   Al 

8203  Detergent   CI 

8204  Select    Al 

8232  Steam  or  Spray  CI.  Heavy  Duty  A4 

8233  Heavy  Duty  Cleaner    Al 

8243  K2 

8259  Al 

8272  CI 

8277  Kl 

8375  H2 

8540  Bl 

8552  Vista  View  Concentrate  CI 

8603  30%  Liquid  Hand  Soap  El 

8604  H2 

8610  Liquid  Lotion  Soap    El 

8620  C2 

8631  Heavy  Duty  Floor  Cleaner    CI 

8651  Steam  Cleaner   Al 

8653  Steam  Cleaner  Heavy  Duty  A2 

8661  Hot  Tank  Ferrous  A2 

8663  Hot  Tank  Rust  Remover  A2 

8667  Hot  Tank  Steel  Cleaner  A2 

8668  A2 

8669  Al 

8671  Hot  Tank  Aluminum  Cleaner   ....  Al 

8676  A4 

8677  A4 

8691  Al 

8697  General  Purpose  Cleaner  Al 

8758  Al 

8840  Wax  Remover  Concentrate   CI 

8881  Penny  Pincher    Al 

8882  Penny  Pincher    Al 

8883  Penny  Pincher    A4 

8940  CI 

8951  Solvent  Cleaner  Degreaser    K2 

8952  Silicone  Spray    HI 

8954  Lubricant  Penetrant    H2 


8955  Contact  Cleaner  K2 

8959  Super  Graffiti  Remover  CI 

8960  Oven  &  Grill  Cleaner   A8 

8961  All  Purpose  Cleaner CI 

8962  Stainless  Steel  Cleaner/Polish  ....  A7 

8966  Dry  Moly  Lube    H2 

8975  Gum  Remover  CI 

8990  Mirror  &  Window  Cleaner   CI 

8990  Window  Cleaner    CI 

8992  Vista  View  (Bulk)  CI 

8992  Vista  View  Aerosol   CI 

8999  CI 

Intra  City  Janitor 

Intramint    CI 

Ionac  Chemical  Company 

Ionac  C-249  PI 

Ionetics  Incorporated 

Ionetics  XL-RCL  Resin  Cleaning  Com- 
pound      PI 

Ionetics  XL-RCP  Resin  Cleaning  Com- 
pound      PI 

Ionetics  XL-100 G2 

Ionetics  XL-102  Boiler  Water  Treat- 
ment        G2 

Ionetics  XL-104  Boiler  Water  Treat- 
ment        G6 

Ionetics  XL-110  Boiler  Water  Treat- 
ment        G6 

Ionetics  XL- 120  Boiler  Water  Treat- 
ment        G6 

Ionetics  XL- 130  Boiler  Water  Treat- 
ment        G7 

Ionetics  XL- 1320  Chelant  Boiler  Trtmnt  G6 

Ionetics  XL-1330  Boiler  Water  Treat- 
ment        G6 

Ionetics  XL- 1350  Chelant  Boiler  Treat   G6 

Ionetics  XL- 1402  Cooling  Water 
Disprsnt G7 

Ionetics  XL- 1604  Cooling  Water  Treat- 
ment        G6 

Ionetics  XL- 1608  Cooling  Water  Treat- 
ment        G6 

Ionetics  XL- 16 12  Cooling  Water  Treat- 
ment        G6 

Ionetics  XL-1702 G6 

Ionetics  XL-1712  Boiler  Water  Anti- 
foam    G6 

Ionetics  XL-201  Potable  Water  Treat- 
ment        G2 

Ionetics  XL-21 10  Return  Line  Treat- 
ment        G6 

Ionetics  XL-21 20  Return  Line  Treat- 
ment        G6 

Ionetics  XL-21 40  Return  Line  Treat- 
ment        G6 

Ionetics  XL-2150  Return  Line  Treat- 
ment        G6 

Ionetics  XL-21 60  Return  Line  Treat- 
ment        G6 

Ionetics  XL-21 70  Return  Line  Treat- 
ment        G6 

Ionetics  XL-21 80  Return  Line  Treat- 
ment        G6 

Ionetics  XL-2306  G6 

Ionetics  XL-2308  Boiler  Water  Oxy. 
Scavg G6 

Ionetics  XL-2310  Boiler  Wtr  Oxyg 
Scavgr  G6 

Ionetics  XL-2402  Cooling  Water 
Disprsnt G6 

Ionetics  XL-2710  Boiler  Water  Treat- 
ment        G6 

Ionetics  XL- 3520  Boiler  Depos.  Ctrl 
Agnt    G6 

Ionetics  XL- 3530  Boiler  Wtr  Sludge 


Cond   G6 

Ionetics  XL- 3540  Boiler  Wtr  Sludge 

Cond   G6 

Ionetics  XL- 3580  Cool.  Wtr  Iron 

Disprsnt G6 

XL-210  Potable  Water  Treatment    G2 

XL- 3520  Boiler  Deposit  Control  Agent  G6 

Ionics,  Incorporated 

Unscented  Pepti-Fer   PI 

Iowa  Des  Moines  Supply  Co. 

Barrier   F2 

Degreaser  Heavy  Duty  Cleaner   A4 

Hyshine   A7 

Lotionized  Detergent A4 

Sani-Clean  C2 

Surgent  Lotionized  Liquid  Soap  El 

Iowa  Prison  Industries 

IPI  Wall  Cleaner  Concentrate  A4 

Iowa  Solvents  &  Chemicals 

Caltech'  80  Mineral  Oil   HI 

Ipax  Cleanogel 

Kleeno-Gel  CI 

Irv's  Industrial  Supply  Company 

Solv-All  64   Al 

Irwin-Willert  Co. 

Deodorant  Blocks   C2 

Island  Enterprizes 

Boss  Degreaser   A4.A8 

Itek  International  Division 

AJ-40  Gl 

AJ-70  G6 

Brake  Bl 

BWT-40  G6 

BWT-43  G6 

BWT-45  G6 

Clearz Bl 

CT-100  G7 

CT-50 G7 

Excell  Insecticide    Fl 

Fast    Al 

Formula  38  Power  Insecticide    Fl 

Fulcrum   Bl 

Nex Bl 

Oppose  B2 

PWT-12  G2 

SR-71  A3 

Iverson  Industries 

Speed  Clean  Al 

X-10  Al 

X-20  A4 

X-25  Al 

ISIS  Chemical  &  Supply  Co..  Inc. 

ISIS  Damp  Mop  Quat  CI 

XL  Heavy  Duty  Cleaner-Degreaser  ....  A4 

J  &  B  Industries 

Bravo  A4 
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Bug-Off  E2 

BCS-100    Al 

Citra  Solv    CI 

CDD-10  CI 

CHC-100   El 

Descaler  #1    A3 

Dish-Sheen Al 

Disinfectant  Foam  Cleaner  C2 

Drain  Man  LI 

Dry  Silicone  Spray   HI 

DOS  Synergist  Fl 

Envirozyme  L2 

Fog-20  Fl 

FPC-100  A3 

Glass  Cleaner CI 

Gusto  A4.C1 

H  D  C    A4.A8 

Heavy  Duty  Sewer  Pipe  Cleaner   LI 

Husky A4 

Hustle  E4 

Ice-Melt  CI 

Insect  1-0  F2 

JB-101    G6 

LD-2 Al 

Medium  Duty  Sewer  Pipe  Cleaner LI 

Multi-Purpose  Insecticide  Fl 

Non  Acid  Bowl  Cleaner  CI 

Non  Acid  Coil  Cleaner  PI 

Open  Gear  Lube   H2 

Oven  &  Grill  Cleaner  A8 

Release H2 

Scale-Off  A3 

Solva-25  K2 

Stainless  Steel  Cleaner   A7 

Steam  Clean Al 

Vandalism  Remover   Kl 

Wax-Lift    CI 

Won-Der    CI 

J  &  C  Chemicals 

Wash  "N  Shine  MCD  Mix    Al 

J  &  J  Associates 

Super- 3-Way  Al 

J  &  J  Chemical  Company 

Chain  &  Cable  Lubricant-Protectant    ..    H2 

Contact  Cleaner  K2 

Easy  Task  Degreaser A4 

Fast  Break   Al 

Flying  Insect  Concentrate  Fl 

Residual  Insect  Spray   F2 

Safety  Solvent  K2 

Super  Blue  Concentrate    A4.A8 

Unique  Insect  Bomb  Fl 

Wyte-Ease   H2 

J  &  J  Chemicals,  Incorporated 

Blast  LI 

Chem-Spec  General  Purpose  Dtrgnt  ....  Al 

Heavy  Duty  Cleaner  &  Wax  Stripper  A4 

Kwik  Heavy  Duty  Detergent    Al 

Steam  Machine  Compound  Al 

White  Floor  Cleaning  Powder    A4 

White  Powder  Hand  Soap C2 

J  &  J  Maintenance  Supply  Co. 

Glass  Cleaner CI 

Power  Foam A8 

Shine  On  Stainless  Steel  Cleaner  CI 

J  &  J  Rangel  Distributor  Co. 

J-J  99  L2 


J  &  J  Supply 

J  Power    Al 

J-San    D2 

J  &  K  Corporation 

Alladin  Challenge  Al 

Alladin  Conquest  A I 

Alladin  Elite    CI 

Alladin  Pot  &  Pan/Dish  Detergent  Al 

Alladin  Supreme   Al 

Conquest  H.D.  Non-Butyl  Cleaner Al 

Conquest  Hi  Foaming  Degreaser  Al 

Conquest  II  HD.  Cleaner  Al 

POQ  Pine  Disinfectant   CI 

QGC  Plus  D Dl 

QGC  Plus  128  Dl 

QGC  Plus  256  Al 

QGC  Plus  28  Disinfectant    CI 

QSD  Sanitizer-512    D2 

Supreme  Cleaner  Degreaser  A4.A8 

Supreme  Cleaner  Degreaser  R-T-U  ....  Al 

J  &  K  Sales  and  Service 

J&K1400  Al 

J  &  L  Janitorial  Supplies 

Butcher's  Helper    Al 

J  &  M  Janitorial  Supplies 

Digest L2 

J  &  M  Laboratories,  Inc. 

Chick  Guard    A4 

Maximum  Protection  G7 

Poultry  Protect  A4 

Resin-Polish CI 

SAT-10    G7 

SAT-9    G5.G7 

Ultimate  Protection  G7 

1000  G2 

1021  G5.G7 

1061  G5.G6 

1075  G5.G6 

1082  G5.G6 

1084  G5.G6 

1103-F  G6 

1104-F  G6 

1108-F  G6 

1206  G6 

1207  G5.G6 

1220  G6 

1220  A  G6 

1238  G6 

1261  G6 

1299  G6 

1500  G6 

1501  G7 

1502  G6 

2015-ES  D2 

2015-ESC    D2.Q3 

2020-PW   D2 

2121  G7 

402  G5.G7 

403  G5.G7 

404  +  G7 

411  G7 

412  +  G7 

413  G5.G7 

422  G7 

905  G7 

J  &  N  Distributors 

Zzzero    CI 


J  &  P  Chemical  Corporation 

J  &  P  Blended  Boiler  Water  Treatment  G6 
J&P  Special  Blend  Boiler  Water  Treat- 
ment      G6 

Minute  Clean  480   Al 

Polymeric  Adjunct G6 

PCA  Boiler  Water  Treatment  G6 

J  &  S  Chemicals  Supply 

AC  #18    A3 

CLP A2 

Chlor-Cleen  Al 

Formula  #42    A2 

Freezer  Cleaner  A5 

GJ>.C Al 

H  D.  805  A2 

Heavy  Duty  Hy-Cleen Al 

J  &  S-207  Quick  Concrete  Cleaner  ....  CI 
J  &  S-725  LP  25  Cone  General  Purp 

Clnr A4 

J  &  S-749  40%  Coconut  Oil  Liq.  Hand 

Soap    El 

J&S-750  Lotion  K  Hand  And  Body 

Soap El 

J  &  S  Laundry  &  Rental  Service 

Disinfectant  Bowl  Cleaner   CI 

Foaming  Bathroom  Cleaner   CI 

Glass  Cleaner CI 

Heavy  Duty  Bowl  Cleaner  CI 

Hospital  Type  Fresh  and  Clean  Scent  CI 

J  &  S  Forest  5  CI 

J  &  S  Oven  &  Grill  Clnr.  A8 

J  &  S  Super  Double  Strength  A4 

J&S  High  Performance  Det.  A4 

Multi  Purpose  Cleaner    CI 

New  Push  Liquid  Drain  Maint L2 

Non-Acid  Bathroom  Cleaner   C2 

Pull  Disf.  Bowl  Cleaner  C2 

Quaternary  Disinfectant    CI 

J&S  Soap  &  Supply  Co. 

All  Purpose  Cleaner   Al 

Dry  Chlorine  Bleach  Bl 

J&S  Coco  20    El 

N.B.C Al 

J  B  Chemical  Co.  Inc. 

Acid  Cleaner  S.E A3 

B.M  Dynamite  CI 

Boiler  Treatment  G7 

Buccaneer    Al 

Chem-Tile   CI 

Chemtrex  G7 

Dual  Condensate  Treatment   G6 

Freezer  Cleaner  A5 

JB  Soap  Scum  Remover  CI 

JB  640   CI 

Miro  Brite   CI 

Nutro-Floor   A4 

Odor  Neutralizer  CI 

Orange  Blossom  GTS  CI 

Oven  Brite  Al 

Super  Oven-X   A8 

Tri-Solv   Al 

J  B  M  Industrial  Corporation 

B-T  3100  G6 

B-T  3300  G6 

Food  Grade  Grease  HI 

Steam  Treat  300    G6 

4463  Oil  HI 

6970  Oil  HI 
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J  Drewsan  Company 

Tackier  Cleaner-Degreaser  A4.A8 

J  M  N  Specialties,  Inc. 

Sanitizing  Hand  Soap   E2 

JMW  Chemical  Co. 

JMW  Heavy  Duty  Hard  Surface  Cleaner  A4 

J  P  M  Laboratories,  Ltd. 

JPM  Natural  Citrus  Cleaner-Dgrsr 
No.2150    CI 

J  R  L,  Inc. 

Green  Magic  Heavy  Duty  Cleaner  Al 

J  T  Company 

D3503    G6 

D3504    G6 

J  T  M  Products,  Inc. 

#500  Plain  Scrub  Soap   Al 

#5005  Detergent  Concentrate  Al 

#506  Soft  Amber  Vegetable  Chi  Soap  Al 
#540  Coconut  Oil  Blend  Liquid 

Soap    A1.E1.H2 

#575  Concentrate H2 

#67-582  Detergent  Degreaser  A4A8 

#73-1486  Conveyor  Lubricant   H2 

#81-504  Concrete  Clng  And  Etching 

Cmpd A3 

#81-505  Concrete  Etching  Compound  A3 
#825  Jel-O-Pine  Floor  Cleaner  &  Dgrsr  CI 
#826  Heavy  Duty  Detergent  De- 
greaser      A4.A8 

Citrus  Cleaner  CI 

Green  Cleaner  &  Degreaser  CI 

Heavy  Duty  Foaming  Caustic  Clnr. 

#83^4  Al 

Heavy  Duty  Low  Foam.  Caustic  Clnr 

#82-90  Al 

Luball  5-SA  HI 

Murphy  Oil  Soap  CI 

Spray  Formula  Murphy  Oil  Soap  CI 

600  Red  Liquid  Synthetic  Detergent   ..  CI 
76-574  High  Concentrate  Detergent 

Opal  Al 

J  V  Chemical  Products 

True  Grit   E4 

J.A.L.  Trading  Co. 

White  Gold  Hard  Surface  Cleaner  & 
Polish    CI 

J. P.  Chemical,  Inc. 

Desertron  Blend  440  A4 

MP  1000    A4 

MP  1000MP    Al 

Wax-Off A4 

I- Mar  Brokerage  &  Distributing 
Co. 

J-Bac  SM-700   L2 

J-Bac  500  L-NP L2 

J-Bac  800  S  L2 

J-BAC  500  L  CI 


J-Systems 

Soft  Touch  E4 

Jac-Pac  Distributors 

Mean  Green  Al 

Power  Purple  A4 

Jack  Flint  &  Son,  Inc. 

DishBrite    Al 

Magic  Car  and  Truck  Wash  Powder   ..  A 1 

Magic  Coconut  Oil  Hand  Soap    El 

Magic  Lift  Al 

Magic  Misty  Alka-Solve  Degreaser  & 

Clnr A4 

Magic  Pine  Odor  Disinfectant    CI 

Magic  1088  Pink  Panther  Al 

Magic  1622  Suds Al 

Magic  3456  All  Purpose  Steam   Al 

Magic  3457  Steam  Cleaner  Liquid Al 

Magic  614  Brute  Steam  Clnr  H.D. 

Powder    Al 

Magic  808  Condensate  Line  Treatment  G6 

Magic  818  Boiler  Water  Treatment  ....  G6 

Pink  Lotion  Anti-Bacterial  Hand  Soap  E4 

RedRTU#2    Al 

Squeaky  Kleen  CI 

X-15  Cleaner/Degreaser   CI 

X-20  Cleaner/Degreaser   A4 

1276  Task  Master  Al 

2345  Scent-O-Lemon  Disinfectant- 

Deod C2 

Jack  Frye  Sales  &  Service 

Ease  A4 

Kickoff-P  A4 

Ripoff A8 

Sudsy  Al 

Jack  Huppert  Company,  Inc. 

Bacto-Fun-Zyme  L2 

Jack  Ray  And  Sons  Oil  Company 

White  Oil  185  USP HI 

White  Oil  355  USP  HI 

White  Oil  52  USP  HI 

White  Oil  70  USP  HI 

White  Oil  75-T   HI 

White  Oil  90  USP  HI 

White  Oil  90-T   HI 

Jacks  Manufacturing  Company 

Anti-Foam   G6 

Boiler  Compound  No.  2  G6 

Bowlbryte    C2 

Cement  Floor  Cleaner  CI 

Cooling  Tower  Treatment G7 

Formula  50    G6 

Formula  50  Type  B  G6 

Grease  Solvent CI 

Hot  Water  Tank  Treatment  G3 

Jacks  Coil  Cleaner A3 

Porclean  C2 

Powdered  Boiler  Comp.  Form.  100  ....  G6 

Powdered  Boiler  Comp.  Form.  120  ....  G6 

Special  Acid  Descaler  A3 

Steam  Generator  Compound  G6 

WS  Boiler  Compound  G6 

Jackson,  E.  I.  Co.,  Inc. 

Pat's  Sure  Shot    F2 


Jacobs  Wholesale  Paper  Co. 

E-2  Germ  Away  Antiseptic  Hand  Soap    E2 

Jacobson  Supply  Company 

Degreasex    A4A8 

Star  Quat  2    CI 

Jad  Chemical  Company,  Inc. 

MA-117  Al 

Jadco  Chemical,  LTD. 

"91"  Industrial  Cleaner  A4 

Alive    L2 

Bulldozer  A2 

Foamy    CI 

Glass  Cleaner CI 

HCP-120    A4 

JC-400   A2 

Jade  Chemical  Company 

Jade  H.D.-25  Dl 

Jade  Chemicals,  Incorporated 

De-Grease    A4 

Quick  Cleaner  Al 

James  Austin  Company 

Austin's  A-l  Bleach    D131 

James  H.  Anderson  Company 

Bole  Aire  C2 

Foamy  Disinfectant  Cleaner  C2 

Janco  Clean  N'  Brite  Bowl  Cleaner  ....    C2 

Mandate  Concentrate Al 

No.  125A  Insect  Spray  Fl 

No.  400R  Residual  Insecticide  F2 

Perfumed  Deodorant  Blocks  C2 

Pine  Oil  Disinfectant CI 

Pow-R-Det  Al 

Pow-R-Tox  Insect  Killer F2 

Red  Hot  Sewer  Solvent LI 

Sanipine  CI 

So-Brite  Glass  Cleaner  CI 

Vitaphene  Disinfectant  Deodorant   CI 

James  J.  Vandaveer  &  Son,  Inc. 

Rough  Touch  Hand  Clnr  w/Volcanic 

Pumice    E4 

Soft  Touch  Hand  Cleaner  E4 

Van  Dee's  All  Purpose  Foaming  Cleaner  A8 
Van  Dee's  Disinfectant  Foaming  Cleaner  C2 
Van  Dee's  Foaming  Glass  &  Utility  Clnr  CI 

James  River  Corporation 

Antiseptic  Lotion  E2 

Carex  Lotion  Cleanser    El 

Handi-Fresh  Antimicrobial  Soap    El 

Lotionmastr  Cleanser    El 

James  Varley  &  Sons,  Inc. 

#200  Vaporizing  Insecticide  Fl 

#202  Select  Hand  Soap  El 

#25  Quaternary  Ammonium  Cleaner- 

Dsnf Dl 

#40  Liquid  Soap    El 

#400  Insecticide Fl 

#404  Select  Hand  Soap  El 

All  American  32-Skidoo  A4 

Anti  Staph   A4 
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Aqua  Kill  Insecticide    F2 

Aqua  Kill  Insecticide  Fogger  F2 

Blue  Label  Concentrate  Iodine  D2 

Bowl  Creme C2 

Clear  Bowl  Cleaner C2 

Ginger  C2 

Closet  Deodorant  For  Indoor  Toilets  ..    C2 

Creme  Cote  A4 

Crystal  Clear  Al 

Daily  Dose  L2 

Delimer  Hardwater  Glass  Rinse  CI 

Deo-Sul  Liquid  Drain  Pipe  Opener   LI 

Drain  Pipe  Cleaner   LI 

Dyna  Lube  H2 

Dyna-Sol    A4 

Dyna-Strip  Cleaner  Degreaser    A4 

Emulsyde  A7 

Emulsyde  Ready  For  Use  A7 

Fast  Strip  Ammoniated  Stripper  CI 

Fat  Free  Al 

Gentle-Mild  Bowl  and  Porcelain 

Cleaner   C2 

Glyco  Mist  CI 

Go  Lime A3 

H.W.C.  Waterless  Hand  Clnr  (Bulk)   ....  E4 

H.W.C.  Wtrlss  Hand  Clnr(Aerosol)  E4 

Hotsy  Totsy  Foaming-Action  Oven 

Cleaner   A8 

J.V.  Concentrate    A4 

Kleen-Freeze   A5 

Lano  Var  Cream  Lotion  Hand  Soap    ....  E4 

M.D.  5  Mint  Disinfectant  CI 

Med-I-San  Anti-Bacterial  Liq.  Soap 

1320    El 

Med-I-San  Anti-Bacterial  Liq.  Soap 

1340    El 

Micro-Kil  7   Al 

Mist  TM  Wipe  CI 

Mist  Away  Cleaner-Disinfectant    A4 

Mist  Away  Concentrate    A4 

Non-Selective  Surface  Disinfectant   ....    C2 

Pale  Pine  8 CI 

Pine  Away  CI 

Pine  Oil  Disinfectant  Phenol  Coef.  5  ..    CI 

Pink  Frost    E4 

Porcelain  Cleaner    C2 

Power-Pak  Insect  Killer    Fl 

Preferred  General  Purpose  Cleaner    ....    Al 

Pyn-A-Roma  Disinfectant  CI 

Pyrethrum  Type  Fly  Spray  Fl 

Quiet  Please C2 

Sanitizer  D2.Q3 

Special  Synthetic  Butyl  Cleaner  ....    A4.A8 

Spray  Oven  &  Grill  Cleaner A8 

St.  Louis  Blue  Window  Cleaner Al 

Sunny  Suds   Al 

Super  Crystal  Clear  Al 

Tincture  of  Green  Soap El 

Var-Tar  Remover    CI 

Varco  Resistant  Roach  Spray  F2 

Varco  Supreme  Carburetor  Cleaner  ....  Kl 
Varco  Viscous  Phosphoric  Cleaner  ....  C2 
Varlectric  Safety  Solvent  Degreaser  ....  K2 
Varley's  Ocean  Blue  Scent.Toil.Bowl 

Clnr  C2 

Varox  Inhibited  Chemical  Cleaner  A3 

White  Label  Concentrated  Iodine D2 

Winter-Phene  CI 

20%  Pure  Coconut  Oil  Liq.  Hand  Soap  El 
40%  Pure  Cocoanut  Oil  Liq.  Hand  Soap  El 
400  Insecticide  (Spray)  Fl 

Jamestown  Chemical  Company,  Inc. 

Azogard  G7 

ALK  R  G6 

B  100  G7 

B-120  G5,G7 

B-126  G5.G7 

B-130  G5.G7 

BC  NA  2  G7 

BC  6000    G7 


BC-1000    G7 

BC-2000    G7 

BC-5000    G7 

BC-7000    G7 

BC-8000    G7 

BW  SP  L  G6 

BWSPLX    G6 

BW-OR   G6 

Calsperse   G7 

CT-AF  G7 

De-Oxy/1   G6 

De-Oxy/3  G6 

De-Oxy/5  G6 

Descaler  A3 

Gluquest  G6 

Hi  Plex  G6 

Jamestown  Ferrosperse  G7 

Molygard  G7 

Molygard  300    G7 

Molygard-100    G7 

Molygard-120    G7 

Molygard-250    G7 

Molygard-445    G7 

Molygard-600    G7 

Molygard-800    G7 

Molygard-850    G7 

On-Line-Cleaner   G6 

Stabilizer  100 G6 

SLT110FG    G6 

SLT  140  EG   G6 

SLT-110 G6 

SLT-140 G6 

SLT-150  G6 

Vaporgard-300  G6 

Vaporgard^OO  G7 

Vaporgard-500  G6 

Jamestown  Soap  &  Solvent,  Inc. 

The  Max    C2 

Jamson  Laboratories,  Inc. 

Magic  #184  All  Purpose  Cleaner  CI 

Jan  Master  Supply  Co. 

Gen-Tex  Al 

NBC  Al 

Jan-San  Supply  Co. 

#500  Fly  Spray   Fl 

APC  Truly  A3 

De  Aqua  Lube  H2 

Foam-Now  Al 

J-Sanni-10   D2 

J-100    Al 

Jan  San  485  A2 

Jan-A-Mite  Al 

Jan-San  Spray  Silicone  Release  HI 

Jan-San  596  A4.A8 

Liquid  Hand  Soap  20   El 

Liquid  Hand  Soap  40   El 

Merlin  Magic  A4.A8 

Peptize  Al 

Pow-R-Soft    B2 

Pure  Tech  Heavy  Duty  Bowl  Cleaner  C2 

Pure  Tech  Reflection  (Aerosol)    CI 

Pure  Tech  Reflection  (Bulk) CI 

Safety  Solvent  Kl 

Super  Strip  A4.A8 

702  Power  Kleen  Al 

703  Super  Kleen  A4.A8 

Jan-San  Supply,  Inc. 

Klean-All  Al 

Neutral  Cleaner  A4 

Peel-Off  Tile  &  Grout  Cleaner CI 

Stainless  Steel  Cleaner  and  Polish  CI 


Janad  Maintenance  Supply  Corp. 

"Dynamite"  Heavy  Duty  Concrete 

Cleaner  A4 

"Power-Kleen"  Industrial  Degreaser 

Clnr  A4.A8 

All  Purpose  Cleaner   A4 

Break -Thru  Foaming  Cleaner  Degreaser  Al 
Jana  Quat  II  Hospital  Det  Cleaner- 

Disnf.    D2 

Jana-Quat  Detergent  Cleaner-Disinfec- 
tant        Dl 

Power-Clean    A4 

Reveal    A4.A8 

Tri  Kleen  Alkaline  Cleaner  Degreaser     Al 

Janco  Chemical  Supply,  Inc. 

Bani-Sect  F2 

Foam-Klean  Al 

Jan-Quat  A4 

Jan-Quat  64  A4 

Jan-Quat  64-N  Dl 

Jan-Quat-N Dl 

Jan-Quat-256  A4 

Janco-Cide  Citrus  Fragrance A4 

Janco-Cide  Odorless  Dl 

Syn-Con  A1.E1 

Janco  United,  Inc. 

Acousti-Clean  Part  1  PI 

Acousti-Clean  Part  2  PI 

Antifect  Disinfectant  Cleaner  C2 

C.I.K F2 

Cleanup    Al 

Command    C2 

Command    C2 

Crawler  Killer  Insect  Killer   F2 

Dri-Kill    Fl 

Energy  Mate  Pot  &  Pan  Detergent Al 

Enzyme  Alive   L2 

Force    Al 

Jan  Clean  A4 

Jan  Guard CI 

Jancocide  F2 

Jancopyne    CI 

Microsan    D2 

One  Shot   F2 

Oven  &  Grill  Cleaner  A8 

Pro  Bowl   C2 

Special-A  Cleaner  Degreaser-Deodorant  A 1 
Special-B  Cleaner  Degreaser-Deodorant  Al 
Zonk  Cleaner  Degreaser-Deodorant  A4.A8 
Zonk  3  Cleaner  Degreaser-Deodorant  Al 
401  Presrzd  Space  Spray  Insect  Killer  ..  Fl 

Jani-Serv/ 

Division  of  W.W.  Grainger,  Inc. 

Baseboard  Stripper  CF701 A  CI 

CA702A  Air  Freshener  Spearmint  CI 

CC701A  Heavy-Duty  All  Purpose 

Cleaner   CI 

CD700A  Oven  &  Grill  Cleaner  A8 

CU702A  Gum  Remover  CI 

CU730A  Furniture  Polish  CI 

Dishwashing  Liquid    Al 

Food  Service  Cleaner/Degreaser Al 

Glass  Cleaner  CU720A  CI 

Graffiti  Remover  CU701A  C3 

Heavy-Duty  Cleaner/Degreaser    Al 

Jani-Serv  Bowl  &  Bathroom  Cleaner  ..  C2 

Jani-Serv  Creme  Cleanser  A6 

Jani-Serv  GP  Cleaner  C2 

Jani-Serv  Toilet  Bowl  Cleaner  23%  HCI  C2 
Jani-Serv  Toilet  Bowl  Cleaner  9.5% 

HCI  C2 

Jump  Start  All-Purpose  Cleaner 

Cncntrt    A4.C1 
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Knock  Down  Citrus  Clnr/Dgrsr  Cncntrt  CI 
Mint-20  M-Puip.  Bowl&Bathrm  Clnr 

Cncntrt    CI 

Non-Butyl  Cleaner/Degreaser  Al 

Roach  &  Ant  Spray F2 

Silicone  Lubricant  HI 

Splash  Shower  Room  Cleaner   C2 

Spray  &  Wipe  Foaming  Germicidal 

Cleaner   CI 

Spray  Disinfectant  CI 

Steri-Quat  128  Hospital  Disinfectant  ..  Al 

Steri-Quat  256  A4 

Sun-Up  Glass  Cleaner  Concentrate    ....  CI 

Sun-Up  Glass  Geaner  Ready-To-Use  Al 

Janitor  Equipment  Company 

Janeco  Glass  Cleaner    CI 

Janeco  Saf-Way A4 

Janitor  Jim,  Incorporated 

Janitor  Jim  Disinfectant  Cleaner Dl 

Janitor  Supplies,  Inc. 

Janco  Grmdcl  Spray&Wipe 

Clnr&Surface  Deo   CI 

Surgent  Antiseptic  Lotionized  Liq.  Soap  El 

Janitor  Supply  Co.,  Inc. 

Sparkle  CI 

Janitor  Supply  Company,  The 

Aqua  Magic  C2 

BriterBowl    C3 

Sani-Wipe    C3 

Janitor's  Closet 

Pink  Porce  Cleen  CI 

Janitor's  World 

SanaTek   CI 

Janitor's  World  Supplies 

Break  Thru Al 

Power-Kleen    C2 

Janitors  Closet 

E  Z  Clean  All  Purpose  Cleaner   Al 

Janitors  Closet 

Soft  Touch  E4 

Janitors  Local  Supply 

01'  Blue  Cleaner-Degreaser    A4.A8 

Janitors  Supply  &  Chemical  Corp. 

Vita  Pine   CI 

Janitors  Supply  Co.,  Inc. 

Amgo  Viking  Cleaner/Degreaser  Al 

Bacstop  Antiseptic  Lotion  Skin  Cleaner  El 

Dermadine  Iodine  Hand  Cleaner   E2 

Prestige  Antiseptic  Deodorant  Skin  Clnr.  El 

Soft  Touch  Lotion  Skin  Cleaner E4 

Soft  Touch  Lotion  Skin  Cleaner El 


Janitors  Supply  Co.,  Inc.,  The 

A55    F2 

Bayberry  R  J.D CI 

Big  J  Foam    C2 

Competitor  C2 

Dox    A3 

Gum-Go  CI 

Oven  and  Grill  Cleaner A8 

Rel-Sil    HI 

Reserve  Power  Al 

Reserve  Power  Plus Dl 

Sila  Clean    A6.C2 

Silicone  Mold  Release    HI 

Sparkle  CI 

Stainless  Steel  Cleaner   A7 

Touch  &  Go    A4 

Wayne  #777  Solvent  Mtr  Dgrsr&Equip 

Clnr  K2 

Wayne  Big  "J"  Cleaner-Degreaser  A4 

Wayne  Buster    A4.A8 

Wayne  Cocoanut  Oil  Hand  Soap  El 

Wayne  Concentrate  Handsoap    El 

Wayne  D.A.L.  B  H2 

Wayne  DeLime  Doctor  A3 

Wayne  Foam  Clean  Al 

Wayne  Heavy  Duty  Instant  Toilet  Bwl 

Clnr  C2 

Wayne  Insect  Spray    Fl 

Wayne  Mild  Acid  Detergent A3 

Wayne  Modem  Concept  Dl 

Wayne  Nu-Clinger    C2 

Wayne  NB-I    Al 

Wayne  Pink  Lotion  Handsoap    El 

Wayne  Plush   CI 

Wayne  Red  Grease  Multi-Purpose 

Grease  H2 

Wayne  Short  Order  CI 

Wayne  Spite  All  Purpose  Cleaner   CI 

Wayne  Steel-Glo  Stainless  Steel 

Cln&Plsh  A7 

Wayne-O-Sol  A3 

Janton  Co.,  The 

Em-U-Sol  A4.A8 

Foam  &  Kleen  CI 

January  Service  Company,  The 

January  No.  155    A4 

Janvey,  I.  &  Sons,  Incorporated 

SC-100  A4.Q3 

Jarvis  Corporation 

Thirteen-Fifteen  White  Grease  HI 

Javelin  Systems,  Inc. 

Mitey-Bac   L2 

Jay  Dee  Company,  Inc. 

Silicone  120  Professional 

QualitytAlum.)  PI 

Silicone  120  Professional  QualityfBlack)  PI 
Silicone  120  Professional  Quality(Clear)  PI 
Silicone  120  Professional 

QualityfWhite)    PI 

Jayne  Chemical  Co. 

Energy  Plus  Red   Al 

Jaytech  Chemical  Co.,  Inc. 

Break  Away  Al 


CLP.  Cleaner    Al 

Jay  Alk A2 

Jay  Kleen  Al 

Jay  Klor  Al 

Jay  Tech  #3  Al 

Jaytech  Bite  601    A3 

Jaytech  101    A4 

Jaytech  102   A4 

JayTech  202 Al 

JT  Safety  Solvent    Kl 

JT  1000   A2 

JT  512   A2 

JT  727   Al 

JaCam  Chemical  Co.,  Inc. 

Iron-Fite  PI 

Rust-B-Gone   PI 

Jeanway  Chemicals,  Inc. 

Z100  Industrial  Cleaner    Al 

Jefco  Laboratories,  Inc. 

Assured  Lotion  Hand  Cleaner    E4 

Belt  Dressing  H2 

Big  Boy  Odor  Control  Blocs    C2 

Blast  Insect  Killer  F2 

BWT-476  Oxygen  Control  G6 

BWT-645  G6 

BWT-646  G6 

BWT-663  Boiler  Treatment   G6 

BWT-673  G6 

BWT-750  Steam  Line  &  Condensate 

Control    G6 

C-200  G2 

C-515  G7 

C-520  G7 

Carburetor  &  Choke  Cleaner   K2 

Citra-Cide  Disinfectant/Deodorant  CI 

Coconut  Oil  Hand  Soap   El 

Deluxe  Liquid  Coco  Hand  Soap  El 

Dish-Sheen  Dishwash  Concentrate A4 

D432    Al 

Foam-Away  Al 

Fumeless    LI 

Get-Smart  CI 

Glisten   A7 

Glisten  Stainless  Steel  Cleaner  &  Polish  A7 
Glisten  Stainless  Steel  Polish  &  Cleaner  CI 
Grab  It  Spray  &  Wipe  All  Purpose 

Cleaner  CI 

Graphite  Lubricant    PI 

Hi-P  Contact  Cleaner   K2 

Horizon  Glass  Cleaner    CI 

Jef-Fog  Fl 

Jef-Tabs  G7 

Jef-Zyme  JJ   L2 

Jefcide  12294 Fl 

Jefco  Concentrate    Al 

Jefco  Syst  4  Bowl  Bthrm&Multi-Surf 

Dsnf CI 

Jefco  System  1  All  Purpose  Cleaner  A4.C1 

Jefco  System  2  Degreaser  Cleaner  CI 

Jefco  System  3  Glass  &  Plastic  Cleaner  CI 

Jefmint  CI 

Jefpine  CI 

Jefquat  1000    D2 

Jefquat  1500    Dl 

Jefquat  480    Dl 

Jefquat  50    Dl 

Jefquat  500    Dl 

Jefquat  501    Dl 

Jefquat  900    Dl 

Jefsect  Insect  Killer  Fl 

JefQuat  150  CI 

Jiffy   H2 

Jiffy  Anti-Stick  All  Purp  Silicone  Spray  HI 

JL  Non-Flammable  Four  Way   CI 

JL  Oven  Cleaner  A8 

JL-100  Safety  Solvent Kl 
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JL-1017   A4 

JL-10215    A4 

JL-10413   A3 

JL-1081    A2 

JL-1100    Al 

JL-350   A3 

Kleer    CI 

Kreme  Kleen  E4 

Mark  II A4 

Mark-A-Go-Go    CI 

Medi-Soap  Plus  E4 

Melt-Away CI 

Neutracide  CI 

Open-It  Liq  Drain  Solvent   LI 

P401    Gl 

P-373  Boiler  And  Feed  Water  Treatment  G6 

P-674  Oxygen  Control    G6 

Power  Up  CI 

Prevent  Liquid  Alive  CI 

Puracide  C2 

Real  Ease  HI 

Restore  A3 

Royal  Surgical  Lotionize  Liquid  Soap  ..  El 

Rust  Buster   H2 

Sana  Brite  Bowl  Cleaner    C2 

Slick  HI 

Sprat  Residual  Roach  Liquid   F2 

Sprat  RoachN  Ant  Killer  F2 

Strip-Board    CI 

Sub-Zero    A5 

Super  JL  100  Kl 

Super  Safe  Al 

Super  Saver  Al 

Sure  Kill    Fl 

Sure  Kill  Fly  &  Roach  Spray  Fl 

Sure  San  Food  Equip.  Lubricant    HI 

Sure  Shot  LI 

Surf-San  CI 

White  Knight  C2 

Z-440  Water  Softner  Treatment  PI 

Zero  Foam  A4 

Zero  Foam  A4 

Jeff  Roberts  Contractors  and 
Supply 

The  Betsy  Heavy  Duty  Cleaning  Cone.   Al 
Jefferson  Supply  Company 

Silicone  Spray  HI 

Jem  Sales,  Inc. 

F-101C  R  D.  Chlorinated  Alkaline  Clnr  A2 

F-104  Caustic  Cleaning  Powder  A2 

F-120  Hand  Scrub  Powder  (High  Foam)  Al 

F-140B  Special  Purpose  Cleaner   Al 

F-140C  Special  Purpose  Cleaner   Al 

F-146  Foaming  Special  Purpose  Cleaner  Al 

F-147  Power  Foam   Al 

F-148  General  Purpose  Cleaner   Al 

F-149  General  Duty  Cleaner A4.C1 

F-179  Carbon  Remover  and  Cooker 

Cleaner   A2 

F-190  "Citra"  Acid  Type  Neutralizer  ..    A3 

F-385  Chain  Lube/Cleaner  A1.H2 

F-412  Egg  Wash  Ql 

F-440  Quaternary  NP  9.0 

Dtrgnt/Disinfnt   D2 

F-474  Disinfectant D2 

F-491  Pink  Liquid  Hand  Soap  E4 

F-527  Chlorinated  Alklakine  Liq. 

Detrgnt    Al 

F-637M  H.  D.  Auto  Dishwash  Detrgnt 

Pwdr   Al 

Inchemco  F-101  A2 

Inchemco  F-102 A2 

Inchemco  F-121  Chlorinated  Alkaline 

Clnr  Al 

Inchemco  F-141  A4,A8 


Inchemco  F-142 Al 

Inchemco  F-162  Jell  Additive    Al 

Inchemco  F-181  A3 

Inchemco  F-182 A3 

Inchemco  F-194  Alkali  Clnr'fe  Corr. 

Rmvr  A2 

Inchemco  F-201  A4 

Inchemco  F-340  Heavy  Duty  Acid  Dm. 

Opnr    LI 

Inchemco  F-371  Heavy  Duty  Alkln  Dm 

Opnr   LI 

Inchemco  F-380  Chain  Lube/Cleaner  Al ,H2 

Inchemco  F-467 E2 

Inchemco  F-501  Al 

Inchemco  F-580  Tractor  and  Trailer 

Wash  Al 

Inchemco  F-601  Commercial  Laundry 

Powder    Bl 

Inchemco  F-621  Laundry  Detergent  ....  Bl 
Inchemco  F-650  All  Fabric  Dry  Oxygn 

Blch  Bl 

Inchemco  F-675  Hvy.  Dty.  Dry  Chlm. 

Blch  Bl 

Jemolo  Enterprises 

Bio-Kleen Al 

BK-6000X  Concentrate  Al 

Jen-Mor  Products,  Inc. 

Floz    PI 

Pro-Tect  Fl 

Rip  A3 

X-"Em"    Fl 

Jenkin-Guerin,  Inc. 

Anchor  MX  00  Food  Machinery  Grease  HI 
Anchor  MX-2  Food  Machinery  Grease    HI 

Jennie  Chemicals,  Inc. 

Liquid  Laundry  Bleach  12% Bl 

Liquid  Laundry  Builder    Bl 

Liquid  Laundry  Detergent Bl 

Jereand  Industries,  Inc. 

MA  General  Cleaner  A4 

MA  341   A3 

MA  393  Mold  Kleen  A3 

Jersey  Industrial  Chemical  Products 
Inc. 

Boiler  Water  Treatment  Compound  ....    G7 

Scalite    G6 

Softite    G6 

Jersey  Janitor  Supply 

Clover  #8  Plus  Industrial  Cleaner    A4 

Clover  Foaming  Bathroom  Cleaner  ....    A3 

Clover  Industrial  Cleaner  #8 A4 

Slay-Em  Food  Area  Fogging  Insecticide  Fl 
Slay-Em  Roach  &  Ant  Spray  F2 

Jeryco  Chemical  &  Supply  Co.,  Inc. 

#107  Grease  Go  A4 

#22  Bol-Cide  C2 

#321  Citrus-Solv  CI 

#512  E  Z  Glide  Silicone  Spray    HI 

#522  Alive  Liquid  Enzymes  w/Bact. 

Action  L2 

#641  Silicone  Lubricant   HI 

#710  Germ  Away  Disinfectant  Deodo- 
rant        C2 

#776  Area  Spray  Bug  Ender F2 

#999  Liq.  Boiler  &  Feed  Water  Treat- 


ment        G6 

A-51  Extra  Heavy  Duty  Drain  Opener     LI 

Ban-Odor  No.  61  CI 

Bombast  A4.A8 

Care  Free  #100    A4 

Control  111   Al 

D.T.  Heavy  Duty  Cleaner  CI 

Fume-Free  #500  Liquid  Drain  Opener  ..  LI 

Gi>.  "Quat"  #9    Dl 

H  Grab-6  Dl 

H  Grab-6  Dl 

Jeri-Clean  #155  Concentrate C2 

Jeryco  #1  Citrus  Clean  WR   CI 

Jeryco  #125  Liqua-Matic  Enzymes    L2 

Jeryco  #14  Fresh  N  Clear  CI 

Jeryco  #15  Fresh  N  Clear  CI 

Jeryco  #150  Enviro  Klean    A4 

Jeryco  #199  Klean-Brite  Cream 

Cleanser    A6.C2 

Jeryco  #211   A1.E1 

Jeryco  #211  Concentrate  Al 

Jeryco  #22  Bol-Cide  C2 

Jeryco  #221   A4 

Jeryco  #239  Triple  Cone.  Liq  Steam 

Clnr A2 

Jeryco  #245  A3 

Jeryco  #388  DDC  A4 

Jeryco  #425  Residual  Roach  Liquid F2 

Jeryco  #430  Fly  &  Roach  Spray    Fl 

Jeryco  #444  Schpritz CI 

Jeryco  #510  Clean-Sweep  LI 

Jeryco  #51 1  Urinal  &  Toilet  Bowl  Sntzr.  C2 

Jeryco  #60  Tuf-Stuff E4 

Jeryco  #600  Erase  Mark  &  Stain  Re- 
mover       CI 

Jeryco  #601   CI 

Jeryco  #605  F2 

Jeryco  #609  C2 

Jeryco  #615  D-Freez  H2 

Jeryco  #640  Self  Cleaning  Oven  Cleaner  A8 

Jeryco  #645  Solvent  Degreaser    K2 

Jeryco  #647  Fresh  Scntd  Hosp  Disnf 

Deod C2 

Jeryco  #647  Lemon  Scented  Disnft. 

Deo C2 

Jeryco  #705  Brite  Shine   A7 

Jeryco  #711  Foam  Away    CI 

Jeryco  #721  Crystal  Clear  Glass  Cleaner  CI 

Jeryco  #769  Dry  Bug-Kill    Fl 

Jeryco  #88  Sewer  Solvent LI 

Jeryco  A-51   LI 

Jeryco  BK-57  Bug  Killer   Fl 

Jeryco  Crawl-No-More  F2 

Jeryco  Dream  Cream E4 

Jeryco  Mint  Fact  300  Disinfectant  Clnr.  CI 

Jeryco  Super  Fat  Remover  CI 

Jeryco  V1003 HI 

Jeryco  V101  LI 

Jeryco  V103 LI 

Jeryco  V104 C2 

Jeryco  V107 L2 

Jeryco  VI 11  C2 

Jeryco  VI 15 LI 

Jeryco  V206 A4 

Jeryco  V207 A4 

Jeryco  V226 A4 

Jeryco  V227 Al 

Jeryco  V228 A5 

Jeryco  V407 El 

Jeryco  V408 A3 

Jeryco  V412 CI 

Jeryco  V423 A8 

Jeryco  V440 A8 

Jeryco  V503 Kl 

Jeryco  V533 A8 

Jeryco  V601  CI 

Jeryco  V834 LI 

Jeryco  V902 CI 

Jeryco  544  Remox CI 

Jeryco  641   H2 

Jeryco  999  Mult.Purp  Boil.&Fdwtr 

Trtmt  G6 
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Jet  Clean  #45  Al 

Klean-Quik    Al 

Por-Klean  #6  A3 

Pro-Tec  Antiseptic  Lotionized  Soap  El 

PPD  Crane  #69  Lotionized  Detergent     A4 

Scrub-8 A4 

269  Green  Glo  CI 

731  Rid-All   Fl 

Jet  Chemicals,  Inc. 

Lemon  Disinfectant  C2 

Mint-O-Mint  Disinfectant  C2 

Pine  Odor  Disinfectant  CI 

Jet  Inc. 

Bio  Jet  7    CI 

Jet  Sales,  Incorporated 

Blast  Off   A4 

Deep  Fat  Fryer  Cleaner Al 

Jet  Liquid  Dishwash   Al 

Jet  Sheen  Stainless  Steel  Clm.  &  Polish  A7 

Mark  Ten  D2 

Scale  Away  A3 

Super  Liquid  Dishwash  Al 

Jet  Stream  Products 

Aircraft  Power  Foam  Grmcdl 
Spray&Wp  Clnr  CI 

Jet  Supply  Company,  Inc. 

Ammoniated  Oven  Cleaner A8 

Cherry  Blossom  Insecticide  Spray  Fl 

Cocoanut  Oil  Hand  Soap    El 

Concrete  Cleaner.  Liquid    A4 

Derma-Jet  Waterless  Hand  Cleaner  E4 

Glass  Cleaner CI 

Invisible  Skin  Shield  Cream  E4 

Jet-O-Pine CI 

Jet-O-Sol    C2 

Kleer  Glass  Cleaner    CI 

Lemon  Disinfectant  No.  10    CI 

Liquid  Hand  Soap  El 

Liquid  Steam  Cleaner  A2 

Lo-Sudz  A4 

New  Power  Battery  Terminal  Cln  & 

Protec PI 

OX.Concentrate Al 

Odor  Gone  CI 

Pine  Oil  Disinfectant  CI 

RI.S.-15  Residual  Insecticide  C/Baygon  F2 

Red  Hot  LI 

Safety  Solvent  Kl 

Sani-Lube  Food  Equipment  Lubricant      HI 

Sewer  Solvent   LI 

Silicone  Spray  HI 

Spotless  Foaming  Germicidal  Surface 

Clnr  C2 

Steam  Cleaner  A4 

Super  J  CI 

Sur-Grip  Belt  Dressing  PI 

Task  Force  Al 

Un-Stop  Drain  Opener    LI 

6/49  Concentrate  A4 

Jet  Supply,  Incorporated 

AD-220    Al 

Jet-A-Way  of  Florida 

HT  600 Al 

Jet-Lube,  Incorporated 
Aluminum  Complex  Food  Mach.  Grease 


EJ> HI 

EMS  Water  Based  Silicone  Lubricant      HI 

Food  Grade  Silicone  HI 

FMG  Food  Machinery  Grease  (Aerosol)  HI 

FMG  NLGI  "0"  HI 

FMGNLGr'l"  HI 

FMG  NLGI  "2"  HI 

Jet-Lube  V2  Multipurp  Thd  Slnt 

w/Teflon  PI 

Lift-Off   C3 

Renew    PI 

Terminal K2 

White  Knight  Anti-Seize  Lubricant 

White HI 

White  Lithium  Grease  w/Teflon  (Aer- 
osol)        H2 

White  Lithium  Grease  with  Teflon    ....    H2 
769  Lubricant  and  Penetrant H2 

Jett-Co  Products,  Inc. 

Acid  Cleaner  B  A3 

Chlorinated  Cleaner Al 

Concrete  Cleaner  A4 

Dri  Acid  Cleaner  A3 

Dry  Chlorine  Shroud  Bleach    Bl 

Granulated  Detergent    Al 

Heavy  Duty  Cleaner  A2 

Liquid  Acid  Cleaner  A3 

Liquid  Detergent  Al 

Liquid  Hand  Soap  A  El 

Safety  Bleach  Bl 

Shroud  Detergent Bl 

Smokehouse  Cleaner A2 

Trolly  and  Metal  Cleaner  A2 

Jette  Manufacturing 
Division  of  Brenco,  Inc. 

Action    Al 

Action  II    Al 

Activate  L2 

All-Kleen  All  Purpose  Cleaner CI 

Chain  &  Cable  Lubricant  H2 

Coil  Clean   A4J>1 

Creme  Cleanser  A6 

Dri-Mol  Moly- Micro-Film   H2 

DS-150  Descaler  A3 

Fast  Lube H2 

Fresh  Start  CI 

Grill  Clean  A8 

H.D.D Al 

Hi-P  Contact  Cleaner   K2 

Jetclin^  Bowl/Porcelain  Cleaner C2 

Jette-Grit  Lotion-Powdered  Skin  Clean- 
ser    E4 

Jette-Solve  Safety  Solvent    K2 

Lithium  Base  White  Grease   H2 

LF-20  A4 

Micro-Glaze CI 

Mop-Ez+   A4 

Pene-Lube  11  H2 

Shop  to  Shower  El 

Showcase  Glass  Cleaner  CI 

Silicone  Spray  HI 

Steel-Kleen  Stainless  Steel  Metal  Polish  A7 

TEE  Fluorotelomer  Lubricant  H2 

Waterless  Hand  Cleaner  E4 

WTB-100  Boiler  Treatment   G6 

WTB-200  Boiler  Treatment   G6 

WTB-300  Boiler  Treatment   G7 

Jewel  Chemical  Company 

A.A.A.  Fly  Spray  #m  Fl 

All  Purpose  Surface  Cleaner Al 

Ex-Germ    D1.Q1 

Heavy  Duty  Cleaner  A4 

IBM  A4 

Jewel  Blender   Al 

Jewel  S.S.  Atlantic    Al 


Jeweluxe  Cleaner Al 

Liquid  Drain  Opener  LI 

O    A3 

Poweret    Al 

Re-Jewelene Al 

Residual  Insect  Spray  F2 

Residual  Insecticide  #m  F2 

5  Al 

Sani-Soap  Coconut   El 

Sanitizer  D2 

10  Al 

109  A3 

129  A2 

149  A4 

50-50   A2 

6  A2 

89  A4 

95  Al 

Jiffy  Janitor  Supply  Co. 

Hanch-Kleen  +  E4 

Mark  Away   CI 

Safety  Solvent  K2 

Jim  Lewis  Company 

Formula  904    A4.C1 

Joamca  Chemical  Products,  Inc. 

J-Solve  CI 

Squelch  Defoamer  Al 

Jobe  Chemical  Corp. 

Steam  Cleaning  Compound  Heavy  Duty 
NP-9   A2 

Steam  Cleaning  Compound  Heavy  Duty 
S9    A2 

Joe's  Quality  Glass 

Cleaner CI 

John  A.  Earl,  Incorporated 

#5666  Break-Down  Al 

Earl's  #5022  Sani-Clean  (Odorless)   ....    Dl 

Earl's  Du-All  Cleaner  #5010    A4 

Grand  Union  Lotion  Hand  Soap El 

Grand  Union  Sani-Clean  Dl 

John  H.  Murcott  Inc. 

Freeza  Kleen   A5 

John  Henry  Enterprises  Inc. 

A-1471  G7 

Air-Dry    D2 

Amaze   Al 

Apex Al 

B-5330  G6 

B-5430  G6 

B-5800  G6 

Break  Through  Al 

Grime  Fighter   CI 

Hi-Tech   H2 

Lectra-Solv  FD  K2 

Magnum  A4 

Max   Al 

O.S.C CI 

R.T.U.  Degreaser A4 

Revive-All  A4 

Rust-Away  CI 

Silicone  Lubricant  HI 

Slyde    H2 

Spectrum   E4 

Vulcan   Al 
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John  J.  Buckley  Assocs.  Inc. 

Foam  Additive  Al 

L  150  Al 

L  164  Al 

L  183  Al 

L  184  Al 

L  21   Al 

L  301  CI 

L  302  C1JC1JC3 

L  303  CI JC1JC3 

L41   Al 

L  57  A3 

L  57  F  A3 

L  57  N  A3 

L  59  A3 

L-403  Al 

L-503  Al 

Lube  1100   AUG 

P  122  A2 

P  122  F    A2 

P  125  A2 

P133  A2 

P  142  Al 

P  39  A1.Q1 

P42  Al 

P65  Al 

P73  A4 

P  73  HT  A2 

P86  Al 

P87  Al 

John  Newsome 

2000+  Al 

John  R.  Casey  Inc. 

Hard  Surface  Degreaser    A4 

John  Sexton  &  Company 

Defenso   Al 

Institutional  Scouring  Magic A6 

Invinso  Al 

Neutral  Green  Floor  Cleanser  A4 

P.F.D  Detergent Al 

Sexton  Iodophor   D2 

Sexton  Stainless  Steel  Cleaner  A3 

Snowball    Al 

X-It  Spray  Cleaner  and  Degreaser  A4 

John  W.  Kolozetski  &  Assoc.  Inc. 

Power  Plus  A4 

Johns-Manville  Products 
Corporation 

Hyflo  Super-Cel    Jl 

Johnson  Bros. 

Problem  Solver   CI 

Johnson  Chemical  Co. 

B-T-0  All-Pro  Cleaner  A4 

Johnson  Chemical  Company 

Fat-Foe  Plus    A4 

Johnson  Chemsource  Inc. 

Heavy  Duty  Industrial  Degreaser  Al 

Hospital  Disinfectant  Al 

Time  Mizer  Detergent/Disinfectant    ....  D2 
Time  Mizer  Industrial  Non-Butyl  Degrsr  Al 


Time  Mizer  1-128 
Detergent/Disinfectant   D2 

Johnson  Hay  worth  Chemical  Co. 

Pyrenone  No.  1   Fl 

Pyrenone  No.  3  Fl 

Pyrenone  No.  4  Fl 

Johnson  Sanitary  Products 

Super  Orange CI 

Johnson  Wax  GmbH 

Johnson  Brillo  Fett-Loser  Al 

Johnson  Wholesale 

Grease  Eater    Al 

Johnson,  D.  H.  &  Sons 

DH-3  Cleaner/Degreaser  A4 

DH-4  Cleaner/Degreaser  A4.A8 

Johnson,  McCord  &  Seevers,  Inc. 

WR-lll   A4 

Johnson,  S.C.  &  Son,  Inc. 

AccuMix  Al  Grease  Release  Cleaner  ..  Al 
AccuMix  General  Purpose  Cleaner   ....    CI 

AccuMix  Neutral  Cleaner  CI 

AccuMix  Pot  &  Pan  Cleaner   Al 

AccuMx  Sanitizer D2 

Basic  +  All  Purpose  Cleaner    CI 

Basic  +  Stripper    A4 

Big  Bare CI 

Bolt  Comm  Insect  Liq  Air.  Form  P3610  Fl 
Bolt  Comm  Insect.  Air.  For  Fly.  Insects  Fl 
Bolt  Comm  Insect,  Airborne  Liquid  R- 

500    Fl 

Bolt  Comm  Insect  Dual  Action  Roach 

Bait  F2 

Bolt  Comm  Insect.  Residl.  For  Crawl. 

In.    F2 

Bolt  Comm  Insect.  Wtr-Based  Liq  Resi- 
dual    F2 

Bolt  Comm  InsectLiq  Air.for 

Fly.Insects  Fl 

Bolt  Comm  InsectXiq. Resid.for 

CrawlJn F2 

Bolt  Comm.  Insect  Total  Release  Fog- 

ger  Fl 

Bolt  Crack  &  Crevice  Residual    F2 

Bolt  Flying  Insect  Killer  F2 

Bolt  Insecticide  Airborne  Liquid  R-3000  Fl 
Bolt  Rodenticide  Power-Packed  w/Talon  F3 

Break-Up  Al 

Choice  Cut  Al 

Crew  Foaming  Shower  Room  Cleaner     CI 

Crew  Tub  &  Tile  Cleaner CI 

Curel  Food  Industry  Sanitizing  Hand 

Wash  E2 

Deep  Gloss  Maintnr.  for  Stainless  Steel  A7 
Enhance  Food  Industry  Santzng  Hand 

Wash  E2 

Envy  Instant  Cleaner CI 

Expose  CI 

Forward  DC  Disinfectant  Cleaner   A4 

Forward  General  Purpose  Cleaner  A4 

Glance  Concntrt  Glass  &  Multi  Surf. 

Clnr  CI 

Glance  Glass  Cleaner   CI 

Go-Getter CI 

Good  Sense  Liquid  Odor  Counteractant  CI 

Horizon  100  Glass  Cleaner CI 

Horizon  300  Gen  Purp  Foam.  Grs  Rel 

Clnr  Al 


Horizon  400  General  Purpose  Cleaner  CI 
Horizon  420  No  Rinse  Neutral  Cleaner  CI 
Horizon  800  General  Purp.  Ind. 

Degr/Clnr   Al 

J  Shop  1000  CI 

J  Shop  300  A4 

J-Kleen  Food  Industry  Sanitizing  Hd 

Wash  E2 

J-Shop  500 Al 

J-Shop  600  A4 

J-Wax  Deliver  Al 

J-128    Al 

J-256    A4 

J-512  Sanitizer D2 

J-80  Sanitizer D2 

Johnson  Blue  Chip    CI 

Johnson  Multi  Professional  Foam    CI 

Johnson  Wax  Raid  Indoor  Fogger  IV    ..  Fl 

Pan-Clean Al 

Pride  Oven,  Grill  &  Deep  Fryer  Cleaner  A8 

Raid  Insect  Spray  (Liquid)  Fl 

Raid  Residual  Liquid    F2 

Reveal    CI 

Soft  Care  Antiseptic  Hand  Cleaner   E2 

Stride  All-Purpose  Cleaner  CI 

Stride  Super  Concentrate  All-Purp.  Clnr  CI 
Triad  Germicidal  Cleaner  and  Deodo- 
rant        A4 

View  Quick  Cleaner  CI 

Virex  U/Ready  To  Use  CI 

Virex  U/128  CI 

Virex  U/256  CI 

Virex  B/64  CI 

Virex  128  Al 

Wall  Power  Wall  Washer  CI 

Jolun  Products 

Krystal  Clean  All  Purpose  Cleaner    ....    CI 

Jomac  Chemicals 

JO-1  A2 

JO-10  A2 

JO-3  A3 

JO-30  A3 

JO-6  Al 

Jomaps  Co.,  The 

M-l  House  Wash    Al 

Steel-Klean    Al 

Jon  Don  Products,  Inc. 

All  Purpose  Stripper  &  Degreaser  A4 

Foam  Break  Al 

Matrix  Lemon  Fresh  CI 

Phene-Cide A4 

Phene-Cide  Plus    A4 

Purity  Speed  Foam   Al 

Quat-Cide A4 

Quat-Cide-N    Dl 

Quat-Klean A4 

Jonah  Service  Company 

Celebrity    C2 

Lab  L2 

Presto-Clean Al 

Jones  Boys  Maintenance  Products 

Grease  Bully   A4.A8 

Jones  Chemicals,  Incorporated 

Caustic  Soda  (Sodium  Hydrxd)  50%  (Or 

%)   Gl 

Sunny  Sol  "100"  D2.G4 

Sunny  Sol  "150"   D2.G4 
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Sunny  Sol  "150"  WCTM   G7 

Sunny  Sol  Bleach   B1.G4 

Sunny  Sol  Calcium  Hypochlorite  D2 

Sunny  Sol  SDS  D2,Q4 

Joplin  Janitor  Supply  Company 

Balance    A4 

Conquer  Neutral  Fragrance Dl 

Crud  Buster  Heavy  Duty  Cleaner  ..    A4.A8 

Crud-Buster  A4 

Glass  &  Hard  Surface  Cleaner  CI 

Ruff  Stuff E4 

Soft  Scrub   E4 

Vandal  Mark  Remover  CI 

Jural  Company 

RS65    Al 

Joselyn  Thomas  Company  Inc..  The 

Contact  Food  Equipment  Lubricant  ....    HI 

Joy  Detergent 

Hot  Vat  2085  A2 

Pink  Magic  11 7-S  Al 

Pink  Power    Al 

Solterge  II   CI 

Steam  Cleaner  1070    A2 

Steam  Cleaner  1075    A2 

Super  Power  499  A4A8 

Joy/Central  Service  Center/ 
Industrial  Machinery  Group 

Joy  Synthetic  Lubricant    HI 

Jubilee  Products,  Incorporated 

Acid  Detergent    A3 

Bright  Detergent   Al 

Bright  General  Purpose  Cleaner  CI 

Bright  Heavy  Duty  Degreaser    A4.A8 

Bright  Sanitizer  D2 

Brightmor    A2 

C.O.P.  Cleaner A2.Q1 

Chlorinated  General  Cleaner Al 

Chlorinated  Liquid  Cleaner A1,Q1 

Conveyor  Lubricant A1JH2 

Defoamer  Al 

Iodine  Sanitizer  D2 

Kandu  Bleach    D2 

Liquid  Pan  and  Case  Cleaner  Al 

Oven  Cleaner A8 

Pan  and  Case  Cleaner  Al 

Justice  Chemical  &  Supply 

Winning  Hands  Coconut  Oil  Hand  Soap  El 

K  &  E  Chemical  Company 

K  &  E  Coating  Remover   C3 

K  &  G  Enterprises,  Inc. 

Glisten   A4 

Grime  Stopper  A4 

Kwick  Free    H2 

Liquid  Grease    H2 

Multi-Klean  Al 

Power-House  A4 

Reely  Klean  C2 

Rust  Off  CI 

Speedy  Spray  Al 

Spray  Klean  Al 

Steam-Klean    Al 


K  &  K  Maintenance  &  Supplies 

De  Aqua  Lube  H2 

Silicone  Spray  HI 

Silicone  Spray  HI 

Super  Orange A4.A8 

K  &  M  Sales  Corp. 

Contact  Cleaner  K2 

Glass  Cleaner CI 

Pentra  Lube  H2 

Spray  Silicone  Release  HI 

Stick  Tight  PI 

K  &  R  Distributing  Co.,  Inc. 

De-Gree-Sol  Solvent  Cleaner  Clnr 
&  Dgrsr A4.A8 

K  &  S  All  Purpose  Products,  Inc. 

K&S  Heavy  Duty  Degreaser    CI 

K&S  Kel  Klen  Al 

K&S  Phase  One    CI 

MT-50  Acid  Cleaner  A3 

Sanital  Disinfectant  Cleaner  Dl 

K&S  Chemical  Manufacturing  Co. 
Inc. 

K&S  #51  Cold  Cleaner K2 

Quantex -Neutral  Cleaner A4 

K  B  C,  Int. 

Kentucky  Odor  Out  Herbal  Fresh    CI 

Kentucky  Odor  Out  Lemon  Fresh   CI 

K  B  F  Enterprises 

Micro  Kleen A1.L2 

K  C  I  Chemical  Company 

AcidCleneBK   A3 

Acid  Clene  HP    A3 

Acid  Clene  LF A3 

Acid  Clene  P  A3 

Acid  Clene  PC-17  A3 

Acid  Clene  PF-10   A3 

Acid  Clene  PG- 12  A3 

Acid  Clene  PS-15   A3 

Acid  Clene  34  A3 

Add  42  Al 

Add  44  C  Bl 

Add  55  Al 

All  Purpose  100 Al 

All  Purpose  200 A4 

All  Purpose  217 Al 

All  Purpose  300 A4 

AM  110  A2 

AM  125  A2 

AM  155  A2 

AM  185  A2 

AM  60  Plus  A2 

AM-60  A2 

AS-311  Disinfectant   D2 

AS-411  Disinfectant  D2 

AS-511  D2 

B  200  A3 

B  250  A3 

B  300  A3 

B  650  A3 

B750  Al 

BK  Cloral    A1.Q1 

BK  Cloral  10  A1.Q1.Q2 

BK-L   A3 

BK-Quat Al 

BK-Quat  10  D2 

BK-14    A3 


BK-16    A3 

BK-17    A3 

Carmel-Solvent   A3 

Clene  Bowl   CI 

Clene  Solv  I CI 

Clene  Solv  II  B2 

Clene  Solv  m    A4 

Clene  Solv  IV   A8 

Clene  20  Al 

Clene  218 A2 

Clene  224L    Al 

Clene  236 Al 

Clene  35 Al 

Clene  425 Al 

Clene  434 Al 

Clene  436 Al 

Clene  507 Al 

Clene  657 Al 

Clene  830 A3 

Clene  905 Al 

Clene  910 Al 

Clene  915 Al 

Clener  R  A3 

ClenerW  Al 

CMF  200  A3 

Defoam  L-61   Al 

Descaler  #75   A3 

Dishwash  BK Al 

Floor  Clene  100  T  CI 

Floor  Clene  101  T A4 

Floor  Clene  110  T Al 

Floor  Clene  111  T Al 

Fom-It    Al 

FK  267  Al 

FK  513  A4 

FK  613  A4 

FK  713  A4 

FM-1    Al 

FM-10    Al 

FM-2   Al 

FM-30    A2 

FM-31    A2 

FM-72    A2 

Gen  Clene  BK  11   Al 

Gen  Clene  BK  21    Al 

GP249  Al 

GP430  Al 

GP470P  CI 

GP615  Al 

GP-1110P  CI 

GP-20  P  CI 

Hand  Soap  BK    El 

Hook  Clene  P    A3 

Hook  Clene  716    A3 

HD  1800   A4 

HD  1900   CI 

HD  2000   A4 

HD  670    Al 

JK-100  Al 

JK-5  Al 

JK-50  Al 

Klene  Vat  50  A2 

Klener-E A2 

Klor  Klene  Al 

Laundry  BK  Bl 

Laundry  BKL    Bl 

Laundry  BK2  Bl 

Liqua  Soak  703  Al 

Lube  14   HI 

Lube  33   H2 

Lube  37   H2 

Lube  64   Al 

Lube  68   A1JL2 

LFM-110   Al 

LFM-1500  Al 

LFM-68   Al 

LFM-70   Al 

MC-96  A2 

Peel-eze  W Al 

Resin-Off  Al 

Rinse  106  Al 

Rinse  119  Al 
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Rust  Buster  300  A3 

Soak  M-S  A4 

Soak  12   A2 

Soak  13   Al 

Soak  310   Al 

Spray  Clene  639   Al 

Spray  Klene  1110  Al 

Spray  Klene  700   Al 

Spray  Klene  710   A2 

Spray  Klene  714  A4 

Spray  Klene  775   Al 

Spray  Klene  830   Al 

Spray  Klene  930   A4 

Spray  13 Al 

Spray  19  Al 

Spray  84 Al 

Spray  93 A2 

Stainless  Aid   A3 

Steam  22   A3 

Tri-lOOP  A2 

WT  1457   G5 

K  C  Products,  Inc. 

Eco  2000  Al 

KC  1000    Al 

KC's  Citrus    CI 

KC's  Slave  Al 

KC1000PS  Al 

K  C  Sales  &  Company 

KC  Concentrated  Liquid  Detergent   ....  Al 
K  D  F  Enterprises 

Enterprise  8000  Al 

K  D  L,  Inc. 

K  D-4  Food  Processing  Plant  Use  Al 

K  D-4  Restaurant  Use Al 

K  E  F  A  Hightech  Corporation 

KEFA  BioWash-Q    D2 

KIWI  Brands,  Inc. 

Kiwi  Clean  Front  Iodine  Blocks LI 

K  L  S  Lubriquip,  Inc. 

KF-100  H2 

WearMaster  KF  270   HI 

WearMaster  KG  450  H2 

WearMaster  KG  451  H2 

WearMaster  KG  470-0   HI 

WearMaster  KG  470-2   HI 

K  M  H  Incorporated 

K-500  Al 

K-900  Al 

KMHK-300    Al 

M-100    A4 

K  M  L  Inc. 

BWT  12  G7 

BWT  200  G6 

BWT  204  Boiler  Water  Treatment  G6 

BWT  205  Boiler  Water  Treatment  G6 

BWT  209  G6 

BWT  210  G6 

BWT  257  G6 

BWT-202  G6 

BWT-203  G6 

BWT-205H   G6 

BWT-205R    G6 

BWT-211  G6 


BWT-233  G6 

BWT-234 G6 

BWT-237  G6 

BWT-239  G6 

BWT-250  G6 

BWT-258  G6 

BWT-411  G6 

BWT-511  G6 

BWT-600  G6 

BWT-602  G6 

CWT-306  G7 

CWT-306S  G7 

CWT-307  G7 

CWT-308  G7 

CWT-309  G7 

CWT-310  G7 

CWT-311  G7 

CWT-312  G7 

CWT-320  G7 

CWT-322  G7 

Triplus  Gl 

Vola  Mene  1    G6 

Vola  Mene  2  G6 

Vola  Mene  3   G6 

Vola  Mene  4  G6 

VolaMene-11    G6 

Vola-Mene  5   G6 

Vola-Mene  6  G6 

Vola-Mene  7   G6 

Vola-Mene  8   G6 

4-Algaecide-175    G7 

4-Algaecide-18    G7 

K  O  Manufacturing,  Inc. 

DNB-129  Drum  in  a  Box  A4 

DNB^*30  Drum  In  A  Box    Al 

Hotline  A2 

K-Chlor   Al 

K-San  Plus  Dl 

K-San  10  D2 

K-San  128Q D2 

K-San  256   A4 

1010  Power  Plus  A4 

116  CI 

211  Al 

217  Al 

218  Heavy  Duty  Cleaner/Degreaser  ....  Al 

226  A2 

228  Al 

251  A2 

399  Foam  Brush   Al 

500  Al 

512  A4 

512  NP A4 

778  Bl 

K  P  Chemical  Products,  Inc. 

Blue  Rage    A4 

Devour  Non  Butyl  Cleaner  Degreaser  A I 

Lemon  Fresh   CI 

Purple  Rage  Multi-Purpose  Cleaner 

Dgrsr  A4.A8 

Wonder  Cleaner Al 

K  R  C  Research  Corporation 

KRC  No.  7  Cleaner A4 

Twink A4 

K  V  Pharmaceutical  Company 

PL-267  E4 

SPL-281  E4 

K  Yamada  Distributors,  Ltd. 

OP  Acid   A3 

Flo-A way  Foaming,  HD.  Degreaser  ..  Al 

Non  Butyl  Degreaser Al 


Super  "G"  All  Purpose  Cleaner   CI 

Super  D   Al 

K.  C.  Pharmacal,  Inc. 

D-D-G   A4 

K.C.A.  Distributors,  Inc. 

One  For  All  CI 

K.E.W.  Chemical  Company 

Ql  00  General  Purpose  Cleaner    A4 

Q200  Heavy  Duty  Cleaner/Degreaser  A4 

Q300  Germicidal  Sanitizer  Dl 

K.I.C,  Inc. 

KIC400  A4 

KB  Chemical  Co. 

Disinfectant  Foaming  Cleaner    C2 

K-Chem 

KC  Si-Lube-Cone  HI 

KC  Stainless  Steel  And  Metal  Polish  A7 

Super-K   Al 

K-Chem  Products 

Dissolve  A4.A8.C1 

New  Formula  911  CI 

K-Klean  Chemical  Company  Inc. 

ALC#1    Al 

ALC#2   A2 

Big  Red   Al 

Big  Red  B   Al 

Chelated  Alkali  #1    A2 

Chlorinated  CIP  Cleaner A1.Q1 

Chlorinated  Heavy  Duty  Cleaner  A2 

Concentrated  Acid  A3 

Conveyor  Lubricant  #2  H2 

Defoamer  A1.Q1 

Dry  Acid  Cleaner    A3 

Dry  Bleach Bl 

Econo-Klean    A2 

Egg  Wash    A1.Q1 

Enviro-Foam  #1  Al 

Enviro-Foam  #2 Al 

Enviro-Klor  Al 

Enviro-Quat  D2 

Enviro-Quat  D2 

Flash    Al 

Foam  Booster    Al 

Foam  Two   Al 

FoamKlean Al 

General  Cleaner  #1    A1.Q1 

General  Cleaner  #2   Al 

General  Cleaner  #3  Al 

General  Cleaner  #3  SP  Al 

H  D  Circulation  Cleaner  Al 

H.F.  Acid  A3 

Heavy  Duty  Cleaner  A2 

Heavy  Duty  Cleaner  #3    A2 

Heavy  Duty  Cleaner  No.  2  A2 

Hot  Tank  Cleaner   A2 

Hot  Tank  Cleaner  #2 A2 

HD  Spray  Cleaner  A1.Q1 

DD  San  D2.E3 

Jell-Add  Al 

K-Klean  Cleaner-Degreaser    Al 

K-Klean  Liquid  Sanitizer   D2 

K-San  Acid  Cleaner  Sanitizer D2 

K-San  Hand  Soap   E2 

Klean-Rite  Al 

Klor-FoamHD    Al 


11-248 


Light  Duty  Cleaner  A1.Q1 

Liquid  Acid  Cleaner  A3 

Lite  &  Brite  Bl 

Mean-Klean  Al 

Powder  Foam Al 

Q-San  E3 

S.F.  Alkaline  Cleaner   Al 

Safety  Bleach Bl 

Smokehouse  Cleaner  A2 

Special  CLP.  Cleaner  A1.Q1 

Super  Blue  Car  Wash  Al 

Thick  Pink  Hand  Soap   El 

Trolley  Klean A2 

Truck  Wash  Al 

K-O-K  Cleanser  Company 

K-O-K  Bleach  Dl 

Sodium  Hypochlorite  Cone.  Solution  ..    D2 

K-Poxy 

K-Poxy  K-800  PI 

K-Zyme  Laboratories,  Inc. 

BioAc  eabc/w!  L2 

BioAc  (Her/L)  CI 

BioAc  (LRX/L)  CI 

Fix  eh/x!    CI 

Fix  (orxx) L2 

Fix  (F/F)    L2 

Fix  (L/C)  L2 

Fix  (RV-MT)  L2 

Fix  (Tent)    L2 

K/G  Industries 

Tri  Chem  Al 

K's  Maintenance  And  Supply  Co. 

Protects-All CI 

Silicone  Lubricant  Spray HI 

Kadison  Laboratories,  Inc. 

Sparkleen  #1    Al 

Kaeser  Compressors 

Kaeser  460F HI 

Kagan  Industries 

Floor  and  Wall  Cleaner A4 

Kal-Creek  Chemical 

Kal-Creek  Cleaner  Degreaser  A4.A8 

Kal-Creek  Lime  Remover A3 

Kal-Creek  Oven  &  Grill  Cleaner  A8 

Stay    C2 

Kalamazoo  Sanitary  Supply,  Inc. 

Buster-Loose  H2 

Cling-Type  Toilet  Bowl  Clnr C2 

Kalsanco  AU-Purpose  Cleaner  Concen- 
trate      Al 

Kalsanco  Alpine    CI 

Kalsanco  Flo  Free  CI 

Kalsanco  Heavy  Duty  Cleaner  &  De- 
greaser      A4 

Kalsanco  Indoor/Outdoor  Insecticide  ....  Fl 
Kalsanco  Liquid  Cream  Cleanser  ....  A6.C2 
Kalsanco  Mild  Cling  Type  Toilet  Bowl 

Cln C2 

Kalsanco  Nab    C2 

Kalsanco  Pink  Lotion  Hand  Soap    El 


Kalsanco  Shield  CI 

Kalsanco  Strong  Disnf.  Toil  Bl&Uml 

Clnr  C2 

Kalsanco  TPS    CI 

Peel  Out  CI 

Pure-Solv  K2 

Red-E-Lube  H2 

Skin  Protector   E4 

Slik  Stainless  Silicone  Spray    HI 

SSC  Stainless  Steel  and  Metal  Polish  CI 

Kalo 

Drum  in  a  Box    Al 

Kammson  Industries,  Inc. 

Blue  Supreme    Al 

D-Sect  Residual  Insect  Spray  F2 

Deep  Freeze  Freezer  Cleaner   A5 

Dispose    LI 

Gentle  Liquid  Soap  15% El 

Kam  300  Insecticide  Fl 

Kem-Gel  Cone.  All  Purpose  Detergent    Al 

Kamo  Manufacturing  Co..  Inc. 

BigK  Al 

CD-2Q  Germicidal  Foaming  Cleaner  ..    C2 
Emulsion  Bowl  Cleaner  &  Disinfectant   C2 

Formula  APK  No.  2  Concentrate  Al 

Germicidal  Cleaner  Dl 

K-44  Activated  Sewer  Solvent  LI 

New  Improved  K-99  Fogging  Insecticide  Fl 

No  Roma  Concrete  Cleaner   A4 

Orange  Magic    CI 

Remov-Ox  A3 

Steam  Cleaner  GP  A2 

Kan-Tech 

BWT-200  G6 

BWT-21  G6 

BWT-240  G7 

BWT-37  G6 

BWT-40  G6 

BWT-63  G6 

Scav-Ox  G6 

SLT-450  G6 

SLT-57  G6 

SLT-59 G6 

Kankakee  Industrial  Supply  Co. 

KM-195  Emulsion  Cleaner A4.A8 

KM- 505  Safety  Solvent    Kl 

Kansas  City  Chemical  Company 

Super-Clo  D2.Q4 

Kansas  City  Sanitary  Supply  Co. 

Vandel  Mark  Remover  CI 

Kansas  Janitorol  Supply 

Neutral  Concentrate Al 

Kanter,  R.  J.  Company,  The 

Horseoline  #2    HI 

Kapco  Chemical  Products  Corp. 

Boiler  Sludge  Conditioner    G6 

Boiler  Treatment  Liquid  G6 

Boiler  Treatment  Liquid  Heating  Boilers  G6 

Citrafresh  CI 

Cyclone   Al 


Cyclone  U   A4 

D-Scale    A3 

Heavy  Duty  A4 

Kap  500  CI 

Kapco  Best  Bet  A6.C2 

Kapco  Betsy    CI 

Kapco  Bol  Maid    C2 

Kapco  Citruspray  Degreaser  CI 

Kapco  Clear CI 

Kapco  Defoamer  Al 

Kapco  Glass  Cleaner  CI 

Kapco  Pine  Forest  5   CI 

Kapco  Pull  C2 

Kapco  Saf-T-Bol  C2 

Kapco  Stix  CI 

Kapco  Super  Concentrate  Al 

Kleano  99    Dl 

Kleano  99    Dl 

Liquid  Alive  Bacteria   L2 

Power  5   CI 

S.C.D A6.C2 

Steam  Cleaner  Solvent   Al 

Steam  Line  Treatment G6 

Three  Cheers  CI 

Wasp  &  Hornet  Spray F2 

Kapco  Industries,  Incorporated 

#50  Hard  Surface  Cleaner A4 

Antiseptic  Liquid  Hand  Soap  El 

Kapco  Odor  Counteractant  Cleaner  ....    A4 

Liquid  Hand  Soap  El 

No.  25  Germicidal  Cleaner  Dl 

Kar  Kraft  Products 

Brake  Cleaner  Part  #  ABK  1010   PI 

Paint  &  Gasket  Remover  Part  #APG 

1019    PI 

Spray  Underrating  Part  #  AUC  1005  ..  PI 

White  Grease  Part  #  AWG  1007   H2 

4-Way  Penetrating  Oil  Part  #  AFW 

1009    H2 

Kar  Products 

Hi-Concentrate  Cleaner A4.A8 

Multi-Purpose  Food  Grade  Mach.  Oil- 

79934    HI 

Multi-Surface  Cleaner  A4 

No.  74298  Penetrating  Oil    H2 

Remove-All  CI 

Silicone  Adhesive  Seal  Clear  Pt 

No.74731    PI 

Synthetic  Grease  HI 

65377  Spray  Undercoat PI 

65379  White  Grease  H2 

65388  Miracle  Mist  Water  Displacer  ..    H2 

67951  Metal  Cutting  Oil H2 

68823  Gasket  Remover PI 

69970  Brake  Clean   PI 

69974  Battery  Sealer  and  Protector  PI 

71017  Antiseptic  Hand  Cleaner  E4 

71018  Antiseptic  Hand  Cleaner  E4 

74245  Shop  Solvent   K1JC2 

75176  Battery  Cleaner  &  Acid  Detector  PI 

75567  Heavy  Duty  Red  Grease   H2 

76142  Food  Grade  Silicone    HI 

78306  Graffiti  Remover   CI 

78607  Super  Rust  Penetrant  H2 

78608  Hi-Tack  Gasket  Adhesive  PI 

78620  Multi-Purpose  White  Grease 

#105    H2 

79635  Heavy  Duty  Glass  Cleaner   CI 

79836  Electrical  Systems  Lub.  & 

Protctr.    H2 

79843  Dry  Air  Freshner  CI 

80426  Multi-Purpose  Cleaner  CI 

80936  Electronic  Cleaner  K2 

80940  All  Purpose  Silicone  Lubricant  H2 
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Karen  Janitorial  Supply  Co. 

Miracle  Might  A4.A8 

Karmi  Industries 

Acid  Cleaner  A3 

Boil  Out  A2 

Coconut  Liquid  Hand  Soap  15%   El 

Heavy  Duty  Degreaser   A4 

Karmi  K-45  A3 

Kasco  Corporation 

Lubricoat   HI 

Kath  Khemicals  &  Maintenance 
Inc. 

Anti-Mi crobial  Handwash  El 

Katrin  Systems,  Inc. 

Hy-Clean  AM  Purpose  Cleaner  E4 

Hy-Clean  Antimicrobial  Cleaner   E2 

Hy-Clean  Moisturized  Alpha  Based 
Cleaner   E4 

Kaufman  Products,  Inc. 

Sure-Poxy  Grout  PI 

Kay  Chemical  Company 

Antimicrobial  Hand  Soap  0303201    E2 

Capital  Multipurpose  Concentrate    Al 

Celebrity  Brass  Polish  CI 

Command  Quarry  Tile  Floor  Stripper      A4 

Conquest    E2 

Conquest  Antibacterial  Hand  Soap E2 

Dazzle  Cleaner  and  Polish   A7 

Delimer    A3 

Dermatrin  Hand  Sanitizer  E3 

Falcon  Heavy-Duty  Detergent    Al 

Hawk  Fryer  Cleaner  A8 

Husky  Fryer  Scouring  Powder  A8 

Imperial  All-Purpose  Cleaner  CI 

Kay  Chemical  Company 

K-Fresh    A4 

K-Fresh(Neutral  Fragrance)    Dl 

Kay  Chemical  Company 

Kadet  Cleaner   A4 

Kadet  Renewer   A4 

Kay  Grill  Cleaner   A8 

Kay  Hand  Sanitizer  E3 

Kay-10  Sanitizer  D2 

Kay-5  Sanitizer  D2 

Kote  Soil  Shield    PI 

Kwik  Degreaser A8 

Kwik  Grill  Cleaner  A8 

McD  Anti -Microbial  Handwash  E2 

McD  Hi-Temp  Grill  Cleaner  &  De- 
greaser      A8 

McD  Laundry  Pak  Bl 

McD  Powder  Bleach  Bl 

McD  Sanitizer  D2 

Kay  Chemical  Company 

Meat  Room  Cleaner   Al 

Kay  Chemical  Company 

Sink  Sanitizer    D2 

Spirit  Liquid  Disinfectant  Cleanser   ....    CI 
Supra   Al 


Tempo  Lotion  Hand  Soap El 

Touch-Up  Glass  Cleaner CI 

Venture  Concentrated  Detergent  A4.C1 

Kay  Industries 

Stainless  Steel  Cleaner  and  Polish   A7 

Kaybe  Chemical  Co.,  Inc. 

Kayliq  1  XL    L2 

Kayliq  1  XL  Plus    CI 

Kayboys  Empire  Paper  Co.,  Inc. 

Activated  Pine  Odor  Disinfectant CI 

Drain  Opener  LI 

Liquid  Hand  Soap  El 

Medi-Clean  Pink  Lotion  Hand  Soap    ....  El 

Pine  Oil  Disinfectant CI 

Safety  Solvent  K2 

Silicone  Release  Agent  HI 

Toilet  Bowl  Cleaner   C2 

Window  Cleaner   CI 

Kayline  Chem-Llite  Co. 

Bat-Sav    PI 

Blast  Insect  Killer  Cherry  Fragrance  ....  F2 
Bloc  Out  One-Shot  Dm.  Opnr  w/Odor 

Blnkt  LI 

Boiler  Sludge  Conditioner    G6 

Boiler  Treatment  Liquid  G6 

Boiler  Treatment  Powder   G6 

Bowl  &  Porcelain  Cleaner   C2 

Brute  Heavy  Duty  Cleaner  A4 

C  &  C  Lube    H2 

C-Thru  Glass  Cleaner  CI 

Complete  Multi-Purpose  Disinfectant 

Clnr  CI 

Destroy  Mint  Disinfectant CI 

Dri-Moly  Lube    H2 

Electro-Solve  K2 

End-Con  PI 

Erase  Hvy  Dty  Germicidal  Detergent- 

Deodz   A4 

Extermicide  F2 

Fog  Fly  Roach  &  Ant  Spray    Fl 

Great    A4 

Grill-Oven  &  Fat  Fry  Cleaner   A8 

Hand  Kleen   E4 

Handy  Klenz   E4 

Industrial  Medi-Suds  E4 

Kleen-Away  II  Acid  Drain  Opener   LI 

Liquid  Enzymes L2 

Magic  Klean    CI 

No.  25  Insect  Spray    Fl 

Oven  Ease   A8 

Powdered  Drain  Opener  Fast  Acting  ....  LI 
Punch  Wasp,  Hornet  &  Yellow  Jacket 

Kill F2 

Pure  Hospital  Disinfectant  Deodorant       C2 

Red  Ease   H2 

S.O.G.  Control  CI 

Sil-Ease  All  Purpose  Silicone  HI 

Skin  Shield    E4 

Snap  Solvent  Degreaser  16  oz K2 

Snap  Solvent  Degreaser  20  oz K2 

Snappy  Solvent  Degreaser   K2 

Steam  Line  Treatment G6 

Sur-Grip  Belt  Dressing  PI 

WhyteEase  H2 

X-It  Residual  Roach  Liquid  F2 

10%  Disinfectant  Sanitizer  D2 

Keating  of  Chicago,  Inc. 

Keating  Klenzer A6 

Sea  Powder   A8 


Keeler  Company,  Inc.,  The 

Formula  BR-1595-T   G5.G7 

Formula  DL-1542  G5.G7 

Formula  DL- 1543  G5.G7 

Formula  DL-1545   G5.G7 

Formula  DL-1546   G5.G7 

Formula  DL-1547  G7 

Formula  1425-F G5 

Formula  1592    G5.G7 

Formula  2025-F G6 

Formula  2026-F G6 

Formula  2027-F G6 

Formula  2028-F G6 

Formula  2179-F G6 

Formula  3022-F G5.Q5 

Formula  6425-F G5 

Formula  7161-F G6 

Formula  7179-F G6 

2000-F  G6 

2001-F  G6 

2002-F  G6 

2003-F  G6 

2050-F  G6 

2051-F  G6 

2052-F  G6 

2053-F  G6 

2060-F  G6 

2061-F  G6 

2062-F  G6 

2070-F  G6 

2071-F  G6 

2072-F  G6 

2100-F  G6 

2110-F  G6 

2112-F  G6 

2130-F  G6 

2131-F  G6 

2132-F  G6 

2133-F  G6 

2180-F  G6 

2181-F  G6 

2182-F  G6 

2201-F  G6 

2220-F  G6 

2310-F  G6 

2320-F  G6 

2330-F  G6 

2340-F  G6 

2350-F  G6 

7000-F  G6 

7001-F  G6 

7002-F  G6 

7003-F  G6 

7050-F  G6 

7051-F  G6 

7052-F  G6 

7053-F  G6 

7060-F  G6 

7061-F  G6 

7062-F  G6 

7070-F  G6 

7071-F  G6 

7072-F  G6 

7100-F  G6 

7110-F  G6 

7112-F  G6 

7130-F  G6 

7131-F  G6 

7132-F  G6 

7133-F  G6 

7180-F  G6 

7181-F  G6 

7182-F  G6 

7201-F  G6 

7220-F  G6 

7310-F  G6 

7320-F  G6 

7330-F  G6 

7340-F  G6 

7350-F  G6 
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Keene-Riese  Supply  Co. 

Bnten  Glass  Cleaner  CI 

Keepers  Supply  Corporation 

Brite  Now  Scouring  Creme  Cleanser  ..  A6 

Complex  KII   Al 

New  Formula  Grizzly  A4 

Steel  Keeper    A7 

Total  D  C2 

Keilor  Corporation 

Magna-Plus   L2 

Kel  Chemicals,  Inc. 

Defoamer  100-A1    L1.Q1 

Kel-Jo 

Bakery  Pan  Cleaner  No.  10    Al 

Cleaner  No.  30  CIP  Cleaner  A2 

Concrete  Floor  Cleaner  No.  10    CI 

Pine  Lift  Cleaner  CI 

Kel-San  Inc. 

Dry  Swatter  F2 

Foamer  184  A8 

Utility  Cleaner  CI 

Kelgraf  Company,  The/ 

A  Div.  of  Anderson  Oil&Chemical 

Conine. 

1100CS    H2 

1200BS    H2 

1500E H2 

1500EC    H2 

Kellermeyer  Chemical  Company 

#173  Liquid  Hand  Soap   El 

Cold  Room  Cleaner A5 

Foam-Away  Cleaner  A4 

Grease  Lightning  Al 

Kelco  Concentrate  A4 

Master  Hospital  Use  Floral  Disnfnt 

Spray  CI 

Master  Industrial  Bowl  Cleaner  C2 

Safe  Hands El 

San-O-Wite   CI 

Sanique  Creme  Cleanser  A6 

Smoke  Room  Cleaner  Al 

Swish  A4 

T-O.L.C-300  Dispersant G6 

T-185  Alkalinity  Booster-H    G6 

T-421  Return  Line  Treatment  G6 

T-425  Return  Line  Treatment  G6 

Kellermeyer  Company 

"Bench  Mate"  KF-102  Food  Grade  Lu- 
bricant    HI 

"Bench  Mate"  KL-103  Hvy  Duty  Sil. 

Lubmt  HI 

"Bench  Mate"  KM-104  Four-In-One 

Lubrcnt   H2 

"Bench  Mate"  KP-109  Penetrating 

Lubrcnt   H2 

"Bench  Mate"  KR-105  Red  Pentrtng 

Grease  H2 

"Bench  Mate"  KS-100  Resdl-Free 

Safe.Sol K2 

All  Purpose  Spray  Cleaner  CI 

Bactex    D2 

Blast  Flying  Insect  Killer   Fl 

Enviro-Kind  Natural  Dgrsr  Deodrzr 


Cone CI 

Master  Cide  CI 

Non-Acid  Bowl  Cleaner  C2 

WT-815   G6 

Kelles  Energy  Systems,  Inc. 

Kelles  130   G6 

Kelley's  Pro.  Rodent  Control 
Service 

Kelley's  Anticoagulant  Rat  &  Mouse 
Bait  F3 

Kellogg's  Professional  Products,  Inc. 

Kel  Pure  Food  Grade  Silicone  Lubricant  HI 

Kelly  Kemical,  Inc. 

CL-7764 CI 

K  3  Hard  Surface  Cleaner    A4 

K  44  A4 

K52  Al 

K  55  Al 

K  8  Commercial  Cleaning  Concentrate  A4 

Kelly's  Breakdown    Al 

Kelly's  Bust-Up  A4A8 

Kem  Tech  All  Purpose  Concentrate  ....  A4 

Kern  Tech  AC  A2 

Kem  Tech  APC  Al 

Kem  Tech  AT  Smokehouse  Cleaner   ..  A8 

Kem  Tech  CKlor  Al 

Kem  Tech  Clean  &  Brite  A3 

Kem  Tech  Foam  &  Clean  Al 

Kem  Tech  Foam  Boost  Al 

Kem  Tech  Foam  Plus  Al 

Kem  Tech  Freezer  Floor  Cleaner  A5 

Kem  Tech  GP  Concentrate  Al 

Kem  Tech  Kloro-Clean  Al 

Kem  Tech  Kloro-Clean  HD   Al 

Kem  Tech  Kloro-Clean  LF Al 

Kem  Tech  LF  Smokehouse  Cleaner  ....  A8 

Kem  Tech  Nu  Klor  Al 

Kem  Tech  Oxi-Bleach    Bl 

Kem  Tech  Proterge  Bl 

Kem  Tech  PTC  Al 

Kem  Tech  Ultra  Foam    Al 

Kem  Tech  200  Al 

K140  Wash  Compound Al 

K366  All  Purpose  Cleaner   A4 

LSC-5    Al 

Kelso  Company 

Acid  Drain  Opener   LI 

Bowl  Cleaner  Disinfectant   C2 

Concentrated  Multi-Use  Cleaner    Al 

Cream  Cleanser  C2 

Heavy  Duty  Cleaner  A4 

Heavy  Duty  Disinfectant  Cleaner A4 

Liquid  Lotion  Hand  Soap  El 

Lotionized  Hand  Dish  Detergent   A4 

Pine  Oil  5  Disinfectant  CI 

Porcelain  and  Bowl  Cleaner  Dl 

Roach  "N  Ant  Spray(Aerosol)  F2 

Roach-N-Ant  Spray F2 

Safety  Solvent  Degreaser   K2 

Silicone  Spray  H2 

Stainless  Steel  Polish    A7 

40%  Liquid  Hand  Soap  Concentrate   ....  El 

Kelton  Company,  The 

Kel  Steam  202  Al 

Kelco  Detergent Al 

Kelco  Detergent  202  Al 

Kelco  Detergent  404  Al 

Kelco  HP  Detergent   Al 

Kelco  SP-18  Detergent  Al 


Kem  Manufacturing  Corp. 

"New  Formula"  7-11  CI 

A.R.  69    HI 

Blast  II  A4A8 

Clean-N-Fresh  Bowl  Bar    C2 

Clean-N-Fresh  Flushette  C2 

Clean-N-Fresh  Germicidal  Foaming 

Cleaner   C2 

Clean-N-Fresh  Hair  Flush  CI 

Clean-N-Fresh  Urinal  Block  C2 

Coil  Clean   PI 

Coilex    PI 

Concrete  Cleaner  A4 

Dry  Klean/CRT  CI 

Durakem  AC-FG  HI 

Emuls-It  Kl 

Enviro-Tain   CI 

Fog-It  F2 

Fogicide  Fl 

Gentle  Formula  #4    Al 

Germex  Aero  Hospital  Disinfectant 

Deod C2 

H.G.  Concentrate  A4 

Hands-Off   A4 

HR  230    LI 

Insta-Kleen  A3 

Insulex   PI 

K-829  A3 

Kem  "77"  A4 

Kem  Kill-B  Residual  Insecticide 

w/Baygon    F2 

Kem  Kill-B  With  Baygon  (Aerosol)    ....  F2 

Kem-A-Loose    H2 

Kemelt  CI 

Kemox  A3 

Kemsect  Fl 

Kemterge  A4 

Kemtreet  ABW   PI 

Kemtreet  Bio-Purge  1A    G7 

Kemtreet  Bio-Purge  2B  G7 

Kemtreet  Krust    PI 

Kemtreet  M.S.R G7 

Kemtreet  Polydisperse G7 

Kemtreet  PSA   G7 

Kemtreet  Scav-Ox  G6 

Kemtreet  SX-1 1  A3 

Kemtreet  100  G6 

Kemtreet  1100  PI 

Kemtreet  200  G6 

Kemtreet  210  G7 

Kemtreet  230  G6 

Kemtreet  232  G6 

Kemtreet  236  G6 

Kemtreet  240  G7 

Kemtreet  450  G6 

Kemtreet  456  G6 

Kemtreet  600  G7 

Kemtreet  605  G7 

Kemtreet  605  G7 

Kemtreet  610  G7 

Kemtreet  770  G7 

Kemtreet  790  G7 

Kemtreet  790  G7 

Kemtreet  8010  G7 

Kemtreet  850  G7 

Kemtrol    CI 

Kemtronic    H2 

Kemtronic  Aerosol    H2 

Kemzoid CI 

Lectrasol    K2 

Lectrasol  Aerosol    K2 

Lectrokem  (Bulk)   K2 

Metamorphosis  Wettable  Powder  In- 

sectcde F2 

Micro-Cellerate  Formula  3  L2 

Neutra-Zorb  CI 

Neutraline    Kl 

New  Formula  Coilex PI 

New  Improved  Scalzoff   A3 

New  Non-Flammable  Kem-A-Loose  ..    H2 
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Odortrol   CI 

Open  Up    LI 

Pine  17  CI 

Power  Steam   Al 

Quad Al 

Quad  0 CI 

Quikcide  Concentrate  Insecticide  Fl 

Quikcide  Contact  Insecticide   Fl 

Quikcide  Insecticide   Fl 

Ren-O-Grout   C2 

Ren-O-Grout  "Ready  To  Use"   CI 

Reside*    H2 

Rustless  D   A3 

San-O-Van  80   CI 

Sanitrol    D2.Q3 

Scrubmatic  A4 

Shield  E4 

Skavenger    LI 

Skavenger  II    LI 

Sniper F2 

Stainless  C2 

Stapol  (Bulk)  CI 

Stapol  Aerosol  CI 

Steam  All  CI 

Thermakem   LI 

Vandal  Vanish  II  CI 

Viro-Phene CI 

Vital  El 

Zip  Al 

Kem  Manufacturing/ 

Division  of  Systems  General,  Inc. 

A.R.  69    H2 

Aerolube  450  HI 

Beltack  (Aerosol)    PI 

Bombard    Fl 

Command    F2 

Crash   Fl 

Dri-Skid  (Aerosol) HI 

Durakem  AC  Moly  #2    H2 

Durakem  85140  H2 

Enviro-Tain   CI 

Envirosol   CI 

Envirosol  Aerosol   CI 

Foamex  II    Al 

Freeze  Treat  CI 

Fryoff  (Aerosol)    A8 

Fryoff(Bulk)  A8 

Germex    C2 

Hair  Flush  II   LI 

K-Slide  HI 

Kem-Spice  CI 

Kemsol  C2 

Kemtreet  600  G7 

Kemtreet  615  G7 

Kemtreet  770  G7 

Lectrasol  2000  Kl 

Lectrasol  2000  Aerosol  CI 

Lem-Fect  A4 

Liquicellerate  CI 

Micro-Cellerate  L2 

New  Car  Plus    Al 

No  Trace   CI 

Nu-Coil    A1J1 

Of  Corpse    Fl 

OV  +  Plus   A8 

QuadnNB Al 

Ringmaster C2 

Steam-All  Al 

Strafe  F2 

Strip  -N-  Flush  (Aerosol)   C3 

Strip  'N'  Flush  C3 

Zyma-Treet    L2 

Kem  Tech 

Aqua  Solv  1001  CI 

CRT  Screen  Care    CI 

Hi-Purity  Electronic  Contact  Cleaner  ..    K2 

Invisible  Glove/Skin  Shield    E4 

Lectro  Solv    K2 


Opti-Clean  Glass  and  Plastic  Protectant   CI 

Oven  &  Hood  Protector   PI 

Oven-Clean   A8 

P-L  5  Penetrate  H2 

S.S.  Brite  Metal  Polish  A7 

White  Lith  Grease  H2 

Kem  Tech  Industries 

Kem  Tech  All  Purpose  Concentrate  ....  A4 

Kem  Tech  AC  A2 

Kem  Tech  APC  Al 

Kem  Tech  AT  Smokehouse  Cleaner   ..  A8 

Kem  Tech  C  Klor  Al 

Kem  Tech  Clean  &  Brite   A3 

Kem  Tech  Foam  &  Clean  Al 

Kem  Tech  Foam  Boost  Al 

Kem  Tech  Foam  Plus  Al 

Kem  Tech  GP  Concentrate  Al 

Kem  Tech  Kloro-Clean  Al 

Kem  Tech  Kloro-Clean  HD   Al 

Kem  Tech  Kloro-Clean  LF Al 

Kem  Tech  LF  Smokehouse  Cleaner ....  A8 

Kem  Tech  Nu  Klor  Al 

Kem  Tech  Oxi-Bleach    Bl 

Kem  Tech  Proterge  Bl 

Kem  Tech  PTC  Al 

Kem  Tech  Ultra  Foam    Al 

Kem  Tech  200  Al 

Kem-Co  Chemical,  Inc. 

Descaler&Delimer/Boil.,Swim.Pools,Etc.A3 

Flying  Insect  Killer  F2 

Flying  Insect  Killer  F2 

Foaming  Bathroom  Cleaner   C2 

Gentle  Touch  E4 

Gentle  Touch  Hand  Cleaner  w/Volcanic 

Pum  E4 

Glass  &  Utility  Cleaner    CI 

Glass-N-Utility  Cleaner CI 

Grease  Gun   H2 

Heavy  Duty  Bowl  Cleaner  C2 

Heavy  Duty  Cleaner  A4 

Heavy  Duty  Stripper  Cleaner  &  De- 
greaser  A4 

Hospital  Foam  Germ  Spr&Wp 

Clnr&Surf  Deod  CI 

Hospital  Foaming  Cleaner    C2 

Kwik  Klean  Concentrate  A1.E1 

Lemon-Shine  Multi-Purp  Fum  Pol 

w/LemOil   CI 

Liquid  Scouring  Creme  Cleanser  C2 

Nut  &  Bolt  Loosener  Penetrant   H2 

One-Shot  Drain  Opener  with  Odor 

Blanket   LI 

One-Shot  Drain  Opener  with  Odor 

Blanket   LI 

Power  Clean  #761  Heavy  Duty  Cleaner  A4 

Power  Mint  #751  CI 

Quat  Detergent  Disinfectant  Deodorant  Dl 
Safety  Solvent  Cleaner  &  Degreaser  ..    Kl 

Sani-Gleem    C2 

Solvent  Degreaser  K2 

Stainless  Steel  Cleaner  &  Polish    A7 

The  Ionized  Dsnfcting-Det.  Deod.- 

Defilm  Dl 

Wipe  Out  Multi-Use  Cleaner  Degreaser  CI 
Wipe  Out  Multi-Use  Cleaner  Degreaser  CI 

Kern-Rite  Co. 

APC  1001  Heavy  Duty  A4 

Formula  1001  Heavy  Duty  A4 

Kem-Tek 

Formula  BWT-100L  G6 

Formula  OL-45   G6 

Formula  PP-30    G6 


Kemaloid  Corporation,  The 

Kemaloid  #AL-25  G6 

Kemaloid  #AL-40  G6 

Kemaloid  #OS-15   G7 

Kemaloid  #OS-30  G6 

Kemaloid  #PO-20  G7 

Kemaloid  #PO-35   G6 

Kemaloid  Dry  Heavy  Duty  #201   G6 

Kemaloid  Liquid-HP  #102   G7 

Kemaloid  Liquid-LP  #101    G7 

Kemaloid  Steam  Line  Treatment  #310  G6 

Kemaloid  Water  Treatment G6 

PO-23  G6 

Kemco  Chemical  Company 

Bingo  A3 

Blast  Roach  and  Ant  Spray    F2 

Bowl  Brite  C2 

Brake  Parts  Cleaner Kl 

Carburetor  Cleaner   PI 

Chewing  Gum  Remover  PI 

ClearVue   CI 

Cling  II  Bathroom  Cleaner  C2 

Contact  Cleaner  K2 

Flash    A4 

Green  Giant  Hand  Dshwshng  Detergent  A 1 

Guard  F2 

Gulp  Liquid  Alive  Bacteria    CI 

Hi-Foam  Al 

K-Wash   Al 

Kemco  #1    Al 

KC-3 1 3  Degreasing  Solvent  K2 

Lemon  Air  Freshener   CI 

Liqui  Grease    H2 

Lite A4 

Oceana  El 

Pink  Lotion   Al 

Pro  Fite    Al 

Quick  Clean  Oven  Cleaner  A8 

Safety  Electric  Parts  Cleaner   Kl 

Stainless  Steel  Cleaner   A7 

Super  Flash   A8 

Super  Flash    CI 

Tool  Kit  H2 

Valiant  Hand  Soap    El 

Vandal  Mark  Remover  CI 

Kemdek  Inc. 

Kemdek  L010  Bl 

Kemdek  L100  Bl 

Kemdek  L200  Bl 

Kemdek  L300  Bl 

Kemdek  L450  B2 

Kemex,  Incorporated 

Insect  Spray  Fl 

K  190  A4 

K  25  Al 

K  32  Grease  Remover Al 

K  34  Al 

K  35  Al 

K  350  El 

K  355  El 

K  570  A2 

K  580  A2 

K-302  Liquid  Dishwash   Al 

K-320  Al 

K-33  A4 

K-340  Al 

K-36  Al 

K-38  Grease  Remover Al 

K-380  El 

K-420  Iodine  Cleaner  D2.E3 

K-44  A4 

K-48  Foam-Kleen  Al 

K-852  LI 

Mold  Cleaner Kl 


11-252 


Mold  Release  HI 

Premium  Fly  &  Roach  Spray  Fl 

Kemin  Industries,  Incorporated 

Deodorant  715  CI 

Kemlite  Company 

Kemlite  Silicone  Cnstrctn  Seal  255  Clear  PI 
Kemlite  Silicone  Cnstrctn  Seal  255 
White PI 

KemCo  Products  Inc. 

Food  Locker  and  Freezer  Cleaner   AS 

L-100  Al 

Sanitize  5000  D2 

Smokehouse  Cleaner  Al 

Ken  Chem,  Inc. 

"KS-7"  People  Safe  Cleaner  Al 

Super  Clean  10   Al 

Kenco  Chemical  &  Mfg.  Corp. 

Rid-a-Bug  Brand  Concentrate F2 

Rid-a-Bug  Brand  Pre-Mixed  F2 

Rid-a-Rat  Rat  &  Mouse  Killer  F3 

Kendall  Co..  The 

Kendall  Flystop  Dairy  &  Farm  Insect 

Fog Fl 

Kendall  LD-44  Farm  Insect  Fogger  Fl 

Kendall  Refining  Company/ 
Division  of  Witco  Corporation 

All  Oil  StratMin.  Oil  Gear  Lub.  SAE 

140    H2 

Dual  Action  Heavy  Duty  Motor  Oil  ..  H2 
Ken-Tran-080  R&O  Mineral  Gear  Lube  H2 
Kendco  155  Comp.  Gear  Lubricant  SAE 

140    H2 

Kendco  206  Comp.  Gear  Lubricant  SAE 

250    H2 

Kenlube  L-421  H2 

Kenml  R&O  AW  100  Turbine  &  Hydrlc 

Oil  H2 

Kenoil  R&O  AW  32  Turbine  &  Hydrlc  H2 
Kenoil  R&O  AW  46  Turbine  &  Hy- 
draulic Oil  H2 

Kenoil  R&O  AW  68  Turbine  &  Hy- 
draulic Oil  H2 

L-406  H2 

L-421  Grease  H2 

L-427  Super  Blu-Grease  H2 

M-621  Grease   H2 

S-825  Grease  H2 

Three  Star  Gear  Lubricant  SAE  85  W- 
140    H2 

Kennedy  Chemical  Engineering 

BT-1  G6 

BT-2 G6 

BX-L  G6 

CH-1    G7 

CH-7    G7 

Nutrameen  G6 

Kenray  Products,  Inc. 

Kenray  Clnr  Dtrgnt  Dsnfctnt  Pump 
Spray  CI 

Kenray  Concentrated  Clnr 
Dtrgnt/Dsnfctnt  CI 

Kenray  Concentrated  Food  Contact 
Sntzr  D2 


Kenray  Pine  Scent  Clnr  Dsnfctnt/Dtrgnt  CI 
Kenray  Sanitizing  Hand  Soap E2 

Kensington  Co.  Inc.,  The 

Germi-Kleen    A4 

Kold&Kleen    AS 

Multi  Concentrate  A4.A8 

Kent  Chemical  Company 

CD   G6 

KN  G6 

KNA G6 

KNL  G6 

KNO G6 

KRT  G7 

KS    G6 

KSL  G6 

Kent  Feeds,  Inc. 

Cygon  2-E  F2 

1  %  Vapona  Animal  &  Bam  Fly  Spray     F2 

Kent  H.  Landsberg  Co. 

Bacti-Kill  CI 

Brite  Scent  CI 

Enviro-Force  (Liquid)  CI 

Gobbler    A4 

Horsepower  Heavy  Duty  Cleaner-De- 

greaser  CI 

Lands  Brite  Stainless  Steel  Clnr&Polish  A7 

Lands  Clear  CI 

Lands  Klobber  F2 

Lands  Power  Bleach  B1.C1 

Lands  Power  Sudsy  Ammonia  CI 

Slick  C2 

Kentucky  Specialty  Chemical  Inc. 

KB  33  Oxygen  Scavenger    G6 

KB  404  Dispersant   G6 

KB  510-F G6 

KB  7 10C  Steam  Line  Condensate 

Treatment   G6 

Kenway  Chemical  Co.  of  Kentucky 

Creme-A-San  C2 

Keppler  Brothers 

Mirage  (Aerosol)  CI 

Mirage  (Bulk)    CI 

Stainless  Steel  Brite    CI 

Kernite/ 

Division  of  NCH  Corporation 

TC'Ey  Kl 

TC  Strip   C3 

K'-Steam  Al 

TC'-Strip  Aerosol    C3 

TC'era-Fog    Fl 

TC'emaire  CI 

TC'ernaire  Aerosol   CI 

TC'il  Mate  F2 

TC'on-Off   A3 

TC'oncentrate    Al 

■K'rystal-Kiear  (Aerosol)   CI 

"K'wick-Thaw  CI 

TC'Nock-Out  Wasp  Spray  F2 

TCWik  PacTC PI 

pHoam  CI 

Acro-TC   H2 

Aquacide   G7 

Assault  A8 

B-Grip    PI 

Bantam  H2 


Begone  CI 

BigKLC Al 

Big-TC'   Al 

Big-K  Al 

Bowl  Klen  C2 

Buccaneer    Fl 

Buster H2 

BT-2000  G6 

BT-6000  G7 

Cavalier   A4 

Chain  and  Cable  Cover H2 

Chamber  Maid  C2 

Citra-Power  CI 

Count  Out  N.P Fl 

Count-Out   Fl 

Crew L2 

Current  Plus L2 

CAC  391   H2 

Di-San    D2 

Dimension   H2 

Doff  A2 

Domain  Part  "A"  &  Part  "B"   L2 

Duo-Die  F2 

Duo-Die  F2 

Eco-Solv  Aerosol    CI 

Econ-K-6  CI 

Ecosolv    Kl 

Eliminator    Kl 

Expel   B1.C1 

First  Line  A3 

Gangbuster A2 

Gleams  Al 

Gleams  LC Al 

Grease  Release  (Aerosol)    Kl 

Grease  Release  (Bulk) Kl 

Hand-A-Peel    E4 

Hydro-Gard  H2 

K-Last   H2 

K-Mist  Fl 

K-Plus   K2 

K-Release H2 

K-Sect  Plus   F2 

K-Sect  88  F2 

Kaptain-Kleen   Al 

Kemite  B-Grip  PI 

Kernite  Concentrate  L.C A4,C1 

Key Kl 

KlearKoilz    PI 

Knock  Out  N.P Fl 

Kon-Off  A3 

Kon-OffLC  A3 

Kwik  (Aerosol)   A4 

KTT  1000    G7 

KWT-101  G7 

Lek-Lube  K2 

Lemon  Bright    A4 

Lemonessence  Bowl  Block  C2 

Lemonessence  Odor  Counteractant    ....    CI 
Lemonessence  Urinal  Scrn  w/Chem. 

Block C2 

Liqua-Thaw  CI 

Lubra-'K'    H2 

LubraTC  H.H H2 

Lubricomp  H2 

Lunge A4 

Magic-TC'An    CI 

Moist  TCW  K2 

Moist-Kure  (Aerosol)    K2 

Mr.  SKTn    El 

Multi-Grade  Compressor  Oil    H2 

Multi-Lube  White  Food-Grade  Lubri- 
cant      HI 

Non  Scents F2 

Omnicool  (Aerosol)  H2 

On  Your  Mark  CI 

Open-Way   LI 

OutKoldNP Fl 

Out-'K'  Old    Fl 

Ox-Out  G6 

Proto-Cool  G7 

Proto-Flush    PI 

Re-Guard  HI 
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Red  Summit H2 

Rig  Master  A1.P1 

Rocono  (Aerosol)    H2 

Rotary  Screw  Compressor  Lubricant 

5W-20  H2 

SK'ale-X   A3 

Saf-T-Thaw  CI 

San-Greeze HI 

Savor   CI 

Septigard  X   E4 

Sewer- "K'len  LI 

Sila-K'  HI 

Silatrate   HI 

Slice  Away    CI 

Slice  Away  Aerosol    CI 

Slice  Away  LS    CI 

Slice  Away  M.E CI 

Straight  Flush    CI 

Strip  'N'  Clean  Aerosol  CI 

Strip-N-Clean CI 

Subside    Al 

Suds-Up  E4 

Summit    H2 

SL-7000  G6 

Takare    K2 

Take  Hold   C2 

Tef-Lex  (Aerosol)  HI 

Temp  O'  Clean    A8 

Tempress  H2 

Top  Blend  SAE  80W-90 H2 

Top  Blend  SAE  85W-140 H2 

Tower  Treat  G7 

Ultra-K  C2 

Un-LocK'    H2 

Un-LocK'  Aerosol    H2 

Uppercut    Al 

Verasoft  E4 

Whippet  PI 

Workforce  General  Purpose  Cleaner  A4.C1 
Workforce  Germicidal  Disinfectant   ....    Dl 

Workforce  Heavy-Duty  Cleaner  Al 

Workmate    E4 

Kess  Industrial  Products 

Evergreen  Al 

Kess-Charge A4 

Multi  Blue  Al 

Titan  A8.C1 

Kester  Solder 

Rosin  Residue  Remover  Formula  No. 
AP-20    PI 

Key  Chemical  Company 

CD-95    G6 

Keyco  150  G6 

Keyco  310  G6 

Keyloid  119  G6 

Key  Chemlab  Corporation 

Action    C2 

Attack FI 

Bactrol  Mint  Odor  Disinfectant   C2 

Bactrol  Pine  Odor  Disinfectant CI 

Bactrol  Plus  Cool  Mnt  Frag  Det-Disnf- 

Deo   CI 

Bactrol  Plus  For  Pine  Frag  Det-Disnf- 

Deo   CI 

Bactrol  Plus  Frs  Lemon  Frag  Det-Dsnf- 

Deo  A4 

Big-A-Mist  Insect  Killer  F2 

Blast  Off   A2 

Break-Thru LI 

Breeze   C2 

Breeze  Hospital  Grade  Disinfectant 

Deod C2 

Chem-Foam  Drainline  Injection  System  L2 


Chem-Ox   A3 

Chem-Sil   H2 

Cocoaderm  Concentrated    El 

D.D.D A4 

Dri-Ded-Bug   Fl 

Dri-Formula  Double  Trouble   F2 

E-Z  Klean  Bactrol-Foam C2 

E-Z  Klean  Nu-Klear  CI 

E-Z  Klean  Ov-Eze A8 

Flow  LI 

Food  Service  Miracle  Amazing   CI 

Husky B4 

Husky  Creme  Hand  Clnr  (Aerosol)   E4 

Husky  Rough  E4 

Husky  Smooth  E4 

Key  Chem  Ultra  Scrub  A4 

Key  Lube  33  HI 

Key-Lectric  Electra-Pure K2 

Key-Lectric  Supreme    Kl 

Key-Lube  Anti-Seize H2 

Kleen  (Aerosol)  CI 

Kleen  Krete  Heavy  Duty  Cleaner CI 

Kwik  Foaming  Clnr.  Disinfects-Deo- 

dorizes  CI 

Lanoderm  Liquid  Soap  El 

No  Slip  Grip   PI 

Power  Off   A2 

Punch  C2 

Purge   LI 

Release  Super  Penetrant  and  Rust  Re- 
mover       H2 

Satin  Shine    A7 

Satin  Steel   A7 

Show  Off  C2 

Ultimate  Electronic  Solvent  Degreaser     K2 
Whistle  Lotionized  Dishwashing  Cone.    A4 

X-It  Solvent  Cleaner  CI 

X-L A4 

X-L  Heavy  Duty  Industrial  Solvent  ....    A4 

Key  Industrial  Products,  Inc. 

Award  Foaming  Germicidal  Cleaner  ..    CI 

Century    A4 

Domino    Al 

Foam-It  Stable  Foam A4 

K-22  Dl 

Key  Fog  Fl 

Key  Lube-FG H2 

S.H.C-100  A4A8 

Key  Industries 

Key-Lube  HI 

Key  Laboratories,  Inc. 

Food  Equipment  Lubricant  HI 

Food  Grade  Silicone  HI 

Food  Grade  White  Grease    HI 

Waterless  Hand  Cleaner  E4 

Key  Maintenance  Products,  Inc. 

Keyline  Shine  N  Brite CI 

See  Thru  (Aerosol)   CI 

SK-90 D2 

Key  Technology  Inc. 

Chief  Alkali  B2 

Chlor-12  Bleach    Bl 

Dazzle  Liquid  Detergent  Bl 

Fresh-N-Clean  Detergent    Bl 

Fresh-N-Clean  Detergent    Bl 

Function  V Bl 

Gleam  Built  Liquid  Detergent    Bl 

Hero  Bl 

Hi-Suds    Bl 

Lance  II  Bl 


Lance  Liquid  Alkali    Bl 

Sparicle  Detergent   Bl 

Key-Chem  Industries 

#15  Liquid  Hand  Soap   El 

"P  D  Q"  Lotionized  Waterless  Hand 

Clnr  E4 

Adios  Insecticide  F2 

Concept   C2 

E.S.P A4 

E-Z  Oven  Grill  &  Cleaner  A8 

E-Z-Wrench  H2 

Enzymes L2 

Erase    CI 

Grease-Solv  CI 

Impac  Foaming  Cleaner   Al 

K-C  Solv   Kl 

Kreem  Kleen  A6 

Liquid  Power  Bl 

Move-It  Dry  Silicone    HI 

Nock-Out  F2 

Pro-Tek  Moisture  Guard  H2 

Royal  Flush  LI 

Safety  Solvent  Cleaner  &  Degreaser  ..  Kl 

Swat  F2 

Swinger   A4 

Keystone  Laboratories,  Inc. 

Cocosoap-15    El 

Keystone  Aqua  Klean  Al 

Keystone  AF-1061    A1.G7 

Keystone  AF-510    A1.G7 

Keystone  BT-400    G6 

Keystone  BT-403    G6 

Keystone  BT-412    G7 

Keystone  BT-416    G6 

Keystone  BT-441    G7 

Keystone  BT-44 13    G7 

Keystone  BT-442    G7 

Keystone  BT-444    G7 

Keystone  BT-445    G7 

Keystone  BT-446    G7 

Keystone  BT-462    G7 

Keystone  BT-500    G7 

Keystone  BT-608    G6 

Keystone  BT-609    G6 

Keystone  BT-621    G6 

Keystone  BT-630    G6 

Keystone  BT-631    G6 

Keystone  BT-641    G6 

Keystone  BT-642    G6 

Keystone  BT-652    G6 

Keystone  BT-660    G6 

Keystone  BT-661-F G6 

Keystone  BT-662    G6 

Keystone  BT-662F   G6 

Keystone  BT-665    G6 

Keystone  CL-65    H2 

Keystone  CSL-721    G7 

Keystone  CT-1 10    G7 

Keystone  CT-112    G7 

Keystone  CT-1 15    G7 

Keystone  CT-120    G7 

Keystone  CT-121    G7 

Keystone  CT-122    G7 

Keystone  CT-340    G7 

Keystone  Defoamant  MA  Al 

Keystone  DG-22   Al 

Keystone  Koil  Klean  PI 

Keystone  Kor G6 

Keystone  KF-224    LI 

Keystone  KSL  G6 

Keystone  NTL-8   G7 

Keystone  OR-70   G6 

Keystone  OR-701    G6 

Keystone  OR-710   G6 

Keystone  OR-711    G6 

Keystone  P-380  G6 

Keystone  PBC  G6 

Keystone  PP-360  G5 
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Keystone  PP-390  G5 

Keystone  SI- 3762   G6 

Keystone  SI- 377   G6 

Keystone  SI- 3772   G6 

Keystone  SI- 382   G6 

Keystone  SI- 385   G6 

Keystone  SI- 390   G6 

Keystone  SL-670  G6 

Keystone  SL-671  G6 

Keystone  SL-672  G6 

Keystone  SL-673  G6 

Keystone  SL-674  G6 

Keystone  SL-675  G6 

Keystone  SL-676  G6 

Keystone  SL-677  G6 

Keystone  SL-680  G6 

Keystone  SL-682  G6 

Keystone  SL-685  G6 

Keystone  SL-686  G6 

Keystone  STC-15    Al 

Keystone  2010  G6 

Keystone  2376  G6 

Keystone  2681  G6 

Keystone  2700  G7 

Keystone  2703  G6 

Keytech  Water  Engineering  Inc. 

Chlor-Flow    G2 

Dynafax  G6 

Dynafax-X  G6 

Dynatech   G6 

Multifax  G6 

Ominex    G6 

Parafos  Alpha    G2 

Parafos  Liquid  G2 

Parafos  Omega    G2 

Quantum    G7 

Reacte    G6 

Ultra  G6 

Kim-Ko  Inc. 

Acid  206   A3 

All  Purpose  Cleaner   CI 

Anti-Seize  Compound  H2 

Aqua  Kill  (650)  F2 

Belt  Dressing  PI 

Brake  Service  Brake  Parts  Cleaner    ....  Kl 

Chain  &  Gear  Lubricant  H2 

Clean-n-Grease    H2 

D.WX.  De-Water  Lube    H2 

Defense  (660)    F2 

Electrical  Safety  Solvent K2 

Floats  #8    A4 

Foamer  224  Al 

Fog  Kill  (662)  Fl 

Fresh -n- Spicy  Air  Freshener   CI 

Fresh  Citris  All  Purpose  Cleaner  CI 

Frosty  Pearl  Concentrate  El 

FPC-95  A2 

Glass  Cleaner CI 

Green  Grit  Hand  Cleaner   E4 

HD  7-L  Steam  Cleaner  Heavy  Duty    ..  Al 

HI-P  Contact  Cleaner   K2 

Insect  Killer Fl 

K-Cide  D2 

Kim-Glo  C2 

Kim-Septic  Cleaner-Disinfectant    C2 

Kuick-T-Clean  C2 

Kuul  Cutting  &  Tapping  Fluid  H2 

Kwik-T-Clean   C2 

Lemon  16  Disinfectant  C2 

MP-Sanitizer   D2 

MPC-88  Foaming  Cleaner   Al 

OCS  CI 

Power  Solv    A4 

Purj    LI 

Red  Giant A4 

Repco-Tox  (661)  Fl 

Residual  Insecticide  (659) F2 

Scarlet  Grease   H2 


Silicone  Spray  HI 

Solv  Free  H2 

Stainless  Steel    A7 

Sub  0  20  Blast  Freezer  Cleaner  A5 

Super  Pine  Disinfectant CI 

SMC-17  A3 

SR-14  A3 

167  Spray  Silicone  Release    HI 

Kimball  Midwest 

All  Purpose  Cleaner  80-726  CI 

Battery  Geaner  with  Acid  Detector  PI 

Belt  Dressing  80-477    PI 

Clear  RTV  Silicone  PI 

Cutting  and  Tapping  Oil  80-710    H2 

Cutting  Tool  Coolant  80-801    PI 

Delayed  Viscosity  Penetrating  Grease      H2 

Four  Way H2 

Gasket  Stripper  PI 

Glass  Cleaner  80-703    CI 

Grime-Away    E4 

Hi-Power  Carb  &  Choke  Cleaner  80- 

693    K2 

High  Strength  Threadlocker  80-164  PI 

High  Strength  Threadlocker80-165    PI 

Light  Oil  and  Chain  Lube  #80-719  ....  H2 
Medium  Strength  Threadlocker  80-162  PI 
Medium  Strength  Threadlocker  80-165  PI 
Open  Gear  and  Wire  Ropelube  80-788    H2 

Penetrating  Grease H2 

Penetrating  Oil  with  Graphite  H2 

Red  Grease    H2 

Safety  Solvent  K2 

Stainless  Steel  Pipe  Sealant  with  Teflon  PI 
TF  Electric  Contact  &  Switch  Cleaner  K2 
White  RTV  Silicone   PI 

Kimco 

Eureka  Detergent  &  Degreaser Al 

Eureka  DS  1000    D2 

Eureka  Neutral  All-Surface  Clnr  Cone.  CI 

Eureka  Neutralizer  Conditioner  Cone.  CI 

KemcleanDS  1000  D2 

Kemclean  R-10  Concentrated  Detergent  A4 

Kemclean  R-ll  All  Purpose  Cleaner  ..  A4 

Kimco,  Inc. 

Eureka  Glass  Cleaner  Concentrate  CI 

Eureka  Premium  Glass  Cleaner  Con- 
centrate    CI 

Eureka  Tile  and  Grout  Cleaner CI 

Kemclean  Disinfectant-Sntzr  Deo.  DS- 

1000    D2 

Kimzey  Chemical  Company 

Disburse  Al 

Kimquat  64-N   Dl 

King  Adhesives  Corporation 

Kingco  Polystyrene  Constrtn  Adhsv 

15-300  PI 

KA-20  Polystyrene  Adhsv&Vap  Barr. 

15-165  PI 

Polystyrene  Construction  Adhsv  15-300  PI 
Polyvinyl  Chloride  Adhesive  19-113  ....  PI 
24-026  Spray  Silicone  No.  666-Food 
Grade HI 

King  Chemical  Company,  Inc. 

K-100  G7 

K-200  G6 

K-200H    G6 

K-200S  G6 

K-202  G6 

K-212  G6 


K-252  G6 

K-262  G6 

K-263  G6 

K-264  G6 

K-280  G6 

K-601  PI 

K-682  Al 

King  Chemical  Company,  Inc. 

K-685  A3 

Kingco  All-Purp  Silcn  Spray  Food  Grd  HI 
Kingco  All-Purp  Silcn  Spray  Food  Grd 

2%  HI 

Kingco  All-Purp  Silcn  Spray  Food  Grd 

3%  HI 

Kingco  All-Purp  Silcn  Spray  Food  Grd 

4%  HI 

KPS-2000    G6 

KPS-2100    G6 

King  Water  Treatment 

King  101    G6 

King  102   G6 

King  103   G6 

King  104   G6 

King  105   G6 

King  106   G6 

King  107   G6 

King  108   G6 

King  110   G6 

King  111    G6 

King  124   G6 

King  125   G6 

King  126   G6 

King  128   G6 

King  130   G6 

King  137   G6 

King  138   G6 

King  139   G6 

King  141    G6 

King  142    G6 

King  150   G6 

King  151    G6 

King  154   G6 

King  155   G6 

King  165    G6 

King  166   G6 

King  167   G6 

King  212   G3 

King  223   G7 

King  224   G7 

King  225   G7 

King  226   G7 

King  227   G7 

King  228   G7 

King  238   G6 

King  410   Al 

King's  Distribution,  Inc. 

Grease  Gun  In  A  Can  H2 

Rough  Touch  E4 

Safety  Solvent  Kl 

Kingsbury  Chemical  Co. 

AcidCleneBK    A3 

AcidCleneP  A3 

Acid  Clene  PC-17  A3 

Acid  Clene  PF-10   A3 

Acid  Clene  PG- 12  A3 

Acid  Clene  PS-1 5   A3 

AM-60  A2 

AM-60  Plus  A2 

BK-Quat Al 

Carmel  Solvent   A3 

Clene  657 Al 

Clene  910 Al 

ClenerR  A3 
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Descaler  #75   A3 

Floor  Clene  110  T Al 

FK  267  Al 

FM-72    A2 

GP  249 Al 

LFM-1500   Al 

LFM-68   Al 

Spray  Klene  714   A4 

Spray  Klene  775   Al 

Spray  Klene  830   Al 

Spray  Klene  930   A4 

Steam  22   Al 

Kinjet  Technologies,  Inc. 

HH-300D  Al 

Product  No.  HH3 15    Al 

Kinney  Paper  &  Chemical  Co. 

Bulldog    Al 

Kinney  Vacuum  Company 

Kinney  KV100  Mech.  Vacuum  Pump 

Oil  H2 

Kinney  KV150  Mech.  Vacuum  Pump 

Oil  H2 

Kinney  Super  "X"  Mech.  Vacumm 

Pump  Oil  H2 

Kinney  Type  "A"  Mech.  Vacuum  Pump 

Oil  H2 

Kinzie  &  Payne  Biochemicals  Corp. 

Bio-Clean  L2 

Kinzua  Environmental,  Inc. 

Aqua  Brite  CI 

Bacto-Cide  CI 

Chero-Cide Fl 

Dissolve  CI 

Dissolve  CI 

Enzomatic    L2 

Free  Up   LI 

K  E  22  EQ CI 

K  E  24  CI 

K  E-309  CI 

KE  102 F2 

KE  106 Fl 

KE  106  Fogicide  Fl 

KE  108 A8 

KE  114 A3 

KE  116 Al 

KE  12 CI 

KE  130  Ammoniated  Oven  Cleaner  ....    A8 

KE  136 A5 

KE  150  Stainless  Steel  and  Metal  Polish  A7 

KE  16 CI 

KE  161-B  Liquid  Caustic  Cleaner  LI 

KE  17 CI 

KE  17-B  A4 

KE  18 CI 

KE  189 L2 

KE  200  Safety  Solvent  K2 

KE  2055  Dressing  Belts  PI 

KE  2060  Contact  Cleaner  K2 

KE  22 A4 

KE  23  C CI 

KE  240A  H2 

KE  26 A8.C1 

KE  270  Paint  &  Varnish  Stripper    C3 

KE  3020  Pipe  Thread  Sealer   PI 

KE  3025  Dri-Mol  Lubricant  H2 

KE  3026  Anti-Seize   H2 

KE  3060  Red  Spray  Grease  H2 

KE  49 A4 

KE  77 K2 

KE  777  Waterless  Hand  Cleaner  E4 

KE  82 K2 


KE  87 Al 

KE  89  Super  Strength  Steam  Concen- 
trate      Al 

KE  91  High  Pressure  Cleaner A4 

KE-105  Cleans-Polishes   CI 

KE-106C   F2 

KE-108  Oven  Cleaner A8 

KE-109B  Coil  &  Filter  Cleaner  PI 

KE-115C   Fl 

KE- 13 IB  Odor  Control  CI 

KE-167 Bl 

KE-172B   CI 

KE-175B   CI 

KE-189  Liquid  Enzyme   CI 

KE-19 D2 

KE-200  Degreaser  Safety  Solvent   K2 

KE-2020  Waterless  Hand  Cleaner  E4 

KE-2021  Invisible  Shin  Shield  Cream  ..  E4 

KE-2050  De  Moisturant  H2 

KE-2060  Contact  Cleaner  K2 

KE-210B  Silicone  Spray  HI 

KE-22D   Al 

KE-240-B  Penetrant   H2 

KE-240A  H2 

KE-25  Protective  &  Repellent  Coating     CI 

KE-270  Paint  &  Varnish  Remover PI 

KE-280  Brake  Parts  Cleaner  &  De- 
greaser      K2 

KE-3035  Cutting  &  Tapping  Fluid    ....    H2 

KE-3040  White  Lithium  Grease  H2 

KE-3043 CI 

KE-3050  Food  Equipment  Lubricant  ..    HI 

KE-3060  Red  Grease    H2 

KE-4014  White  Silicone  Sealer  PI 

KE^017  Clear  Silicone  Sealer PI 

KE-4018  Black  Silicone  Sealer    PI 

KE-41B  Flying  &  Crawling  Insctcd. 

(Aer.) F2 

KE-52  Waterless  Hand  Cleaner  E4 

KE-52B  Pumice  Hand  Cleaner(Cherry 

Scent)    E4 

KE-53 E4 

KE-53B    El 

KE-77C  Natural  Degreaser  Deodorizer    CI 

KE-777G  E4 

KE-80B  Super  Vandalism  Mark  Re- 
mover     PI 

KE-888G   E4 

KE-93  B  Cleaner Al 

KE-999G   E4 

Liquid  Klenz  Non-Acid  Creme  Clnsr 

Cone   C2 

Pine  Forest  CI 

Power-Out  Drain  Opener   LI 

Quick  C2 

Thix   CI 

Kipp  Lubrication  Systems 

WearMaster  KF  240   H2 

Kirby  Chemical  Company 

Eliminator   CI 

Enzap  L2 

Kirk  Laboratories 

Krystal  Clear  (Aerosol)  CI 

Kitten  &  Bear  Chemicals,  Inc. 

Bear  99  Smoke  Odor  Control  PI 

Concentrated  Aerosol  Purge  II  Insect  ..  Fl 

Cygon  2-E  Systemic  Insecticide  F2 

Felton  77  Masking  Agent  CI 

Ice  Melting  Liquid    CI 

Ice  Melting  Pellets    CI 

Industrial  Aerosol  Insecticide  Cone Fl 

N-l  Naled  Fly  Spray F2 

Roach  and  Ant  Spray-Special  F2 


Roach  And  Ant  Spray-B  F2 

Sugar  Fly  Bait  F2 

Kitter  Corporation 

Ammoniated  All  Purpose  Cleaner  CI 

Clean  Cut  A4 

Deep  Fat  Fryer  Cleaner A2 

Dry  Bleach Bl 

Gallant  Oven-Grill  Cleaner A8 

K  C  Concentrate   CI 

Kit-Solve  CI 

One  Wipe  Super  Cleaner  &  Degreaser  CI 

Pink  and  Sudsy  CI 

Pink  Lotion   E4 

Snow-Brite  Concentrated  Laundry  Det,  Bl 

Velvet  Soft B2 

Kjell  Water  Consultants,  Inc. 

Alkalinity  Plus  G6 

Alkalinity  Reducer    G6 

Aqua  Mag  CL  G7 

Aqua-Mag  CP  G7 

Aqua-Mag  Dual  G7 

Aqua-Mag  36 G7 

Aqua-Mag  37 G7 

Aqua-Mag-C   G2 

Aqua-Mag-M  G2 

Aqua-Mag-T   G2 

K.W.C.  Aqua  Mag    G2 

K-Amine  F G6 

K-Jell  Al 

Oxy-Solve   G6 

Oay-Solve-P    G6 

Scale-Off  A3 

Scale-Solve    A3 

Zeo-Quest    PI 

Klean  Haus  Enterprises,  Inc. 

Food  Plant  Cleaner  Al 

Klean  Maintenance  &  Equipment 
Co. 

Wallop  Magic  Cleaner   Al 

Klean-Strip/ 

Div.  W.  M.  Barr  Inc. 

Klean-Strip  Lacquer  Thinner   Kl 

Paint  Thinner  K1.P1 

VM&P  Naptha  PI 

Kleanall  Products  Company,  Inc. 

Convoy    A4 

Kleen  Kare  Company 

Dyno  Mite  A4A8 

DC-142    Dl 

KK  Industrial  Deodorant CI 

Odor  Eater  CI 

Steam  Cleaner  Liquid  A2 

Kleen  Products,  Inc. 

Joe's  Hand  Cleaner   E4 

Kleen  Rite  Supply,  Inc. 

Clean  n  Fresh    C2 

Kleen-Quat  128  D2 

Kleen-Quat  256  Dl 

Kleen-Quat  28  Dl 

Kleen-Quat  64  A4 

KR  Non-Butyl  Degreaser-Cleaner  & 

Deod Al 
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Sani-Quat  D2 

Sani-Quat  D2 

Kleen-San  Systems 

CL  100  Antiseptic  Soap   El 

CL  110  Handyquat  Sanitizing  Hand 

Soap    E2 

CL  125  Bac-Out   E3 

CL  140  Safety-Dyne  D2.E3 

CL  220  Prepare  Al 

CL  225  Foremost    Al 

CL  230  Manual  Force  Al 

CL  250  Soil  Express  Al 

CL  270  Capture Al 

CL  280  Advantage    Al 

CL  305  LC  Acid  Solv    A3 

CL  310  Acid  Master  A3 

CL  315  Pro  Kleen  A3 

CL  320  Acid  Solv  A3 

CL  325  Unlock  A3 

CL  330  Rapid  D-Scale  A3 

CL  410  Ultra  Foam  Al 

CL  420  Foam  Master  A2 

CL  435  Break  Away  A2 

CL  440  Fry  Kleen  A2 

CL  450  Take  Charge A2 

CL  500  Sani-Quat  D2 

CL  510  Acid  Sani-Quat   D2 

CL  520  Sani-Dyne    D2.E3 

CL  530  Sani-Quat  II  D2.Q4 

CL  540  Acid  Sani  Quat  II   D2 

CL  610  Foam  Chlor   Al 

CL  620  Pro  Chlor  Al 

CL  630  Superchlor  B1JJ2.Q4 

CL  640  CD?  Mate  Al 

CL  650  Magnum  Al 

CL  800  Lubri-Care  H2 

CL  810  Safe-Lube H2 

CP  230  Merit  A4 

CP  235  Pro  Wash  Al 

CP  270  Laundry  Pro  Bl 

CP  280  Egg  Luster  Ql 

CP  410  HD  Action   A2 

CP  415  Clean  Way  A2 

CP  420  Combat  A2 

CP  430  Strip-It    A2 

CP  440  Dura  Kleen  A2 

CP  450  LF  Power  A2 

CP  490  Sewer  Solv  LI 

CP  610  Complete   Al 

CP  620  Bright  Bl 

CP  635  Pro  Wash  Plus  Al 

CP  650  Liberate  OP Al 

CP  680  Egg  Luster  Plus  Ql 

CP  820  Versa  Gel  Al 

Kleenco  Products  International,  Inc. 

Assurance  64  A4 

Break-Thru Al 

Commercial  Cleaning  Concentrate  Al 

Kleen  Pro  CI 

Kleenzit-NB  Al 

Kor-X  Al 

L-3  Laundry  Compound  Bl 

Packleen  Al 

Power-Scrub    A4 

PK  200  Solvent  Degreaser  A4.A8 

Kleens-It  Chemical  Inc. 

Kleens-It    CI 

Kleentest  Laboratories,  Inc. 

Master  Kleen  All  Purpose  Multi- 
Cleaner   A4.C1 


KleenRite 

Heavy  Duty  Degreaser   A4 

Klein  Kleen-AII  Corp.  of  Milwaukee 

C-100  Degreaser/Cleaner   CI 

C-185  Blue  Concentrate  General 
Cleaner  A4 

Klein  Tools,  Inc. 

All  Purpose  Machine  Parts  Cleaner- 

Dgrsr  K2 

Antiseptic  Hand  Cleaner  E4 

Chain,  Cable,  and  Gear  Lubricant   H2 

Cinch  Chain  Cable  &  Gear  Lub  Cat 

No51057  H2 

Electrical/Electronic  Contact  Cleaner  ..    K2 

Hand  Cleaner  (Cream)    E4 

Hand  Cleaner  (Lotion)    E4 

Pumice  Hand  Cleaner  (Lotion)  E4 

RTV  Silicone  Sealant  Clear  PI 

RTV  Silicone  Sealant  White PI 

Klenzade,  Division  of  Ecolab  Inc. 

Acclean    Al 

Acid  250   A3 

Advance  A2 

Aero-San   HI 

Alsan  81  Al 

Aqua  Klear    G5 

Asepto  HW   A2 

Asepto  350L    Al 

Assur-Ring  Blue    LI 

Assur-Ring  Red  LI 

Automate  300    A3 

AC-1    A2 

AC-100    A2 

AC-101    A2 

AC-103    A2 

AC-20    A2 

AC-3    A3.G5 

AC-30    A3 

AC-300    A3 

AC-600    A3 

Bac-Flush D2.E3.G5 

Bevro  Klene  Formula  ID-81  D2 

Bevro-Sheen    A2 

Bio-Klenz  Enzyme  10  PI 

Bio-Klenz  High  pH  PI 

Bio-Klenz  LF-Builder  PI 

Bio-Klenze  Enzyme  8  PI 

Bon-A-Chlor  100 D2 

Bonchem  890 A2 

Bonchem  925 A2 

Brick-Klenz  A3 

Bnte-Case    Al 

Brite-Klenz  HC-19    A2 

Brite-Klenz  HC-20    A2 

BK  Powder   D2.E3 

BK  Retort  Additive  G5 

BK430    A1.G7 

BK-TW    Al 

BK-111    A2 

BK-420    Al 

BK-600    A3 

C-4X    A2 

Carbo-Klenz A3 

Catalyst    A1.G2 

Chelate  Additive  Formula  LC-82  ..    A1.Q1 

Chlorine  Detergent    Al 

Chum  Klene    Al 

Cir-Klenz  A1.Q1 

Clean  "N  Smooth  Pink  Lotion  Hand 

Soap    E4 

Clorital  Super    A1.Q1 

Consolidate    A2 

Cosmic  A2 

Cosmic-L  Al 


CFW-10  A3 

Dairy-Sheen  CA    A2 

Defoam  Acid  Formula  2190  A3 

Derma  Klenz  El 

Derma  Klenz  E-2    E2 

Diophor   D2.E3.Q6 

Dry  Acid  Cleaner    A3 

Dualflex  Al 

Dy-Gest  I  Al 

Dy-GestE  Al 

Easy  Ride HI 

Elplex  113  G6 

Enforce  Al 

Envirocid  A3 

Esteem  A2 

Evalent  50   G7 

Evap-O-Kleen    A3 

Exalt  Al 

Fas-Trac  H2 

FastPacllO  A2 

FastPac425  Al 

Floor  Cleaner CI 

Floor-Nu    Al 

Foam-Breaker    Al 

Foam-Nox   Al 

Foam-Plus   Al 

Foam-Shine  A3 

Foamore  Al 

Food  Pro  Sanitation  Prod.  Allocation 

Sys PI 

Force  Plus    Al 

Friction-Free  Chain  and  Cable  H2 

Friction-Free  0  H2 

Friction-Free  1  H2 

Friction-Free  2  H2 

Friction-Free  80W-90  EP  H2 

Friction-Free  85W- 140  EP  H2 

FC-100  Al 

FC-147  Al 

Globest A1.Q1 

Heavy  Duty  Egg  Wash  A1.Q1 

Heavy-Duty  Formula  LC-30  A3 

High  Foaming  Liquid  Cleaner  II   Al 

Hook  &  Trolley  Cleaner  A2 

Hook  &  Trolley  Lube  HI 

Horolith  MSW  A3 

HC-10  Chlorinated  Kleer  Mor  Al 

HC-155    Al 

HC-650    A2 

HC-680    A2 

HC-8  General  Cleaner Al 

HC-90  Chlorinated  Detergent  A1.Q1 

HD  Circulation    Al 

Insist    A2 

Insurance  One-Step  Hand  Clnr/Sntzng 

Soap    E2 

K-San  D2 

Kancel    G5 

Kee-Phos   A2 

Kleen  Out    Al 

Kleen-Shel  Ql 

Kleen-Up  Al 

Kleer-Klenz  A2 

Kleer-Mor  Formula  HC-1  Al 

Kleer-Mor  880  Al 

Klenz  Gel  Blu  E2 

Klenz-Foam  Al 

Klenz-Glide  PL  A1JI2 

Klenz-Glide  1    H2 

Klenz-Glide  10    A1.H2 

Klenz-Glide  20    H2 

Klenz-Glide  3    A1JI2 

Klenz-Glide  5    AIJU 

Klenz-Glide  500    H2 

Klenz-Guard  Aerosol  Penetrating  Oil       HI 

Klenz-Guard  Penetrating  Oil    HI 

Klenz-Guard  0  HI 

Klenz-Guard  1  H2 

Klenz-Guard  100  HI 

Klenz-Guard  2  H2 

Klenz-Guard  32  HI 

Klenz-Guard  46  HI 
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Klenz-Guard  68  HI 

Klenz-Guard  80W-90   HI 

Klenz-Guard  85W-140   HI 

Klenz-Klor  Formula  X-3 D2.Q4 

Klenz-Solv  A8 

Klenzyme  A Al 

Konduct  Alkaline  Cleaner Al 

KX-1028    A3 

KX-1045    A3 

KX-3042   A2 

KX-5016Klenz-Glide5  A1.H1 

KX-5041    H2 

KX-5051  Klenz-Glide5   HI 

KX-5065    A1.H2 

KX-5069    A1.H2 

KX-6046    D2 

KX2007   Al 

L-160FCC    G5 

L-160FCCA.V G5 

Lift  Al 

Liquid  Smokehouse  Cleaner  A2 

Liquid  Smokehouse  Cleaner  II  A2 

Liquid  Utility  Cleaner  II  Al 

Liquid-K    Al 

Liquid-90  Al 

Low  Temperature  Lubricant  A1.H2 

Lubri-Klenz  A1.H2 

Lubri-Klenz  FC  A1.H2 

Lubri-Klenz  LF  A1H2 

Lubri-Klenz  Plus  A1J42 

Lubri-Klenz  S    Al W 

Lubri-Klenz  S   A1.H2 

LPC  260    Al 

LPC  279    Al 

Mandate  D2 

Manual  Cleaner  7000   Al 

Mikro-Glide  S   A1.H2 

Mikrocide D2 

Mikroklene  DF   D2.E3.Q6 

Multi-Power  A2 

MC-7   Al 

MI-5  A1.Q1 

Nu-Kleen  A3 

NP-200  Al 

Oxonia  Active  D2 

OR-3    A3 

Pan  Master Al 

Paramount   A2 

Passiv-8   A3 

Pennchem  14  A2 

Pennclean  A3 

Pennsan  CIP    D2 

Pennsan  NR  D2 

Persuade  A2 

Pet  Guard  -  KX-5060   A1H2 

Phosphoric  Acid    A3 

Pinnacle  A2 

Poly-Brite    Al 

Power-Off   Al 

Principal  A1.Q1 

Principal  Formula  4005  A1.Q1 

Proven    Al 

PBS-LF    Al 

PCC  Alkali    A2 

PL-3  A3 

Quantum  Allocation  System  PI 

Quorum  Amber/Ambar  Al 

Quorum  Blue/Azul    Al 

Quorum  Brown  II/Cafe  II  A2 

Quorum  Brown/Cafe  A8 

Quorum  Clear/Claro    D2.E3.Q3 

Quorum  Copper/Cobre    Al 

Quorum  Green  DTVerde  II   Al 

Quorum  Green/Verde   D2,E3,G4,Q4 

Quorum  Orange/Naranja  Al 

Quorum  Pearl/Perla  A2 

Quorum  Pink/Rosado    Al 

Quorum  Purple/Violeta  A3 

Quorum  Red  n/Rojo  II  A3 

Quorum  Red/Rojo  A3 

Quorum  Silver/Plata   A2 

Quorum  Tan/Beige   H2 


Quorum  White/Blanco    A2 

Quorum  Yellow  n/Amarillo  H  A1.Q1 

Quorum  Yellow/Amarillo  Al 

Rapid  Klenz  Al 

Ready-Foam Al 

Redi-Kleen  Al 

Sani-Glide   H2 

Scrubby  Heavy  Duty  Soap  with  Scruba- 

bles   E4 

Smokehouse  Cleaner A2 

Solid  Advantage    A2 

Solid  Advantage  Plus   A2 

Solid  Choice  Conveyor  Lubricant       A1H2 

Solid  Choice  Pet   A1.H2 

Solid  Choice  Plus   A1JL2 

Solid  Klecn-Up   Al 

Solid  Low  Slip    Al 

Solid  Sani-Glide    H2 

Solid  2171  General  Cleaner   Al 

Solvent-Cleaner  9    K2 

Speed-Wash  Formula  LC-5    Al 

Sta-Chlor  D2 

Stabicip  NA  Al 

Stabicip  Therm    Al 

Standard  Detergent  103 A2 

Status  A1.G5 

Ster-Bac  D2.E3.Q3 

Stericide  D2JE3.Q3 

Stone  Remover   Q2 

Sulfam  HF  A3 

Sulfam  Plus  A3 

Super  Foam  Al 

Super  Kleen-Shel A2.Q1 

Super  L4   A2 

Syntholene  RR    CI 

SC-205  Al 

SF  1000  A3 

Tandem    Al 

Task  Force  Premium  Acid   A3.G5 

Task  Force  Premium  Alkaline   A2 

Task  Force  Premium  Lubricant    ....    A1.H2 

Thrust  A2 

Trichlor-O-Cide  XP-160  D2.Q4 

Trolley  Lube  1041  HI 

Ultra  A1.Q1 

Ultrasil  MBS  A3J>1 

Ultrasil  10   PI 

Ultrasil  10  Plus  PI 

Ultrasil  100   PI 

Ultrasil  11    PI 

Ultrasil  13    PI 

Ultrasil  135    PI 

Ultrasil  25    PI 

Ultrasil  51    PI 

Ultrasil  53   PI 

Ultrasil  56   PI 

Ultrasil  7   PI 

Ultrasil  75   PI 

Ultrasil  90  Plus   A2 

Ultrasil  91    PI 

Vega-Kleen   Al 

Vital  D3    Al 

Vital  2   Al 

X-4  D2 

X-5  A2 

X-6  A3 

XY-12    B1JD2,E3,G4,Q4 

Zinnfest   Al 

1204  A4A8 

2100  Acid    A3 

2171  General  Cleaner  Al 

2585  S   A2 

50%  Liquid  Caustic,  Chelated    A2 

Klenzer  Company,  The 

Heavy  Duty  A.P.  Detergent   Al 

Non-Caustic  Liq.  Steam  Clning  Compd  Al 

Klenzoid,  Inc. 

Kelox  #10F   G6 


Klenphos   G2 

Klensperse-100    G6 

Klenzamine    G6 

Klenzamine  Fl    G7 

Klenzamine  F2    G7 

Klenzoid  Adjunct    G6 

Kli.x  Chemical  Company,  Inc. 

All  In  One  Dl 

Bluebird   Al 

Boss  A4 

Chlorinated  Foamy  Cleaner    Al 

Chloro  Clean  Dl 

Clean-CO  25   A4 

Concrete  Cleaner  CI 

Control  Bl 

Control  Plus  Bl 

Deep  Fat  Fryer  Cleaner A2.L1 

Do-It A4 

Econo  Pink  Cleaner A4A8 

Extra  Power  Spray  Insect  Killer  Fl 

Foam-O-Gel  A4 

Freezer  Locker  Cleaner  A5 

Germicidal  64    CI 

Grease  Trap  Cleaner  LI 

Green  Glass  Cleaner  CI 

Heavy  Duty  Alkaline  Cleaner-Brown       A2 

Industrial  Control    Bl 

Iodine  Sanitizer  Dl 

K-Kleen  CI 

K-100  CI 

Kloro-Sheen  HT  Tilonnated  CIP 

Cleaner  Al 

KLX  Cleaner  Al 

Laundry  Break  and  Builder    Bl 

Liquid  Soap  El 

Liquid  Suds  Up  A4 

Logic   Bl 

Med-I-Sept  El 

Mighty  Concentrated  Detergent  A4 

Mill  Spray   Fl 

Phos-Clean  A3 

Phos-Clean  Blue   A3 

Pine  Odor  5  Disinfectant    CI 

Powdered  Laundry  Bleach   Bl 

Powdered  Laundry  Bleach  16% Bl 

Power  Pink  Cleaner A4 

Power-Kleen    Al 

Roach  and  Insect  Spray    F2 

Self-Foaming  Milkstone  and  Scale  Re- 
mover       A3 

Spray  Clean  A4 

Spray  Clean  O  A4.C1 

Strike  Bl 

Super-Q  Sanitizer   D2 

Kluber  Lubrication 

Airpress  32    H2 

Barrierta  L  55/2  H2 

Barrierta  L  55/3  H2 

Centoplex  GLP  500 H2 

Hotemp  OY  95    H2 

Hotemp  2000  H2 

Hydrokapilla  NBU  20  TCN   H2 

Hydrokapilla  P48  H2 

Kluberfluid  UH1  6-10 HI 

Kluberfluid  UH1  6-180  HI 

Kluberfluid  1  UH  1  17  HI 

Kluberoil  4  UH1  100    HI 

Kluberoil  4  UH1  150    HI 

Kluberoil  4  UH1  1500    HI 

Kluberoil  4  UH1  220    HI 

Kluberoil  4  UH1  460    HI 

Kluberoil  4  UH1  68    HI 

Kluberplex  BE  31-102    H2 

Kluberplex  BE  31-222    H2 

Kluberplex  BE  31-502    H2 

Klubersynth  UH1  14-31   HI 

Klubersynth  V64-300   HI 

Lamora  Variogearoil  TRF  33  H2 
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Paraliq  GA  3400  HI 

Paraliq  GA  343  HI 

Paraliq  GA  351   HI 

Paraliq  GB363  HI 

Paraliq  GTE703  HI 

Paraliq  P  100  HI 

Paraliq  P  12  HI 

Paraliq  P  150  HI 

Paraliq  P  1500  HI 

Paraliq  P  460  HI 

Paraliq  P  68  HI 

Paraliq  P40    HI 

Polylub  GA  352  P H2 

Polylub  W  H2  H2 

Primium  Fluid  Special    H2 

Primium  Super    H2 

Staburags  NBU  12    H2 

Staburags  NBU  30    H2 

Staburags  NBU  8  EP    H2 

Stabunn  181    H2 

Staburin  282    H2 

Structovis  BHD  H2 

Structovis  BHD  75  TCN    H2 

Structovis  EHD  H2 

Structovis  FHD  H2 

Synthesco  H2 

Syntheso  D  201  N HI 

Unisilkon  L641    HI 

Wolfrasyn  UL  129  G  10  H2 

Knapp  Manufacturing 

Acid  Descaler    A3 

Acid  Detergent    A3 

All  Purpose  Cleaner  Granular Al 

All  Purpose  Cleaner  Liquid    A4 

Aqua  K  Insecticide   Fl 

Bottle  Washing  Compound A2 

Bottle  Washing  Compound-Liquid  A2 

Chain  Lubricant  #1   H2 

Chain  Lubricant  #2  H2 

Chlorinated  Machine  Dshwshng  Comp.  Al 

Chlormate  F Al 

Citrisolve  _ CI 

Deo-Pine    CI 

Egg  Stain  Remover  Q2 

Egg  Washing  Compound    Ql 

Floor  and  Wall  Cleaner Al 

Food  Contamination  Remover  A2 

K&L  Cleaner    Al 

Knapp  Portable  Restroom  Deodorant- 

Clnr C2 

Liquid  Detergent  Al 

Machine  Dishwashing  Compound   Al 

Pipeline  Cleaner  Heavy  Duty  Al 

Pipeline  Cleaner-Regular    Al 

Pot,  Pan  and  Utensil  Cleaner   Al 

Steam  Cleaning  Comp  HD.  Liquid  ....  Al 

Steam  Cleaning  Comp  Light  Duty  Liq  Al 
Steam  Cleaning  Comp  Med  Duty  Powd.  A2 

Steam  Cleaning  Comp  Medium  Liq.   ..  Al 

Steam  Cleaning  Compound  H.D.  Powd.  A2 
Steam  Clning  Comp.  Lght  Duty  Powder  Al 

Knapp  Sanitary  Supply  Company 

Best  Bet  A6.C2 

Nap-I-San  Disinfectant  C2 

Knight  Enterprises,  Incorporated 

#920-0   Al 

AV  60    A4 

Brite  400   A3 

Brite404   A3 

BD  14    Al 

CarbOff400  A2 

CarbOff405  A2 

CarbOff44  A2 

Carb  Off  44R A2 

Cleen  J  A2 


Cleen  200 A2 

Cleen  70  AL   Al 

Cleen-HFIO  Al 

Cleen-KR  Al 

Cleen-OC  A4 

CK  Polish    A3 

DJ  20  PI 

DJ-20  PI 

E-Z  Cleen    Al 

FDX-990   Al 

FJ-6    Al 

FLR.-Con  A4 

Hi-Ho  Lotionized  Hand  Cleaner El 

HL  Concentrate  Al 

HT-17 Al 

Jel-Cleen    CI 

JR-8   A3 

JR-8G  A3 

Knight  L-212  CI 

Knight  1  Al 

Lub-29  H2 

PH  Reducer  S    A3 

Rapid  Clean  CI 

Special  123  Spray  Cleaner  A4 

Spra  16 CI 

Super  Concentrate  A4 

SC-55  A3 

SRO  82    A2 

T-21-L  CI 

T-25-L  CI 

VHL  Al 

1 23  Spray  Cleaner  &  Degrease    A4 

15%  Liquid  Hand  Soap  El 

20%  Liquid  Hand  Soap  El 

200-B  Al 

212  Al 

40%  Concentrate  Liq.  Hand  Soap    El 

505  Al 

506  A2 

515  Al 

770  Al 

920  Al 

Knight  Marketing  Corporation 

Coconut  Hand  Soap    E4 

Glass  &  Stainless  Steel  Cleaner  CI 

Grease  Grabber  E4 

Grez-Off A4 

Knight's  Antiseptic  Coconut  Hand  Soap  E4 

Knight's  Bact-X  CI 

Knight's  Coco  Scrub  Antiseptic  Hand 

Clnr  E4 

Knight's  GP9  Non-Butyl  Cleaner  De- 
greaser  A4 

Knight's  Pink  Pearl  Lotion  Soap  An- 

tisptc   E4 

Knight's  Super  Spray  Kleen   CI 

Poly  Clean  E4 

Poly-Scrub  Antiseptic  Hand  Cleaner  ....  E4 

Samt-X  D2 

Spray  "8"  A4.C1 

Super  50  CI 

Tub  TSf  Tile  Cleaner    CI 

X  Out  CI 

9%  Bowl  Clean  C2 

Knight  Oil  Corporation 

Knight's  New  Spray  Nine  CI 

Knight's  TB-X  Hospital  Spray  Disinf.      CI 

Knox  Oil  of  Texas,  Inc. 

Blue  Spray  Car  Wash  Detergent    Al 

Kobax  Corp. 

Grid-Clean  E4 

No.  80  Space  Spray    Fl 

Premium  Fly  &  Roach  Spray  Fl 


Red  Grease    H2 

Solvent  Cleaner  &  Degreaser  K1JC2 

Koch  Supplies,  Incorporated 

Hi-Voltage  Al 

Smokehouse  All  Purpose  Cleaner    Al 

20%  Liquid  Hand  Soap  El 

Kochem  Inc./ 

Div.  Power  Engr'g  &  Supply 

Formula  CWT-41    G2 

Formula  H-21 1  Boiler  Feed  Water 

Treat G6 

Formula  HA-20  G6 

Formula  HB-13  Boiler  Feed  Water 

Treat  G6 

Formula  HB-13A G6 

Formula  HB-21  Boiler  Feed  Water 

Treat G6 

Formula  HCW-66   G7 

Formula  HL-10  Boiler  Feed  Water 

Treat G6 

Formula  HL-10A  G6 

Formula  HL-18  Boiler  Feed  Water 

Treat G6 

Formula  LS-12  Boiler  Feed  Water 

Treat G6 

Formula  LS-20  Boiler  Feed  Water 

Treat G6 

Formula  RL-55  Boil.  Corosn  Contrl 

Treat G6 

Formula  RL-56  Boil.  Corosn  Contrl 

Treat   G6 

Formula  SB- 15  Boiler  Feed  Water 

Treat G6 

Formula  SB- 19  Boiler  Feed  Water 

Treat G6 

Formula  SB-23  Boiler  Feed  Water 

Treat G6 

Formula  TW-250  Cooling  Water  Treat- 
ment        G7 

Formula  Z-930  Wtr  Softener  Mineral 

Clnr  PI 

Kochem  AL-146  Algicide G7 

Kody  chemicals  Division/ 
Kodiak  Industries,  Inc. 

Kody  100  A4 

Kohl's  Food  Stores 

Liquid  Hand  Soap  El 

Kohnstamm,  H.  &  Company,  Inc. 

#996  Universal  Detergent  Al  Jl 

Hi-Chlor  Dry  Bleach Bl 

Koos,  Inc. 

Safe  Step  Ice  Melter  CI 

Kor-Chem,  Inc. 

Acid  Brite  Cleaner    A3 

Acid  Brite  Foamer A3 

Acid  Cleaner  PF   A3 

All  Purpose  Cleaner   Al 

AB-100    Al 

AB-300    Al 

AL-33 G6 

Bact-Cide  G7 

Big  4    Al 

Blue  Foam  A4 

Brute  #175  A4 

BWT  482  G7 

BWT-564  G6 

C.I.P.  Cleaner    Al 
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Caustic  Soap    A2 

Concrete  Cleaner  CI 

CC-1    Al 

CL  Acid  A3 

CWT  1700  G7 

F-220  DSC  Iodine 

Disinfectant/Sntzr/Clnr  D2 

Formula  #200  Sanitizer  Disinfectant   ..  D2 

Formula  007  Detergent  Concentrate  ....  Al 

Formula  1003  CWT   G7 

Formula  1007  BWT   G6 

Formula  1012  BWT   G6 

Formula  105  BWT    G6 

Formula  108  RLT  G6 

Formula  110  BWT   G6 

Formula  180-11L G6 

Formula  312  HD  Alkaline  Compound  Al 
Formula  313  HD  Liquid  Caustic  Cone. 

Clnr  A2 

Formula  314  Egg  Wash  Powder Ql 

Formula  34    Al 

Formula  347    G6 

Formula  355  Ox-Out  BFWT    G6 

Formula  399 

Disinfectant/Sanitizer/Clnr D2 

Formula  428  Cleaner-Stainremover  ....  Al 

Formula  429  Acid  Brite  Cleaner   A3 

Formula  443  Hi-Foam Al 

Formula  446  Liquid  Detergent  Al 

Formula  447  Chlorinated  Cleaner    Al 

Formula  458  X-It  Plus    G7 

Formula  459  X-It    G7 

Formula  479  CWT   G7 

Formula  484  BWT   G7 

Formula  486  BWT    G6 

Formula  487    G7 

Formula  492  CWT    G7 

Formula  493  NSS   G6 

Formula  558    PI 

Formula  565  BFWT   G6 

Formula  569  RLT  G6 

Formula  571  BWT    G6 

Formula  572  BFWT   G7 

Formula  572  BWT    G7 

Formula  575    G6 

Formula  577  BWT    G7 

Formula  580  RLT  G6 

Formula  581  RLT  G6 

Formula  582  RLT  G6 

Formula  583  RTL  G6 

Fcrmula591  BWT   G6 

Formula  636  NP  Acid  Cleaner  A3 

Formula  638    Al 

Formula  656  CWT  MO-RE-Guard G7 

Formula  662    G7 

Formula  666  HDAC  Al 

Formula  702  AF   Al 

Formula  738  X-It   G6 

Formula  828  On  Line  Descaler    G6 

Formula  832  CWT   G7 

Formula  834  Freezer  Locker  Cleaner  ..  A5 

Formula  84  Dispersant   G6 

Formula  880  CWT    G7 

Formula  9-20  Cleaner  A4 

Formula  911  CWT    G7 

Formula  919  BWT    G6 

Formula  92  Oxget  G6 

Formula  93    G6 

Formula  95  SLT   G6 

Formula  97  SL  B    G7 

Formula  98  ST  LN  SS    G6 

Formula  99  Sperse  AR  G7 

FBB   E2 

Get's-It  Pot&Pan  Hnd  Dish.Liq  Cone 

181-L Al 

Heavy  Duty  Butyl  Cleaner  A4 

Hot  Foam  A4 

Icemaker  Descaler  A3 

K-Gel  Al 

Kleans-It  Concentrate  174-L A4 

KC-107    A3 

KC-116    A1.H2 


KC-118    A1.H2 

KC-121    Al 

KC-1411    Al 

KC-192    Al 

KC-195    -. Al 

KC-2043    Al 

KC-2104    A2 

KC-2111    A1.H2 

KC-2122    Al 

KC-2124    Al 

KC-215    Al 

KC-2190    Al 

KC-2205    Al 

KC-2214    Al 

KC-2215    Al 

KC-2305    Al 

KC-2405    A3 

KC-2406    A3 

KC-2500    Al 

KC-2505    A2 

KC-2525    Al 

KC-2575    Al 

KC-2844    Al 

KC-302    Al 

KC-50    Al 

KC-74    A3 

KX-2501    Al 

Leracid  TA    A3 

Leracid  WWZ  A3 

Leracid  288   A3 

Leraphos  28  A3 

Leraphos  32  A3 

Leraphos  36  Al 

Leraplex  45   A2 

Lerapur  AFH  Al 

Lerapur  283  Al 

Liquid  Caustic  Concentrate A2 

Liquid  Floor  Scrubber  Cleaner  A4 

Non-CFC  Contact  Cleaner  K2 

Odor  Control  100    CI 

Odor  Mask  BG   CI 

Oven  &  Grill  Cleaner  A8 

Ox-Hide  PI 

Power  Foam Al 

Re-Dox A3 

Redout  Chelate    G2.G6 

Resin  Cleaner    PI 

Rustrol  Formula  100L G6 

Rustrol  Formula  101L  G6 

Rustrol  Formula  11 1P-50/9    G6 

Rustrol  Formula  11 2P- 18/1 2    G6 

Rustrol  Formula  117P-LPH    G7 

Rustrol  Formula  11 8P-SA    A3 

Rustrol  Formula  122G    G6 

Rustrol  Formula  127P G6 

Rustrol  Formula  128P  G6 

Rustrol  Formula  134L G6 

Rustrol  Formula  136P  G6 

Rustrol  Formula  139L  G6 

Rustrol  1000L   G6 

Rustrol  102L  G6 

Rustrol  162L  G6 

Rustrol  170-7L    G7 

Rustrol  750    G7 

Rustrol  752    G7 

Rustrol  999  Boiler  Water  Treatment   ..  G6 

RC-3    D2 

Safety  Solvent  K2 

Sani-Foam   Al 

Self  Foaming  Detergent    Al 

Sentinel  510  Disinfectant-Sanitizer- 

Deod  D2 

Sequestrol  S  Al 

Shine  Extra    Al 

Sodium  Hypochlorite    PI 

Special  Spers  PI 

Stainless  Steel  Cleaner   A7 

Super  KC  Al 

Tough  Task   Al 

Vel-Vo-Lan  NP  El 

White  Concrete  Cleaner   A4 

WM-1  Al 


WM-2 Al 

WM-3 Al 

WM-4 Al 

WM-5  A3 

WM-6 Al ,H2 

1005  Boiler  Feed  Water  Treatment   ....    G6 

103L  Condensate  Line  Treatment    G6 

170  5L  Tower  Treat   G7 

180-22L  G7 

380  G7 

448  Liquid  Hand  Soap   El 

481  Chelate  Plus  BFWT  G7 

539  Disinfectant    CI 

557  Descaler   PI 

561  BFWT G7 

566  BFWT G6 

568  BFWT G7 

Kor-X-AII  Company  Inc. 

Fresh  &  Kleen  E4 

Heat-Stable  Silicone  Release  Agent  ....    HI 

Kor-X-All  Neutra  Sheen  Al 

Tough  &  Tender  E4 

Kraft  Chemical  Company,  Inc. 

Kaynidol#24  Al 

Kraft  Foods 

Cheesecloth  Cleaner  RK-355   Bl 

Chlorinated  CLP.  Cleaner  RK-331    ....  A2 

General  Cleaner  RK-329 Al 

Pan  Acid  Cleaner  RK-333    A3 

Pan  Alkali  Cleaner  RK-332   A2 

Phosphoric  Milkstone  Remover  RK-334  A3 

Recirc.  Phosphoric  Milkstn  Rmvr    A3 

Kraft  General  Foods/ 
Atlantic  Gelatin 

Atgel  Grade  A  Lard  Oil   HI 

Atgel  No.  1  Grease  HI 

Atgel  Stearine   HI 

Kraft  Paper  Sales 

H.C.  100    Al 

H.C.  185    A4 

Kraft,  Inc. 

All  Purpose  Beads Bl 

Ant  and  Roach  Killer   F2 

Antiseptic  Hand  Soap  El 

Bathroom  Plus  Dl 

Chelated  Liquid  Cleaner  A2 

Chlorinated  Cleanser  A6 

Chlorinated  General  Cleaner Al 

Chloro-K  CLP.  Cleaner  A1.Q1 

Dish  Clean  +  More  Al 

Dish  Clean  Lotion  CI 

Do-It-All  Detergent  Bl 

Floor  Cleaner  #1   A4 

Flying  Insect  Killer  F2 

Foaming  Disinfectant  Cleaner    CI 

Foaming  Glass  and  Hard  Surface 

Cleaner   CI 

Fryer  Boilout  A2 

Hospital  Disinfectant  Dsnfctnt  &  Deod.  CI 

Liqui  Clean    A2 

Liquid  Scrub  Creme  Cleanser A6 

Liquid-K  CJ.P.  Cleaner   Al 

Low-Foam  Delimer  A3 

LCA  471    Al 

Machine  Emulsion Al 

Machine  Powder  Al 

Organic  Milkstone  Remover A3 

Oven  and  Griddle  Cleaner   A8 

Oven/Grill  Cleaner   A8 
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Plastic  Destainer  Al 

Presoak  Detamisher Al 

PC  Dish  Machine    Al 

Rinse  Hard  Al 

Rinse  Quick  Al 

Sequestrant  H    Al 

Signet  Bleach Bl 

Special  Heavy  Duty  Cleaner Al 

Stainless  Steel  Cleaner   CI 

Ungreasall    Al 

Wetter-Defoamer  Al 

Kraftco  Chemical  Corp. 

Multi-Clean  A4.A8 

Super  Multi-Clean  A4 

Krall,  F.  M.  Co. 

Conlube  80    H2 

Krano  Products  Company 

Krano  Rim  Remover    A4 

No.  8540  Kranomagic  Cleaner  A4 

Kranz  Inc. 

Condensate  Line  Conditioner  G6 

Drain  Cleaner    L2 

Food  Processing  Geaner  &  Degreaser     Al 

K.  I.  Drain  Maintainer    L2 

Ki  Drain  Cleaner  LI 

Ki  ShwrTile  Grout  Fixt  Toilet  Bwl  Clnr  CI 

Ki  Spray  Cleaner A5 

Low  Pressure  Boiler  Compound G6 

Multiple  Purpose  Boiler  &  Fdwtr  Treat  G6 

Q424  Al 

Q  424  at  25%    Al 

Q  424  at  50%    Al 

Kriss  Premium  Products,  Inc. 

B.W.T.  247   G6 

B.W.T.  347  Liquid  Oxygen  Scavenger  G6 

B.W.T.  847  Condensate  Return   G6 

BWT-250  Scale  Inhibitor  G6 

BWT-251  Alkalinity  Builder    G6 

BWT-255  Boiler  Water  Treatment  G6 

BWT-256  Boiler  Water  Treatment  G6 

BWT-257  Powdered  Phosph.  Boil  Wtr 

Trtmnt  G6 

BWT-349  Liquid  Oxygen  Scavenger  ..  G6 
BWT-447  Pwrdrd  Oxyg.  Scvngr  for 

Boil  Sys    G6 

BWT-547  Potable  Water  Treatment  ....  G2 

BWT-600  Sludge  Conditioner   G6 

BWT-845  Condensate  Line  Treatment  G6 
BWT-849  Condensate  Return  Line 

Treatment   G6 

BWT-850  H.D.  Condens.  Ret.  Line 

Treatmt G6 

CWT-500  Cooling  Tower  Treatment  ..  G7 

CWT-525  Cooling  Water  Treatment   ..  G7 

CWT-550  Cooling  Water  Treatment    ..  G7 

Foam  Kleen  KP  710  L   Al 

Industrial  Drain  Opener    LI 

KP1150LEcono  Kleen 

Cleaner/Degreaser A4 

KP2O05L  Synthi  Lube  Chain  Lube 

Cone H2 

KP205P  Dyna  Kleen  Car  &  Truck  Wash  Al 

KP705L  Super  Blitz   Al 

KP707L  Tech  7  Surface  Cleaner  CI 

KP710L  Foam  Kleen 

Detergent/Degreaser  CI 

Lime-X-It  Deliming  Solution  A3 

Pink  Pearl  Hand  Soap  E4 


Kroger  Co,  The 

Bright  CLP.  Acid  A3 

Bright  Detergent    Al 

Bright  General  Purpose  Cleaner  CI 

Bright  Heavy  Duty  Degreaser    A4.A8 

Bright  Hypo  Dl 

Bright  Sanitizer  D2 

Kwiq  Industrial  Cleaner   Al 

Krylon/ 

Division  of  The  Sherwin-Williams 

Company 

1 376  Tuner  Cleaner  &  Degreaser K2 

1377  Safety  Solvent    K2 

1381  Electric  Motor  Clnr  &  Safety  Slvnt  K2 

Kubota  Tractor  Corporation 

Tech.  White  Oil  70  HI 

Kuehne  Chemical  Company,  Inc. 

Sodium  Hypochlorite  Solution  D2 

Kuhl  Corporation 

Commercial  Detergent    Ql 

Concentrated  Sanitizer  Powder Q4 

Defoamer  Q5 

Destainer   Q2 

Hatcher  Tray  Washing  Compound      A1.Q1 

Rejuvenator  A3 

Super  CD  Ql 

Kustm  Chemical  Corporation 

Safety  Solvent  K2 

Kutol  Products  Company 

#564  Detergent    A4.A8 

All  Purpose  Skin  Geaner  E4 

Apex  Powdered  Hand  Cleaner  C2 

Citra-Scrub E4 

Citra-Soft  E4 

Extra  Mild  Sanitizer  Iodine  Hand 

Geaner  E2 

Gold  Lotion  Skin  Geaner El 

Gnmex  Heavy  Duty  Lotion  Skin 

Geaner   E4 

Hi-Let C2 

HSC  E2 

Job  Antiseptic  Pink  Lotion  Skin  Cleaner  El 

Kutol  Hair  &  Body  Shampoo  E4 

Kutol  HSC  E2 

Kutol  S-PHS   C2 

KML  Moisturizing  Lotion    E4 

Miracle C2 

Nice-N-Kleen E4 

No.  140  Waterless  Skin  Cleaner    E4 

Pearl  Lotion  Cleaner  El 

Protective  Cream  (Water- Resistant)  E4 

Protective  Cream  PC-25  (Solvent-Re- 
sist.)    E4 

Pum-Solv  Antiseptic  Hand  Geaner  E4 

Pure   C2 

Royal  Antiseptic  Lotion  Skin  Cleaner  ..  El 

Safe-Guard  C2 

San-O-Clean    C2 

Sani-Anti  Iodine  Hand  Cleaner    E2 

Satin  Klean  Powdered  Hand  Cleaner  ..    C2 

Shower  &  Shampoo    E4 

Soft  &  Silky  Pink  Lotion  Skin  Cleaner    E4 

Summa  Antibacterial  Lotion  Soap  E4 

Summa  Bacteria-Control.  Lotion  Skin 

Clnr  El 

Summa  Hand  Cleaner  C2 

Superlative  Powdered  Hand  Cleaner   ..    C2 


Supreme  C2 

Wipe  or  Rinse  E4 

3+1  Moisturizing  Skin  Cream    E4 

540  Citrus    E4 

540  Lotion  Hand  Cleaner  E4 

550  Lotion  Skin  Cleaner El 

Kwik  Distributing,  Inc. 

Grease  Buster    Al 

L  &  A  Products  of  Chicago,  Inc. 

Grease  Buster    A4 

L  &  A  Products-Northern  Calif. 

LA  Concentrate  A4 

L  &  A  Products,  Inc. 

#20  General  Cleaner  Al 

Formula  14M Al 

Formula  36L   A4 

L  &  F  Products 

Lysol  Brand  Disnf  Deodrzng  Clnr  ..  A4.C1 

Lysol  Brand  Toilet  Bowl  Cleaner    C2 

Lysol  Foaming  Dsnfct.  Basin  Tub&Tile 
On  C2 

L  &  J  Distributing  Co. 

Blue  Max  2000   Al 

L  &  L  Industries 

Glass  Cleaner CI 

L  &  M  Construction  Chemicals,  Inc. 

Gtrex  CI 

Floor  Prep    A4 

Surfex PI 

L  &  M  Food  Service 

Painless  Stainless    A7 

L  &  M  Manufacturing  Corp. 

Citra  Kleen    CI 

Digestant  250 L2 

Grease  Buster    CI 

Grease  Buster  NB  Al 

Grit  Waterless  Hand  Cleaner   E4 

Lotiomzed  Hand  and  Body  Soap  E4 

Medicated  Hand  Soap  E4 

Neutral  Cleaner  Al 

Orange  Degreaser   CI 

Penetrating  Lubricant    H2 

L  B  H  Chemical  &  Industrial 
Supply,  Inc. 

Big  Bite  A4 

Germicidal  Foaming  Cleaner   C2 

Hand  Jam  Hand  Cleaner  w/Volcanic 

Pumice    E4 

Odor  Digest  L2 

LEA  Technology 

#145  Food  Plant  Degreaser  &  Cleaner  Al 

Extra  Strength  Non-Butyl  Cleaner  Al 

Super  Industrial  Cleaner  &  Dgrsr  Pink  A4 

Super  Neutral  Cleaner Al 
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L  M  C  Enterprises,  Inc. 

A.P.C.4332  Concentrate  Cleaner  & 

Dgrsr  Al 

D.C.5201  Cleaner-Deodorizer-Disinfec- 
tant        A4 

D-5085  CI 

1-6324  A  Potent  Water  Based  Insecticide  Fl 

1-6328  Space  Spray  Fl 

1-6330  Residual  Insect.  Contains  Baygon  F2 
IN-4875   K2 

L  M  S  100 

Brake  Cleaner   K2.P1 

Cutting  Oil  H2 

Gasket  Remover   PI 

Glass  Cleaner CI 

Graffiti  Remover  CI 

Open  Gear  Lube    H2 

Safety  Solvent  K2 

Tapping  Coolant   K1JC2 

L  P  Manufacturing  Co.,  Inc. 

Bowlclean    C2 

Formula  1  Lotionized  Hand  Soap    El 

Fresh  Boy    CI 

Grease-Off  Pot/Pan  and  Dish  Detergent  Al 

LP  Advantage  0   D2 

LP  Advantage  Sanirizer    D2 

LP  Advantage-128 D2 

LP  Advantage- 256 D2 

LP  Custom-Kleen    Al 

LP  Odor  Cntractnt.  Air  Frshnrs. 

(Cherry) CI 

LP  Odor  Cntractnt.  Air  Frshnrs.  (Citrus)  CI 

LP  Odor  Cntractnt.  Air  Frshnrs.  (Floral)  CI 

LP  Odor  Cntractnt.  Air  Frshnrs.  (Green)  CI 

LP  Odor  Cntractnt.  Air  Frshnrs.  (Lime)  CI 

LP  Odor  Cntractnt.  Air  Frshnrs.  (Red)  CI 
LP  Odor  Cntractnt.  Air 

Frshnrs.(Honysck)    CI 

LP  Odor  Cntractnt.  Air 

Frshnrs.(Spearmt)  CI 

LP  Ultimate  Cleaner  Al 

LP  Ultra  Drops    CI 

LP  Ultra-Kleen  Liquid  Cleaner    CI 

LP  Wipeout  All  Purpose  Spray  Cleaner  Al 

LP-Futuristic   Al 

LP-PK2  (People  Kare)    CI 

LP-PK2  Plus   CI 

LP- 76  Cleaner/Degreaser    Al 

LP-77  Heavy  Duty  Cleaner/Degreaser  A 1 

LPS  Laboratories,  Inc. 

Chain  Mate   H2 

Chempro  APC  CI 

Force  842  H2 

LPS  CFC  Free  Electro  Contact  Clnr 

(Aer.) K2 

LPS  CFC  Free  Electro  Contact  Clnr 

(Bulk)    K2 

LPS  Electro  Contact  Cleaner   K2 

LPS  Food  Safe  Lubricant  HI 

LPS  Hand  Cleaner E4 

LPS  Hand  Cleaner  with  Pumic E4 

LPS  HardCoat  CI 

LPS  Heavy  Duty  Silicone  Lubricant   ..  HI 
LPS  Heavy-Duty  Silicone  Lub.  Non- 
Aerosol   HI 

LPS  Instant  Super  Cleaner/Degreaser  K2 

LPS  NoFlash  Electro  Contact  Cleaner  K2 

LPS  PreSolve    CI 

LPS  Tap-All    H2 

LPS  1  Greaseless  Lubricant  H2 

LPS  100  ESA    H2 

LPS  2  General  Purpose  Lubricant   H2 

LPS  3  Heavy-Duty  Rust  Inhibitor   H2 

LPS  500  Plus  H2 


Precision  Clean  Concentrate  CI 

Tron-All  K2 

L  W  Chemicals,  Inc. 

AC  333    A3 

AC  467    A3 

AC  667    A3 

CircuSan    D2 

CLC  323   Al 

CLC401    A1.Q1 

CLC  779   Al 

CPC452    Al 

CPC  796    A2 

DermaSan    E2 

Egrite  Ql 

Egsan  Ql 

EW  50  Q1.Q2 

EW  61    Q5 

EW  821    Ql 

FA  389 Al 

FA  840  Al 

L  110  A1.E1.H2 

L  163  HI 

LAC  171    Al 

LAC  243   Al 

LAC  390   Al 

LAC  396   Al 

LAC  523   A2 

LAC  612   A2 

LAC  705   A2 

LAC  962   A2 

LMC  24  Al 

LMC  41  Al 

LMC  44  Al 

LMC-36  Al 

LP  249  Bl 

LP  790  Bl 

LP  997  Bl 

PAC  666   A2 

PAC  768    A2 

PAC  860    A2 

PAC  865    A2 

PAC  937   A2 

PMC  262  Al 

PMC  400  Al 

PMC  501   Al 

PMC  758  A4 

SurfaSan  D2.Q3 

Trolley  Lube  Concentrate  HI 

L.  B.  Chemical  Company,  Inc. 

L.B.D.  Drain  Opener  &  Sewer  Solvent  LI 

L.B.D.  Heavy  Duty  Concrete  Clnr  CI 

L.B.D.  Tip  Top  Al 

L.B.D.  Zippo  Liq.  Steamer  Compnd    ..  A2 

Superior  Liquid  Hand  Soap    El 

L.  D.  Sales,  Inc. 

Easy  Clean  Al 

Strike  Al 

Strike  Plus  A4.A8 

L.A.  Distributing  Co. 

Big  Janitor  Butyl  Cleaner  And  De- 
greaser  A4.A8 

L.C.M.  Corporation 

SP-725  Al 

L.S.  Solutions,  Inc. 

Adjust  Down  A3 

Aqua  Treat  B  G6 

Bottle  Bright   Al 

Bottle  Bright  B    Al 

Bottle  Bright  Plus   Al 


Foam  Clean  A  A3 

L.S.  Clean  Crete   CI 

L.S.  Steam  MD  Al 

Power  Clean  LHD  A2 

Rust  Inhibit  ES    Al 

Rust  Inhibit  ES+   Al 

Slip  H2 

Soak  Clean  LMD    Al 

Soak  Clean  PHD  A2 

Transpo  Clean  Al 

Labbco,  Incorporated 

Bar-B-Que  Brite  Oven  &  Grill 

Clnr/Degrsr  A8 

Byte  Oven  &  Grill  Cleaner A8 

Dish-Brite  Lotion  Detergent  A4.C1 

Flash  Foaming  Cleaner  Al 

Fresh  Mint  Disinfectant    A4.C1 

Heavy-Duty  Machine  Dishwashing 

Compound Al 

Lass-O  Bleach  B1JJ2 

Lass-0  Pink  Detergent   A4.C1 

Lass-0  10%  Sodium  Hypochlorite 

Solution  D2.Q4 

Lasso  Pine  Aroma  Disinfectant    CI 

Liquid  Sand  Soap   E4 

Monitor  Pink-Terg CI 

Pine  Odor  Disinfectant  Cleaner   CI 

Pink  Lotion  Hand  Soap    E4 

Pot'n  Pan  Liquid  Detergent  A4.A8 

Punch  Ammoniated  Stripper CI 

Rinseless  Disinfectant-Sanitizer-Deod.  D2 
Rinseless  Food  Service  Sanitizing  Agent  D2 
Sani-Guard  Disinfectant  Cleaner   ....  A4.C1 

Sani-Terg  Disinfectant  Cleaner A4 

Sparkle-Brite  Disinfectant  Cleaner  CI 

Spike  Cleaner  Degreaser CI 

Spike-Lo  Foam  Cleaner  Degreaser A4 

Labco  Chemical  Company,  Inc. 

L-Quat  D2.Q3 

Labelette  Company 

Labelette's  Hot  Melt  Glue  Solvent  K3 

Labtech  Industries 

All  Purpose  Neutral  Cleaner CI 

Fresh  Disinfectant  Non-Acid  Ba- 

throomClnr   Dl 

LT501  Liquid  Cleaner CI 

Scrubber  Concentrate    CI 

Laclede  Research  Laboratories 

KS  2  Kl 

Lad  Chemicals,  Inc. 

Acid  Packing  House  Cleaner  50-50  ....  A3 
Extra  Heavy  Duty  Machine  And  Floor 

Clnr A4 

Foamee  Al 

Green  Eraser   Al 

Heavy  Duty  General  Purpose  Cleaner  CI 

Hyge  Kleenz   Dl 

Jen-Tee!   El 

Kill  Floor  Cleaner  Al 

Kleen  Lube    H2 

Kleenz-Bowl  Pink  Non-Fuming  Toil  Bl 

Clnr  C2 

Kleenz-Brite  Extra Al 

Lad  Sanite   D2 

Lime  Master  500  CI 

Liqua-Grit  Creme  Cleanser A6 

Sanitizing  Hand  Soap   E2 

Scum  Remover    Al 

Silicone  Spray  HI 
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Skin  Cleanser El 

So-Bnte  Disinfectant  Bowl  Cleaner  ....    C2 

The  Natural   L2 

Lady  Baltimore  Foods,  Inc. 

Lady  B  All  Purpose  Cleaner Al 

Lafayette  Auto  Products 

Pumice  Hand  Cleaner  E4 

Waterless  Hand  Cleaner  E4 

Lair  Products,  Inc. 

Formula  #10    Al 

Lake  Grove  Laboratories 

HC-2  Antibacterial  Skin  Cleanser   E2 

HD  Cleaner-Degreaser   A4 

Lake  Road  Warehouse  Company 

Lake  Road  Warehouse  Cleaner  No.  1  A2 
Packers  White  Oil  HI 

Lakeland  Chemical  Specialties,  Inc. 

B-5100  G6 

B-5210  G6 

B-5220  G6 

B-5230  G6 

B-5300  G6 

B-5320  G6 

B-5400  G6 

B-5410  G6 

B-5420  G6 

B-5430  G6 

Lakeside  Industrial  Products 

Foam  Inhibitor G7 

Lakeview  Chemical 

B747    Al 

Lako  Food  Co. 

Lako  Pine CI 

Lamco  Chemical  Company,  Inc. 

Heavy  Duty  Cleaner  And  Degreaser  ..  A4 
Lamco  Bowl  Buster  Disinfectant  Bowl 

Clnr  C2 

Lamco  Enzyme  Eddy   CI 

Lamco  High  Velocity  Hi  Acid  Dsnf  Bl 

Clnr  C2 

MR.  50  Special  Cleaner A4 

Soft-Touch  Disinfectant  Creme  Cleanser  A6 
Wizard  Low  Acid  Disinfectant  Bowl 

Clnr  C2 

Lamco  Chemical  Supply 

Bash  Germicidal  Cleaner  &  Deodorant    CI 

Belt  Dressing  PI 

Citra-Clean E4 

Digestase  KFP  585   L2 

Drain  Away  LI 

LC-101  G6 

LC-102 G6 

LC-103  G6 

LC-104 G6 

LC-105  G6 

LC-106  G6 

LC-107  G6 

LC-108  G6 


LC-110  G6 

LC-111  G6 

LC-124 G6 

LC-125  G6 

LC-126 G6 

LC-128  G6 

LC-130 G6 

LC-137  G6 

LC-138  G6 

LC-141  G6 

LC-142  G6 

LC-150 G6 

LC-151  G6 

LC-154 G6 

LC-155  G6 

LC-165  G6 

LC-166 G6 

LC-167  G6 

LC-168  G6 

LC-223  G7 

LC-224 G7 

LC-225  G7 

LC-226  G7 

LC-227  G7 

LC-228  G7 

LC-238 G6 

Muriatic  Acid  Cleaner A3 

Non-Butyl  Cleaner  Concentrate   Al 

Orange  Degreaser   CI 

Sidewinder  Hospital  Disinfectant  Deod.  C2 

Silly  Lube    HI 

Super  Power  #1  A4 

Lamco  Intermountain  Chemicals 

Aqua  Power  101    G6 

Aqua  Power  102   G6 

Aqua  Power  103   G6 

Aqua  Power  104   G6 

Aqua  Power  105   G6 

Aqua  Power  106   G6 

Aqua  Power  107   G6 

Aqua  Power  108   G6 

Aqua  Power  110   G6 

Aqua  Power  111    G6 

Aqua  Power  124   G6 

Aqua  Power  125   G6 

Aqua  Power  126   G6 

Aqua  Power  128   G6 

Aqua  Power  130   G6 

Aqua  Power  136   G5 

Aqua  Power  137   G6 

Aqua  Power  138   G6 

Aqua  Power  139   G6 

Aqua  Power  141    G6 

Aqua  Power  142   G6 

Aqua  Power  143   G6 

Aqua  Power  150   G6 

Aqua  Power  151    G6 

Aqua  Power  154   G6 

Aqua  Power  155   G6 

Aqua  Power  165   G6 

Aqua  Power  166   G6 

Aqua  Power  167   G6 

Aqua  Power  168   G6 

Aqua  Power  212   G3 

Aqua  Power  223   G7 

Aqua  Power  224   G7 

Aqua  Power  225   G7 

Aqua  Power  226   G7 

Aqua  Power  227   G7 

Aqua  Power  237   G7 

Aqua  Power  238   G6 

Lamont  Labs,  Inc. 

Applause   E4 

Clean  Hands    C2 

Contact  Cleaner  K2 

Derma-Shield  E4 

Derma-Sin   E4 

Elegant  El 


Five-Star    C2 

Grease-Away  CI 

K-34  C2 

Knockdown   L2 

Mr.  Foamy  Al 

Muscle  E4 

Non-Butyl  Power  Kleen  Al 

Power-Scrub    C2 

Pro-Lube  Lithium  Grease  H2 

Rescue  Penetrating  Oil   H2 

Rugged  E4 

RD-210    A4 

Tender  Touch    E4 

TFE  Release    H2 

X-23  Battery  Terminal  Clnr.  &  Protector  PI 

Lancer  Products,  Inc. 

Grease  Gun   H2 

Lanco  Chemical 

EM-U-SOL   A4A8 

Land  O'Lakes,  Inc. 

Lando  Concentrate    A3 

Pyrenone  All-Purpose  Spray  Fl 

Residual  Spray  Concentrate   F2 

Land  Tek  Maintenance  Inc. 

Tek  Bac-T  Odor  Digester  CI 

Tek  CD21  Waste  Digester   L2 

TEK  CD  21  Powder  L2 

TEK  CD  21  Waste  Digester  CI 

Landa  of  Southwestern  Ohio 

Quick  Clean  313  CI 

Quick  Clean  417  Al 

Quick  Clean  421   A4 

Landa  Distributors  Inc. 

C-Flash  Germicidal  Spray  Cleaner  CI 

C-Well  CI 

D-0  800  LI 

Hi-Chem  L-100  A4 

Hi-Chem-SGS  900    Al 

Kleen-OL  Al 

Pine-Land CI 

Pyrethland  361  F2 

R-I-P   F2 

Wild  Cat  Concrete  Cleaner CI 

Landa,  Inc. 

Dyna-Might  A8 

E-Z  Clean    Al 

Landa  Blue    A4 

Landmark  Chemical  Co. 

Kings  Choice  CI 

Mean  George  Al 

Neutral  Rinse A4 

One  Pass  Foaming  Cleaner C2 

Pit  Stop  Hand  Cleaner    E4 

Lane  Laboratories,  Incorporated 

"Buddy"  H2 

A.K.  Chlor  Concentrate    CI 

B.W.T.-100   G6 

Buggone  F2 

C.W.T.-100   G7 

Five-Purpose   Dl 

Food  Plant  Lube   HI 

Foremost    Al 

Freezer  Locker  Cleaner  A5 
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Genie  Fogger  #2   F2 

Jell  Degreaser  And  Tar  Remover  Kl 

Kleen-Away  El 

Lane  LVI-50   HI 

Lane  Surekill  Space  Spray   Fl 

Lane-Fog-0  Fl 

Liquid  Alive  Bacteria   L2 

Presto  C2 

Radiant  Plus    CI 

Red  Baron   H2 

Safety  Electrical  Parts  Cleaner  K2 

SafeGuard  Cleaner  and  Coating  CI 

Sani-Sure  D2 

Scum  Remover  and  Cleaner  A4 

Silicone  Mist  HI 

Solar  Concentrate    Al 

Stainless  Steel  Cleaner   A7 

Steam-X  Al 

Super  Tru-Solv    CI 

True-Solv  Al 

Un-Lock  H2 

White  Lithium  Multi-Purpose  Grease  H2 

Lange  Supply 

Lang's  Germicidal 

Cl.Disinf.(Neu.Fragr.)  Dl 

Lanham  Inc. 

FCS-108  HI 

HT-88  Oven  Chain  Lubricant  H2 

Syncomp  100  H2 

Syncomp  32  H2 

Syncomp  68  H2 

Lanham  Machinery  Company,  Inc. 

HT-88 H2 

Lansing  Sanitary  Supply,  Inc. 

FS4225  Al 

FS  4500  CI 

FS  4525  CI 

FS  4550  Al 

Glass  &  Utility  Cleaner    CI 

GP  1050 Al 

GP  1125  Al 

GP  1150 Al 

GP  1200  Al 

GP  1225  Al 

GP  1250 Al 

GP  1300 Al 

GP  1450 Al 

GP  1550  A4 

GP  1600  Al 

GP  1625  Al 

GP  1700  Al 

GP  1750  Al 

GP  1800  A4 

GP  1875  Al 

HD5015    Al 

HD  5025   Al 

HD  5055    Al 

HD5065    Al 

HD5075    Al 

HD5090    Al 

HD  5100    Al 

HD5105    Al 

HD  5125    Al 

HD  5150   Al 

HD5160   Al 

HD5170   Al 

HD  5175    Al 

HD  5190   Al 

HD  5200   Al 

HD  5205    Al 

HD  5225    Al 

HD  5260   Al 

HD5300   Al 


HD5305    Al 

HD5325   Al 

HD  5375    Al 

HD  5395    Al 

HD  5400   CI 

HD  5425    Al 

HD  5450   Al 

HD5475   Al 

HD5505   Al 

HD5550   Al 

HD5575   Al 

HD  5625   A4 

HD5675   Al 

HD5700   Al 

HD  5725    Al 

HD  5775    Al 

HD  5800    Al 

HD  5860    Al 

HD  5870    Al 

HD  5875    Al 

HD  5880    Al 

HD  5925    CI 

HD  5965    Al 

HD  5975    Al 

KP  3000 Al 

KP  3150  Al 

KP3175  Al 

KP3200 Al 

KP3225  Al 

KP  3250 Al 

KP  3300 Al 

KP  3325  Al 

KP  3350  Al 

KP  3450  Al 

KP3550  Al 

KP3575  Al 

KP3625  Al 

KP  3675  Al 

KP  3725 Al 

KP  3750  Al 

KP3775  Al 

KP  3825  Al 

KP  3925  Al 

KP  3950  Al 

Power  Clean    CI 

Safety  Solvent  Spot  Cleaner  &  De- 
greaser    Kl 

Smoke  House  Cleaner A8 

VC2105    Al 

Lantec,  Inc. 

Auto-Scrub A4 

Break-Out    Bl 

Citri  Sur  CI 

Clorel  Bl 

D-Scale    A3 

D-Scale  P A3 

D-Stain  Bl 

Encore  Bl 

Fabri-Clean    Bl 

Flex    Al 

Hand  Magic  El 

Hand  San  E2 

Iron-Man    A3.B1 

Lasting  Sudz   Al 

Laundri-Lite  Bl 

Liqui-Break  Bl 

Liqui-Soft    B2 

Liqui-Suds  Bl 

Maxize  A4 

Neutra-Fluff B2 

Oxy-Brite  Bl 

Response   Al 

Sani-Fluff B2 

SurD-Spot  Bl 

Sur-Break  Bl 

Sur-Preme    A2 

SurCide  315  G5,G7 

SurLine  115  G5 

SurLine  220  G5.G6 

SurOx  2144  G6 


SurOx  422  G5.G6 

SurTek  2015    G5.G6 

SurTek  5020    G6 

SurTek  9340    G5 

Ultra-Wash  Bl 

Lantis  Company,  The 

Lantis  No.  256  A4 

Lantis  No.  45  Wood/Concrete  Stripper  C3 

Lantis  No.  5  Multi-Purpose  Cleaner    ..  A4 
Lantis  No.  6  Low  Foam 

Stripper/Degreaser    A4 

Lantis  No.  64 A4 

Lantis  No.  7  Foaming  Degreaser  Al 

Larry's  Works  &  Sales 

Waste  Zapp'r  L2 

Las  Palmas  Distributors 

Liquid  Alive  Bacteria   L2 

Lassenite  Industries,  Inc. 

Absorbs-All  Jl 

Laticrete  International,  Inc. 

Laticrete  Liquid  #4237   PI 

Laticrete  3701    PI 

Laticrete  8510   PI 

Laun-Dry  Supply  Co.,  Inc. 

Clear  Lotion  Dshwshng  Detergent  Al 

Hi-Quat  Disinfectant  D2 

Pink  Lotion  Detergent Al 

Laundra  Tech 

Surpass  Bl 

Laundry  Aids,  Inc. 

Fast-n  Easy  Bleach   Bl 

Lautier  Industrial  Division/ 
Member  of  the  Florasynth  Group 

Alamask  308-A   CI 

Alamask410-A  CI 

Alamask  500-A   CI 

Alamask  500-AX CI 

Alamask  510-A  CI 

Alamask  518-B   CI 

Alamask  518-BY  CI 

Alamask  520-A  CI 

Alamask  520-AX CI 

Alamask  520-AY CI 

Alamask  904-A  CI 

Alamask  904-AX CI 

Alamask  906-A   CI 

Alamask  906-BY  CI 

Rho-D-Ban  308-A  CI 

Rho-D-Ban  410-A  CI 

Rho-D-Ban  500-A  CI 

Rho-D-Ban  500-AX    CI 

Rho-D-Ban  510-A  CI 

Rho-D-Ban  518-B  CI 

Rho-D-Ban  518-BY    CI 

Rho-D-Ban  520-A  CI 

Rho-D-Ban  520-AX    CI 

Rho-D-Ban  520-AY    CI 

Rho-D-Ban  904-A  CI 

Rho-D-Ban  904-AX    CI 

Rho-D-Ban  906-A  CI 

Rho-D-Ban  906-BY    CI 
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Lavo  Chemical  Corporation 

Lavo  44  Concrete  Floor  Cleaner   CI 

Special  Chem A4 

Lawrence  Industries 

Liquid  Soap  El 

Velox  All  Purpose  Cleaner  Al 

Lawrence  Products,  Inc. 

Barco  Cleaning  &  Degreasing  Solvent 

E-ll  K2 

Barco  Contact  Cleaner  E-15  K2 

Furafilm  Multi-Purpose  Lubricant   H2 

Wedge  Penetrating  Oil    H2 

Lawrence  Sales  &  Service,  Inc. 

Kitchen  Hood  &  Vent  Cleaner  &  De- 
greaser  Al 

Lawrence  Sanitary  Co.,  Inc. 

Safety  Brite  El 

Safety-Brite  Deluxe  Liquid  Hand  Soap     El 

Lawrence  Supply  Co. 

Surgesol  El 

Lawson  Products,  Inc. 

Ant  &  Roach  Crawling  Insect  Killer  ....  F2 

Brake  Klean  PI 

Brake-Klean  No.  80925    K2 

C-Thru  Glass  Cleaner  CI 

Calibre  Electronic  Safety  Solvent K2 

Death  Blow  Super  Fogging  Insect  Killer  Fl 

Electra-KIean  No.  19917    K2 

Encydental  Water  Based  Food  Grade 

Silcn    „ HI 

Expunge  Graffiti  &  Vandal  Mark  Re- 
mover       CI 

Flexseal  Silicone  Sealant  #83041-White  PI 
Flexseal  Silicone  Sealant  #83042-Clear  PI 
Flexseal  Silicone  Sealant  83041  White  PI 
Flexseal  Silicone  Sealant  83042  Clear  ..  PI 
Flush  Off  Orange  Dgrsr  95660  (Aerosol)  CI 

Food  Grade  Machinery  Lube   HI 

Food  Grade  Silicone  No.  19915  HI 

Food  Grade  White  Grease    HI 

Heavy  Duty  Chain  Lubricant  91911    ..    H2 

Improved  Under-Koat  PI 

Lawson  Super  77  Creme  Hand  Cleaner    E4 

Light  Oil  Lubricant  No.  19907 H2 

Lubn-Temp  Mark  XXII   H2 

LPA  I  H2 

Non-Flammable  Penetrating  Oil  CI 

Orange  Cleaner  Concentrate  95659   ....    CI 

Orange  Crystals  CI 

Orange  Degreaser  Gel  95658  CI 

Power  Pak  Degreaser  Concentrate  A4 

Proclaim  Germicidal  Foam  Cleaner  & 

Deo CI 

Ready  Orange  All  Purpose  Cleaner 

#97344    CI 

S.P.F.  Synthetic  Penetrating  Fluid  (Aer)  H2 
Slyde  Premium  Food  Grade  Machinery 

Grse HI 

Super  C  No.  DS    Al 

Super  77  Moly  Grease    H2 

Super  77  Stainless  Steel  Clnr  &  Protectr  A7 

Super  77  White  Grease  H2 

Tefseal   PI 

The  Stripper  Gasket  Remover    PI 

Lawton  Bros.,  Inc. 

Bob-Cat   CI 


Float  Al 

Glass-Tex  Glass  &  Utility  Cln  Prod 

Nol61   CI 

Hydro-Clean    A4 

Lift-Off    Al 

Liquid  Hand  Soap  Concentrate  15%   ....  El 
Liquid  Hand  Soap  Concentrate  40%    ....  El 

Nox-All    Al 

R&U  Rug  &  Upholstery  Cleaner  K2 

San-O-Lite  A3 

Sunicide  256   Dl 

Sunicide  256+   A4 

Layco  Chemical  &  Engineering 

HD  Cleaner  Concentrated  Al 

LaPort  Chemical  &  Supply,  Inc. 

Pro  Creme  E4 

Pro  Scrub  E4 

LaRoche  Industries  Inc. 

Ice  Melt   CI 

Le  Bro  Chemical  Company 

LB  101  CI 

LB  102A   CI 

LB  112 A7 

LB  22  Heavy  Duty  Liquid  Cleaner   ....    A4 

LB  303  K2 

LB  305  H2 

LB  306  H2 

LB  314 Kl 

LB  505  E4 

LB-30  Disinfectant  Cleaner   Dl 

LB-400  Odor  &  Grease  Control  CI 

LB-706 F2 

Lea  Chemicals,  Inc. 

AD-51    A3 

Capri    Al 

Concrete  Cleaner  A3 

Conveyor  Lubricant  No.  6   H2 

D-Sperse    G6 

Guardian    Dl 

Jiffy  Bowl  Cleaner   C2 

Lea  Algitrol  G7 

Lea  AC-108  A4 

Lea  AC-216  A4 

Lea  D  Rust  And  Shackle  Cleaner    A2 

Lea  Drain  Opener  LI 

Lea  Egg  Sanitizer   Q3 

LeaEC-42  Al 

Lea  Foam  Aid  Cleaner  Al 

Lea  Oven  Cleaner  A8 

Lea  Pot  "N  Pan  Cleaner    Al 

Lea  Powdered  Cleaner   A4 

Lea  Quik  Kill    Fl 

Lea  Tank  &  Pipe  Line  Cleaner    Al 

Lea  Tile  Bright  Concentrate  A3 

Lea  305   Dl 

Lea  310   Dl 

Leacide Fl 

Liquid  Egg  Destainer  and  Cleaner      Q1.Q2 

Liquid  LC-17  A2 

LC  19  A1.E1 

LC  38 Al 

Orbit  Hand  Soap  El 

Scale  Remover A3 

Steam-X  Al 

Super  Scrub  Hand  Soap   El 

Superb  Heavy  Duty  Laundry  Deter- 
gent   A131 

Total  El 


LeahChem  Industries,  Inc. 

H  D  Degreaser A4 

L-C-40  A4 

LC-50 A4 

Lebanon  Valley  Paper  Company 

Dutch  Valley  Power  Cleaner    A4 

Lee  Chemical  Corporation 

Enviro  Guard  Al 

Lee  Chemical  Corporation 

Freezer  Cleaner  A5 

L-180  Floor  Scrub  Cleaner  A4 

Lee  Chemical  Corporation 

Super  Enviro  Guard    Al 

Lee  Chemical  Supply  Co.,  Inc. 

Foam-It    A3 

L-100  A4.A8 

LCS  CIP-282  A3 

LCS  Grime  &  Grease  Getter   ....  A4.A8.C1 

LCS  324  Milkstone  Remover  A3 

L55 A4.A8 

Mighty-Kleen  Floor  Cleaner A4 

Royal  Clean  A4.C1 

811  Metal  Cleaner A3 

Lee,  D.  L.  &  Sons,  Inc. 

L-500  Al 

Leeder  Ardrox,  Inc. 

368-G  HD  Alkaline  Cleaner  A2 

397-V  General  Industrial  Cleaner A4 

Leef  Cleaning  Products/ 
Leef  Bros.  Inc. 

Kleenswell  Multipurpose  Degreaser  ....    A4 

Legacy  Environmentalists,  Inc. 

Con-Lei    Al 

PAC-LEI   Al 

Legacy  International,  Inc. 

Excel  Heavy  Duty  Concentrated  Cleaner  A4 

Lehigh  Valley  Janitorial  Supply, 
Inc. 

A/P  Concentrate    A4.A8.E1 

Attack A3 

H/D  Kleen-Up  A4 

Kleen-Up  Al 

Lehrman,  A.  J.  &  Sons,  Inc. 

Ajay  Big-8  Al 

Ajay  Glassheen  CI 

Ajay  Medi-Creme  El 

Ajay  Pine  Oil  Disinfectant   CI 

Ajay  Pink  Lotion Al 

Ajay  Quick-Strip  CI 

Ajay  Spearmint  Disinfectant  Cleaner  ..    C2 

Ajay  Staph-Out   CI 

Ajay  Surgi-Mint  Liq.  Hand  Soap  El 

Ajay  Wide  Open  LI 

Ajay  Write-Off  Plus  Vandal  Mark  Re- 
mover       CI 
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Big  Red   H2 

Big  8  Cleaner/Degreaser  A4 

Bug-A-Boo    F2 

Dyna-Kleen  Degreaser  Cleaner  Wax 

Strpr Al 

Gemade   F2 

Grease  Release    A8 

Mark  1  Kl 

No-Pane  CI 

P.MG H2 

Pink  Dishwash  At 

Slik HI 

Super  16  Cleaner/Degreaser  A4A8 

Super  8  Cleaner/Degreaser  A4 

Lehrman,  A  J.  &  Sons,  Inc. 
See  Lehrman,  A  J.  &  Sons 

zz 

Leidy  Chemicals  Corporation 

Leidy  LA-12   Al 

Leidy  LA-14   Al 

Leidy  LA-15   Al 

Leidy  LB-10    A2 

Leidy  LC-10    A3 

Leidy  LC-U    A3 

Leidy  PA-10    Al 

Leidy  PA-11    Al 

Leidy  PA-14    Al 

Leidy  PA-16    Al 

Leidy  PA-17    Al 

Leidy  PA-19    Al 

Leidy  PA-20    Al 

Leidy  PA-24   Al 

Leidy  PA-26    Al 

Leidy  PA-28    Al 

Leidy  PB-12    A2 

Leidy  PB-13    A2 

Leidy  PB-14    A2 

Leidy  PB-17    A2 

Leidy  PB-18    A2 

Leidy  PB-19    A2 

Leidy  PB-20    A2 

Leidy  PO-10    LI 

Leighton,  E.B.  &  Associates  Inc. 

AP-770  Al 

Klor20 Al 

MX-Plus    CI 

Leland  Chemical  Division/ 
Benlo  Chemicals  Inc. 

Acid  Cleaner  A3 

Heavy  Duty  Cleaner  610    Al 

L-711  Liquid  Cleaner  Al 

Red  Ball  #11   Dl 

S.F.  Number  11 -C  Al 

Smokehouse  Cleaner  "Smokey  Joe"  ....  Al 

Special  S.F.  Number  1 1    Al 

Special  S.F.  Number  43   Al 

Leland  Supply  &  Chemical  Co.,  Inc. 

Blue  Neutral  Cleaner C1.E4 

Citrus  Waterless  Hand  Cleaner E4 

Emulsion  Disinfectant  Bowl  Cleaner  ..  C2 
Fast  Break  Heavy  Duty  Foaming 

Cleaner   Al 

Glass  Brite  CI 

Lemon  JJI  Disinfectant-Cleaner   C2 

Lemon  Medicide  Hospital  Dsnfctnt- 

Deodrnt  CI 

LN-75  All-Purpose  Cleaner   A4 

Oven  &  Griddle  Cleaner A8 

Oven  &  Griddle  Cleaner  (Aerosol)    ....  A8 

Pine  Odor  Disinfectant   CI 

Pink  Cleaner  Neutral  Hard  Surface  Clnr  A4 


Powdered  Laundry  Detergent  B2 

Release  Multi-Purpose  Spray 

Cleaner  A8.C1 

Safety  Solvent  Degreaser  (Aerosol)  ....    K2 
Stainless  Steel  Cleaner  (Aerosol)  CI 

Lema  Labs,  Inc. 

B.A.C.  Bio  Active  Cultures  in  Liquid  ..  L2 

Basic  Disinfectant-Cleaner  Dl 

Big  "G"    Al 

BlastOff   Al 

Chemtronic    Al 

Coil-ite  PI 

Grill-O  A8 

Lema  Klean  Concentrate  Al 

Lema  Lemon  Disinfectant A4 

Lemacide  W.T.C G7 

Miracle  Cleaner  Concentrate    A4 

Muscle  Power  Cone.  Emulsion  Bowl 

Clnr C2 

Neutral   A4 

Pine-Brite  CI 

Remov-Ox  A3 

Whirlpool  LI 

Lenox  Laboratories,  Inc. 

Mercury  A4 

Lenzyme,  Inc. 

Lenzyme    L2 

Pit-Cleer L2 

Trap-Cleer  L2 

Leodi  International 

Grease  Gone  Oven  and  Grill  Cleaner       A8 

Septi-Kleen  Hand  Soap  El 

Stainless  Steel  Cleaner   A7 

Leon  Supply  Company,  Inc. 

Royal  Aluminum  Brightner    A3 

Royal  Concrete  Cleaner    A4 

Royal  H.D.  Liquid  Steam  Cleaning 

Cmpd A2 

Royal  Malsbary  Type  Powder  Sun  Clng 

Cmpd A2 

Royal  Spray  Cleaner  Concentrate A2 

Leonard  Brush  Company,  Inc. 

Antiseptic  Liquid  Hand  Soap  E4 

Kitchen  Degreaser  A4A8 

Leonard's  All  Purpose  Cleaner  A4 

Leonard's  Porcelain  and  Bowl  Cleaner     C2 

Leonard's  Washing  Compound  Al 

San-Sation  Bowl  Cleaner  And  Disinfec- 
tant        C2 

Spray  Silicone  Release   HI 

SM-4  Cleaner    A4 

Leonard  Paper  Company 

Air  Fresh  Baby  Powder    CI 

Air  Fresh  Cherry  CI 

Citra-Kleen  Natural  Citrus  Dgrsr  Deod.  CI 

Disperse  Oven  and  Grill  Cleaner  A8 

Dissolve  Heavy  Duty  Degreaser  Cleaner  Al 

Enhance  Floor  Finish  Maintainer  Al 

Formula  327  Spray  N'  Wipe 

Degreaser/Clnr   CI 

Mop  &  Strip  Floor  Finish  Reliquifier  A4 
Regal  Lotionized  Dish  Wash  Concen- 
trate    Al 

Scrub  All  Purpose  Cleaner  Concentrate  Al 

Total  Surface  Renovator  Al 


Leonard  Products,  Inc. 

DC-140    CI 

Leonard  Refineries,  Inc. 

Total  HI 

Leonard,  W.  F.  Co.  Inc. 

Lenco  Liquid-D  Al 

Lenco  Poultry  Brite  Al 

Lenco  3-D   Al 

Shurfoot  Jl 

Shurfoot  #2   Jl 

Leprino  Cheese  Co. 

Ammoniated  All  Purpose  Cleaner   A4 

Institnl.  Liq.  Drain  Pipe  Opnr&Maintnr.  LI 
Liquid  Hand  Dish  Wash  Al 

Lerro  Products  Inc. 

Air  Fresh  Space  Deodorant  Concentrate  CI 
Ler-Chlor  Sodium  Hypochlorite  So- 
lution      D2.G4 

Lerro  Bleach   D2 

Lerro 's  Comm.  Oven,  Grill&Fryer  Clnr   A8 

Lerro 's  Degreaser  Wax  Stripper  Al 

Lerro's  Liquid  Hand  Soap  El 

Lerro's  Pine  Odor  Disinfectant  CI 

Lerro's  Pine  Oil  Disinfectant    CI 

Lerro's  Pink  Lotion  Dishwashing  Liquid  A 1 

Lerro's  Window  Cleaner  CI 

Odor-A-Rest  Detergent  Cleaner-Disinf.    Dl 

Purple  Magic  CI 

Super  Cone.  Liquid  Laundry  Det  All 

Temp Bl 

714-3  Cement  Cleaner    Al 

Leslie  M.  Thompson,  Jr.  Inc. 

350  Food  Equipment  Oil    HI 

Leslie  Salt  Co. 

Kiln  Dried  Salt  (All  Grades)    PI 

Plain  Salt  Stoc  Blocs    PI 

Process  Salt  (All  Grades)   PI 

Saltus  Solar  Salt  (All  Grades)    PI 

Lester  Laboratories,  Inc. 

Air  Guard PI 

Algex  G7 

Blandite  Cone.  Liq.  Hand  Soap   El 

Blandite  Ready  for  Use El 

Cretex  Concentrate    A3 

Fog  Concentrate    Al 

Hysol   A4 

Ice  Machine  Cleaner  A3 

Lester  C-78   G7 

Lester  C-78-FS    G6 

Lester  No.  77  Rust  Stripper  A2 

Lester  S-78-FS  G6 

Lester  SL-78    G7 

Lester  SL-78-FS    G7 

Lester  373   A4 

Lester  712  N  Al 

Like-No   PI 

Liquid  Oleon  Al 

Metalene  Concentrate  Al 

Obsol  Heavy  Duty  Cleaner Al 

Obsol  Heavy  Duty  Liq.  Concrete  Clnr.    A4 

Odorless  Concrete  Cleaner  Al 

OXXEX-FS  G6 

Porclean  C2 

Powdered  Oleon    Al 

Re-Coil    PI 

Reddy  Ice  Machine  Cleaner  A3 


11-266 


Scale  King  A3 

Scale*  Scale  Remover A3 

Soilene  A4 

Solvol  Al 

Speedy  Scale  Remover  A3 

Waterene  Gems  G7 

Waterene  500 G7 

Xtra  Solve  K2 

Levco 

Check-It  Al 

KOK LI 

Orange-Solv  Natural  Citrus  Solvent  ....  CI 
S.O.S.  Drain  Pipe  Opener  LI 

Levenson  Chemical  Company 

OKay  Coconut  Oil  Liquid  Hand  Soap     El 

OKay  Glass  Cleaner  CI 

OTCay  Hospital  Disinfectant  Deodorizer  C2 

OTCay  Levensoap  Concentrated   El 

OKay  Surgent  El 

Okay  Bowl  &  Porcelain  Cleaner  C2 

Okay  Glass  Cleaner  A    CI 

Okay  Hospital-Nursing  Home  Disnf. 

Deo CI 

Okay  Improved  Oven  Cleaner   A8 

Okay  Insect  Killer  F2 

Okay  Multi-Purpose  Creme  Cleaner  ..  C2 
Okay  Residual  with  Baygon  Insect  Killer  F2 
Okay  Safety  Solvent  and  Degreaser  ....    Kl 

Okay  Screaming  Power  Cleaner A4 

OKay  Magic  All  Purpose  Cleaner  A4 

OKay  Spray  Cleaner  and  Degreaser  ....    A4 

Levenson's,  Inc. 

See  Levenson's  Chemical  Co. 

ZZ 

Lever  Industrial 


Hypodes  SU  727  .... 
Lever  Industrial 


Al 


Lever  Clean  Aluminum  Safe  Detergent  Al 

Lever  Clean  Concentrated  Detergent  ..  A2 
Lever  Clean  Concentrated  Hard  Wtr 

Dtrgnt    A2 

Lever  Clean  Iodet   D2 

Lever  Clean  Stain  Remover   Al 

Lever  PRO  Booster  Bl 

Lever  PRO  Dry  Chlorine  Bleach   Bl 

Lever  PRO  Fabric  Softener    B2 

Lever  PRO  Heavy  Duty  Powder  Deter- 
gent    Bl 

Lever  Tech  Booster Bl 

Lever  Tech  Detergent  Bl 

Lever  Tech  Fabric  Softener    B2 

Lever  Tech  Plus    Bl 

Lever  Tech  Sour-Soft  B2 

Lever  Tech  Stain  Remover  Bl 

Suma  bryta  Al 

Suma  bryta  Plus    Al 

Suma  soak  Al 

Suma  vent   A8 

Suma  Clean  All  Purpose  Cleaner  CI 

Suma  HD  A8 

Suma  Pot  &  Pan   Al 

Suma  Quat  CI 

Suma  Scale    A3 

SU149  Al 

SU  156  Al 

SU  319 D2 

SU  321  D2 

SU  331  Al 

SU  340  D2.G4 

SU  377A  Liquid  Iodophor  Disinfec- 


tant      D2.E3 

SU473 A3 

SU625  Al 

SU  847  H2 

SU  852 HI 

SU908  Al 

SU920 Al 

SU  928  Al 

SU  934 A3 

SU935  Al 

SU  943  A2 

SU  945 LI 

SU  953  A2 

SU970  Al 

SU  990  E4 

Lever  Industrial  Ltd. 

Gelclean  Plus  SU626    Al 

Lever  Otares 

Rustex  SU  473    A3 

Safe  SU  931    Al 

Supra  SU  984    Al 

LeMasters'  Janitor  Supply  Co. 

Aseptic-Kleen    A4 

Jell  Vandal  Mark  Remover CI 

Kleen-All  A4 

Task  Force  Cleaner  &  Maintainer   A4 

LeMasters'  Janitor  Supply  Co.  Inc. 

Le-Mo  Germa-Phene  Disinfectant    C2 

Le-Mo  Phene  C2 

Lemocide  F2 

Libby  Laboratories,  Incorporated 

ACD  Al 

Flor-Dozer  A4 

Hand  Eze  El 

Klene-Tec    A4 

LQD  Lightning  Quick  Detergent   A4 

Spray-Away  A4 

Strip-Tec    CI 

T  &  C  Conditioner  A4 

15%  Hand  Soap El 

Liberty  Chemical  Products  Co. 

Alkatone  L G6 

Amaline  E3 

Aqua  Treat  G6 

Aquacoll  BWT    G6 

Aquakey  BWT G6 

Aquapol  BWT  G6 

Aquatex   G6 

Chemicide  SBA  G7 

Chemsoap  Liquid  Soap  El 

Chemtek  Tower  &  Condenser  Cleaning 

Kit  PI 

Chemtort    G5 

Chilpol  G7 

Drainfree   LI 

Dual  Treat   G6 

Hydro  Pol    G7 

Ox  Scav-D  G6 

Ox  Scav-S   G6 

Ox-Scav-H  G6 

Presto  Kleen    Al 

Tekcide    G7 

Liberty  Chemicals  Ltd.,  Inc. 

"Blast"  Multi-Purp.  Steam  Cleaning 

Cone Al 

"Max"  Liquid  Steam  Cleaning  Concen- 


trate      Al 

"Monster"  Ultra  Hot  Sewer  Solvent  LI 

A-145  Disinfectant  Cleaner    A4 

A-151  Pink  Concentrate   Al 

A-152  Syntheso  Neutral  Cleaner   Al 

A-161  Sof-T-Suds  Al 

A- 162  Beaded  Hand  Dishwash  Compd.  Al 
A-230  Super  Mach.  Dishwash  Compd.  Al 
A-231  Prize  Mach.  Dishwash  Comp.  ..  Al 
A-235  Deluxe  Mach.  Dishwash  Comp.    Al 

A-280  Egg  Wash  Al 

Alpha  5000    A4.A8 

B-165  Liquid  Dishwash  Compound  ....    A2 

B-194  White  Stm.  Pres.  CI.  Odrls A2 

B-195  Liq.  Hvy  Dty  Stm  Prssr  Clnr  ..  A2 
B-196  Steam  Pressure  CI.  Med.  Duty      A2 

B-197  Extra  HD  St.  Pressure  CI A2 

Big  "C"  Concentrate  A4.A8 

D-156  Odorless  Concrete  Cleaner   A4 

D-160  ADR  Sudsing  Cleaner  A4 

F-186  Chlorinated  Krystals Al 

F-187  Super  Germicide  Dl 

F-188  Germ  I  San  D2 

G-100  Cocoanut  Oil  Hand  Soap  El 

G-105  Econo  Hand  Soap    El 

G-110  Germicidal  Hand  Soap    El 

Heavy  Duty  Form  Liq.  Stm  Cleaning 

Cone Al 

Inhibited  Chemical  CI.  &  Oxidation 

Rmvr A3 

L-120  Seal-Away  Inhibited  Bowl  CI.       C2 

L-125  Blue  Bowl  Cleaner C2 

L-130  Bowl  CLeaner  (Emulsion  Type)    C2 

L-135  Porcelain  Cleaner  C2 

Liberty  APC-27  Al 

Liberty  BD-85  CI 

Liberty  C-34    A4 

Liberty  CLP-150 Al 

Liberty  GC-42  Al 

Liberty  GP-280   Al 

Liberty  H.D.  Alkalene  A2 

Liberty  Lubricant  TL  Concentrate   HI 

Liberty  LD-515  Al 

Liberty  MC-81  A3 

Liberty  MPD-550    Al 

Liberty  S-311  A2 

Liberty  S-45 Al 

Liberty  Scalex   A3 

Liberty  Superus  Al 

Liberty  SH-26   A2 

Liberty  SHC-21  A2 

Liberty  SHC-32  A2 

Liberty  TC-38   A2 

Liberty  X- 10    Al 

M-157  H.  D.  Magic  Concrete  CI CI 

M- 157  Magic  Concrete  Cleaner  CI 

M-159  Econo  Concrete  Cleaner  CI 

M-181  Pine  Odor  Disinfect.  Coef.  5    ..    CI 

N-211  Insecticide  No.  Ill    Fl 

N-212  Space  Spray  No.  3  Fl 

0-215  ABC  50%  Malathion 

Emlsfbl.Conc F2 

Organic  Acid  Detergent    A3 

Po-PacHo  Cleaner  A4 

Red  Hot  Sewer  Solvent LI 

Task  Master  El 

Liberty  Enterprises 

Liberty  Premeasured  Det.-Disinf.- 
Deod A4.C1 

Liberty  Industrial  Supply  Co. 

LISCO  Hand&Body  Soap  Antsep  Ltn 
Hnd  Soap    El 

Liberty  Labs 

Super  Bruce  Al 
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Liberty  Technologies,  Inc.  of 
Michigan 

Butcher's  Pride    A4 

Lico  Chemicals,  Inc. 

Brute    A4 

Catch  22 Fl 

Coolrite    PI 

Dielectric  Kl 

E-Lime-Inate  A3 

E-Z  Treat  G6 

Excelerate    L2 

Expose  A4 

Lico  Blue  A4 

Lico  Formulation  66-25    Dl 

Lico  Lemon  Cleaner  A4 

Lico  Liquid  Hand  Soap  #1   El 

Lico  Liquid  Hand  Soap  #2  El 

Lico  Liquid  Hand  Soap  #3  El 

Lico  Renew  Cone.  Emuls.  Bowl  &  Uml. 

CI  C2 

Lico  Sanitizer-Cleaner  2150  D2 

Lico  Stripper-Degreaser   A4 

Lico  Super-X  Stripper-Degreaser  A4 

Lico  30 A4 

Lico-Det  A4 

Liquithaw  CI 

Manicure   E4 

Noxout  A3 

Oven  &  Grill  Cleaner  A8 

Perfloormance  Plus  A4 

Pierce  A4 

Pure   K2 

Recon  PI 

Revive   CI 

Sapon  Al 

Slugger Bl 

Solute  Kl 

Lico,  Inc. 

Citrasol    A4 

C2-Lube  H2 

Draintain    L2 

Dual  Action  F2 

Economy  Bowl  Cleaner   C2 

Foam-Eze A4 

Foaming  Grease  Release  Cleaner  Al 

Formula  HB  20  Concentrate  A4.A831 

Grease  Gun    H2 

Heavy  Duty  Foaming  Cleaner   A8 

Jell  Degreaser    Kl 

L-512  Sanitizer   D2 

Lemonfect   A4.C1 

Lico  Aquacide  Sn  Cooling  Tower  Algi- 

cide  G7 

Lico  Bacteriostatic  Hand  Lotion  Soap  ..  El 

Lithium  Base  White  Grease   H2 

Majik   Al 

Moli-Dri  H2 

No  Sweat  PI 

Ovec  Ammoniated  Oven  Cleaner A8 

Oven  Cleaner A8 

Quarry  Tile  Cleaner    A4 

Soft  N'  Clean  E4 

Spear  Concentrate  CI 

Spear  Disinfectant  CI 

Spruce  Concentrate  CI 

Spruce  Disinfectant  CI 

Suds  Al 

Super  Suds  Al 

Triple  Crown  Cleaner  D2 

True  Grit   E4 

Window  Cleaner  CI 

Lien  Chemical  Co. 

Antiseptic  Soap  El 

Blu-Clien  Blocks  C2 


Chlorinated  Scouring  Cleanser  (Powder)  A6 

Drain  Pipe  Opener LI 

LICS-851  Bowl  Sanitizer  C2 

Nutrient  Remover   Al 

Tropicana-Air  Freshener  Solution    CI 

822  Sanitizer  CI 

Lien  Infection  Control  Systems 

LICS-800  Regular  Strength  Bowl  Sani- 
tizer    C2 

Life  Soap  &  Chemical  Co.,  Inc. 

AcidB   A3 

Acid  CA A3 

AcidS    A3 

Klean-A-Bric  A3 

Life  Super  Foam  Al 

LS#30  Al 

LS  #60  Al 

LS  #7  Al 

New  Acid  B A3 

Packers  Detergent  No.  25  Al 

Sink   A3 

Soak  Tank  Cleaner   A2 

W.I.T.  Steam  Cleaner  Al 

Lightfoot  Company,  The 

API  A4 

Laundri-Mate  Bl 

LMI   Bl 

15%  Liquid  Soap  El 

Lightle,  N.  D. 

Speed  Cleaner  A4 

Likarr,  Inc. 

Kleen  Master  A4 

Lily  Industrial  Chemicals  Inc. 

Caustic  Soda  Beads  A2 

Geaner  Car  Clean  Al 

Cleaner  Chlor  Plus    Al 

Cleaner  Chlor  Plus  Two  Al 

Cleaner  Chlor  Plus  100  Al 

Cleaner  LD  25  Bl 

Cleaner  LDC   LI 

Cleaner  Rust  Stripper  C   A2 

Cleaner  126  AE  A2 

Cleaner  215  LF  Al 

Cleaner  215A  Al 

Cleaner  222C  CI 

Cleaner  301  C  A2 

Cleaner  302C  A2 

Cleaner  304C  A2 

Cleaner  317AS    Al 

Cleaner 401A Al 

Cleaner  402A  Al 

Cleaner  403A  Al 

Cleaner  404A  Al 

Cleaner  406A  A4 

Cleaner  412C  A2 

Paint  Lok  Metal  Cond.  1    A3 

Paint-Lok  Metal  Cond.-2    A3 

Lily  Products  of  Michigan,  Inc. 

Ace  Detergent  Tabs-Thins    Al 

All  Purpose  No.  1   A4 

All-Purpose  Liquid  Cleaner   Al 

Cleaner  Additive  3C  Al 

Cleaner  LP-836F  A2 

Cleaner  304C  A2 

CB  Lube    H2 

Excel  Plus   Al 

Formula  20    D2 


Formula  28    E2 

Hand  Cleaner E4 

Heavy  Duty  Hand  Cleaner  E4 

Hi  Quat    D2 

LP.  605  A3 

LP.  710  A2 

LP.  715  A2 

LP.  720  A2 

LP.  800  Al 

LP.  810  Al 

L.P.  815  Al 

LP.  820  Al 

LP.-620  A3 

LP.-725  Al 

L.P.-750  Al 

LP.-835  Al 

LP.-850  G2 

LP. -900  Foam  Al 

LP. -905  Jel  Al 

L-630  A3 

Lemon  Hand  Soap El 

Liquid  Drain  Control L2 

LP  All  Purpose  Cleaning  Concen- 
trate      A4.A8 

LP  Belt  Lube  Al 

LP  Belt  Lube  JJ  HI 

LP  Easy  Disinfectant  Bowl  Cleaner  ....  CI 

LP  Extra  1000  A4 

LP  Extra  1001   A4 

LP  Lemon  3D   CI 

LP  Mirror  Like   CI 

LP  Pine  Forest  CI 

LP  1001   A4 

LP  601   A3 

LP601F A3 

LP  602  A3 

LP  604F A3 

LP  660  A3 

LP  701   A8 

LP  709  A8 

LP  816  Al 

LP  819  Al 

LP  836  Al 

LP  910  Al 

LP  950  A5 

LP-2000  A4.A8 

LP-2001LF    A4.A8 

LP-600  A3 

LP-610  A3 

LP-615  A3 

LP-625  A3 

LP-650  A3 

LP-661   A3 

LP-700  A2 

LP-700  Pot  and  Pan  Cleaner    Al 

LP-701F  A2 

LP-730  Al 

LP-740  A2 

LP-805  Al 

LP-807  Al 

LP-840  Al 

LP-906Jel  Al 

LPW  Cleaner-Degreaser  Al 

LPW  Extra  Heavy  Duty  Cleaner-De- 
greaser    A4 

LP837    Al 

Oxine  PI 

Pen-A-Plus  H2 

Power  Cleaner  Al 

RTDFOSF10    A1.L1 

Silicone  Mold  Release    HI 

Spray  Grease  H2 

Super  Solv  (Aerosol) K2 

Lily  White  Products 

Lily  White  Liquid  Detergent    Al 

Limpio  Systems,  Inc. 

Compu-Care CI 
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Linbro  Division/ 

Flow  Laboratories,  Inc. 

7X  Cleaning  Solution   Al 

Lincoln  Center  Co-Op 

Boost   Al 

Dynamo  A2 

HTP  Acid  Cleaner A3 

LC  #2  Acid  Cleaner   A3 

Lind  Paper  Compary 

APC  Complete  Ail-Purpose  Cleaner    ..    A4 

APC  Pink  Lotion  Hand  Soap  El 

APC  15%  Liquid  Hand  Soap  El 

APC  40%  Concentrated  Liquid  Hand 
Soap    El 

Lindsay  Company,  The 

Still-Clean  Distiller  Cleaner  &  Descaler  A3 

Lindsay  Division,  The 

Poly-4    G2 

Lindsey  Chemical  Company 

Formula  444    Al 

Super  Paragon  Al 

Lion  Industrial  Chemical 
Corporation 

Sanitizer  Disinfectant    D2 

TFE  Release  Fluorocarbon  Lubricant  ..    H2 

Lion  Products  Corporation 

Expel  Digestant  L2 

Lion  Alpine  CI 

P.D.Q Al 

Lion  Supply  Inc. 

All-Clean  CI 

Dry-Teff H2 

E-Zee  H2 

Foam  Clean  CI 

Foodie   HI 

Leo  Oven,  Fryer  &  Grill  Cleaner  A8 

Paws  Hand  Cleaner  with  Pumice  E4 

Pen-Teff  H2 

Saf-T-NF  K2 

Trapper CI 

White  Grease  HI 

LiphaTech,  Inc. 

Maki  Mini-Block  F3 

Maki  Paraffin  Blocks    F3 

Maki  Paraffinized  Pellets    F3 

Maki  Rat  and  Mouse  Meal  Bait  F3 

Maki  Rat  And  Mouse  Bait  Packs  (Pel- 
lets)    F3 

Maki  Urban  Rat  and  Mouse  Meal  Bait     F3 

Rozol  Blockette  Paraffin  Blocks    F3 

Roznl  Blue  Tracking  Powder  F3 

Rozol  Laq-Berry  Rat  aj  d  Mouse  Bait  ..  F3 

Rozol  Paraffin  Blocks  F3 

Rozol  Paraffinized  Pellets  F3 

Rozol  Rat  &  Mouse  Killer  F3 

Rozol  Rat  and  Mouse  Killer  Pellets  F3 

Rozol  Ready-To-Use  Rat  and  Mouse 
Bait   F3 


Liqui-Shield  Services 

Liqui-Shield  All  Purpose    CI 

Lithium  Corporation  of  America 

Lithcoa  Lithium  Hypochlorite    Dl 

Litho  (hem  Inc. 

LC-Zipp  Al 

Little  Chemical  Co. 

See  Little  Chemical  Co..  Inc. 

ZZ 

Little  Chemical  Co.,  Inc. 

Aqua  Mate  101    G6 

Aqua  Mate  102   G6 

Aqua  Mate  103   G6 

Aqua  Mate  104  G6 

Aqua  Mate  105   G6 

Aqua  Mate  106   G6 

Aqua  Mate  107   G6 

Aqua  Mate  108   G6 

Aqua  Mate  109   G6 

Aqua  Mate  110  G6 

Aqua  Mate  111    G6 

Aqua  Mate  124   G6 

Aqua  Mate  125   G6 

Aqua  Mate  126   G6 

Aqua  Mate  128   G6 

Aqua  Mate  130   G6 

Aqua  Mate  136   G6 

Aqua  Mate  137   G6 

Aqua  Mate  138   G6 

Aqua  Mate  139   G6 

Aqua  Mate  141    G6 

Aqua  Mate  142   G6 

Aqua  Mate  143   G6 

Aqua  Mate  150   G6 

Aqua  Mate  151    G6 

Aqua  Mate  154  G6 

Aqua  Mate  155   G6 

Aqua  Mate  165   G6 

Aqua  Mate  166   G6 

Aqua  Mate  167   G6 

Aqua  Mate  168   G6 

Aqua  Mate  173   G6 

Aqua  Mate  212   G3 

Aqua  Mate  223  G7 

Aqua  Mate  224  G7 

Aqua  Mate  225   G7 

Aqua  Mate  226  G7 

Aqua  Mate  227   G7 

Aqua  Mate  228   G7 

Aqua  Mate  237   G7 

Aqua  Mate  238  G6 

Aqua  Mate  410   Al 

Aqua-Mate  283   G7 

Aqua-Mate  284  G7 

Little  Rock  Paper  Company 

Frosty  Pink  Hand  Soap  El 

Littlefield  Incorporated 

Pink  Concentrate  Al 

Live-Air  Chemical  &  Supply  Co., 
Inc. 

1990  GPC    CI 

Livingston  Industries,  Inc. 

"Escape"  LI 


Bunny  Bleach    Bl 

Formula  LSC"  Liquid  Concentrate  ....  Al 

Formula  2389    Al 

Formula  711    Al 

General  Cleaner  1   Al 

General  Cleaner  2  Al 

General  Cleaner  3  Al 

Imperial  General  Cleaner   Al 

Keo-Break  Detergent Bl 

Super  Tetramex  Bl 

Livingston,  D.  E.  and  Associates, 
Inc. 

Attack L2 

Encounter C2 

Local  Chemical 

Local  Food  Grade  Silicone  Spray    HI 

Lockert  Enterprises 

Bulldog  Commercial  Clean  Up  Det.  ..  Al 
Bulldog  Floor  Detergent  A4 

Loctite  Corp. 

Anti-Seize  Thread  Compound  767  H2 

Aviation  Form-A-Gasket PI 

Bearing  Mount  (Grade  B)  PI 

Black  Max  PI 

Chisel  Gasket  Remover PI 

Depend  Adhesive  Activator   PI 

Depend  No  Mix  Adhesive    PI 

Dri-Loc  Adhesive  Activator  P-2  PI 

Dri-Loc  204  Adhesive  Binder    PI 

Dri-Lock  202  Adhesive  Binder    PI 

DL  Permatex  PARR  Hand  Cleaner   E4 

Form-A-Gasket  Number  2    PI 

Gasket  Eliminator  Flange  Sealant    PI 

Industrial  Grade  #565  PST  Pipe  Sealant  PI 

Locquic  Activator  707    PI 

Locquic  Primer  Grade  N PI 

Locquic  Primer  Grade  T  PI 

Locquic  Pnmer  N   PI 

Locquic  Primer  T    PI 

Loctite  Quick  Metal  Press  Fit  Repair  ....  PI 
Loctite  Quick  Set  404  Industrial  Adhsv  PI 
Loctite  Removable  Threadlocker  242  ..  PI 
Loctite  Speed  Bonder  324  Struct.  Adhsv.  PI 

Loctite  271  Adhesive/Sealant  PI 

Loctite  272  Adhesive/Sealant  (High 

Temp)   PI 

Master  Gasket   PI 

Master  Gasket  Primer  PI 

Non-Curing  PST  Pipe  Sealant    PI 

Nut  Lock  (Grade  CV)  Adhesive/Sealant  PI 
Permatex  Clear  RTV  Silicone  Adhsv 

Sealnt    PI 

Pipe  Sealant  with  Teflon PI 

Pneumatic/Hydraulic  Seal  545   PI 

PST  Pipe  Sealant  #567  PI 

Refrigerant  Sealant   PI 

Retaining  Compound  35  PI 

Retaining  Compound  75  PI 

Rich  Lather  Antiseptic  Lotion  Soap  E4 

Rich  Lather  Body  Soap  &  Shampoo   ....  E4 

Rich  Lather  Lotion  Soap E4 

RC/609  Retaining  Compound  PI 

RC/680  PI 

Safety  Solvent  PI 

Safety  Solvent  755    K: 

Sealant  Grade  A  Red    PI 

Superbonder  Gluematic  Pen   PI 

Superbonder  495  Instant  Adhesive  PI 

Very  Low  Strength  PST  Sealant    PI 

290  Adhesive/Sealant  (Wicking)    PI 
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Lomar  Industries 

Cleans  All    CI 

Enz-All L2 

Grease  Gun    H2 

Hi-Test  Contact  Cleaner  K2 

Liquid  Alive    L2 

Lomar  44  Al 

Vandal  Mark  Remover  CI 

X-Sect    F2 

Lombardi  Foodservice 

Fryer  &  Grill  Cleaner  A8 

General  Purpose  Concentrate  A4 

Kitchen  Kleen   Al 

Lone  Star  Brush  &  Chemical  Co. 

APS  Multi-Purpose  Cleaner  Al 

Big  Gun  H  A4 

Blaze    Al 

Blue-Solv  Extra  Heavy  Duty   A4 

BreakOut    Al 

Clear  Day CI 

Cococon  El 

CTC-50    Kl 

Det-Chlor  Al 

FP-Sanitizer  D2 

Heavy-D  Steam-All  A4 

Hy-22  C2 

Hydene202  Al 

Ice  Melt  A5 

In-Solv  K2 

Liquid  Oven  &  Grille  Cleaner  A8 

Lo-Foam    A4 

Low  Suds  Laundry  Compound  Bl 

LS  Descale A3 

LS  Descale-A    A3 

LS  Stripper    A2 

LS-Gel  Strip    C3 

LSC  Delimer  A3 

LUCB  Al 

Pierce  H2 

Pine  Oil  Disinfectant  CI 

Power  Pine CI 

PW-81    Al 

Real  Kleen  El 

Shur-Kleen  CI 

Shur-Kleen  U  A4 

Shur-Solv  K2 

Shur-Solve  (Aerosol) Kl 

Starlite  General  Purpose  Cleaner  ..    A4A8 

Steam-All  Al 

Strike-Bowl  Cleaner   C2 

Strong  Arm   Al 

Super  Solv  A8 

TAS   Al 

20%  Coco    El 

Lone  Star  Institutional  Grocers 

Stahl's  Lone  Star  Bleach  B1JJ1 

Lone  Star  Paper  Co.,  Inc. 

Concentrate   A4 

Hand  Soap  Ready  to  Use  El 

Heavy  Duty  Cleaner  Degreaser    A8 

Kleer-Vu  Glass  Cleaner    CI 

Long  Chemical  Co. 

LC  97  Glass  Cleaner  CI 

Markm  Al 

Mark  V  Industrial  Cleaner-Degreaser  Al 

Long  Chemical,  Incorporated 

Amazing  #20248  Heavy  Duty  Foam 


Cleaner   A4 

Amazing  Aluminum  Brightener  A3 

De-Grease  All   CI 

Non  Butyl  Cleaner    A1.B1 

P.C.  #221  Cleaner  CI 

Product  #188  Non-Caustic  Steam 

Cleaner   CI 

Product  #197  Cone.  Steam  Clng.  Deter- 
gent      A4 

Product  #235  Silicone  Lubricant   H2 

Resolve    CI 

Ruff  &  Tuff  Conditioning  Hand  Cleaner  E4 
Soft  'n'  Strong  Conditioning  Hand  Clnr    E4 

Special  Green  #20151  CI 

Water  Soluble  Degreaser  Product 
#20231    A4 

Long's  Preferred  Products 

Big  Dog  Concrete  Cleaner  A4 

Golden  Gator  Concrete  Geaner  CI 

Grime-Scat  Al 

Liquid  Hand  Soap  20   El 

Multi  Blue  Al 

Sweet  Pine  CI 

Lonsdale  Enterprises 

Do  It  All    C2 

Lonza,  Inc. 

Bardac  205M-7.5  D2 

BarquatMB-10   D2 

Bio-Dine  LF    D2 

Bio-Dine  LF-B    D2 

Bio-Guard  L-15  Disinfectant    A4,C1 

Bio-Guard  L-38  Disinfectant    CI 

Bio-Guard  L-7  Disinfectant    A4.C1 

Bio-Guard  L-76  CI 

Bio-Guard  LS-22  Lemon  Scented 

Det.  Dsnf A4.C1 

Bio-Guard  M-15  Disinfectant  CI 

Bio-Guard  M-38  Disinfectant  CI 

Bio-Guard  M-7  Disinfectant  CI 

Bio-Guard  NF-44  Disinfectant  CI 

Bio-Guard  P-l  3  Disinfectant    CI 

Bio-Guard  P-39  Disinfectant    CI 

Bio-Guard  P-6  Disinfectant    CI 

Bio-Guard  RD-10   D2 

Bio-Guard  SL-25  CI 

BioGuard  RTU    CI 

BioGuard  Tower  Cide  10  LF  G7 

Formulation  1-1.75    D2.G5 

Lonza  Bio-Soft  53-62  B2 

Lonza  CS  201    D2 

Lonza  Formulation  R-82F D2 

Lonza  Water  Treatment  Microbiocide  G7 

205M  Sanitizer    D2 

Lord  Corporation/ 
Industrial  Coatings  Division 

Chemglaze  Z001  Clr  Gls  Fix  Polyurthn- 

Coat  PI 

Chemglaze  Z202  Wht  Gls  Fix  Po- 

lyurthnCoat  PI 

Chemglaze  Z302  Blk  Gls  Flex  Pol- 

yurthCoat    PI 

Chemglaze  9951  Polyurethane 

Coat.Thinner  PI 

Chemglaze  9986  Catalyst  PI 

Loree  Products,  Inc. 

Power  Foam  Heavy  Duty  Foaming 
Dgrsr-Clnr A2 

Santi-Clean  Heavy  Duty  Degreaser- 
Cleaner   A2 


Los  Angeles  Chemical  Co. 

Lacco  Phosphoric  Acid  Technical  75%  A3 

Lacco  8015  Cleaner    Al 

Lou  Fox  Ind.  Specialties  Co. 

Dri-Sil  Silicone  Spray  HI 

Lou-al  &  Co.  Inc. 

Bacto-Safe  250    L2 

Bacto-Safe  500    CI 

Bacto-Safe  700    L2 

Louis  Rich,  Inc. 

Rich's  Chlorinated  Equipment  Cleanser  Al 

Rich's  Multi-Purpose  Chlorinated  Clnr  Al 

Rich's  Smoke  House  Cleanser   A2 

Louisiana  Prison  Enterprises 

Liquid  Soap  (40%)   Al 

Louisville  Chemical  <"<>.,  Inc. 

L-C  Bowl  Cleaner  C2 

LC201  Al 

Louisville  Chemical  Company 

L  C  Solvent  Cleaner  &  Degreaser      K1JC2 
Louisville  Maintenance  Supply,  Inc. 

LMQ  -900  A4 

Loukelton  Distributing 

"Grill  Bright"  A8 

Citrus  Power   CI 

Grease  Magic CI 

Pink  Pearlie  C2 

Lovan  Industries,  Inc. 

Cling    C2 

Lovs-It  E4 

Lovinger  Company 

Clout   C2 

Grease  Gun   H2 

Metal  Shine  A7 

Oven  Cleaner A8 

Rescue  Prilled  Drain  Opener   LI 

Spray-Kleen  CI 

Vandalex    CI 

Loyal  Service  Systems 

King  Kleen  All  Purpose  Cleaner   CI 

King  Kleen  Machine  Dishwashing  De- 
tergent    Al 

King  Kleen  Oven  &  Grill  Cleaner  A8 

King  Kleen  Pine  Scented  Cleaner    CI 

King  Kleen  Stainless  Steel  Cleaner  ....  A3 

Lub-O-Line  Industrial  Oil  Co. 

Luboco  F.M.  Grease  AA    HI 

Lubar  Chemical  Co. 

Absorbent CI 

All  Purpose  Scale-X  A3 

Aurora  1  Al 

BlastOff   Al 

Blue  Yonder    CI 
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Boiler  &  Steam  Line  Treatment  FG  ....  G6 

Boiler  Compound   G7 

Boiler  Compound  FG   G6 

Bowl  Cleaner C2 

Chain  Lube    H2 

Cherry  Counter  Attack   CI 

Cherry  Odor  Control  CI 

Cherry  Room  Deodorant CI 

Chlorinated  Cleaner Al 

Citra  Do  All CI 

Citra  Float  CI 

Citra-Pure CI 

Clean  Up   Al 

Clor  Aid  Granules  CI 

Command    D2 

Contact  With  Quick  Kill  F2 

Cool  It   H2 

Countdown    Al 

CL  Caustic  A2 

Defoamer  Al 

Defoamer  Concentrate Al 

Degreaser  Concentrate    Kl 

Detergent  Concentrate  Al 

Digesto  L2 

Disinfectant  1-256  A4 

Drain  Pipe  Cleaner  &  Opener    LI 

Enzyme  1000 L2 

Enzyme  800  L2 

Farm  &  Food  Industry  Disinfectant  ....  D2 

Foam  Additive  Al 

Foam  Additive  Concentrate   Al 

Foaming  High  Alkaline  Cleaner Al 

Foaming  Ox  Type  Liquid  A3 

Foaming  Power  Spray  &  Wipe    CI 

Foamless  High  Alkaline  Cleaner   Al 

Food  Locker  And  Freezer  Cleaner  A5 

Gen.  Purpose  Non-Sudsing  Cleaner  ....  Al 

General  Purpose  Sudsing  Cleaner    Al 

Glycolene C2 

Granular  Deodorant  CI 

Green  Machine    Al 

H-Two  Disinfectant  Cleaner  CI 

Hand  Dishwashing  Liquid  Concentrate  Al 

Heavy  Duty  Floor  Cleaner  A4 

Hi-Co A4 

High  Alkaline  Cleaner    Al 

High  Alkaline  Cleaner  No  Foam   Al 

Ice  Melt   CI 

Industrial  Deodorant   CI 

Interior,  Exterior  Geaner   Al 

Jell  Degreaser  Concentrate  Kl 

Krystal  Dl 

L-100  Al 

L-101   A4.A8 

Lemon  Cleaner  Disinfectant  CI 

Liquid  Conveyor  Lubricant H2 

Liquid  Hand  Soap  FG  El 

Liquid  Ox    A3 

Low  Sudsing  Laundry  Powder  Bl 

Lucide  Mint  CI 

Machine  Dishwashing  Liquid  Concen- 
trate    Al 

Machine  Dishwashing  Powder  Al 

Meat  Hook  Cleaner  &  Deruster  A2 

Mr.  Enzyme  L2 

Non  Flammable  Safety  Solvent   K2 

Odor  Control  Lemon CI 

Odor  Control  Lilac   CI 

Odor  Control  Mint    CI 

Oil  And  Sludge  Emulsifier  LI 

Orange  All  CI 

Orange  All  U  CI 

Orbit  Oven  Cleaner  A8 

Oven  Cleaner A8 

OO-Orange    CI 

Penetrating  Oil  H2 

Pine  Counter  Attack    CI 

Pine  Lucide  CI 

Pine  Oil  Disinfectant  CI 

Porcelain  Cleaner  Cling    C2 

Porcelain  Cleaner  Concentrate   C2 

Powdered  Hand  Cleaner  E4 


Powdered  Porcelain  Cleaner  A6 

Processing  Acid  Cleaner  A3 

Pyrokill    Fl 

Red  Prilled  Drain  Opener  LI 

Refuse  Deodorant   CI 

Residual  Insecticide F2 

Room  Deodorant  Green  Apple  CI 

Room  Deodorant  Orange    CI 

RTU  Cleaner  Disinfectant CI 

SWash  CI 

Safety  Solvent  K2 

Sanitizing  Hand  Soap  E-2 E2 

Scale  Remover A3 

Sewage  Deo-Clean    CI 

Sewer  Clean CI 

Sewer  Opener    LI 

Silicone  Lubricant  &  Coating H2 

Smokehouse  Geaner  Al 

Soak  Tank  Compound  Gen.  Purpose 

Liquid   Al 

Soak  Tank  Compound  General  Purpose 

Pwdr A2 

Soak  Tank  Compound  Heavy  Duty  Li- 
quid    A8 

Soak  Tank  Compound  Heavy  Duty 

Powder    A8 

Space  Spray  Insecticide    Fl 

Special  Industrial  Deodorant CI 

Special  Soap  Powder Bl 

Spray  And  Wipe   CI 

Stainless  Steel  Cleaner   CI 

Steam  Clean.  Cmpd  (Aircraft  Type 

Powder)  A2 

Steam  Cleaning  Compound    Al 

Steam  Cleaning  Compound  Heavy  Duty 

Liq Al 

Steam  Cleaning  Compound  HeavyDuty 

Powder   A8 

Steam  Line  Treatment  G7 

The  Right  Stuff  L2 

The  Right  Stuff  (Liquid)  CI 

The  Shield  CI 

Window  Cleaner  CI 

Window  Cleaner  Concentrate  CI 

WCS  Water  Tower  Treatment   G7 

140  Detergent  Concentrate  A4 

160  Detergent  Concentrate  A4 

8  Up  Al 

Lubbeco,  Inc. 

6100  Al 

9105  Al 

9200  Al 

Lubeco  Inc. 

Hydralube  ISO  32  H2 

Hydralube  ISO  46  H2 

Hydralube  ISO  68  H2 

Lubefax  Corporation 

CS-91  H2 

Ez  Free H2 

Faxene   Kl 

FG-51  HI 

FMO-20  HI 

Gearfax    HI 

HS-101  H2 

Lectrasolv  Safety  Solvent  K2 

Lubecone  HI 

Lubelt  Belt  Dressing  PI 

Lubesolve Al 

Lubetronic   H2 

NM-21   H2 

Omnilube  H2 

OG-99    H2 

OG-99  (Aerosol)  H2 

Penetrex  H2 

PMO-90  HI 


SF-11   H2 

WTM-65    H2 

Lubequip,  Inc. 

LP  500  H2 

LubeCon  Maintenance  Systems,  Inc. 

LubeCon  Series  I/M-200 H2 

LubeCon  Series  0   H2 

Series  AA  Grease   HI 

Lubra  Systems/ 

A  Division  of  NCH  Corporation 

ABD  Aerosol  Belt  Dressing  PI 

ACC  Aerosol  Chain  and  Cable  Lubri- 
cant    H2 

ACF  (Aerosol)  H2 

ADM   H2 

ADM  Aerosol  Dry  Moly  Lubricant  ....  H2 
AFP  Aerosol  Food  Plant  Lubricant   ....  HI 
AMG  Aerosol  Multipurpose  Heavy- 
Duty Grs  H2 

AOG  Aerosol  Open  Gear  Lubricant  ....  H2 

APL  Aerosol  Penetrating  Lubricant  ....  H2 
ARA  Aerosol  Release  Agent  and  Dry 

Lub HI 

ARA  Aerosol  Release  Agent&Dry  Lu- 
bricant    HI 

ASR  Aerosol  Silicone  Release  Agent  HI 

Food-Grade  White  Lubricant   HI 

G.O.A H2 

HSL  High-Speed  Lubricant    H2 

HTL  High-Temperature  Heavy-Duty 

Lubrant.  H2 

IGM  Ind.  Grade  Multipurpose  Lub. 

5W-20  H2 

IGM  Industrial  Grd  Multipurp  Lub 

lOW^O  H2 

MCO  Multigrade  Compressor  Oil    H2 

MHO  Multigrade  Hydraulic  Oil  H2 

MIG  Multigrade  Ind  Gear  Lubrant 

85W-140  H2 

MIG  Multigrade  Ind.  Gear  Lub.  80W-90  H2 

MML  Multipurpose  Moly  Lubricant   ..  H2 

PCL   H2 

PCL-FG  HI 

SCD  Al 

SCL  1000    H2 

SCL  2000    H2 

SCL  3000    H2 

Lubra  Tech,  Inc. 

Ecoklean    A4 

Ron    Al 

Snap  Al 

Lubri-Chem  Products,  Inc. 

Lubri-Chem  Safety  Solvent    Kl 

Silicone  Spray  HI 

Lubri-Tek,  Inc. 

Alltreat  100   G7 

Alltreat  1500  Concentrate  G6 

Aqua  Kill  Fl 

Big  Ben  H   Al 

Big  Grape  Concentrated  CI 

Big  Orange  Concentrated  Orange  Deo- 
dorant      CI 

Evco  400  HI 

EVCO  400  White  Grease  HI 

Grill-X  AS 

Koil  Kleen  Cooler  Coil  Cleaner  PI 

Lemon  Free  Geaner-Deodorizer-Disnf.  A4 
LT-4  Ammoniated  Heavy  Duty  Cleaner  A4 

Neutrox  103  G7 
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Odo-Gon  Concentrate  CI 

Quick  Kill  Residual  Insecticide   F2 

Redox  A3 

Shazam  Concentrated  Liquid  Skin 

Cleaner   El 

Lubrical,  Inc. 

Air  Mist  Lubricant    H2 

Anulon  MV  Engine  Oil  SAE  15W-50  H2 

Laminall  BB-222  Bearing  Lubricant   ..  H2 

Laminall  Gear  Oil  SAE  140  H2 

Laminall  Gear  Oil  SAE  90  H2 

Laminall  777  Chassis  &  Bearing 

LubrctHvy  H2 

Laminall  777  Chassis  &  Bearing 

LubrctLgt   H2 

Laminall  777  Chassis  &  Bearing 

LubrctMed    H2 

Lubritemp  Moly  High  Temperature 

Lubrcnt H2 

No.  44-A  Colson  Caster  Lube    H2 

Rice  Mill  Special  Gear  Oil  SAE  85-140  H2 

Rice  Mill  Special  Gear  Oil  SAE  90  ....  H2 

Snyflexx  HP-3  Industrial  Oil   H2 

Temcal  500+   H2 

1 1 1  USP  Food  Machinery  Lubricant  ..  HI 

1200  ATF  Dexron  U-D  H2 

Lubricant  Consult  GMBH 

Turmosynthgrease  W  2502  HI 

Lubricant  Specialties 

Chain  Stay  T  HI 

Chain  Stay  T  68    HI 

Cleaner  C  CI 

Flow  Con  AW  15  HI 

Flow  Con  AW  150  HI 

Flow  Con  AW  220   HI 

Flow  Con  AW  32  HI 

Flow  Con  AW  46   HI 

Flow  Con  AW  68   HI 

Flow  Con  ET  100  HI 

Flow  Con  ET  32  HI 

Flow  Con  ET  46  HI 

Flow  Con  ET  68  HI 

Flow  Con  Premium  EP  100  HI 

Flow  Con  Premium  EP  15  HI 

Flow  Con  Premium  EP  1 50   HI 

Row  Con  Premium  EP  220   HI 

Flow  Con  Premium  EP  32  HI 

Flow  Con  Premium  EP  320  HI 

Row  Con  Premium  EP  46  HI 

Row  Con  Premium  EP  460  HI 

Row  Con  Premium  EP  68   HI 

Lubricating  Specialties  Co. 

Crystal  FG  Gear  Oil  ISO  VG  220  HI 

Crystal  FG  Gear  Oil  ISO  VG  460  HI 

Crystal  FG  Hydraulic  Ruid  ISO  VG  100  HI 

Crystal  FG  Hydraulic  Fluid  ISO  VG  32  HI 

Crystal  FG  Hydraulic  Fluid  ISO  VG  46  HI 

Crystal  FG  Hydraulic  Fluid  ISO  VG  68  HI 

Crystal  Grease  NGLI  Grade  #2  G51 10  HI 
Gld  Mdl  All  Wthr  Gr  Oil 

162P80/90/140   H2 

Gld  Mdl  Ice  Mach  Oil  Wax  Free  4025 

Hvy  H2 

Gld  Mdl  Ice  Mach  Oil  Wax  Free  4025 

Lt H2 

Gld  Mdl  Ice  Mach  Oil  Wax  Free  4025 

Med  H2 

Gld  Mdl  Moly  Bentone  Grs  A.P.  Grd  1  H2 

Gld  Mdl  Moly  Bentone  Grs  A.P.  Grd  2  H2 

Gld  Mdl  Moly  Bentone  Grs  A.P.  Grd  3  H2 

Gld  Mdl  Prm/HD  Mtr  Oil  SAE20/30/40  H2 

Gld  Mdl  White  Litho  Grs.  Grade  1    ....  H2 

Gld  Mdl  White  Litho  Grs.  Grade  2  ....  H2 


Gld  Mdl  White  Litho  Grs.  Grade  3   ....  H2 

Gold  Medal  All  Prp.  Lith  Grease  Grd  1  H2 

Gold  Medal  All  Prp.  Lith  Grease  Grd  2  H2 

Gold  Medal  All  Prp.  Lith  Grease  Grd  3  H2 

Gold  Medal  Compressor  Oil  2932  H2 

Gold  Medal  OCT  500  Compressor  Oil  H2 

Gold  Medal  SR-1  Gear  Oil H2 

Gold  Medal  Wheel  Bearing  Grease  S  H2 

Gold  Medal  100    HI 

Polopure  Egg  Spray  Oil   HI 

Polopure  18  USP  HI 

Polopure  18T  HI 

Polopure  20  USP HI 

Polopure  20T  H2 

Polopure  24  USP  HI 

Polopure  35  USP  HI 

Polopure  35T  HI 

Polopure  50  USP HI 

Polopure  SOT  HI 

Polopure  6T  HI 

Polopure  7  USP HI 

Polopure  7T  HI 

Polopure  9  USP HI 

Polopure  9T  HI 

Poly  FM  Grease    H2 

Lubrication  Engineers,  Inc. 

Nutrigent   Al 

1 107  Automatic  Trans.  Fluid  Dexron  II 

E   H2 

1107  Dexron  II  D  H2 

1232  Almatek  G.P.  Lubricant H2 

1250  Almasol  High  Temperature  Lubri- 
cant     H2 

1275  Almaplex    H2 

2059  Monolex  H2 

2700  Almasol  Oven  Chain  Lubricant  ..  H2 

2701  HI  Oven  Chain  Lube HI 

300  Monolec  Industrial  Lubricant    H2 

3751  Almagard  Vari-Purpose  Lubricant  H2 

3752  Almagard  Vari-Purpose  Lubricant  H2 
401  Almasol  Pure  Mineral  Gear  Lubri- 
cant    H2 

4010  (HI)  Quinplex  White  Oil  HI 

4023  (HI)  Quinplex  Food  Machinery 
Lube    HI 

4024  (HI)  Quinplex  Food  Machinery 
Lube    HI 

4025  (HI)  Quinplex  F.M.  Lube  (Aer- 
osol)      HI 

4025  (HI)  Quinplex  Food  Mach.Lube 

(Bulk)   HI 

4030  (HI)  Quinplex  White  Oil  HI 

4045  Quinplex  Low  Temp.  Food  Grade 
Oil  HI 

4046  Quinplex  Low  Temp.  Food  Grade 
Oil  HI 

4090  (HI)  Quinplex  White  Gear  Lubri- 
cant    HI 

4140  (HI)  Quinplex  White  Gear  Lubri- 
cant    HI 

450  Lt  Chain  &  Cable  Lubricant    H2 

450  Med.  Chain  &  Cable  Lubricant  ....  H2 
4701  Monolec  Industrial  Lubricant   ....  H2 
5250  Almagear  EP  Gear  Lubricant   ....  H2 
600  Almasol  Trans-Worm  Gear  Lubri- 
cant    H2 

605  Almasol  Gear  Lubricant    H2 

606  (Almasol)  (SAE  80) H2 

607  (Almasol)  (SAE  90)  H2 

608  (Almasol)  (SAE  140)  H2 

609  (Almasol)  (SAE  250) H2 

6105  Monolec  Hydraulic  Oil    H2 

6110  Monolec  Hydraulic  Oil    H2 

6115  Monolec  Hydraulic  Oil    H2 

6120  Monolec  Hydraulic  Oil    H2 

6130  Monolec  Hydraulic  Oil    H2 

6202  Monolec  Air  Compressor  Oil    ....  H2 

6203  (SAE  30)  Monolec  Air  Compres- 

ser  Oil  H2 

6204  Monolec  Air  Compressor  Oil    ....  H2 


6205  Monolec  Air  Compressor  Oil    ....  H2 

6222  Monolec  Air  Compressor  Oil    ....  H2 

6244  Monolec  Air  Compressor  Oil    ....  H2 

6301  Monolec  Air  Tool  Lubricant  H2 

6303  Monolec  Air  Tool  Lubricant  H2 

6305  Monolec  Air  Tool  Lubricant  H2 

6315  Monolec  Way  Lubricant   H2 

6401  Monolec  Turbine  Oil  H2 

6402  Monolec  Turbine  Oil  H2 

6403  Monolec  Turbine  Oil  H2 

6404  Monolec  Turbine  Oil  H2 

6405  Monolec  Turbine  Oil  H2 

6406  Monolec  Turbine  Oil  H2 

6407  Monolec  Turbine  Oil  H2 

6413  HI  Turbine  Oil HI 

6520  Monolec  Hydraulic  Oil    H2 

6721  Monolec  Refrigeration  Oil H2 

6722  Monolec  Refrigeration  Oil H2 

6723  Monolec  Refrigeration  Oil H2 

6750  Monolec  Machine  Oil    H2 

703  Monolec  Gear  Lubricant   H2 

704  Monolec  Gear  Lubricant  H2 

7500  Monolec  Power  Ruid    H2 

8030  Monolec  Synthetic  Engine  Oil 

SAE  30  H2 

8410  Monolec  GFS  10W    H2 

8420  Monolec  GFS  20W   H2 

8430  Monolec  GFS  30   H2 

8440  Monolec  GFS  40   H2 

8450  Monolec  GFS  50   H2 

9000  Pyroshield  Syn-Gear  Lubricant  ..  H2 

9032  Monolec  Synthetic  A/C  Oil  H2 

9068  Monolec  Synthetic  A/C  Oil  H2 

9100  Monolec  Synthetic  A/C  Oil  H2 

9102  Syntemp  Synthetic  Lubricant    ....  H2 

9150  Monolec  Synthetic  A/C  Oil  H2 

9220  Monolec  Synthetic  Industrial  Lube  H2 
9320  Monolec  Synthetic  Industrial  Lube  H2 

9455  F.R.  Hydraulic  Fluid   H2 

9460  Monolec  Synthetic  Industrial  Lube  H2 

9901  Black  Syntemp  H2 

9910  Monolec  Synthetic  Industrial  Lube  H2 

9920  Synolec  Gear  Lubricant  H2 

9963  Monolec  Syntemp  Lubricant  H2 

Lubrication  Systems,  Inc. 

K-M  900  Industrial  Lubricant H2 

Lubrication  Technology,  Inc. 

Christo-Lube  MCG  #405    HI 

Lubrikeen  Industrial  Products,  Inc. 

NG  21  Silicone  Lubricant  HI 

NG-14  Kleen-Keen   A4 

LubriChem,  Inc. 

Aquacide  100 Fl 

AC-561     A3 

AC-570    CI 

AC-571    A4 

AS-125  D2 

Central  Fogging  Spray    Fl 

Cleaner  Add  3C Al 

Cleaner  Chlor  Liquid    Al 

Cleaner  Chlor  Plus    Al 

Cleaner  Chlor  Plus  Three  Al 

Cleaner  Chlor  Plus  Two  Al 

Cleaner  Chlor  Plus  100  Al 

Cleaner  FA  22  A  Al 

Cleaner  Jelling  Agent   Al 

Cleaner  Liquid  Chlor  Plus    Al 

Cleaner  Rust  Stripper  45  M   A2 

Cleaner  Solvent  K1JC2 

Cleaner  Strip  Add   Al 

Cleaner  212  A  Al 

Cleaner  223  C  A2 

Cleaner  225  C  A2 
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Cleaner  302  C  A2 

Cleaner  304  C  A2 

Cleaner  316  AS  Al 

Cleaner  317  AS  Al 

Cleaner  401  A  Al 

Cleaner 402A Al 

Cleaner403A  Al 

Cleaner  404  A  Al 

Cleaner  406  A   A4 

Cleaner  412  C  A2 

Cleaner  416  C  Al 

Cleaner  417  C  Al 

Cleaner418C  A4 

Cleaner  419  C  Al 

Cleaner  425  C  Al 

Cleaner  431  C  Al 

Cleaner  500  Al 

Cleaner  503-A  Al 

Concrete  Cleaner  #1    A4 

Concrete  Cleaner  #2   CI 

CP-35  Al 

Detergent  3B  Al 

Fogging  Spray  Concentrate Fl 

FA-100  Al 

FPS-10  D2 

Germicidal  Hand  Wash  E2 

HPG  80W/90  H2 

HPG  85W/140  H2 

HTG-2L  H2 

Iodo-175  Concentrated  Iodine    D2.E3 

Lectro-Solvent  K2 

LiqiriKlor  159   Al 

LiquiKlor265   Al 

LoobJ   H2 

LubriCide  10  D2.Q3 

LubriKleen  108  Al 

LubriKleen  109-L  Al 

LuPrep  AC A3 

LC-0  AA  Food  Grade  Grease HI 

LC-10W  AA  Food  Grade  Oil  HI 

LC-140W  AA  Food  Grade  Gear  Oil   ..  HI 

LC-2  AA  Food  Grade  Grease HI 

LC-20W  AA  Food  Grade  Oil  HI 

LC-30W  AA  Food  Grade  Oil  HI 

LC-40W  AA  Food  Grade  Oil  HI 

LC-90W  AA  Food  Grade  Gear  Oil   ....  HI 

LFG-2L   HI 

LHO-10   H2 

LHO-20   H2 

LHO-30   H2 

LIS-25   D2 

LIS-25C  D2 

LIS-25R  D2 

LQS-200    D2 

MPL-20W/40  H2 

Paint  Lok  Metal  Conditioner  1  CI 

Paint  Lok  Metal  Conditioner  2  A3 

Paint  Lok  Metal  Conditioner  3  A3 

PCS-100  Chlorinating  Sanitizer  D2 

PGO  80.90  H2 

PGO  90.140  H2 

PI-130    A2 

PI-155    Al 

Quaternary  Ammonium  Germicide 

Concentrtd Dl 

Residual  Insecticide  Spray   F2 

Rust  Stripper  C   A2 

RS  500  A2 

RS-302  A2 

RS^50  A2 

Space  Spray  Concentrate    Fl 

Stripper  203  GH   A2 

Stripper  204  DS  Al 

Stripper  208  NA    A2 

SFG-46  CO  HI 

SFG-5    HI 

SFG-6    HI 

SFG-68  CO  HI 

SFG-68  H    HI 

SFG-80  G    HI 

SSGO  80W/140  H2 

SW-210   Al 


1010  G7 

1011  G7 

1012  G7 

1013  G7 

1030  G7 

1031  G7 

1032  G7 

1033  G7 

1100  G7 

1101  G7 

1102  G7 

1103  G7 

1320  G7 

1321  G7 

1322  G7 

1400  G7 

1401  G7 

1402  G7 

1403  G7 

2000-F  G6 

2001-F  G6 

2002-F  G6 

2050-F  G6 

2051-F  G6 

2052-F  G6 

2060-F  G6 

2070-F  G6 

2071-F  G6 

2100-F  G6 

2110-F  G6 

2112-F  G6 

2130-F  G6 

2131-F  G6 

2132-F  G6 

2180-F  G6 

2181-F  G6 

2182-F  G6 

2201-F  G6 

2220-F  G6 

2310-F  G6 

2320-F  G6 

2330-F  G6 

2340-F  G6 

2350-F  G6 

LubriMatic  Division/ 
Witco  Corporation 

Food  Machinery  Grease   HI 

Heavy  Duty  Silicone  Lubricant    H2 

LM  FG  100  HI 

LM  FG  150  HI 

LM  FG  220  HI 

LM  FG  320  HI 

LM  FG  460  HI 

LMFG68  HI 

Ludale,  Inc. 

Atomic  Liquid  Steam  Cleaner   A2 

Big  "G"    A4 

Lundmark  Wax  Company 

All  Surface  Cleaner Al 

Butyl  Free   Al 

H  D  B    A4.A8 

Lundmark's  Sanitizer D2 

M.R.C Al 

Muscle  Man A4 

Luseaux  Laboratories,  Inc. 

C-16  C2 

Compare CI 

Delite  Al 

Floor  Clean   CI 

Floor  Clean  No.  2  A4 

Grease-B-Gone    Al 

Heavy  Duty  Multiple  Purpose  Detergent  Al 

Kafe  Suds    Al 


L.C.P A7 

Lime  Remover CI 

Lime-Solv    CI 

Sur-Nuf   Al 

SQ-550  Dl 

Zap  Bl 

Luther  Chemical  Company,  Inc. 

Big  "E"    Al 

Dis-O-Pine  CI 

Pure  Power    A8 

Purple  Power  Cleaner  and  Degreaser  A8,C2 
Purple  Power  Plus  A8 

LuBest/ 

Division  of  Momar  Incorporated 

A-5645  I-Go    HI 

Apollo    H2 

Beltite    H2 

Columbia  H2 

Emerald   H2 

Garnet  11  H2 

Garnet  55  H2 

Gemini  22   H2 

Gemini  66   H2 

Hi-Tack   H2 

Ivory  G.O.  80W-140  HI 

Ivory  G.O.  80W-90  HI 

Ivory  Minus  90   HI 

Ivory  2222  HI 

Ivory  3333  HI 

Ivory-Sol    HI 

Jade   H2 

Mercury  H2 

Moly  DSD  H2 

Opal  H2 

Outa-Sight   HI 

Redstone    H2 

Titan  2250  H2 

Titan  666  H2 

Titan  888  H2 

Topaz  H2 

T2250A    H2 

Vanguard  H2 

Lyexx,  Inc. 

#777  Penetrix  Al 

Lyn  Distributing 

APC-10    CI 

Bac-Break    E3 

Blast  Dairy  Cleaner  Sanitizer  D2 

Class    A3 

Control  D2 

Defense  Residual  Insecticide  w/Diazinon  F2 

DQ-10    D2 

E-2  Hand  Soap  Sanitizer El 

Foam  Bright  Cleaner A4.C1 

Power  Clean  2001  A2 

Power  Foam A4 

Super-Solv  Concentrate Al 

TD-3 Al 

TD-5  Triple  Power  Cleaner   Al 

Lynch  Chemical  Company 

Big"G"    Al 

Lynde  Company,  The 

Microcide Fl 

Lynmar  Industries  Inc. 

Grease  Cutter A4 

Resolve    A4 
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Lynn  Dairy  Inc. 

Chelated  Caustic  #90    A2 

Lyondell  Petrochemical  Company 

Arcoprime  Oil  150    HI 

Arcoprime  Oil  65    HI 

Autokut  Oil  250    H2 

ARCO  Gear  Oil  SAE  140    H2 

ARCOfleet  HD  Motor  Oil  SAE  10W  H2 

ARCOfleet  HD  Motor  Oil  SAE  20-20W  H2 

ARCOneet  HD  Motor  Oil  SAE  30    ....  H2 

ARCOfleet  HD  Motor  Oil  SAE  40    ....  H2 

Diamond  13  H2 

Diamond  20  H2 

Diamond  7  H2 

Duopac  70  HI 

Duopac90  HI 

Duoprime  200   HI 

Duoprime  300  HI 

Duoprime  350   HI 

Duoprime  400   HI 

Duoprime  55   HI 

Duoprime  70   HI 

Duoprime  90   HI 

Duro  AW  32  H2 

Duro  AW  46  H2 

Duro  AW  68   H2 

Duro  10   H2 

Duro  100  H2 

Duro  117   H2 

Duro  22   H2 

Duro  220  H2 

Duro  32  H2 

Duro  46   H2 

Duro  68   H2 

EP  Moly  D  Grease   H2 

Gascon  100   H2 

Gascon  150   H2 

Gascon  20   H2 

Gascon  220   H2 

Gascon  32   H2 

Gascon  46   H2 

Gascon  58   H2 

HD  Gear  Oil  SAE  80W-90 H2 

HD  Gear  Oil  SAE  90   H2 

HD  Gear  Oil  85W- 140  H2 

Ice  Machine  Oil  68  H2 

Ideal  FG  HT-2  Grease    HI 

Ideal  FG  Oil  100  HI 

Ideal  FG  Oil  32  HI 

Ideal  FG  Oil  46  HI 

Ideal  FG  Oil  460  HI 

Ideal  FG  Oil  68  HI 

Ideal  FG  1  Grease  HI 

Ideal  FG  2  Grease  HI 

Ideal  FG  220  HI 

Ideal  32   H2 

Litholine  Complex  EP  #1  Grease  H2 

Litholine  Complex  EP  2  Grease  H2 

Litholine  H  EP  1  Grease H2 

Litholine  H  EP  2  Grease H2 

Mineral  Gear  Oil  SAE  140  H2 

Mineral  Gear  Oil  SAE  250  H2 

Mineral  Gear  Oil  SAE  90  H2 

Modoc  125 H2 

No-Drip  150    H2 

No-Drip  320    H2 

No-Drip  68    H2 

Pennant  NL  150    H2 

Pennant  NL  220    H2 

Pennant  NL  320    H2 

Pennant  NL  460    H2 

Pennant  NL  6200    H2 

Pennant  NL  68    H2 

Pennant  NL  680    H2 

Polar  32  H2 

Polar  58  H2 

Rubilene  Oil  100  H2 

Rubilene  Oil  150  H2 

Rubilene  Oil  220  H2 


Rubilene  Oil  32  H2 

Rubilene  68  H2 

Rust-O-Lene  10  H2 

Truslide  150 H2 

Truslide  68 H2 

Lyons  Laboratories,  Inc. 

All  Purpose  Glass  &  Utility  Cleaner  ..  CI 

Stainless  Steel  Cleaner  &  Polish    A7 

Vandalism  Remover  CI 

Lystads  Janitorial  Products 

Active  135  Al 

Break-Away  A8 

Heavy  Duty  Al 

Ly-Dyne  D2 

Sanitize  II    D2 

Solvit  Bl 

Tile  'n  Shower  Foam  Cleaner  C2 

Lystads,  Incorporated 

Cement  Cleaner  A4 

Concentrate   Al 

Contax  C2 

D-Greaser A4 

D-Lime A3 

Foam  Kleen  A4A8 

Mr.  Blitz    A4 

Scum  &  Film  Remover A4 

Special  Detergent    Bl 

Stainless  Steel   A7 

Tops  Al 

M  &  H  Supply 

Meat  Cutter  Heavy  Duty 

Cleaner/Degreaser Al 

M  &  M  Distributing  Company 

Detro    A4 

M  &  M  Manufacturing  Co.,  Inc. 

M  &  M  Car  Wash  Soap  Al 

M  &  M  Products  Company 

Impact  Roach  Bail F2 

Score  Roach  Bait F2 

M  &  M  Supply  Co. 

Extra  Heavy  Duty  Hammer    CI 

Santi-Wash  Hand  Soap  E2 

M  &  N  Chemicals  Inc. 

Foam-Away  Al 

Purge   A4 

Surge  Powdered  Drain  Opener  Fast 

Acting  LI 

Suspend   Al 

M  &  P  Distributors  Inc. 

Lemon  Fresh  500    A4 

Liquid  Bacteria   CI 

MP-1000    A4 

M  &  S  Chemicals,  Inc. 

All  Purpose  Detergent  Al 

Chem-Clean  Spray  Clean  568    A4 

Chlorinated  Non-Foaming  Egg  Wash  Ql 

Citrus  Remove  All    CI 

Clip  Cleaner CI 


Concentrate  Cleaner   CI 

Deep  Clean  Cleaner    A4 

Descaler  &  Delimer    C2 

Discrete  Safe  Sure  Cleaner  A3 

Germ-X    CI 

Iodo-175  Concentrated  Iodine    D2 

Lemo-Clean-Dis    A4 

P-100   CI 

Pine  Cleaner    CI 

Pine-Plus  Cleaner   CI 

Purple  Max    Al 

S  &  A  Metal  Clean  Al 

Spray  Clean  A4 

Spray  Clean  568-Low  Suds    A4 

Steri-Phene  II El 

Uppercut    Al 

M  &  W  Enterprises,  Inc. 

GCS-S3X  L2 

\1  A  Chemical  Laboratories, 
Incorporated 

Degrease-R    Al 

Degrease-R  Sanitizer  Dl 

MA-104  Al 

Re-Move    Al 

MASCO/ 

Division  of  Bunn  Capitol  Company 

MASCO  Break  Thru  Al 

MASCO  Freezer  &  Locker  Cleaner  ....    A5 

M  B  Enterprises 

#261  Extra  Strength  Non-Butyl  Cleaner  Al 

#505  Super  Safety  Solvent  K2 

Food  Plant  Degreaser  &  Cleaner  Al 

Freezer  Cleaner  #1090    A5 

Heavy  Duty  Water  Soluble  Ind  Clnr  & 

Dgrs Al 

Liquid  Hand  Soap  El 

Penetrating  Oil  #1002  H2 

Safety  Solvent  #1000    Kl 

Super  Non  Butyl   CI 

Water  Soluable  Super  Industrial 

Clnr&Dgr   A4 

M  B  L  Industries,  Inc. 

Airysol  Ant  &  Roach  Killer  F2 

Airysol  Brand  Anti-Static  Plastic  Clnr.  CI 
Airysol  Brand  Citrus  Air  Freshener  ....  CI 
Airysol  Brand  Computer  Screen  Cleaner  CI 
Airysol  Brand  Fleas-Lice-Bedbugs 

Insctcd  Fl 

Airysol  Brand  Floral  Dry  Deodorizer  CI 
Airysol  Brand  Food  Grade  Silcn  Relse 

Spr HI 

Airysol  Brand  Forest  Glen  Dry  Deodor- 
izer        CI 

Airysol  Brand  Fresco  Air  Freshener    ..    CI 

Airysol  Brand  Glass  Cleaner   CI 

Airysol  Brand  Ind  Strength  Insect  Killer  Fl 
Airysol  Brand  Ind.  Stmgh  Spc&Cntct 

Spry  Fl 

Airysol  Brand  Insect  Killer Fl 

Airysol  Brand  Lemon  Peel  Dry  Deo- 
dorizer      CI 

Airysol  Brand  Malodor  Neutralizer  ....  CI 
Airysol  Brand  Malodor  Neutralizing 

Foggr CI 

Airysol  Brand  Mint  Air  Freshener  CI 

Airysol  Brand  Moly  Grease  H2 

Airysol  Brand  Mountain  Air  Dry 

Deodrzr.    CI 

Airysol  Brand  Oven  &  Grill  Cleaner  ..    A8 
Airysol  Brand  Penetrating  Nut&Bolt 
Lsnr H2 
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Airysol  Brand  Prof.  Stmth  Insect  Killer   Fl 
Airysol  Brand  Rsdul  Powder  Insect  Kil- 
ler     F2 

Airysol  Brand  Safety  Solvent  Cleaner  K2 

Airysol  Brand  Silicone  Lubricant  H2 

Airysol  Brand  Snappy  Apple  Dry 

Deodrzr.    CI 

Airysol  Brand  Spice  Air  Freshener  ....  CI 
Airysol  Brand  Springtime  Air  Freshener  CI 
Airysol  Brand  Stainless  Steel  Main- 

tainer  A7 

Airysol  Brand  Stainless  Stl  Clnr  &  Pish  A7 
Airysol  Brand  Surface  Disnf.  &  Air 

Deo CI 

Airysol  Brand  Talc  Dry  Deodorizer  ....  CI 
Airysol  Brand  Total  Relse  Inset  Fo- 

grSpry  Fl 

Airysol  Brand  Utility  Cleaner CI 

Airysol  Brand  Warm  Morning  Air 

Freshener CI 

Airysol  Brand  White  Lithium  Grease  H2 

Airysol  Brand  Window  Cleaner  CI 

Multi-Purpose  Disinfectant  Cleaner  ....  CI 

M  B  M  and  Supply  Company 

All-Clean  A4 

Aquasolve    A4 

Liquid  Hand  Soap  El 

Tuff-Strip  A4 

M  C  Chemicals,  Inc. 

Alkaleen  Al 

Chem-Chlor  M-l  Al 

Chem-Soak  HD  A2 

Chem-Steam  40-CL Al 

Chem-Steam  42-NL    Al 

Chemchlor  CIP-HDL    Al 

Chemchlor  CP-40   Al 

Chemchlor  CP-80   A2 

Chemchlor  M-4  Al 

ChemfoamPP  Al 

Chemlube  HW-1   H2 

Chemlube  SW-1    HI 

Chemsoak  CP-100  A2 

Chemspray  SP-35   Al 

Chemsteam  CL-10 Al 

Chemsteam  CP-25  A2 

Chemsteam  CP-25HD  A2 

Chemsteam  SP-35  Al 

Chemsteam  43-NP Al 

Chemwash  HDL   A2 

Dissolve-0  A3 

Laundry  Compound Bl 

Oven/Grill  Cleaner   A8 

Powdered  Bleach  Bl 

Power  Foam Al 

Power  Foam  LSY   Al 

Power  Plus  Al 

Premium  Laundry  Detergent Bl 

Smokehouse  Cleaner  Al 

M  D  M  Chemicals,  Inc. 

MDM  M-Sil  F10  LI 

M  F  A  Oil  Company 

Food  Machinery  Grease   HI 

Penn  Guard   H2 

Rat  and  Mouse  Killer  F3 

Sho-Me    H2 

MFSCO 

Safety  Solvent  K2 


M  I  T  Products 

SP-3  Deep  Fat  Fryer  Cleaner  A2 

SP-55  A8 

M  J  S  Enterprises,  Inc. 

All-Purpose  Neutral  Cleaner  Al 

Glass  &  Mirror  Cleaner    CI 

Hand  Soap  El 

Liquid  Live  Micro-Organisms    L2 

Liquid  Micro-Orgnsms  w/Instant  Odr 

Cntrl    L2 

M-C  Detergent  Dishwashing  Liquid    ..    Al 

MJS  Choke  &  Carburetor  Cleaner  PI 

MJS  Dry  Moly    H2 

MJS  Engine  Degreaser  Kl 

MJS  Fly  And  Mosquito  Spray   Fl 

MJS  Four  Way  Lubricant  H2 

MJS  Germicidal  Cleaner CI 

MJS  Hi-Purity  Cleaning  Agent    K2 

MJS  Open  Gear  Lubricant   H2 

MJS  Orange  Air  Freshener  CI 

MJS  Paint  &  Gasket  Remover  C3 

MJS  Vandal  Mark  Remover  CI 

M  M  Industries,  Inc. 

No.  350  HiFo-Cling  Cleaner    Al 

No.  350Tri-Chem  Cleaner  Al 

MOC  Products  Co.,  Inc. 

Alcohol  Base  Glass  Cleaner  CI 

Artie  Clean    A5 

Belt  Dressing  PI 

Chain  &  Cable  Lubricant   H2 

Citrusolve    CI 

Complex  Green  A4.C1 

Dry  Apple  Spice   CI 

Dry  Moly  Lube  H2 

Food  Grade  Silicone  HI 

Formula  11000    A4A8 

Formula  3000    A4A8 

Formula  7000    A4 

Formula  9000    A4 

Grease  Off  A8 

Liquid  Alive  Bacteria   L2 

Oven  Cleaner A8 

Pink  Car  Shampoo    A4 

Porcelain  Tub  &  Tile  Cleaner    C2 

Red  Spray  Grease   H2 

Rocky  Mountain  Air  CI 

Stainless  Steel  Cleaner  &  Metal  Polish    A7 

MSI 

HS  III  Hydro  Shield  Silicone  Compound  HI 

MPffl    HI 

Pro  Lube  1000  Solvent  Proof  Grease  ..    H2 
WD-80  H2 

\1.  D.  Industries,  Inc. 

Detergent  1.2.2  Regular  Suds  Al 

M-CO  Inc. 

Liqua  Scrub  Liquid  Soap  General  Pur- 
pose    El 

Liqua  Scrub  Liquid  Soap  Heavy  Duty  ..  El 
True  Grit   C2 

M-Oil-Free  Company 

M  Oil  Free  GS-A-67  Al 

M  Oil  Free  Ultra  Al 

M  Oil  Free  Ultra  "70" Al 

M  Super  Oil  Free    Al 

M  1000  Oil  Free  Al 

M  300  Oil  Free  Al 


M/A  Associates,  Inc. 

#653ES  Hi  Power   A4 

#690ES  Dyna  Kleen   A4 

Acid  Detergent    A3 

All  Purpose  Cleaner   CI 

Bayberry  Air  Freshener CI 

Brake  &  Parts  Cleaner   Kl 

Citra-Clean E4 

Concentrate  #4 Al 

Dry  Moly  Lubricant    H2 

Foam-Up    A4 

Gear  Lubricant H2 

Glass  Cleaner CI 

Gum  Remover  CI 

GLD  Germicidal  Liquid  Detergent A4 

GS  #77  General  Cleaner  Al 

Klean  'N  Clear CI 

M/A  Hand  Cleaner   E4 

M/A  Penetrating  Lube  &  Moist.  Dis- 

placer H2 

Mapp  Cleaner  and  Degreaser  Al 

Non  Butyl  Cleaner  Concentrate  #3    ....    Al 

Oven  &  Grill  Cleaner  A8 

Penetrating  Lubricant    H2 

Pine  Air  Freshener    CI 

Qat  1000  Disinfectant  Deodorizer  Sntzr.  D2 

Safety  Solvent  K2 

Stainless  Steel  And  Polish    A7 

Vandalism  Mark  Remover   CI 

Wonder  Utility  Cleaner CI 

Zap  #1   A4 

Zap  #2  A4.A8 

Zap  #6   A4 

20%  Liquid  Hand  Soap  El 

40%  Liquid  Hand  Soap  El 

Maag  Agrochemicals  Inc. 

Nytek  WD  PI 

Nytek  10    PI 

Nytek  250WP    PI 

Nytek  645  Penetrant  Sealer    PI 

Torus  2E    F2 

Mac  Materials  &  Chemicals 

Big  Boy  E4 

Blue  Dazzle  CI 

Mac's  Blue  Dazzle    CI 

Marks-Off   CI 

Soft  Hands  E4 

System  II  C2 

Machemco,  Inc. 

Adjunct  100  G6 

Adjunct  101  G6 

Adjunct  200  G6 

Alka-Skav    G6 

Aristocrat  CI 

ASC  Al 

Bac  L2 

Best-I  A2 

Big  Brute  A4 

Big  4   Al 

Blue  Klean  A4 

Bottle  Wash  A2 

Bratt  A4 

Brute    A4 

Chem-Clean  Milk  Stone  Remover  A3 

Chemtreet  IMK  G7 

Chemtreet  4MK  G7 

Chloro-Clean  H.F A4 

Chloro-Suds  Al 

Clean  Up  1-1  a2 

Conquer  Al 

Conquer  +  Pine  CI 

Descale  S  A3 

Descale  118  A3 
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Dishwash-No  Foam  Al 

Egg-Vat-Sol  A3 

Rush  Kleen  LI 

Foamore  II  Al 

Foamy    A4 

Fresh-N-Clean  A4.B1 

G.P.C.-CL   A2 

G.P.C.-H    Al 

Great-I   A4 

Grill-O-Brite    A8 

GPC-m    Al 

GPC-1    Al 

Heavy  Duty  Detergent  Degreaser A4 

Jet  Spray    Al 

Kleen-AIl  CI 

L.F.  Spray  Wash  Al 

Lemon  Cleaner   CI 

Lemon  Fresh  60    CI 

Lemon  Grove  10  CI 

M  1055    G6 

M-1050    G6 

M-1053    G7 

Macfactant  BX    A4 

Macfactant  C.P.C A3 

Macfactant  D.C Al 

Macfactant  FLC Al 

Macfactant  FPC  A3 

Macfactant  S.F Al 

Macfactant  S.P.W A4 

Macfactant  S.S.C A4 

Macfactant  W.W Al 

Macfactant  21    A2 

Mighty  Mac  Al 

OLDS  G7 

Phos  Clean  LCTT  Al 

Phostreet  I000L G6 

Phostreet  807  G6 

Pine  Oil  Cleaner   CI 

Poly-Treet  0300  G6 

Poly-Treet  0520  G6 

Poly-Treet  0700  G6 

Poly-Treet  1 1 1 1  G6 

Poly-Treet  1113  G6 

Poly-Treet  1114 G6 

Poly-Treet  1115  G6 

Poly-Treet  2001  G6 

Poly-Treet  2005  G6 

Poly-Treet  2007  G6 

Poly-Treet  2010  G6 

Poly-Treet  3000  G6 

Poly-Treet  3010  G7 

Poly-Treet  3011  G7 

Poly-Treet  3012  G7 

Poly-Treet  3013  G7 

Poly-Treet  3014  G7 

Poly-Treet  3050  G7 

Poly-Treet  4000  G7 

Poly-Treet  500  G6 

Poly-Treet  5000  G6 

Poly-Treet  51 10  G7 

Poly-Treet  5225  G6 

Poly-Treet  5301  G6 

Poly-Treet  5302  G6 

Poly-Treet  5305  G6 

Poly-Treet  5310  G6 

Poly-Treet  5325  G6 

Poly-Treet  5501  G7 

Poly-Treet  5555  G7 

Poly-Treet  5774  G7 

Polytreet  1001   G7 

Polytreet  180  G7 

Polytreet  800  G7 

Polytreet  900  G7 

Pressur-Clean  Al 

Quip  Clean A2 

Quip  Clean  II A2 

Rapiclean  A4 

Skav-Ox  G6 

So-Clean    Al 

Sol  Mul    A4 

Sol-va-Sol    Al 

Solva-Suds  Al 


Spank-N-Clean    A4.A8 

Sparkle  Brite   Al 

Sparkle  Clean  303  Al 

Sparkle  Clean  404  Al 

Sparkle  Clean  606  A2 

Sparkle  Clean  707  Al 

Sparkle  Clean  909  A2 

Spin-Off A2 

Steam  Cleaner  Al 

Steamzit  Off    A4 

Suds  It  Off Al 

Super  Clean  1001    A4 

Tangerine-Kleen    CI 

Tough  ffl  Al 

Tough  IV  A2 

Tough  DC  A2 

Tough  V A2 

Tough  VI  A2 

Tough  VH   A2 

Tough  VIH Al 

Tough-I    Al 

Tough-X Al 

True  Grit  A6 

TT  Concentrate  Al 

V-Alive    L2 

Vat-Sol  A3 

Vel-Vo-Lan  NP  El 

Vita-Zyme   L2 

Mackay  Industries,  Inc. 

Multex   A4 

Macklanburg-Duncan  Company 

Clear  Silicone  Rubber  Sealant   PI 

Mackwin  Company,  The 

Ratorex  F3 

Ro-Dent  F3 

MacCulloch  Chemical  Ltd. 

Romac  Rohib-C  G7 

Made-Rite  Janitor  Supply  Co. 

Made-Rite  Heavy  Duty  Cleaner  &  De- 
greaser      A4 

Madison  Bionics 

pHydrate    G6 

Aerace   CI 

Aerogen  CI 

Aloe  Pure  E4 

Attract    CI 

Banish    F2 

Biogen   CI 

Biogen  Aerosol   CI 

Bowl-Bar  C2 

Chem-Ox  A3 

Chem-Rod   LI 

Chem-Steam    Al 

Chemplex  A4 

Chemplex  JJ  A4 

Chemtrust  (Aerosol)   Kl 

Chemtrust  (Bulk)  K2 

Chemtrust  Alternative  Aerosol   K2 

Chemtrust  Dielectric  Spray  Solvent  ....  Kl 

ChemBuds  A6 

Chlori-Foam    Al 

Cinn-A-Mene  CI 

Clophane   CI 

Command    H2 

Davenex  A8 

De-Min A3 

Deozoid   CI 

Deozone  CI 

Die-Sect  Spray  Powder  F2 


Dispatch  D  Fl 

DiFlex    HI 

Dri-Spec  H2 

Duet  (Bulk)  A4 

Duet  Hospital  Disinfectant  Deodorant      C2 

Dymelite    A3 

Dymelite    A3 

DynaFoam  A4.C1 

End  Sect Fl 

End-Sect  (Aerosol)   Fl 

End-Sect  Fly  &  Roach  Spray  Fl 

End-Sect  Insect  Killer  F2 

Endsect  JJ Fl 

Envirogen CI 

Ethex  (Aerosol)  Kl 

Ethex  (Bulk)    K2 

Ethex  Alternative  Aerosol  K2 

Ex-Purge    LI 

Fire  Force    F2 

Foam  Force  A4 

Force  Field F2 

Free  Turn  H2 

Free-Flow LI 

Freez-Thaw   CI 

Garbate CI 

Goes  H2 

Grand  Slam   El 

GreaseMaster  E4 

Hefty    A4JJ2 

Hydro-Brite   A1.P1 

Hydro-Tel    G6 

Hytox  (Aerosol) Fl 

Kroke  H  Fl 

Lectric-Like  (Aerosol) H2 

Lectric-Like  (Bulk)  H2 

Lectric-Like  Alternative  Aerosol    H2 

Liqua-Therm    CI 

Liquifact CI 

Mechandy  II    E4 

Microgen  "I"   L2 

Microgen  21    CI 

Microgen  568    L2 

Microgest-7   L2 

Mycolan  Kl 

Nexamin  Fl 

Nitrosol    A4 

NitroFoam   CI 

Perform  (Aerosol)  H2 

Perform  (Bulk)    H2 

Perform  Alternative  Aerosol  H2 

Preen    CI 

Procid A3 

Quatrol  D2.Q3 

Radene  C2 

Removes  All    C3 

Sanacide  Cleaner  Concentrate    CI 

Sanacide  2000  C2 

Sanagen   E4 

Score   PI 

See  Glass  Cleaner  CI 

Sentry  Mint  CI 

Sila-Force HI 

Silifax    H2 

Silifax  (Aerosol)   HI 

Silifax  (Bulk)  HI 

Soothe   El 

Spraid  Envmmntl  Sur  Disnf  Deo  Air 

Sntzr  CI 

Stain  Stamper   B1.C1 

Steel-One  A7 

Strike  Force  F2 

Strike  Force  F2 

Sunburst  Deozone  CI 

Super  Chemtrust  90 Kl 

Super  Nitrosol  50    Al 

Super  Permacide  D   F2 

Super  Permacide  JJ  (Aerosol)  F2 

Super  Sanacide    C2 

SFS  Triangle   C2 

Take  It  Off CI 

Take  It  Off  (Aerosol)   CI 

Thermatic  LI 
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Thick  N  Clean  A8 

Tower  Trol  G7 

Towerful    G7 

Tri-Foam  90 Al 

Tropical  Fruit  Deozone  CI 

Up-Tite PI 

Madison  Chemical  Co.,  Inc. 

Acid  Clean  A  A3 

Acid  N  A3 

Acid  No.  3  A3 

Acid  No.  3  + A3 

Acid  No.  3  A A3 

Acidfoam  A3 

Additive  Al 

Aero-Foam  A2 

Aerofoam  CL Al 

Aerofoam  D  Al 

Aerofoam  G  Al 

Aerofoam  Special   Al 

Alkaline  Deruster    A2 

Antifoam  B   Al 

Aquaclean    Al 

Aquaclean  Plus    Al 

AWD  Bl 

Beads   Al 

Brite  Clean CI 

BL-25 Bl 

C.I.P A3 

CLP.  181  A1.Q1 

Can  Wash  T-142  Al 

Chlor-Clean  D2.Q4 

Chlorinated  CLP  Cleaner  A2 

Chlorinated  CLP  Special   A2 

Chlorinated  Egg  Cleaner Ql 

Chloro-Det  Al 

Chloro-Floor   Al 

Compound  A-97   Al 

Compound  AD-8  A2 

Compound  AF-A  Al 

Compound  AF-B  Al 

Compound  AF-C  Al 

Compound  AF-H  Al 

Compound  AS-30  Al 

Compound  AS-30K  Al 

Compound  AS-30NP    Al 

Compound  AT-4  A4 

Compound  BC-14  Al 

Compound  BC-33  C2 

Compound  CL-2   Al 

Compound  D-12A  A2 

Compound  DC-14  Al 

Compound  DC- 144  Al 

Compound  ET-Special    Al 

Compound  FC-14B  Al 

Compound  FC-2A  A4 

Compound  GP-5   A4 

Compound  HS-30  Al 

Compound  HT  50  A2 

Compound  HT-25  A2 

Compound  HT-50  Boil  Out   A2 

Compound  LDC-30    D2 

Compound  LDC-32   D2 

Compound  LDC-32   D2 

Compound  LDC-36   D2.G5 

Compound  K-260   A4JL2 

Compound  L-14    Al 

Compound  L-144    Al 

Compound  L-144-NP   Al 

Compound  LD-5   A3 

Compound  LDA    A3 

Compound  MSP-10  Al 

Compound  MSP-52  Al 

Compound  NBR-2    Al 

Compound  P-124    A3 

Compound  PS-1    Al 

Compound  PS-l-NP  Al 

Compound  PS-2    A3 

Compound  PS-2LF  A3 

Compound  R-98X  Al 

Compound  S-l     Bl 


Compound  S-2    A1.B1 

Compound  SS  33  NF   K2 

Compound  SS-33    K2 

Compound  TL-40   HI 

Compound  1-2-3  Al 

Compound  1-2-3-50    Al 

Compound  14-F    Al 

Compound  14-XC  Al 

Compound  14-XP  Al 

Compound  14X  Al 

Compound  175-D   Al 

Compound  175-D-NP  Al 

Compound  175-F    Al 

Compound  175-F-NP   Al 

Compound  175-FJ  Al 

Compound  175-FJ-NP    Al 

Compound  175-FK-NP  Al 

Compound  175-FW  Al 

Compound  175-FW-NP    Al 

Compound  175-X   Al 

Compound  175FK  Al 

Compound  175FWF  Al 

Compound  50-M  Al 

Compound  SOB  A4 

Compound  50G  A4 

Compound  50MC   A4 

Compound  50MF    Al 

Conveyor  Lube   H2 

Conveyor  Lube  XX  H2 

Coverall  A  CI 

Crystal  Base El 

CIP-N A3 

CLP-300X  A3 

Dairy  Cleaner  No.  14   Al 

Dairy  Cleaner  No.  14-NP  Al 

Dart  081  K2 

Dart  150 A3 

Dart  151  A3 

Dart  151  X A3 

Dart  151X-R   A3 

Dart  162  A3 

Dart  172  A3 

Dart  254  H2 

Dart  260  Al 

Dart  286 A1.Q1.Q5 

Dart  298  G7 

Dart  312  A4 

Dart  351  Al 

Dart  351  NP    Al 

Dart  351-B  Al 

Dart  351-N Al 

Dart  354  Al 

Dart  400  BO   A2 

Dart  403  A2 

Dart  403  B.O A2 

Dart  404  Boil  Out  A2 

Dart  405  A2 

Dart  417  A4 

Dart  551-M  A3 

Dart  701  Al 

Dart  733  Al 

Dart  751  Al 

Dart  800  R  A2 

Dart  800-CL    Al 

Dart  822  Al 

Dart  824 A2 

Dart  825  A2 

Dart  835 A2 

Dart  839-H A2 

Dart  875  D2.Q4 

Decharacterized  Sodium  Nitrite   G5 

Destain  Q1.Q2 

Dry  Acid   A3 

Dry  Acid  K   A3 

Egg  Cleaner  DF Ql 

Ezy  Kleen    CI 

Fast  Clean    Al 

Fast  Clean  NP  Al 

Galvanite   A3 

General  Purpose  Heavy  Duty  A2 

General  Purpose  Heavy  Duty  NP A2 

General  Purpose  N   Al 


General  Purpose  N-Blue  Al 

General  Purpose  N-NP  Al 

General  Purpose  5  Al 

Germicidal  Hand  Soap    El 

Help  Al 

High  AC    Al 

HighAC-NP   Al 

HW  Bottle  Wash  Al 

In  Place  A   A2 

In  Place  A  (Boil  Out)  A2 

In  Place  A-NP  A2 

Industrial  Formula  Bl 

Jel  Terge    Al 

Lanosoft  C2 

Linen  Formula  Bl 

Liqui-Kab  Special  Al 

Liqui-Kab  Special  (Staley)  Al 

Liquid  AC  Al 

Liquid  Bottle  Wash  A2 

Liquid  Caustic  Soda   A2 

Liquid  GP   Al 

Liquid  Hand  Soap  El 

Liquid  Neggate   A3 

Liquid  Smokehouse  Cleaner  2  A8 

Liquid  Utility  Cleaner  2  Al 

LiquiThick  825   Al 

Madisan  16    Dl 

Madisan  2000    E3 

Madisan  2080    D2.Q3 

Madisan  32    Dl 

Madisan  90   Dl 

Madison  Concentrate A4 

Madison  Hand  Sanitizer  and  Cleaner  ....  E2 

Marvella  A4 

Marvella  M   Al 

Marvella  P  A4 

Neggate   A3 

Neutralizer  LBW  A2 

No  Scale    A3 

Oil  Dip  HI 

Phase  I  El 

Powdered  Acid    A3 

Powdered  Hand  Cleaner  C2 

Powdered  Hand  Cleaner  B  C2 

Power  Scrub  Concentrate   A4 

Premium  Egg  Cleaner  Ql 

Premium  Lube  H2 

Residual  Insecticide F2 

Rins-Aid77    Al 

San-Acid  I  D2 

Sewer  Cleaner  LI 

Shroud  Special  A131 

Smoke  House  B  A2 

Smoke  House  B  NP   A2 

Smoke  House  SS  A2 

Smoke  House  SS  NP    A2 

Smoke  House  2  A2 

Smoke  House  2  (M)  A2 

Smoke  House  2C A2 

Smoke  House  3  A2 

Smoke  House  66  A2 

Smoke  House  99X    A2 

Stainless  Cleaner  A3 

Stainless  Cleaner  No.  3 A3 

Stainless  Polish   A7 

Steam  Cleaner  SN  A2 

Steam  Cleaner  TM    Al 

Stripper    A2 

Stripper  S.A.S A8 

Stripper  07  A2 

Stnpper  20-N A2 

Super  Floor  Cleaner  #10  CI 

Super  Floor  Cleaner  #5-A CI 

Super  Floor  Cleaner  #5-HD   CI 

Super  Floor  Cleaner  #5-NP    CI 

Super  Floor  Cleaner  #6  A4 

Super  Floor  Cleaner  #91  A4 

Super  Floor  Cleaner  5  A2 

Super  Wet  X   Al 

Supreme  63   A2 

Tech  Oil  HI 

Truxostnp  W  A8 
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Triox  Supreme  Al 

Vegetable  Cleaner  Al 

Wagon  Wash  Al 

3D'S    Al 

Madison  Sales  Company 

Acid  Cleaner  A3 

Floor  Cleaner A4 

General  Purpose  Cleaner Al 

Iodine  Sanitizer  D2 

Liquid  Egg  Wash    Ql 

PIP-Clor  Egg  Wash  Ql 

Madison,  J.R.  Maintenance  Supplies 

JRM  Brite  Blue  Toilet  Bowl  Cleaner  ..  C2 
JRM  Brite  White  Cone.  Toilet  Bowl 

Clnr.    C2 

Mador  Company,  Inc.,  The 

Acid  Cleaner  280    A3 

Chlorinated  Heavy  Duty  Cleaner  290  A2 

General  Cleaner  295  Al 

Germicidal  Cleaner  C2 

Germicidal  Cleaner  &  Deodorant  C2 

Greasy   H2 

Heavy  Duty  Cleaner  28S    A2 

Lotionized  Hand  Soap El 

Toilet  Bowl  Cleaner   C2 

Vandal  Mark  Remover  CI 

Magee  Industries  DlvJ 
Midland  Chicago  Corp. 

Adios   A4 

Alcohol  Hand  Sanitizer E4 

All  Purpose  Blue  CI 

Baby  Powder  CI 

Bee-Clene    Al 

Break  Away  A4 

Building  Care  All  Purpose  Concentrate  A4 

Building  Care  Blue  Cleaner  CI 

Building  Care  BC-27  Hospital  Grd 

Det/Dsn  D2 

Building  Care  BC-64  SI  with  Lemon 

Odor   A4.C1 

Building  Care  Cold  Solvent  Degreaser  K2 

Building  Care  Deluxe  Hand  Soap    El 

Building  Care  Emulsifiable  Solv  Fir 

Clnr  A4 

Building  Care  Foaming  Degreaser      A4.A8 
Building  Care  General  Purpose  De- 
greaser      A4.A8 

Building  Care  General  Purpose  De- 
greaser    Al 

Building  Care  Heavy  Duty 

Stripper/Dgrsr  CI 

Building  Care  Liquid  Hand  Soap  E4 

Building  Care  Low  Foam  Cleaner  CI 

Building  Care  Moisture  Cure  Urth  Re- 
mover     C3 

Building  Care  Neutral  Cleaner  A4 

Building  Care  Non-Ammoniated  Wax 

Strip A4 

Building  Care  Non-Butyl  Cleaner    A4 

Building  Care  Quatron  C   CI 

Building  Care  Rinse  Aid    A4 

Building  Care  SR-1000  Seal  Remover  C3 

Building  Care  SR-2000  Seal  Remover  C3 

Building  Care  Waterthane  Remover  ....  C3 

Buster A4.A8 

BPC-50    Al 

C.W.C Al 

C-Solve    CI 

Cherry    CI 

Cold  Solvent  Degreaser    K2 

Con  Prep    PI 

Cuda  H  A4 

Deluxe  Hand  Soap    El 


EMUL-8  Parts  A  &  B  CI 

Floral   CI 

FP-1-X39  A4 

Gleam-All    CI 

Green  Apple    CI 

Hand  Soap  E4 

Hand  Soap  B.A El 

Hand  Soap  B.D El 

Hand  Soap  B.G E4 

Hand  Soap  B.I E4 

Hand  Soap  EJD El 

Hand  Soap  E.H El 

Hand  Soap  N.S.I E4 

Hand  Soap  P.A El 

Hand  Soap  S.D.N El 

Hand  Soap  S.H El 

Hand  Soap-Sanitizer   E2 

Handsoap  N.GJ E4 

Handsoap  N.S.A El 

Heavy  Duty  Solvent   PI 

Improved  MC  Green  CI 

Lemon   CI 

Life  Guard  Non-Acid  Porcelain&Bowl 

Clnr  C2 

Lo-Foam    CI 

M.C.  Concentrate    A4 

M-Solve  CI 

M-815  Seal  Strip  C3 

Mint  CI 

Mountain  Air  CI 

Mr.  Power   A4 

Multi-Purpose  Cleaner    Al 

MC-Green    CI 

Power  Pack  M-287   CI 

PHC-70    Al 

PHX  E4 

Quatron-C    CI 

Quatron-G    A4.C1 

Quatron-H   D2 

Sea  Air CI 

Seal  and  Finish  Remover   C3 

Spice    CI 

Spray  Cleaner   Al 

Super-C   CI 

Take  Over   A4.A8 

Tear  Drops  A4 

Tropical    CI 

TW-6   A4 

Magic  Chemical  Co. 

Magic  Chem's  Shur-Solv    A4.A8 

Magic  Chemical  Company 

Cherry  Bomb  Fl 

Citron  Hospital  Spray  C2 

Magic  Foam Al 

Power  Non  Butyl  Cleaner  Degreaser  ..    Al 

Ruff  &  Tender  E4 

Slick  CI 

Magna  Alloys  &  Research 

Magna  979  E4 

Magna  Technologies,  Inc. 

CAS-5    D2 

Magna  DIN-15    D2 

Magnaflux  Surface  Conditioners, 
Inc. 

Acid  Cleaner  102    A3 

Acid  Cleaner  103LF  A3 

Addit   Al 

Bottle  Brite    A2 

BW  Al 

Chloroclean   A1,Q1 

Chlorofoam    Al 


Clean  H   Al 

Cooler/Cooker  Compound    G5 

CDD    A3.Q1 

CID  D3  A3 

CIPChlorlOl  Ql 

CIP  Cleaner  103   A2 

Dee  Scale A3 

Dee  Stone    Al 

Deep  Clean   A2 

Deesoap  Al 

Foam    Al 

Foam  Free  Al 

G.P Al 

Glo  A3 

Handyterj  Al 

Jel  A 1 

Kleens-All   Al 

Liquid  DMK-1  A2 

Lube  H2 

Lube  Add HI 

LF  Acid  A3 

No-Cal  G2 

Penetrate    A1.B1 

Pride A131 

Scrub-Eze Al 

Solv  Power    Al 

Sparkle  L  A2.Q1 

Spot  Less  A2 

Spray   Al 

Steam  Power  IV    Al 

Subdue  A1.Q5 

SudzIH    Al 

Super  Emulso    A2 

2000  Al 

585  Al 

727  A4 

MagnaChem,  Inc. 

M-700    G6 

M-704    G7 

M-715    G7 

M-716    G7 

M-717    G7 

M-803    G6 

M-904    G7 

M-920    G6 

MagnaChem  M-300    G6 

MagnaChem  M-302    G6 

MagnaChem  M-401    G6 

MagnaChem  M-500    G2 

MagnaChem  M-600    G7 

MagnaChem  M-701    G7 

MagnaChem  M-706    G7 

MagnaChem  M-707    G7 

MagnaChem  M-800    G7 

MagnaChem  M-902    G6 

Magnolia  Chemical  &  Equipment 
Co. 

Anti-Seize  Compound  H2 

Grease  Gun  Red  Spray  Grease  H2 

Sanitary  Spray  Lube   HI 

Magnolia  Products  Co. 

China  Clean  Al 

Liquid  Hand  Soap  El 

Sani  Pak  Dl 

Magnum  Research  Corp. 

All  Brite  A7 

All  Purpose  Cleaner  &  Degreaser   Al 

Barrier  Cream    E4 

Big  Mac  A2 

Bug  Out  Institutional  Insect  Spray  Fl 

Citra-Clean E4 

Clear- View  Glass  &  Mirror  Cleaner    ..  CI 
Creep  Out  Roach  &  Ant  Pressurized  ....  F2 
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Dis-PIace  Moisture  Displacer  &  Lubri- 
cant    H2 

Food  Grade  Silicone  Spray HI 

Liquid  Steam  Cleaner  Al 

Mag  Lube    H2 

Mag  70  Special  A2 

Mag-44 A4 

Mag-85 CI 

Moly  Lube  H2 

MAG  357  Non-Flammable  Safety 

Solv.-Dgrsr  K2 

Neutri-Kleen    Al 

Oil  Eater    Al 

Orange  Action  CI 

Oven-Kleen  Oven  Cleaner   A8 

Rich   El 

Safe  Guard  HI 

Safety  Solvent  K2 

Scrub-A-Matic  Al 

Spectra  Kleen    Al 

Spray  Away  Wasp  &  Homet  Killer  w/ 

Sevin  F2 

Spray  Kleen  Multi-Purpose  Cleaner  ....  CI 

Super  Impact  Grease  H2 

Unibol    C2 

1 -Piece  Unitab  Screens  C2 

Magrabar  Chemical  Corporation 

Attalube  H  H2 

Attalube  S   H2 

GWPD-655   Al 

Maid-By-Us 

Asidufoam  C2 

Royal  Vision   CI 

Mainpro  Distributors 

PL  1200  HI 

WD-80  H2 

Mainpro,  Inc. 

All  Pro  A4 

DuzAll    Al 

Micro-Zyme L2 

Odorgestor  L2 

Pro  Lube  1000  Solvent  Proof  Grease  ..    HI 

Pro-Tox    Fl 

Squeaky  Foaming  Glass  Cleaner   CI 

The  Terminator  F2 

WD-80  H2 

Maintenance  Chemical  Suppliers, 
Inc. 

Foam  Ease  H2 

Food  Grade  Silicone  Spray  HI 

High  Foam  Concentrate    A4 

Magic  Macho  Man  Antiseptic  Ltn  Hand 

Soap    El 

Mechanics  Hand  Cleaner   E4 

MCS  C2 

MCS  Auto  Scrubber  Low  Foam  Con- 
centrate       Al 

MCS  Magic  Creme  Cleanser   A6.C2 

MCS  Non-Flammable  Silicone  Lubri- 
cant      HI 

MCS  Odor  Control   CI 

MCS  Out  Reach  +    E4 

Solvent  Vandal  Mark  Remover    CI 

214-H.D.  Degreaser-Concentrate   ..    A4.A8 

Maintenance  Engineering  Corp. 

Meco  Microbiocide  HM-24    G7 

Meco  Microbiocide  J-61  G7 

Meco  Microbiocide  MBT  G7 

Meco  Microbiocide  NJD- 10  G7 


Meco  Microbiocide  Q-l    G7 

Meco  Microbiocide  T-40    G7 

Meco  Microbiocide  T-87    G7 

Meco  Treat  CB-1 103    G6 

Meco  Treat  CB- 1105    G6 

Meco  Treat  CB-1 106    G6 

Meco  Treat  CB-1 201    G6 

Meco  Treat  CB-1 202    G6 

Meco  Treat  CB-1 203    G6 

Meco  Treat  CB-1 206    G6 

Meco  Treat  CB-1 208    G6 

Meco  Treat  CB-1 209    G6 

Meco  Treat  CB-1 211    G6 

Meco  Treat  CB-1212    G6 

Meco  Treat  CB-1 21 3    G6 

Meco  Treat  CB-1 21 4    G6 

Meco  Treat  CB-1 21 5    G6 

Meco  Treat  CB-1 21 6    G7 

Meco  Treat  CB-1 21 7    G6 

Meco  Treat  CB-1 21 9    G6 

Meco  Treat  CB-1 302    G6 

Meco  Treat  CB-1 30  3    G6 

Meco  Treat  CB-1 304    G6 

Meco  Treat  CC-1 104    G7 

Meco  Treat  CC- 1105    G7 

Meco  Treat  CC-1 107    G6 

Meco  Treat  CC-1111    G7 

Meco  Treat  CC-1 112    G7 

Meco  Treat  CC-1 114    G6 

Meco  Treat  CC-1 115    G7 

Meco  Treat  CC-1 116    G7 

Meco  Treat  CR-1 100    G7 

Meco  Treat  CR-1 102    G6 

Meco  Treat  CR-1 104    G6 

Meco  Treat  CR-1 105    G6 

Meco  Treat  CR-1 106    G6 

Meco  Treat  CR-1 107    G6 

Meco  Treat  CR-1 108    G6 

Meco  Treat  CR-1109    G6 

Meco  Treat  CS- 11 00 PI 

Meco  Treat  CS-1 101  PI 

Meco  Treat  CW-1 103  G6 

Meco  Treat  CW- 11 04  G7 

Meco  Treat  CW-1 106  G7 

Meco  Treat  CW-1 107  G7 

Meco  Treat  CW-1 110  G7 

Meco  Treat  CW-1  111   G7 

Meco  Treat  CW-1 112  G7 

Meco  Treat  CW-1 11 3  G7 

Meco  Treat  CW-1 114  G7 

Meco  Treat  CW-11 15  G7 

Meco  Treat  CW-1 116  G7 

Meco  Treat  CW-1 119  G7 

Meco  Treat  CW-1 120  G7 

Meco  Treat  CW-1 121   G7 

Meco  Treat  CW-1200  G6 

Meco  Treat  CW-1 201  G7 

Meco  Treat  CW-1 203  G7 

Meco  Treat  CW-1 204  G6 

Meco  Treat  CW-1 205  G7 

Meco  V-30 G7 

Mecolene  G6 

Monofilm  Liquid  G7 

MECO  Microbiocide  C- 11  G7 

MECO  Nix-Ox    G6 

MECO  Sodium  Hexametaphosphate    ..  G6 

MECO  Treat  CB-1 306   G6 

MECO  Treat  H-Amine  G6 

MECO  Treat  NA-1   G6 

MECO  Treat  125 G6 

MECO  Treat  1406 G7 

MECO  Treat  249  G6 

MECO  Treat  498  G6 

Maintenance  Equipment  & 
Chemical  Sales 

Acidet  Blend  A3 

Alu-Finish    Al 

Aluminum  Strip  Al 

Aqua-Clean   Al 

Bacteria  Clean  El 


Blue  Power   Al 

Chlorinated  Foam   Al 

Cir-Klor  Al 

Conveyor  Lube  LF   H2 

Drain  Cleaner    LI 

Easy  Clean  Al 

Extra  Foam    Al 

Foaming  Power  Al 

Hands  El 

Industrial  Oven   A8 

Like  New  Al 

Pure  Lube    HI 

Rust  Stop  A3 

Sealed  Floor  Cleaner A4 

Steam  Clean  J   Al 

Sub  Zero    A5 

Tough  Job   A4 

Maintenance  House  Supply,  Inc. 

Ambush   CI 

Glacier  Blue C2 

Glass  Cleaner CI 

Hot  Shot    C2 

Lotion  Hand  Cleaner E4 

Spring  Tide   E4 

Titan  A4 

Maintenance  Mates 

Liquid  Drain  Pipe  Opener LI 

Pine  Odor  Disinfectant  CI 

Plus  2  CI 

Purge  Residual  Insect  Spray  F2 

Spray  Mate    A4 

2  M  Multi-Purpose  Space  &  Contact 
Spray  Fl 

Maintenance  Pace  Setters,  Inc. 

Mechanical  Dish  Detergent Al 

MPSI  Acid  Bowl  Cleaner  C2 

MPSI  Bleach  Al 

MPSI  Degreaser    CI 

MPSI  Disinfectant  Cleaner  Dl 

MPSI  Emulsion  Bowl  Cleaner  C2 

MPSI  Pine  Cleaner   CI 

MPSI  Tile  and  Stainless  Steel  Cleaner  CI 

MPSI  Window  Cleaner  CI 

MPSI-HI  Chlorinated  Caustic  Cleaner  A2 

MPSI-101  HD  Alkaline  Cleaner Al 

MPSI-102  Powdered  Alkaline  Cleaner  Al 

MPSI-103  HD  Acid  Cleaner A3 

MPSI-104  General  Purpose  Cleaner  ....  Al 

MPSI-105HD  Alkaline  Foam   Al 

MPSI-106  Liquid  Hand  Cleaner El 

MPSI-107  All  Purpose  Cleaner    Al 

MPSM08CCFoam  Al 

MPSI-109  Disinfectant-Santzr.  Fngcd. 

Deo  Dl 

MPSI-UOXHD  Caustic  Cleaner  A2 

MPSI-112HD  Acid  Foam   A3 

MPSI-113  AntiFoam  Al 

Maintenance  Products  & 
Equipment  Company 

Quik  Klean  Spray  and  Wipe  Degreaser 

Clnr  CI 

Maintenance  Products  Co. 

Glass  Cleaner CI 

MPC-Tox  Fl 

Odorgestor  L2 

WD-80  H2 

Maintenance  Products  Inc. 

All  Purpose  Foaming  Cleaner A8 

Crystal  Clear  Dish  Shampoo    Al 
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Foaming  Baseboard  Stripper  &  Cleaner  A4 

Foaming  Glass  &  Utility  Cleaner CI 

MP-5000    A4 

Oven  &  Grill  Cleaner  A8 

Maintenance  Products,  Inc. 

Non-Butyl  T.K.O.  Degreaser  &  Cleaner  Al 

Maintenance  Services  &  Supplies 

MSS  Challenge   A4 

MSS  Challenge  Neutral  Fragrance  Dl 

MSS  Check-Mate  Neutral  Fragrance  ..  Dl 

MSS  Cold-Aid A5 

MSS  Foam  Clean    Al 

MSS  Mark  X  A4 

MSS  Neutr-Clean    A4.A8 

MSS  Scum  Soap  A3 

Maintenance  Supplies  &  Marketing, 
Inc. 

All  Kleen  CI 

Concept-Kleen  Al 

Degreaser  No.  19    CI 

Germ-Kleen  C2 

Hand  Kleen   E4 

Hand-Kleen   E4 

L.A.B L2 

Oven  Grill  Oven  Cleaner   A8 

Maintenance  Supply  of  So. 
Colorado,  Inc. 

SOCO  Neutral  All  Purpose  Cleaner  ....  CI 
SOCO  Purple  Stuff  A4 

Maintenance  Supply  Co.,  Inc. 

Attack A8 

Classic  Touch  Cleanser E4 

Death  Squad  Fogger  F2 

Death  Squad  Immediate   Fl 

Death  Squad  Now  'N  Later  F2 

Dry  Slide  HI 

Glo  Clean CI 

Grime  Getter  Al 

Guard-O-Phene  Disinfectant  Deodorant  CI 
Guard-O-Phene  Disinfectant  Deodorant 

Spr CI 

Improved  Grime  Getter A4 

Lather  Plus  Lotion  Soap  E4 

Liquid  Ded  Eye  Fl 

Liquid  Un  Plug  L2 

New  Look   C2 

Pine  Oil  Disinf.  Phenol  Coef.  7  CI 

Power  Suds  Foaming  Bathroom  Cleaner  C2 

Premium  Floor  Cleaner A4 

Sharp   A7 

Smooth  El 

Speed  Clean  Al 

Sta-Sheen  II  CI 

Strip-It   A4 

Task  Force  General  Purpose  Foaming 

Clnr  C2 

Task  Force  Germicidal  Foaming  Cleaner  C2 

Maintenance  Supply  Company/ 
A  Division  of  Bunn  Capitol  Co. 

Masco  Break  Thru Al 

Maintenance  Supply  Inc. 

Deegreesor  A8 

Neutra  Clean   Al 


Maintenance  Supply  Service  Corp. 

Sentinel    CI 

Maintenance  Too  Paper  Company, 
Inc. 

Foaming  Degreasing  Cleaner  Al 

Power  Too  Al 

Maintex 

Oven  and  Grill  Cleaner A8 

Maintex,  Inc. 

A.P.C A4 

Bac-A-Way   El 

DDC  Disinfectant-Cleaner  Sanitizer  ....  Dl 

Eliminate  SC-90    D2 

F- 103  Foaming  Cln Al 

F-105  Blue  Foamer  Al 

F-109  Boil  Out   A2 

F-lll  CJ.P.  Acid  Heavy  Duty  A3 

F-l  12  All  Purpose  Cleaner  Al 

F-l  13  Kettle  Klean   A2 

F-115  Pan  Wash    Al 

F-116  Power   Al 

F-l  18  Protein  Stone  Remover   A3 

F-l  19  Hook  &  Trolley   A2 

F-132Clorinated  Cleaner  A2 

F-l 36  Super  Power  Al 

F-160  Dock  Cleaner   A4 

F-162  Smokehouse  Cleaner   A2 

Hand  Dishwashing  Detergent  Al 

Laundry  Bnte  #39  Bl 

Laundry  Brite  #42  Bl 

Liquid  Hand  Soap  El 

Liquid  Hand  Soap  El 

Low  Foaming  Lubricant  H2 

Mainkleen    A4 

Mainstrip   A4 

Milkslone  Remover  A3 

MTX-300  Stainless  Steel  Cleaner    A3 

Oven-Grill  Cleaner   A8 

Pup  Pick  Up  Problem  Spills  CI 

Safe  Blue  A4 

Safe  Kleen  A4 

Sanitizing  Hand  Soap   E2 

Spectrum  Neutral  Free  Rinsing  Cleaner  A4 

Super  Jetclean    A4 

Tank  Glo   A4 

Therm-O-Solv   Al 

Typhoon  A4 

7-11  Industrial  Heavy  Duty  Cleaner  A4.C1 

MainTech  International,  Inc. 

Cesco  Ad  A2 

Cesco  Alclean  #4    Al 

Cesco  Chloro-Clean    Al 

Cesco  Dry  Det  Al 

Cesco  E-2000  G    Al 

Cesco  Freezer  Cleaner    A5 

Cesco  Neutralizer  No.  1   Al 

Cesco  ND-205  A4 

Cesco  ND-205-PH A4 

Cesco  ND-224-P  A4 

Cesco  ND-226  Al 

Cesco  ND-251  Al 

Ces-oND-255  Al 

Cesco  ND-255-BC    A4 

Cesco  ND-255-X  A4 

Cesco  ND-255C    A4 

Cesco  ND-260A    Al 

Cesco  ND-278  Al 

Cesco  ND-278-BC    A4 

Cesco  ND-278-BCT   A4 

Cesco  RS-100   A2 

Cesco  S-711  K2 


Cesco  S-716 K2 

Cesco  Saf-Steam  Al 

Cesco  Steam  Clean  Al 

Cesco  Steam  Power A2 

Cesco  Steam  Terg  Al 

Cesco  Super  Lube  H2 

Cesco  20-A   A3 

Cesco  30-P A3 

Cesco  680    D2 

Cesco  707    A2 

Cesco  707-S  A2 

Cesco  740    A8 

Cesco  740-R    A2 

Cesco  746    A2 

Cesco  771    A8 

Cesco  778    Al 

Cesco  778  BA  A4 

Cesco  778-BC  A4.A8 

Cesco  778-1  A4 

Cesco-751    A4.A8 

Majestic  Chemicals,  Inc. 

Majic  Clean  A831 

Majestic  Wax  Company 

Stainless  Steel  Protective  Polish  CI 

Major  Chemical  Company 

Circuit  Solv  K2 

Citra  Sol    CI 

Crystal  Glass  Cleaner  CI 

Enviro  Cide  Plus  CI 

Grease-Odor  Control  CI 

Lemon  Plus  CI 

Lift-Off    A4 

Line  Free  LI 

Lithium  Base  White  Grease  H2 

Lube  All  H2 

Micro  Clean  Germicidal  Foaming 

Cleaner   Dl 

Micro  Quat    C2 

Neutra-Clean   A4 

No  Seize    H2 

On  &  Off  Oven  &  Grill  Cleaner   A8 

Pine  Plus   CI 

Pink  Lotion  Hand  Cleaner   El 

Protector CI 

Red  Lube  H2 

Release  Stainless  Silicone  Spray    HI 

Solv  Safe  K2 

Speed  Clean  A4 

Spring  Breeze    CI 

Super  Shine  Stainless  Steel    A7 

Total  C2 

Tuff  Scrub  E4 

Major  Industries 

Sila-Lube  All  Purpose  Silicone    HI 

Super-Kleen  Non  Butyl  Cleaner Al 

True  Glass  &  Plexiglass  Cleaner  CI 

4  Way  Action    H2 

Major  Supply  Company 

De-Solve    Al 

40  Below  A5 

Major  Supply  Corporation 

Asidufoam  C2 

Major  NBC   Al 

NBC  Non  Butyl  Cleaner Al 

Major  Supply,  Inc. 

Food  Locker  and  Freezer  Cleaner   A5 
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Makro  Importers  &  Distributors 

Tornado   A4 

Malco  Products,  Inc. 

#665  Concrete  &  Garage  Floor  Clnr   ..  CI 

All  Fabric  Bleach    Bl 

All  Purpose  Silicone  Spray  H2 

Bio  All  Purpose  Household  Cleaner    ..  A4 

Bowlene  C2 

Dairi-Brite  Deluxe  Auto.  Dshwshng 

Comp Al 

Dairi-Brite  Multi-Purpose  Cone.  Cleaner  CI 

Deluxe  Laundry  Compound  A131 

Do-It-All    Al 

Floor  Shampoo    A4 

H/A  Concentrate   Al 

Laundry  Compound A1.B1 

Liquid  Car  Wash  Al 

Lotion  Hand  Cleaner El 

Malco  Deluxe  Automatic  Dshwshng 

Compound Al 

Malco  Disinfectant  Cleaner  DC-100    ..  Dl 

Malco  Ice  Melt   CI 

Malco  Industrial  Bleach  EDP  9048   ....  Bl 

Malco  Mai-Suds    Al 

New  Hand  Dishwashing  Powder   Al 

Organic  Dri  Bleach  Bl 

Pressure  Car  Wash  Compound  Al 

Sunburst  Multi-Purpose  Clnr CI 

SC-1 076  Steam  Cleaner   Al 

SC-1077  Steam  Cleaner   Al 

SC-1078  Steam  Cleaner  Al 

Malkem  International  Corp. 

BR-2000    G6 

BR-2020    G6 

BR-2150    : G6 

Food  Grade  Grease  HI 

Organic  Gel  Engine  DegTeaser  CI 

Organic  Penetrating  Oil    CI 

Organic  Solvent  Degreaser  CI 

Mallet  and  Company,  Inc. 

Exa-Lube  HI 

K-Lube HI 

Prima-Lube    HI 

Trough  Grease  HI 

Ultra-Lube  HI 

Malone  Chemical,  Inc. 

Ammoniated  Wax  Stripper  52   CI 

Ami  Microbial  Hand  Soap  88    El 

Cleaner  Degreaser  91    A4 

Concentrated  Glass  Cleaner   CI 

Foaming  Grease  Cleaner  92  Al 

Malone  No.  76  Cleaner  Disinf  Deod 

Fngcd    D2 

Malone  No.  80  Cherry  Scent.  Dsnfnt 

Sntzr   CI 

Malone  73   D2 

Malone  93  Deluxe  Degreaser  A4 

No.77  Cone  Det,  Sntzr,  Fngcd,  Dsnft, 

Deo  D2 

34  Fryer,  Oven  &  Griddle  Cleaner    ....  A8 

38  Fryer,  Oven  &  Griddle  Neutralizer  ..  PI 

41  All  Purpose  Cleaner A4 

42  Protective  Coating  Cleaner   Al 

44  Creme  Cleanser   A6 

49  Milkstone  &  Lime  Remover  A3 

81  Sanitizing  Detergent Dl 

Malter  International 

A-Plex  Concentrate  A4 

Adios   Fl 

Adios  Deodorizing  Insect  Spray  Fl 


Advantage   A4 

Airborne  Fl 

Banish  II    F2 

Big  B  G7 

Blast  A3 

Boiler  Tonic G7 

Chemterg  A3 

Clean-A-Coil  PI 

Clear Dl 

CL-71  Cleaner  &  Dry  Lubricant    H2 

D-Clog  LI 

D-Go    CI 

Deo-Trol    CI 

Electro-Dry    H2 

Ezy-Go A4 

Fini's    F2 

Fog-A-Way   Fl 

Gear  Gard    H2 

Glo-Brite   C2 

Glo-Brite  D  C2 

Go-Pher  A3 

Goliath  Heavy  Duty  Cleaner    A4 

Goliath  Penetrating  Oil  CI 

Goliath  Solvent  Cleaner/Degreaser K2 

Han  San  E4 

Hy-Comp  H2 

Kling  Foam   A4 

Lift  Up  n  CI 

LMO-77  Liquid  Live  Micro-Organisms    L2 

Mai  Kil    F2 

Mal-O-Ban CI 

Malathion  W.E.  Concentrate F2 

Maltine  CWT G7 

Maltine  CWT  H G7 

Maltine  CWT  m  G7 

Maxim   A4 

Moly-Glide  Aerosol    H2 

Mud-Flow    LI 

MGG   H2 

N-Zyme  L2 

Overnight  Blitz  I  F2 

Plunge    LI 

Prevent  G7 

Q-Plus  Lemon  CI 

Q-Plus  Mint  CI 

Q-Plus  Pine  CI 

Rat  Rid    F3 

Refresh  CI 

Roach  Spray    F2 

Roach-Go  F2 

Ruffnek    A4.A8 

Rusterizer A3.P1 

RP-20  H2 

Saf-T-Lube HI 

Sani-Gard  HI 

Scrubmatic  CI 

Sec-T-Cide  Fl 

Seez  Pruf  H2 

Sep-T-Cide Dl 

Sewer-Solv LI 

Smooth  E4 

So  Clean    CI 

Spraze-it A4 

Sprint  El 

Steel  Brite   CI 

Tectron  H2 

Tef-Lube    H2 

Tower  Tonic    G7 

Tuf  Scrub A6 

Ultra  Scent  CI 

Un-Veil    A4 

XL-100 K2 

XL-100  (Spray)  K2 

XL-101  HI 

XL-98  (Liquid)   K2 

XL-98  N.F K2 

XL-99  (Aerosol)   K2 

XL-99  (Liquid)   K2 

692-L  Concentrate  A3 

8  Hours  Roach  Spray   F2 


Malter  International  Caribbean 

Adios  Insect  Spray    Fl 

Adios  II  Space  Spray  Insecticide  Fl 

Air  Borne  Insect  Killer  Fl 

Lift  Up  Concentrated  Multi-Purpose 

Clnr  Al 

Tectron  H2 

Tef-Lube    H2 

Maltz  Paper  &  Chemical,  Inc. 

Fresh  Mint  Disinfectant    CI 

Fresh  Pine  Disinfectant  CI 

Lemon  Fresh  Disinfectant  A4.C1 

Mameco  International,  Inc. 

V.227Bm  116  Bm&227/245  Pt  B  Slnt 

Accl PI 

Vulkem  Sealant  White-637  PI 

Vulkem  116  Aluminum    PI 

Vulkem  116  Black    PI 

Vulkem  116  Brick  Red  PI 

Vulkem  116  Bronze    PI 

Vulkem  116  Brown  PI 

Vulkem  116  Dark  Tan    PI 

Vulkem  116  Gray  PI 

Vulkem  116  Limestone  PI 

Vulkem  116  White   PI 

Vulkem  116C  White  PI 

Vulkem  227  Aluminum    PI 

Vulkem  227  Black    PI 

Vulkem  227  Brick  Red  Parts  A&B   PI 

Vulkem  227  Bronze    PI 

Vulkem  227  Dark  Tan    PI 

Vulkem  227  Gray  PI 

Vulkem  227  Limestone  PI 

Vulkem  227  White   PI 

Vulkem  245  Black    PI 

Vulkem  245  Dark  Tan    PI 

Vulkem  245  Gray  PI 

Vulkem  245  Limestone  PI 

Vulkem  245  White   PI 

Vulkem  45  Black    PI 

Vulkem  45  Dark  Tan    PI 

Vulkem  45  Gray  PI 

Vulkem  45  Limestone PI 

Vulkem  45  White   PI 

Vulkem  921  Sealant  (Aluminum) PI 

Vulkem  921  Sealant  (Black) PI 

Vulkem  921  Sealant  (Brick  Red)  PI 

Vulkem  921  Sealant  (Bronze)    PI 

Vulkem  921  Sealant  (Brown)  PI 

Vulkem  921  Sealant  (Dark  Tan)    PI 

Vulkem  921  Sealant  (Gray)   PI 

Vulkem  921  Sealant  (Limestone)  PI 

Vulkem  921  Sealant  (White)    PI 

Mamo  Paper  &  Chemical,  Inc. 

Bowl  Clean   C2 

Dyn-O-Mite  Al 

See-Thru    CI 

Strip-All  CI 

Man-Gill  Chemical  Company 

Magnukleen  215-D  A2 

51089-Magnuspray  51089  A2 

Mandeville  Company,  The 

Liquid  Smokehouse  Cleaner  A8 

Packers  Tech  Oil  HI 

Scale-Away   A3 

Special  Degreaser   A4.A8 

MankofT  Equipment,  Inc. 

Magic  Clean    A4 
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Mann,  W.D.  Company 

Kleen  Kote  PM  Boiler  Water  Treat.    ..  G6 

Kleen  Kote  XXX  Boiler  Water  Treat  G6 

Kleen  Kote  80/20  Boiler  Water  Treat  G6 

NLO-119-T   G6 

Mannda,  Inc. 

Complete  (Aerosol)  CI 

Complete  (Bulk)    CI 

Liquidate   CI 

Total  C2 

Manny's  Sanitary  Supplies,  Inc. 

Big  M  All  Purpose  Cleaner    Al 

Big  M  Armor A8 

Big  M  Blue  CI 

Big  M  Clean  Air  CI 

Big  M  Coconut  Oil  Hand  Soap  15%  ....  El 

Big  M  Drain  Pipe  Opener LI 

Big  M  Freret  Lime  Remover   A3 

Big  M  Glass  Cleaner CI 

Big  M  Industrial  Cleaner   A4 

Big  M  Institution  M    Al 

Big  M  New  Improved  Glory    Al 

Big  M  On  &  Off  Basebrd  Clnr  &  Wax 

Strpr    A4 

Big  M  Pam    Dl 

Big  M  Pandora    A3 

Big  M  Pink  Lotion  Hand  Soap    El 

Big  M  Residual  Insecticide F2 

Big  M  Rex  Al 

Big  M  Speed  Kleen CI 

Big  M  Thoth  D2 

Big  M  Water  Soluble  Deodorant  Inno- 

Scent  CI 

Big  M  Water  Soluble  Deodorant  Lemon  CI 

Big  M  Zeus  Al 

BigM-100  A4 

Onward  Reserve  Power  Germicidal  Del.  A4 
Powerhouse  Emulsion  Bowl  Cleaner  ..    C2 

Quickie  Creme  Cleaner A6 

Sta-Shine   A7 

Mantek/ 

Division  of  NCH  Corporation 

"New"  Liqui-Zyme   Bl 

Aglow    Al 

Aglow  LC   Al 

All-Nu    C2 

Aloe-Pro  E4 

Aqua-Gel   A3 

Arctic  Thaw  CI 

Banacide    F2 

Barricade   H2 

Belt-Guard  PI 

Big  Tex    Al 

Big  Tex  Aerosol    CI 

BigTexL.C Al 

Break-Away  H2 

Bright  'N   CI 

Bygone  CI 

Carachem  Kl 

Centura  Al 

Chill  Out   A5 

Chloro-Con    CI 

Cinnsation    CI 

Citri-Con   CI 

Clearsect    Fl 

Cling  On    C2 

CC-93    H2 

Dalgon  PI 

Deadeye  F2 

Deadeye  F2 

Derket    A3 

Derket  LC    A3 

Dri-Gard H2 


DJC-201  K2 

Electra  200 K2 

Electra  350 Kl 

Electra-Saf  Kl 

Electra-Saf  (Aerosol) Kl 

Electra-Seal  (Aerosol)  K2 

Elite   H2 

Elite  F.G HI 

Elite  Red   H2 

Envirosan  C2 

Enzone  CI 

Etch-Tec A3 

Exotherm  CI 

Fectant-3    A4 

Fectant-3  Germicidal  Cleaner  A4 

Fraiche  CI 

Freezer  Floor  Cleaner  A5 

Fresh  Force   CI 

Fresh  Force  Aerosol   CI 

Fresh  Force  M.E CI 

Gentilly  Machine  Dishwashing  Com- 
pound      Al 

GG-10    H2 

Hand-To-Hand  E4 

Hit-The-Spot   B1.C1 

Mantek/ 

Div.  de  NCH  Corporation  Puerto 

Rico 

Hy-Fog Fl 

Mantek/ 

Division  of  NCH  Corporation 

Hydrex  H2 

Intersect  Fl 

IMC-33    CI 

IR-48    F2 

JM-135  LI 

Koil-Klenz  PI 

L.O  Sect  F2 

Lano-Scrub    E4 

Last  Stand   F2 

Lem'n  Lift   A4 

Liqui-Zyme   A4 

Liquicide   G7 

Liquid  Sewer  Solvent  LI 

M-Power    Al 

Mana-Sect  S.P Fl 

Manasect   Fl 

Manco  M-P  Gear  Oil  SAE  80W-9O  ....    H2 
Manco  M-P  Gear  Oil  SAE  85 W- 140  ..    H2 

Manco  Moly  Grease   H2 

Mantalex  12  PI 

Mantalex  24  PI 

Mantek  Food  Grade  Lubricant  HI 

Mantek  1000  A2 

Mantek  1800   G6 

Mantek  400   G6 

Mantek  500   G7 

Mantek  600  G7 

Mantek  700  G7 

Mantek-S  K2 

Mantek-850   G7 

Manzyme  L2 

Mash    H2 

Mash    H2 

Merlin    Kl 

Mojave  CI 

MKO   F2 

MKO  S.P Fl 

MKR    A3 

No  Retreat  F2 

Notch  (Aerosol)  H2 

Nu-AireB   CI 

Off  The  Wall  CI 

One-Sect  Insecticide   F2 

One-Sect  n    F2 

One-Stroke  (Aerosol)    C3 

One-Stroke  (Bulk)  C3 


Ovex  Aerosol  A8 

Piratek  A4.C1 

Passage  II L2 

Pentron  H2 

Pine  Shine   CI 

Plum-It  CI 

Power  Solv    CI 

Preen  Hand  Dishwashing  Powder    Al 

Pro-Guard    E4 

Pro-Power   Kl 

PS-70  HI 

Quick-Kill    Fl 

Quick-Kill  S.P Fl 

Recover   K2 

Ringo  C2 

Rodon    Fl 

RCP  (Aerosol)  H2 

Seal-Tek  PI 

Shiney  Bright    AljM 

Sight  CI 

Silatrol  HI 

Smooth-Lube  H2 

Speed  LI 

Spring  Fresh    E4 

Spring-Aire  II    CI 

Staunch    H2 

Strong  Power  A2 

Super  Electra-SAF Kl 

Super-Big  Tex  Al 

Surge  Foaming  Cleanser  A4 

T-Shield  PI 

Temp-Ease  HI 

Toro  El 

Tri-Matic   Al 

Trig    Al 

Trig  L.C A4,A8,C1 

TLR-44    HI 

Ultra  Mix  General  Purpose  Cleaner    A4.C1 

Ultra  Mix  Germicidal  Disinfectant  Dl 

Ultra  Mix  Heavy-Duty  Cleaner    Al 

VY-Cal  LI 

Whoosh   LI 

Wid-Out  F2 

Xtra-Help  E4 

Zing  Extra-Strength  Oven  Cleaner  A8 

Zzap  H2 

Manus  Products  Minnesota  Inc. 

Manus-Prene  65-A  Adhesive/Sealant 
White PI 

Mapakam  International,  Inc. 

Handy  Helper  Cleaner  and  Degreaser      CI 

Mapps  &  Salk  Inc. 

Pine  Oil   CI 

Ultra  Kleen  All   Al 

Ultra  Kleen  Hand  Soap  El 

Mar  Tek 

BlastOff   Al 

Mar-Cil    Al 

Mighty  M    Al 

Mar-Chem,  Inc. 

Bull  Dog  Concrete  Cleaner A4 

Gem  Cutter   Al 

No  Secret  CI 

Total  Clean    Al 

Workaholic    A4 

Mar-Len  Supply  Inc. 

ML-41    Al 

Nokomis  3  Al 
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Mar-Lo  Chemical  Company 

MLB  270  G6 

MLB  3525  G6 

MLB  360  G6 

MLB  3641  G6 

MLB  3642  G6 

MLB  3643  G6 

MLB  3645  G6 

MLB  370  G6 

MLB  410  G6 

MLB- 350  G6 

MLS  180  PI 

MLS  250  G6 

MLT  200  G7 

MLT  400  G7 

MST-300  G6 

Mar-Tech  Co. 

Do-It-All    C2 

Duo  Foam  Floor  and  Equipment 

Cleaner   A4.A8 

Knock  Out  Wasp  &  Hornet  Killer  F2 

Mechanic's  Buddy  H2 

Mt  San-Lube  HI 

MT  Sparkle  Glass  Cleaner   CI 

MT.  025  Hvy  Dty  Wtr  Soluble  Safety 

Solvt   CI 

MT.  216  Butyl  Floor  &  Equipment 

Cleaner   CI 

Penn-Grease  H2 

Pink  Power    C2 

Soft  Touch  E4 

Tuff  Scrub  E4 

Velvet  Touch  E4 

Mar-Tech  Laboratories 

Banish    D2 

Deanser  Industrial  Strength   A6 

Consistent  ULV  Dry  Mist  Insect  Killer  Fl 

Emblem   Al 

G  &  O A8 

Genesis  Pot  and  Pan  Gel  (Concentrate)  Al 

Glass  Klenz  CI 

Iophor D2 

Lime-Act  A3 

Liquid  Laundry  Bleach  Bl 

Liquid  Laundry  Break  Bl 

Liquid  Laundry  Prespot    B2 

Liquid  Laundry  Suds Bl 

Liquid  Quick  Al 

Mar-Tech  S^tOOO    Bl 

Merit    CI 

Miner  &  Burro  Cleanser  Industr. 

Strength  A6 

Multi-X  Residual  Insecticide    F2 

NiMJA  Cleanser  Industrial  Strength    ..  A6 

Perfect   Bl 

Powdered  Bleach  #10   Bl 

Reputation  Hospital  Disinfectant  & 

Deod C2 

Scale  Away   A3 

Stainless  Glo  Stainless  Stl  Clnr  Pish   ..  CI 

Sure  Gone  Disinfectant  Deodorant  CI 

Thrift-Chlor  Al 

Thrift-Det  Al 

Worthy  Mechanical  Warewash  Powder  Al 

Maram  Corporation 

BLP-200    G6 

Maram  MB-25  G7 

Marathon  Systems 

Double  Action  Contact  &  Residual 

Insctcd  F2 

Rough  Touch  E4 


Marathon,  Inc. 

AF-66 G6 

Formula  No.  LKP  G6 

Formula  No.  1 16  G6 

Formula  No.  116-C  G6 

Formula  No.  12-G  G7 

Formula  No.  2116  G2.G7 

Formula  No.  247  G6 

Formula  No.  420-LMP  G7 

Formula  No.  502  G6 

Formula  No.  55-CO    G6 

Formula  No.  55-T  G2.G6 

Formula  No.  550  G6 

Formula  No.  550-P  G7 

Formula  No.  551  G6 

Formula  No.  553  G6 

Formula  No.  554-C  G6 

Formula  No.  566  G6 

Formula  No.  566-L  G6 

Formula  No.  651  G7 

Formula  No.  651-S   G6 

Formula  No.  654  G7 

Formula  No.  84-A  G6 

Formula  No.  84-AA   G7 

Formula  No.  84-AM  G6 

Formula  No.  84-S   G6 

Marathon  651 -ST    G6 

Marathon  84-R    G6 

Micro-Bicide  No.  42  G7 

Microbiocide  #44    G7 

Microbiocide  49-P G7 

Rez-Kleen    PI 

Z-Kleen   PI 

659-H  G7 

820  G7 

822  G7 

84-DMC G6 

Marc's 

Marc-Solv  #1  A4.A8 

Marc's  Grease  Cutter A4 

Marca  Research  Corp. 

Killer   L2 

Kleen   C2 

Perform    Al 

Sani-Bowl    C2 

March  Industries 

Chain  &  Cable H2 

Marchant,  C.  B.  Co.,  Inc. 

Judea  High  Sudsing  All  Purpose 
Detergent A131 

Marchem  Incorporated 

Formula  BWT  650    G6 

Formula  BWT  701    G6 

Formula  BWT  775  FG   G6 

Formula  BWT  842    G6 

Marco  Chemicals 

A  P  C CI 

Clean  N  Fresh  The  Hvy  Bod  Cling 

PorcCln  C2 

Creme  Clenz   A6 

Magic  Maid  Non-Acid  Creme  Clnsr. 

Cone C2 

Marco  #1   Al 

Marco  #1(562)  Al 

Super  Clear  All  Purpose  Glass&Util. 

Clnr  CI 


Marco  Equipment  Company 

Non-Butyl  Degreaser Al 

Marion  Brush  Mfgi 
&  Janitorial  Supply 

Foam-Kleen  Al 

Marion  Green  Giant  H.D.  Cleaner  A4 

Maris  Chemical  Products,  Inc. 

Maris  Non-Buytl  Cleaner/Degreaser    ..  Al 

Mark  Chemical  Company 

Acid  Cleaner  #310    A3 

Automatic  Dishwash  Al 

Bio  Clean  2  CI 

Bio-Clean  1   Dl 

Biodegradable  Orange  Citrus  Degreaser  CI 

Breakthrough  Al 

Concrete  Cleaner  A4 

De-Spot   Bl 

De-Stone    Al 

Deep  Suds  Liquid  Dishwash Al 

Defoamer  Al 

Deluxe  Liquid  Dishwash Al 

E-Z  Clean  Powdered  Floor  Cleaner  ....  Al 

Foam  Boost  Al 

Foaming  Alkaline  Cleaner   Al 

Foamy  Grease  Release    A4 

Fry  Cleaner  #692  A2 

Glow    Al 

Grease  Release    A4 

Hand  Dishwashing  Compound  Al 

Heavy  Duty  Acid  Cleaner A3 

Heavy  Duty  Fry  Clean  Powder    A2 

Heavy  Duty  Warewash   A2 

Lime  &  Scale  Remover    A3 

Liqui-Chlor  Chlorinated  Degreaser    ....  Al 

Liqui-Chlor  Plus    Al 

Liquid  Automatic  Dishwash  Al 

Liquid  Smokehouse  Cleaner  A8 

LSC#3   Al 

Mark  Bowl  Cleaner C2 

Mark  Special  Degreaser   A4A8 

Mark  Super  Degreaser    A4.A8 

Mark  Ten  D2.E3 

Mark  25  D2 

MPC  Multi-Purpose  Cleaner Al 

Neutral  Cleaner  #1    CI 

New  Shine  Concentrate CI 

New  Shine  Stainless  Steel  Clnr  &  Polish  A7 

Pot  &  Pan  Wash   Al 

Power  Washer  Compound  #174  Al 

Quarry  Tile  Cleaner    A4A8 

Remove   Al 

Remove  Concentrate  A4 

Sanihan  Hand  Cleanser  and  Sanitizer    ..  E2 

Scale-Away   A3 

Surge  Laundry  Detergent   B2 

Win    Al 

Working  Hard   Al 

Mark  Manufacturing  Corporation 

DR-50    A2 

FS-404  Al 

Mar-Chlor    Ql 

Mark-O-Fect    Dl 

Phenol  Mark  10-X Dl 

PEM-51    A2 

R-ll  Al 

R-22  a: 

Markem  Corporation 

207  Cleaner  PI 
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Market  Forge  Co. 

P.M.  Plus  G6 

Total  Concept    A3 

Total  Concept  Special  A3 

Marketing  and  Consulting  Services, 
Inc. 

Accelobac    L2 

Markley  Products  Inc. 

Grill  Kwik  A8 

Kitchen  Kwik    A4.A8 

Marko  Chemical,  Inc. 

Marko  Alum-Glo  A3 

Marko  CDD Dl 

Marko  Hand  Kleen  40    El 

Marko  KO  Insect  Spray   Fl 

Marko  Liquid  Drain  Kleener    LI 

Marko  PCC-26    A4 

Marko  SC-100  A4 

Marko  1000  Plus  A4 

Marko  1002  A2 

Marko  1185  Fl 

Markocide   Dl 

Markofresh  CI 

Markosol   C2 

Pineteen  CI 

Marks  Supply  Co.,  Inc. 

Bio-Logical  Lemon  Disinfectant  7  ..  A4.C1 

Bio-Logical  Mint  Disinfectant  7  CI 

Bio-Logical  Pine  Disinfectant  6  CI 

Fahrenheit    Al 

Neutral  Cleaner  Al 

Tartan A4 

Teepole    Al 

Wipe  Off  A4 

Marnap  Industries,  Inc. 

Mamap  Cleaner  #25   A4 

Marquis  Supply  Co.  Inc. 

Deep  Cleaning  Hand  Cleaner  E4 

Foamy    C2 

Super  Safety  Solvent Kl 

Mars  Chemical  Corporation 

Mars  Pro  Cone  I   Al 

Marshall  Manufacturing  Company 

Dual-27    Dl 

Martin  Bros.  Distributing  Co. 

"Shep's"  Go  Get'em  Bowl  Cleaner  C2 

Martin  Chemical  Company 

Enzyme  57  LI 

Martin  Laboratories,  Inc. 

M30  Hand  Cleaner  Pumice  Power  E4 

M30  Lotion  Cleaner  E4 

M30-Cleaner  Stripper  A4 

M30-Pressure  Steam  Cleaner  Al 

M30-Waterless  Hand  Cleaner  E4 


Martin-Brower  Company,  The 

Stainless  Steel  Cleaner   A7 

Martin's  Equipment  Company,  Inc. 

Martin  Cleaning  Systems  Formula 
700    A4JI2 

Marton  Chemical  Corp.,  Inc. 

Ab-So-Lube  D  H2 

Marval  Chemical  Company 

Marval  Industrial  Cleaner  Al 

Marvin  Albers  Company 

Universal  Bowl  Cleaner   C2 

Marwol  Products,  Inc. 

MP-4    A4 

MP-6    A4 

MP-8    A4 

Marx  Laboratories,  Inc. 

Brooks-Zel  Silicone  Spray   HI 

Mar  Bite CI 

Safety  Solvent  Kl 

Wayne  W CI 

Maryland  Chemical  Co.,  Inc. 

Hypochlorite  Solution  D2 

Marchem  D-500    LI 

MarchemD-511     Al 

Marchem  D-514    Al 

Marchem  D-516    A2 

Marchem  D-521     Al 

Marchem  D-522    Al 

Marchem  D-523    Al 

Marchem  D-527    Al 

Marchem  D-528    Al 

Marchem  D-529    Ql 

Marchem  D-530    A2 

Marchem  D-531    A2 

Marchem  Drain  Cleaner  LI 

Marchem  L-709  Al 

Marchem  L-711  Al 

Marchem  L-712  Al 

Marchem  L-714  Al 

Marchem  L-716  Al 

Marchem  L-722  Al 

Marchem  L-729  A3 

Marchem  L-732  A3 

Marchem  L-733  A4 

Marchem  L-734  A2 

Marchem  L-737  Al 

Marchem  L-738  A1.G1 

Marchem  L-739  Al 

Marchem  L-740  Al 

Marchem  L-741  Al 

Marchem  L-742 A3 

Maryland  Products  Co. 

Erase    A4 

Industrial  Agent Al 

MarChem  Company,  Inc. 

Anti-Fog  Glass  Cleaner CI 

Back  Off   L2 

Big  Joe  Al 

Big  OJ CI 

Dyn-O-Mite  A8 

Electro-Solv  Safety  Solvent   K2 


Foamy    Al 

Foamy  All  Purpose  Cleaner  CI 

Fresh  as  Lemon  20   A4 

Hi-Tek  Contact  Cleaner   K2 

Mighty  Marc   Al 

Oven  and  Grill  Cleaner A8 

Pen-Lube   H2 

Protect   E4 

Protective  Grease H2 

Mason  Chemical  Company 

GC  Super  10  D2 

MaquatTC76-10%    G7 

MaquatTC76-16%    G7 

Massasoit  Chemical  Company 

Bergerite  Formula  P  A2 

Berite  Granules  Al 

Emeralite  Heavy  Duty  Cleaner A2 

Massco  Inc. 

Pink  Liquid  Hand  Soap    El 

Massco,  Inc. 

Alls  Well  A4.C1 

Master  Builders,  Inc. 

Acryl-Set  Liquid  Polymer PI 

Confilm   PI 

Master  Chemical  Company 

Master  8%  Chlor  8%    D2.Q4 

Master-X  Bleach  D2.Q4 

Master  Chemical  Products,  Inc. 

Liquid  Hand  Soap  El 

Master  Concentrate  61  Cleaner    Al 

Pink  Suds Al 

Pow-R-Pak  Liquid  Drain  Opener  & 

Maintnr LI 

Super  Master  Sheen  Cleaner  9X    CI 

362  Emulsion  Bowl  Cleaner C2 

Master  Clean  Equipment  Company 

Break   Bl 

Color  Safe  Oxygen  Bleach  Bl 

Liquid  Laundry  Booster   Bl 

Liquid  Laundry  Destainer  Bl 

Master  Lubricants  Company 

CW606B    HI 

Lubriko  B-501  H2 

Lubriko  B-503  H2 

Lubriko  B-506  H2 

Lubriko  B-554  H2 

Lubriko  BZ-501  H2 

Lubriko  BZ-503 H2 

Lubriko  BZ-554 H2 

Lubriko  M-l    H2 

Lubriko  M-24-M  H2 

Lubriko  M-3    H2 

Lubriko  M-6    H2 

Lubriko  0000  H2 

Lubriko  0000  P  H2 

Lubriko  0000PZ    H2 

Master  Protection  Corporation 

MPC-2500  Environmental  Grease  Con- 
troller      CI 
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Master's  Way  Chemical  Products 

Teflon  Spray  Dry  Lubricant  H2 

Masters  Chemical  Co.,  Inc. 

A576  G7 

A585  G7 

A587  G7 

A589  G7 

MasterZyme,  Inc. 

Masterzyme  Drain  Cleaner  L2 

Masuen,  A.  J.  Company 

Masco  Medicated  Skin  Lotion   E4 

Masury-Columbia  Company 

All  Over A4.C1 

Bowl  Sanitizer  C2 

C-A  Concentrate   A4 

Carousel  All  Purpose  Cleaner A4 

Carousel  Degreaser  A4 

Carousel  Floor  Cleaner  A4 

Cfresh CI 

Crewmaster  Gloss-Preserving  Floor 

Clnr CI 

Deodorant  Disinfectant  C2 

DDD  Inhibited  Chemical  Clnr  &  Deox- 

idizer  A3 

Enzyme  Drain  Opener CI 

Foaming  Germicidal  Cleaner   CI 

Formula  976MC    A4 

Glass  Cleaner CI 

Glass  Cleaner  (Bulk)  CI 

Graffiti  Remover  Kl 

Hand  Soap  Ready-To-Use    E4 

Hetraphene  (Ready  to  Use) El 

M-R  Concentrate  Al 

Marbleous    A4 

Myco  HOH  Degreaser    CI 

Myco  Sanitizer  64  D2 

Mycobreeze  A4 

MC  Bowl  Cleaner  C2 

Potsokleen   Al 

Prilled  Drain  Opener  LI 

Q-128+  Al 

Q-256+  A4 

Sanax  Creamy  Cleanser   C2 

Scotch  Concentrate   A4 

Spring  Day A4 

Stainless  Steel  Cleaner  Polish    A7 

Top  NR  Sanitizer    D2 

Unipour  Food  Area  Degreaser  Al 

Mateson  Chemical  Corporation 

MSR  Universal  Solvent    CI 

Matosantos  Commercial  Corp. 

Green  Brand  Liquid  Soap  El 

Matthews,  H  G,  Dist. 

BF  127  A4 

Mattson  Distributing 

M.P.C.  #2001    CI 

Maui  Chemical  &  Paper  Co.,  Inc. 
Non-Butyl  Degreaser Al 


Maverick  Chemical  Industries,  Inc. 

Enviroclean  HDC    Al 

Maxi-Blend  Concentrates 

Maxi-Blend  Cone.  2010  Degreaser 

Cleaner   CI 

Maxi-Blend  Cone.  2020  Gls  &  Plastic 

Clnr  CI 

Maxi-Blend  Conc.2000  All  Purpose 

Cleaner  A4.C1 

Maxi-Blend  Conc2030 

Bowl,Bthrm,&M-SurfCl  CI 

Maxi-Blend  2060  Multi-Acid  Cleaner  C2 
Maxi-Blend  2070  Floor  Finish  Remover  CI 
Maxi-Blend  2080  Neutral  Hosp. 

Dsnfctnt Dl 

Maxichem,  Inc. 

Maxichem-07  Al 

Maxichem-125  Al 

Maxichem-712  Al 

Maxichem-712-BR    A3 

Maxichem-7 12-01   A4 

Maxichem-7 12-02  Al 

Maxichem-7 12-03  Al 

Maxichem-7 15-02  Al 

Maxichem-724 A2 

Maxol  Products  Co. 

All  Purpose  Concentrated  Cleaner  A4 

MX  Neutral  Concentrate  Al 

Trisol  Degrease  Dewaxer  Cleaner   Al 

Maxtrade  International  Inc. 

Dynamax   Al 

Mayer  Myers  Paper  Company 

General  Purpose  Detergent  Al 

Glass  Geaner CI 

Golden  Lemon  Handsoap  El 

Heavy  Duty  Wax  Stripper    A4 

Kwik  Heavy  Duty  Detergent    Al 

Pink  Lotion  Hand  Dishwash  Al 

Pot  and  Pan  Cleaner  Al 

Silicone  Lubricant  Spray HI 

Mayer  Supply  Co.,  Inc. 

Quick  Clean  A4 

Spray  99 CI 

Zip  A4 

Zip  Heavy  Duty A4 

Mayo  Chemical  Company,  Inc. 

APD  Bl 

Mister  Detergent   Bl 

Scoutmaster  C-P  Bl 

Snowhite  Bleach  Plus  Bl 

Sodium  Hypochlorite    D2,G4,G7,Q4 

Sodium  Hypochlorite- 10%   B1JD2.Q4 

Sodium 

Hypochlorite-12.5%  ....  B1.D2,G4,G7.Q4 
Sodium 

Hypochlorite-5.25%  ....  B1.D2.G4.G7.Q4 
Sodium  Hypochlorite- 

9.2%   B1,D2,G4,G7,Q4 

McCain  Industrial  Supply 
Company,  Inc. 

Al  Chem  #2  G6 

Ala  Chem  #1   G6 

Ala  Chem  #3  G6 


BWT-11  G6 

BWT-211  G6 

CWT-403  G7 

1240  G6 

2110  G6 

2488  G6 

7338  G6 

7339  G6 

7632  G6 

7816  G6 

8193  G6 

9023  G6 

9211  G6 

9223  G6 

9408  G6 

9811  G6 

McCalPs,  T.  Frank,  Inc. 

Blue  Dyna-Mo  Cleaner  A4.P1 

Dynasol    Al 

McCall's  Dyna-Sol  Plus  Heavy  Duty 

Clnr Al 

McCall's  Tender  Lotion  Deo.  Skin 

Cleaner  El 

McCall's  Waterless  Hand  Cleaner    E4 

McCalla  Company 

Oven  &  Grill  Cleaner  A8 

Synergized  Bacteria L2 

McChem,  Inc. 

Purple  Magic  Cleaner  CI 

McCollister  &  Co. 

Mac  Tech  White  Oil  HI 

Mac  Tech  50  HI 

Mac  Tech  80  HI 

Trans  3131  All  Purp  E.P.  Gear 

SAE85W-140  H2 

Transdraulic  3046  Ind.Hyd. 

No.465ISO-100  H2 

Transdrlc  3042  Ind  Hydrl  No.  150 

ISO-22 H2 

Transdrlc  3043  Ind  Hydrl  No.  150 

ISO- 32 H2 

Transdrlc  3044  Ind.  Hydrlc  No.215 

IS0^16 H2 

Transdrlc  3045  Ind  Hydrl  No.  315 

ISO-68 H2 

Transdrlc  3047  Ind  Hydrlc  No.700 

ISO-150 H2 

1233  Non  Detergent  30W  H2 

4371  Ind  Gear  Cmpd  ISO  100  H2 

4372  Ind  Gear  Cmpd  ISO  220  H2 

4373  Ind  Gear  Cmpd  ISO  320  H2 

4374  Ind  Gear  Cmpd  ISO  460  H2 

4375  Ind  Gear  Cmpd  ISO  680  H2 

McConnon  And  Company 

Cleanser  &  Water  Softener A1.G7.G2 

Mouse  Rid  F3 

Rat-O-Mice   F3 

Zyme   L2 

McCormick  &  Co.,  Inc. 

Red  Dairy  Dispenser  Cleaner  Sanitizer  D2 

Red  Floor  Liquid  Sanitizer  (Quat)  D2 

Red  Liquid  Sanitizer  (Quat)  D2 

Red  Sink  Liquid  Sanitizer  (Quat)  D2 

McElmurry  Chemical 

A-Plus   Al 

Atom-Plus   Al 

EZ  Strip  A2 
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H-50  Acid   A3 

Liquid  Smokehouse  Cleaner  A8 

M  C  Acid A3 

M  C  Soak    A2 

M  C  Supreme    Al 

Multi  Purpose    Al 

MC  Acid  Plus   A3 

MCFoam    Al 

MC  Shine    A3 

MC  Trolley   A2 

MC  22  A2 

MC  30  Al 

MC  35  Al 

MC-10  Al 

MC-25  A2 

Power  Clean    A2 

Profoam  Al 

PDG  Al 

Release  Al 

STC   A2 

Ultimate  Al 

McFall  Associates,  Inc. 

101  Boiler  Water  Treatment  G6 

103  Boiler  Water  Treatment  G6 

109  Boiler  Water  Treatment  G6 

127  Boiler  Water  Treatment  G6 

202-T  Boiler  Water  Treatment  G6 

208  Boiler  Water  Treatment  G6 

308  Condensate  Water  Treatment    G6 

McGean  Chemical  Company,  Inc. 

Cee-Bee  A-292NC    C1.C3 

FMG-2-Multi-Purpose  Food  Machinery 

Grs HI 

McGhan  NuSil  Corporation 

G-9030  High  Vacuum  Grease    HI 

McGlaughlin  Oil  Co.,  The 

Petro-Gel   HI 

McGowen  Chemical  Co. 

Super  Clean  10   Al 

McGrayel  Company 

McGard  #CL-1860  Boiler  Water  Con- 
ditioner    G6 

McGard  #DL-1850-Boiler  Water  Con- 
ditioner    G6 

McGard  #DL01855  Boiler  Water  Con- 
ditioner    G6 

McGard  #PPL-1870  Boiler  Wtr  Antis- 

calant  G6 

McScav  #S50  Oxygen  Scavenger G6 

McScav  #95-L  Oxygen  Scavenger  G6 

McVol  #ACL-11  Steam  &  Condensate 

Treat,  G6 

McKesson  Chemical  Company 

McKessol  8530  HI 

Sodium  Hypochlorite  Solution  D2 

McLaughlin  Gormley  King  Co. 

Clearmol  Concentrate  6643    Fl 

D-Trans  Cone  Ind&Hshld  Spc&Cntct 

Spy2257    Fl 

D-Trans  Concentrate  2249   F2 

D-Trans  Fogger  And  Contact  Spray 

-2147  Fl 

D-Trans  Ind.&  Hous.Space  &  Cont 

Spy.2212  Fl 


Emulsifiable  Synrgzd  Pyrethrum  Cone 

6055    Fl 

Esbiol  Cone  Ind&Hshld  Spc&Cntct  Spy 

2258    Fl 

Esbiol  Concentrate  2243  F2 

Esbiol  Fogging  Concentrate  2263    Fl 

Esbiol  Fogging  Concentrate  2289    Fl 

Esbiol  Ind  &  House.Space  &  Cont  Spy 

2201    Fl 

Esbiol  Ind.&House  Space&Cont.  Spray 

2213    Fl 

Esbiol  Residual  Contact  Spray  2236   ....  F2 

Evercide  Concentrate  2362  F2 

Evercide  Residual  Insctcd  Concntrt  2457  F2 
Evercide  Residual  Pressurized  Spray 

2523    F2 

Evercide  Residual  Pressurized  Spray 

2581    F2 

Evercide  Residual  Pressurized  Spray 

2582    F2 

ESBIOL  Liquid  Space  Spray  2200    Fl 

Formula  7243    Fl 

Multicide  Concentrate  2120   F2 

Multicide  Concentrate  2154  F2 

Multicide  Concentrate  2189   F2 

Multicide  Fogger  And  Contact  Spray 

2178    F2 

Multicide  Fogger  And  Contact  Spray 

2198    F2 

Multicide  Fogging  Formula  2170  F2 

MGK  Reodorant  Concentrate  2344  ....  CI 
Pyrocide  Booster  Concentrate  H  Emlsf.    Fl 

Pyrocide  Concentrate  7254  F2 

Pyrocide  Fogging  Concentrate  5628  ....  Fl 
Pyrocide  Fogging  Concentrate  7167  ....  Fl 
Pyrocide  Fogging  Concentrate  7192  ....  Fl 
Pyrocide  Fogging  Concentrate  7206  ....  Fl 
Pyrocide  Fogging  Concentrate  7210  ....  F2 
Pyrocide  Fogging  Concentrate  721 1  ....  Fl 
Pyrocide  Fogging  Concentrate  7219  ....  F2 
Pyrocide  Fogging  Concentrate  7257  ....  F2 
Pyrocide  Fogging  Concentrate  7338  ....  Fl 
Pyrocide  Fogging  Concentrate  741 1    ....  F2 

Pyrocide  Fogging  Formula  7207    Fl 

Pyrocide  Fogging  Formula  7216    Fl 

Pyrocide  Fogging  Formula  7221    Fl 

Pyrocide  Fogging  Formula  7349    Fl 

Pyrocide  Residual  Contact  Spray  7335  F2 
Synergized  Pyrethrin  Home&Ind  Spy 

F-6631  Fl 

Synergized  Pyrethrin  Ind.  Spray  F-7353  Fl 
Synergized  Pyrethrin  Spray  F-6632  Fl 

McManus  Chemical  Company 

McManus  H.  D.  Safe-Fireprf  CI  Wax 

Rmvr  A4 

McManus  Neutral  Liquid  Cleaner   A4 

McMillen,  R.  D.,  Enterprises 

Kim-Sol   A4 

San-Mac  QK  Blue  A4,C1 

San-Mac  QK  Grease  Off    „ Al 

San/Mac  Lime  Buster  A3 

San/Mac  Neutra-Cide   Al 

McMullen  Oil  Co. 

Gold  Shield  100    HI 

McT  Products,  Inc. 

Acid  Foam  A3 

Liquid  Hand  Soap  El 

Odor  Control-BG CI 

Odor  Control-V  CI 

Odor  Mask  BG   CI 

Santi-Wash  Hand  Soap  E2 

Scrub-All  Al 

SP  Unilube    H2 


SP  104  A2 

SP  105  Al 

SP  124  A2 

SP  150  A2 

SP  151  Alkaline  Chlorinated  Cleaner      Al 

SP  152  Al 

SP  173  Al 

SP220  Al 

SP222  Al 

SP  243  A4 

SP250  Al 

SP350  Al 

SP  398  Al 

SP405  A3 

SP407  A3 

SP  426  A3 

SP-151   Al 

SP-180  Al 

SP-260  A4 

SP-450  A3 

SP-505  Al 

SP-700  Al 

Uni-Lube  H2 

White  Concrete  Cleaner  A4 

275  GPL    Al 

515  CAF   Al 

520  CAF   Al 

555  HD   A2 

565  IC   Al 

McVicker,  W.  B.,  Company 

Plainsol  M  Al 

Mead  Merchants 

Environment  Disinfectant-Washroom 

Clnr Dl 

Pine-Kleen  Pine  Scent  Dsnf-Detrgnt 

Clnr  CI 

Reliable  Clean-A-Bowl  C2 

Reliable  Day-Kleen  All  Purpose  Cleaner  A4 
Reliable  Economize  All  Purpose 

Cleaner   A4 

Reliable  Fly-Hi  Flying  Insect  Killer Fl 

Reliable  Greasolve  Heavy  Duty  Dgrsr- 

Clnr  Al 

Reliable  Kleen-Stop  Dsnf-Detrgnt 

Cleaner  C2 

Reliable  Pan  One  Pot  &  Pan  Cleaner  Al 
Reliable  Power  Quat  Quaternary-Sntzr 

On CI 

Reliable  Quat-Kleen  Quatemary-San. 

Clnr  C2 

Reliable  Quat-San  Quatemary-Santzr- 

Clnr  D2 

Reliable  Soft  Hands  40%Coconut  Hand 

Soap    El 

Reliable  Tuf-Job  Heavy  Duty  All 

Purp  Cln   A4.A8 

Meadow  Gold  Dairies,  Inc. 

Chlor-Kleen  2   Al 

Meat  Packers  &  Butcher  Supply  Co. 

Long  Life  Prime  White  Oil    HI 

Mechanical  Equipment  Corp. 

Boiler  Water  Treatment  1106  G6 

Boiler  Water  Treatment  1112  G6 

Boiler  Water  Treatment  1114  G6 

Boiler  Water  Treatment  1115  G6 

Mechanics  Brand  Products 

Oil  Absorbent    Jl 
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Mechanics  Choice 

#95531  Black  Super  Silcone  Sealant  ....  PI 
#95532  White  Super  Silicone  Sealant   ..  PI 
#95533  Aluminum  Super  Silicone  Seal- 
ant    PI 

Belt  Dressing  PI 

Clear  Reflections  CI 

Exterminator   F2 

Gasket  Stripper  and  Decal  Remover    ....  PI 

Gear  and  Chain  Lube   H2 

Liquid  Alive  Bacteria   L2 

No.78116  Electric  Contact 

Clnr&MotorDgTS    K1JC2 

Power  Foam CI 

Rough  Touch  Hand  Cleaner  E4 

Soft  Touch  E4 

Soft  Touch  Hand  Cleaner  E4 

White  Multi  Grease HI 

75530  Clear  Super  Silicone  Sealant  PI 

78100  Industrial  Glass  Cleaner CI 

78101  Rustproof  Undercoat   PI 

78104  Food  Grade  Silicone    HI 

78105  Lube  Plate    H2 

78108  Metal  Cutting  Fluid  H2 

78110  Loosen  It    H2 

78111  CRX  Formula H2 

78113  Brake  Parts  Cleaner  PI 

78120  Copper  Gasket  Cement   PI 

78136  Super  Greasegone  NB   CI 

78147  Electric  Contact  Cleaner   K2 

78150  Fifth  Wheel  Grease   H2 

78153  Graffiti  Remover   CI 

78155  Paint  Stripper  PI 

Mechanics  Helper  Inc. 

100%  RTV  Silicone  Rubber  Adhsv  Seal 
Clr  PI 

Mega  Metal  Systems 

Mega  Stick PI 

Mega-Clean K2 

Megatron  Chemicals,  Inc. 

Liquid  Smokehouse  Cleaner  A2 

Optium-Chlor    D2 

Tergatron  Al 

Tetra-Quat   D2 

Tetramite  A2 

Ultra-Foam Al 

Mel  Sears  &  Co.,  Inc. 

Liquid  A-P  Super-Dty  Pwr  Wsh  Det 
StNo850    Al 

Liquid  H-D  Custc  Stm  Cln  Cmpd 
StNoHD-959  Al 

Super  Duty  Cleaning  Detrgnt  St 
No.SD-969    Al 

Mellocraft  Company,  The 

AE  H  010  BWT   G6 

AE  M  16  Neutralizing  Amine    G7 

Glass  Sparkle CI 

Glis'n  Foam  Cleaner  C2 

Mellocraft  Wasp  &  Hornet  Killer    F2 

MelloBlend  MelloBlue  Glass&Plastic 

Clm  CI 

MelloBlend  MelloGold  Degreaser 

Cleaner   CI 

MelloBlend  MelloGreen  Disinfectant  ..  CI 
MelloBlend  MelloRed  All  Purpose 

Cleaner   A4 

Metal-Brite A7 

MC  256  Detergent  Disinfectant  D2 

MC- 1 307  N.B.  Degreaser  Al 


MC-1308  Alkaline  Thick  Strip  A8 

MC-163  W.SJ3 A4 

MC-174  Lift-Off  A4 

MC-175  Mellosheen   A4 

MC-191  Hi-Sudz  Al 

MC-192  Econo-Suds  A4 

MC-214  Creme-Lotion   E4 

MC-338  P.T.M.  A4 

MC-346  Spra-Zit  CI 

MC-443  Thermo-Kleen  A3 

MC-444  Mello-Sol    C2 

MC-888  Mello-Solv    C2 

No.  1030  MC  B  A3 

No.  1093  Dissolv-It  Prilled  Drain 

Opener LI 

No.  Ill  Hand  Dishwashing  Compnd  ..    Al 

No.  115Lan-0-Suds  Al 

No.  1310  Auto-Lube  H2 

No.  1311  Mello-Lube  A1.H2 

No.  1405  Mello-Circ  Al 

No.  1413  Mello-Shac    A1.Q1 

No.  153  Pre-Soak  De-Ox  Liq  Tamish 

Remvr  Al 

No.  1651A  LPR    H2 

No.  1720  Solvent  Thick  Strip  C3 

No.  201  40%  Pearl  Liquid   El 

No.  223  Mello-Kleen    C2 

No.  224  Mello-Green    El 

No.  250  Kwik-Kleen  C2 

No.  264  Mello-Matic  Laundry  Detergent  Bl 

No.  326  Dif-Creme  A6 

No.  335  Heavy  Duty  Mello-Sol  C2 

No.  342  Odor  Control  CI 

No.  343  Foam-Off A4 

No.  349  Chefs  Choice   A8 

No.  435  Rinz-Ex  Ql 

No.  484  Spra-Zit  Surface  Cleaner   CI 

No.  498  Glass  Sparkle  Window  Cleaner  CI 

No.  556  Spra-Tox  Fl 

No.  651  Glass  Shield    CI 

No.  663  Institutional  Metal-Brite  A7 

No.  675  Beta-Phene    C2 

No.368  Sulf.  Acid  For.  Dissolvo  Dm 

Opnr    LI 

Odor  Control  L2 

Pac-1450    CI 

PAC-1400    Al 

PAC-1402    A2 

Sani-Hand    E2 

Spray  Off CI 

Spray-Tox  Insect  Killer  No.  400    F2 

Menaco  Corp. 

Menaco  Pink  Lotion  Liquid  Hand  Soap   El 

Menco  Chemical  Division 

Mono-Molecular  Water  Treat  No.  171  G6 

Water  Treatment  No.  1   G6 

Water  Treatment  No.  2  G6 

Water  Treatment  No.  201H    G6 

Water  Treatment  No.  3  G6 

Water  Treatment  No.  50  G6 

Water  Treatment  No.  501H    G6 

Mendez  &  Company,  Inc. 

Action  Stripper  Cleaner    A4 

Menaco  Antiseptic  Hand-Cleaner  Lotion  El 
Menaco  Bacti-San  Dsnftnt  Detrgnt  Clnr  Dl 

Menaco  Hand  Liquid  Soap  El 

Menaco  Neutral  Detrgnt  Floor  Fnsh 

Mantnr Al 

Menaco  Super  Deterge   Al 

Menaco  Ultramite  Industrial  Dgrs 

Cleaner   A4A8 

Menaco  Wax  Stripper  Degreaser 

Cleaner   Al 

Pine  Oil  Disinfectant CI 


Mercury  Supply  Company 

D-M  Drain  Maintainer  &  Odor  Coun- 
teract      L2 

Merco  Power  Foam  C2 

Tuf-N-Ez   E4 

Meridian  Petroleum  Company 

Dri-White Jl 

Merit  Chemical  Company,  Inc. 

Caustic-Jell  Merit  675  Al 

Concrete-Kleen  Merit  20XP  CI 

Hi-Foam  1   Al 

Hi-Foam  2  A4 

Kloro-Kleen  Merit  White  2XW   Al 

Kloro-Kleen  White  220 Al 

Kloro-Kleen  White  227 Al 

Klorofoam   Al 

Liquid  Hand  Soap  15   El 

Liquid  Hand  Soap  20   El 

Liquid  Steam  Kleen  Merit  HD701  A2 

Low  Foam  Merit  711    CI 

Low  Suds  Merit  21XX  Bl 

Merit  Acid  Foam  A3 

Merit  HD  702   A4 

Merit  HD  712   A4 

Merit  Liquid  Skin  Cleaner   El 

Merit  1200  A2 

Merit  3650  A2 

Merit  487XC  A3 

Merit  712  A4 

Merit  7500  Al 

Merit-Kleen  Merit  11 DX    A2 

Merit-Kleen  Merit  12RX    A2 

Ment-Kleen  Merit  14RX    A2 

Ment-Kleen  Merit  22BX    Al 

Ment-Kleen  Merit  258   Al 

Ment-Kleen  Merit  28BX    Al 

Merit-Kleen  Merit  3Box  A2 

Merit-Kleen  Merit  3DCX  A2 

Merit-Kleen  Ment  325    A2 

Merit-Kleen  Merit  41    A3 

Merit-Kleen  10RX A2 

Ment-Kleen  2BX  Al 

Merit-Kleen  500    Al 

Merit-Lube  1   H2 

Power  Kleen    A4 

Vari-Kleen  Merit  7BDX  A4 

Vari-Kleen  Merit  7XX   Al 

Vari-Kleen  Merit  705  A4 

Merit  Chemical,  Inc. 

AL-10 Al 

AL-32 Al 

BTC  Al 

Chloncide-12  D2 

Chlorinated  Kleen  Suds    Al 

Circl-Acid    A3 

Circl-Alkali   A2 

Circl-Phos    G2 

Egg  Shine    Ql 

General  Sheen   A4 

Hi-Shine  Alkali  A2 

Iodibac  D2 

Kleen-Brite    A2 

Liqui-Kleen   A2 

Mer-It Al 

Mer-O-Lube  No.  1    H2 

Mer-O-Lube  No.  3    H2 

PH-5  A3 

Special  Circl-Alkali  A2 

Suds-Rite  Al 

Super  Chloro  Al 
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Merit  Corporation,  The 

"Merit"  No-Mess  Oven  and  Grill 
Cleaner   A8 

Merit  Laboratories 

Action    A3 

Banish    CI 

Rustex    A4 

Swift    A4A8 

Thrust  Al 

Merit  Maintenance  Supply,  Inc. 

Hand  40%  Pure  Coconut  Oil  Hand  Soap  El 

Merit  Paper  Corp. 

Merit  Par  Excellance  Hand  Dish.  Cmpd  Al 

Merit  Sanitary  Supply  Co. 

Hot  Shot    A4 

Merit  Supply,  Inc. 

Acti-Scrub   A4 

Arktik  Klecn   A5 

Git  Grill  Cleaner  Al 

Heavy  Duty  Cleaner  #  222  A4 

Heavy  Duty  Cleaner  #101    A4 

Heavy  Duty  Cleaner  #333    A4A8 

Heavy  Duty  Cleaner  GFC A4 

Heavy  Duty  Glass  Cleaner  CI 

McGlow  Pot  And  Pan  Cleaner  Al 

Meri-Clean  2  Dl 

Power-Pak#1300    A4 

Premium  Power  #1400   A4A8 

Meritech,  Inc. 

Meritech  CHG  E-2  Sanitizing  Hand 
Clnsr  E2 

Merkert  Laboratories,  Inc. 

BioDegreaser  I  L2 

BioDegreaser  II  L2 

BioDegreaser  HI   L2 

BioDegreaser  IV   L2 

BioDegreaser  V  L2 

BioFresh    L2 

Mesa  Chemical 

GBC-25  Germicidal  Bowl  Cleaner C2 

GBC-9  Germicidal  Bowl  Cleaner C2 

HC  256Q  Germicidal  Detergent  D2 

Mesa  Supply 

Mesa  Detergent/Disinfectant  D2 

Mesa  Dynamite  Al 

Mesa  Egg  Wash  Egg  Cleaner  Concen- 
trate    Ql 

Mesa  Sanitizing  Rinse D2 

Mesa  Strip-It  CI 

Messner,  Inc. 

ACL-921  Closed  Loop  Treatment    G7 

AOR-927  G6 

ASB-901  Steam  Boiler  Treatment  G6 

ASB-908  Steam  Boiler  Treatment  G6 

ASR-932   G6 

MB-325   G7 


Metal  Doctor 

All  Purpose  Polish  and  Cleaner   CI 

Metal  Lubricants  Co. 

Metallite  Super  844  Al 

ML  66-844 Al 

Renolin  FG-0  HI 

Renolin  FG-140  HI 

Renolin  FG-2  HI 

Renolin  FG-90  HI 

Renolin  H  1-100   HI 

Renolin  H  1-150   HI 

Renolin  H  1-32  HI 

Renolin  H  1-68   HI 

Metalene  Chemical  Company,  The 

Anticor  No.  604    G6 

BoilerFeedwaterTreatmentNo.ini  G6 

Boiler  Feedwater  Treatment  No.  306  ..  G6 

Boiler  Feedwater  Treatment  No.  401  ..  G6 

Boiler  Water  Treatment  No.  1125   G6 

BWTNo.  1108   G6 

BWTNo.  1166   G6 

BWT  No.  550   G6 

BWT  4-075  G7 

BWT  4-165   G6 

BWT  4-171    G6 

BWT  4-174   G6 

BWT  4-181   G6 

Liq.  Boiler  Water  Treatment  No.  1 1 15  G6 

Organic  Adjunct  CD  No.  1039  G6 

Organic  Adjunct  CD  No.  1040 G6 

Organic  Adjunct  No.  1041   G6 

Rust  Foil  C  No.  2083  G6 

Rust  Foil  No.  2093  G6 

Rust  Foil  5-1351   G6 

Rust  Foil  5-1361   G6 

Meterpak  Inc. 

Meterpak  120  Detergent  Disinfectant  ..  CI 
Metra  Chem  Corp. 

npld  Bio  Solve    Al 

Bio  Solve  CI 

Grease  Buster    CI 

Ram   LI 

Ram   LI 

Metro  Chemical  &  Supply  Co.,  Inc. 

Best  Hand  Cleaner    E4 

Dry  N  Brite  A7 

Lift-Off  50  Al 

Metro  536  Detergent  Sanitizer  CI 

Power  Foam CI 

Metro  Chemical  Corp. 

Grease  Trap  Digestant L2 

Lustre  A7 

Rough  Touch  Hand  Cleaner  w/Volcnc 

Pumice    E4 

Soft  Touch  Hand  Cleaner  E4 

Metro  Chemical  Supply 

Glass  Cleaner CI 

Spot  Remover   Kl 

Metro  Chemical  Supply,  Inc. 

Heavy  Duty  Industrial  Cleaner  A4A8 

Lemon  Disinfectant  C2 

Mint  Disinfectant C2 

Pine  Odor  Disinfectant  CI 


Metro  Chemical,  Inc. 

M  C  Concentrate  CI 

Metro  Janitorial  Supply  Co.,  Inc. 

1329  Citra-Spray  CI 

1801  Spot  Better  CI 

Metro  Products  Company 

Concrete  Cleaner  X-l   Al 

Concrete  Cleaner  X-6  Al 

Feen-O-Pine  CI 

Geolin  Antiseptic  Lotionized  Liquid 

Soap    El 

HC^t5  Disinfectant  Cleaner  A4 

Insectrol  No.  100  Fl 

Kwik  Kleen  E4 

Liquid  Drain  Opener  LI 

Liquid  Hand  Soap  El 

Litnin  Sol  CI 

M-O  Concentrate  A4 

Metro  Formula  M-32    Al 

Metro  Pine-Sol    CI 

Metrolite  Creme  Cleanser  A6 

Metrolite  Tempered  Organic  Digester   ..  LI 

Metzolite    Al 

Mint  Disinfectant CI 

Ozonene  CI 

S-D-C Al 

S-F  Cleaner  Al 

Soap  Powder  CI 

Stain-Off   C2 

Steam  Cleaner  KS  A2 

Steam  Cleaner  MSP    A2 

Thick&Form  Cling  T/C  200 

Bwl/TileGrt  Cln   C2 

Metro  Professional  Products  Inc. 

Asepticlean  Ready  to  Use 

Dtrgnt/Disinfnt  C2 

Bowl  Care  23%  Heavy  Duty  Bowl 

Cleaner  C2 

Bowl  Care  9%  Clinging  Bowl  Cleaner     C2 

Pro-Strip  No  Scrub  Stripper  CI 

20%  Clinging  Bowl/Tile/Porcelain 

Cleaner   C2 

Metro-Chem,  Inc. 

Alka-Plus  Bl 

Eclipse  Bl 

Metro  Flo  Alkali   Bl 

Metro  Flo  Bleach-Ox    Bl 

Metro  Flo  Detergent  Bl 

Metro  Flo  Sour  Softener  Bl 

Metro  Flo  Whitener-CL    Bl 

Metrochem  Industries,  Inc. 

Permakill   F2 

Metropolitan  Chemical  Company 

Degreaser  208   Al 

Freeze  Zone  A5 

PM  55  (Freezer  Locker  Cleaner)   A5 

Scrubb  Soap Al 

Sequest  Al 

Metropolitan  Cleaning  Supplies, 
Inc. 

Patrick's  Porcelain  Cleaner  C2 

Metropolitan  Laboratories,  Inc. 

Aqua  Tonic  #1084 G6 
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Aqua-Tonic  250 G6 

Homar  #1  G6 

Metropolitan  Refining  Company/ 
Div.  of  the  Metro  Group,  Inc. 

Clean-Away  300   A2 

Conodicide  Dry G2 

Corrodiride  FP    G2 

Conodicide  Liquid    G3 

Corrodine  5000  G6 

Corrodine  5010  G6 

Corrodine  5020   G6 

Corrodine  5030  G6 

Corrodine  5060   G6 

Corrodine  710   G6 

Corrodine  930   G6 

Corrodine  940   G6 

Drainkleen  LI 

Duboth  A-38  G6 

Duboth  B  G6 

Duboth  CA    G6 

Duboth  H-6  G6 

Duboth  JA  G6 

Duboth  JS    G6 

Duboth  LP  G6 

Duboth  On  Decharacterized   G6 

Duboth  OX    G6 

Duboth  P  G6 

Duboth  P-AC80 G6 

Duboth  S-5    G6 

Duboth  1010   G6 

Duboth  1030   G6 

Duboth  1200   G6 

Duboth  2010   G6 

Duboth  3000   G6 

Duboth  3010   G6 

Duboth  3020   G6 

Duboth  4002   G7 

Duboth  6112   G5 

Duboth  89   G7 

Kno  Klog  LI 

Metro  #630  Water  Supply  Treatment  ..  Gl 

Metro  Anti-Foam  U-125  G6 

Metro  Clean-Away  Formula  200   G7 

Metro  Clean-Away  Formula  400   A4 

Metro  Dean-Away  Formula  500  CI 

Metro  Cleaner  129    Al 

Metro  Cleaner  671    PI 

Metro  CS  Cleaner  #35    Al 

Metro  Degreaser  AP  Kl 

Metro  Descaler   A3 

Metro  General  Cleanser   Al 

Metro  Solvent  EM Kl 

Metro  Steam  Cleaner    Al 

Metro  340    G6 

Metrofloc515   G6 

Metrosperse  269    G7 

Seagull  LI 

Sterokleen    Al 

Vaporene  C   G6 

Vaporene  C-2    G6 

Vaporene  D-680    G7 

Vaporene  FP   G6 

Vaporene  K-5    G7 

Vaporene  SA-1 12   G7 

Vaporene  216    G7 

Vaporene  6120    G5 

Vaporene  6204    G5.G7 

Vaporene  6301    G6.P1 

Vaporene  72    G7 

Vaporene  94    G7 

Meyer  Laboratory,  Inc. 

Citrus-D  A4 

CD-55  Heavy  Duty  Cleaner-Degreaser  Al 

De-Lime  A3 


Meyer  Supply  Co.,  Inc. 

Hog  Wash  Heavy  Dty  Foaming  Meat- 
room  Clnr  Al 

Mark-Off  CI 

Sparkle  CI 

Meyer-Blanke  Company 
See:  Em-Bee  Chemicals,  Inc. 

ZZ 

Meyer,  H.  B.  &  Son,  Inc. 

'XT    E4 

Action    A4 

Clenzene    Al 

Cream  Lotion  Hand  Soap  El 

Dare  A4 

Dek-Ade A4 

H.B.  Meyer  Hand  Clnr.  &  Sanitizer    ....  E2 

Kleenswell  A4 

Lemon  Odor  Disinfectant  C2 

Lotion  Clenzene    Al 

Metaclean Kl 

Pepsene    Al 

Pineolene  CI 

Sani-Sope El 

Sedoc  CI 

Sterylclene  A4 

Super  Genzene   Al 

Mia  Rose  Products,  Inc. 

Air  Therapy  CI 

Air  Therapy  Extra  Lime  (Aerosol)  CI 

Air  Therapy  Original  Orange  (Aerosol)  CI 

Citri-Glow  Total  Home  Cleaner  CI 

Miami  Products  &  Chemical  Co. 

Beatrice  Liquid  Chlmtg 
Disnf.  &  Germed Bl  JD2,E3,G4,Q4 

Michem  Distributing  Co. 

Industrial  Stove  &  Oven  Cleaner  A8 

Michigan  Co.  Inc. 

Michco  Prilled  Drain  Opener  LI 

Michigan  Paper  Products  Co. 

Purple  Power  A4 

Michigan  Sales  Co. 

Pete's  Stuf  Cleaner    A4.A8 

Michigan  Salt  Company 

Crystal  Flow  Brine  Blox  PI 

Crystal  Flow  Gran.  Water  Softener  Salt   PI 

Crystal  Flow  Louisiana  Rock  Salt   PI 

Crystal  Flow  Prls  Wtr  SoftSaltPeltzd 

Frm  PI 

Non-Hard.  No.l  Evap  Crystal  Flow  Salt  PI 
Pearls  Crystal  Flow 

WtrSoftSaltw/IronOut PI 

Michigan  Sanitary  Supply  Company 

NB  131    Al 

Sani-Rough    E4 

Sani-Smooth    E4 

Sani-Steel  Polish  A7 

Sanitary  Hi-Foam  Meat  Room  Cleaner    Al 


Michigan  State  Industries 

Cleaner/Degreaser  #8754    A4 

Micro  Products  Corporation 

Heavy  Duty  Degreaser  XX-1810  Al 

Micro  All-Purpose  Cleaner  Al 

Micro  Car  Cleaner Al 

Micro  Marine  Cleaner  Al 

Micro  Shield  Co.,  Inc. 

Commode  &  Urinal  Stripping  Formula 

#109    C2 

Germicidal  Cleaner  Formula  #1122  ....  D2 

Heavy  Duty  Formula  #645  C2 

Micro-Aire  Surgical  Instruments 
Inc. 

Micro-Lube  For  Micro-Aire  Pneum 
Instr.   HI 

Micro-Bac  International  Inc. 

Mega-Bac L2 

Micro-Gen  Equipment  Corporation 

Micro-Gen  Pro-Control  Ant  Baits    F2 

Pro  Control  Total  Release  Fogger   Fl 

R-300  3%  Multipurpose  Spr  Form 

w/SBP1382  Fl 

ULD  BP-100  Insecticide  Fl 

ULD  BP-1 10  Emulsifiable  Insctcd 

Cncntrt    Fl 

ULD  BP-15  Flying  Insect  Control  Fl 

ULD  BP-30  Insecticide  Fl 

ULD  BP-300  Insecticide  Fl 

ULD  BP-50  Insecticide  Fl 

ULD  BP-50  LC  Insecticide    Fl 

ULD  R-400+1   Fl 

ULD  R-50  Fl 

Warrior  Dual  Action  Roach  Bait  F2 

Micro-Tech  Sales,  Inc. 

Mega-Bac L2 

Micro-Ware  Corp. 

Super  Butyl  Concentrate  A4 

U.S.D.A.  All-Purpose  Cleaner   A4 

Microban  Germicide  Company 

Micro  Ban  Formula  X-580  Intsl  Spray     F2 
Microban  Hospital  Spray    CI 

Microbe  Masters,  Inc. 

EBR-D-20   L2 

EBR-L-20    CI 

EBR-L-20-3X    L2 

EBR-L-21-3X    L2 

EBR-L-25-3X    L2 

EBR-L-30  CNF  L2 

EBR-L-30-S  CI 

EBR-L-30- 3X-NF  L2 

EBR-L-30C  CI 

EBR-L30-3X  L2 

Microbes  Research  and 
Development,  Inc. 

Action  Bac L2 
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Microgen  Inc. 

D-125  


D2 


Microtech  Co.,  Inc. 

Pressure  Kleen  Al 

Microtech  Water  Management 

Systems  Inc. 

See  Microtech  Water  Management 

Sys. 

zz 

Microtech  Water  Management 
Systems,  Inc. 

D-Foam   G7 

Micro  B-01    G6 

Micro  B-08    G6 

Micro  B-10   G6 

Micro  B-ll    G6 

Micro  B-12   G6 

Micro  B-13    G6 

Micro  B-14   G6 

Micro  B-23    G6 

Micro  B-24   G6 

Micro  B-25   G6 

Micro  B-26   G6 

Micro  B-40   G6 

Micro  B-41    G6 

Micro  B-51    G6 

Micro  B-61    G6 

Micro  B-71    G6 

Micro  B-81    G6 

Micro  C-130    G6 

Micro  C-131    G6 

Micro  C-42    G7 

Micro  C-60    G7 

Micro  102    G6 

Micro  109    G6 

Micro  14    G6 

Micro  217    G6 

Micro  222    G6 

Micro  271    G6 

Micro  302   G7 

Micro  362    G6 

Micro  366    G6 

Micro  580    G6 

Micro  581    G6 

Micro  605    G6 

Micro  633    G7 

Micro  635    G7 

Micro  70    G6 

Micro  88    G6 

Micro  900    G7 

Micro  951    G7 

Micro-100    PI 

Micro-100-PWT    G6 

Micro-104    G6 

Micro-105    G6 

Micro-106    G6 

Micro-15    G6 

Micro-18    G6 

Micro-181    G6 

Micro-228    G6 

Micro-25    G6 

Micro-268    G7 

Micro-320    G6 

Micro-337LM    G7 

Micro-35    G6 

Micro-45    G6 

Micro-74    PI 

5020  G6 

5044  G6 

5052  G6 

5111  G6 

5120  G6 

5165  G6 

5214  G6 


5220  G6 

5226  G6 

6010  G7 

6025  G6 

6030  G7 

6040  G7 

6043  G6 

6060  G6 

6070  G6 

6075  G6 

Mid  America  Chemical  Inc. 

Tru-Klor  Liquid  Disinfectant   D2 

Mid  American  Chemical 

Oven  Cleaner A8 

Stainless  Steel  Cleaner  &  Protector  ....  A7 

Mid  American  Chemical 

TreyFoam C2 

Mid  Con  Systems,  Inc. 

Anti-Seize  Compound  (Aerosol)    H2 

Anti-Seize  Compound  (Bulk)  H2 

Belted  PI 

Chain  &  Cable H2 

Chlorinated  Cleaner Al 

Citrus  Kleen  S.G CI 

Citrus  Power   CI 

Coco  Rich  Liquid  Hand  Soap  El 

Coco  Rich  15%  Liquid  Hand  Soap   El 

Coco  Rich  40%  Liquid  Hand  Soap   El 

Corro-Ban    A3 

Corro-Ban  Plus   A3 

CRT  Screen  Clean CI 

Dri-Lube    HI 

Dri-Mol    H2 

Duz  All    CI 

Electrical  &  Mechanical  Contact 

Cleaner   K2 

Food  Grade  Acid  Cleaner  No.  1    A3 

Food  Grade  Acid  Cleaner  No.  2    A3 

Glean   A3 

Grease  Pump  Red  Spray  Grease H2 

Hi-Sept  1   Dl 

Hi-Sept  5   Dl 

Lemon  Fresh   CI 

Let  Go  HI 

Liquid  Alive  Bacteria   L2 

Liquid  Auger  LI 

Metal  Brite A7 

Moly  Pen  H2 

Multi-Seal    PI 

Multi-Solv   K2 

MCL-921  G7 

MCS  Algaecide  &  Disinfectant   Dl 

MCS  All  Purpose  Cleaner    A4 

MCS  Citrus  Kleen  CI 

MCS  Coolant  101   H2 

MCS  Food  Grade  Hand  Cleaner    E4 

MCS  Hi  Sept  2  D2 

MCS  Hi  Sept  3   A4 

MCS  Hi  Sept  6  D2 

MCS  Hi-Sept  4  C2 

MCS  Hi-Sept  6  D2 

MCS  Jel  Degreaser  Kl 

MCS  Porcelain  Cleaner A6 

MCS  Spontaneous  Meat  Room  Emulsi- 

fier Al 

MCS  Water  Treatment  I  G6 

MCS  Water  Treatment  D   G6 

MCS  101   Kl 

MCS  102  Motor  Degreaser  &  Equip- 
ment Clnr   Kl 

MCS  102  Multi-Purpose  Spot  Clnr  & 

Dgrsr  Kl 

MCS  130  Al 


MCS  135  Al 

MCS-110  Al 

MCS-120  Al 

MOR-927  G6 

MSB-901   G6 

MSB-903  G6 

MSB-908  G6 

MSC  Arctic  Cleaner  A5 

MSC  Deo-Drain    LI 

MSR-932  G6 

Natural  HI 

No  Sweat  PI 

Od-A-Bate  Lemon  CI 

Od-A-Bate  Lilac    CI 

Od-A-Bate  Mint    CI 

Ortho  Gran  I   CI 

Power  Granules  LI 

Restore  E4 

Rough  Stuff  E4 

Sanitary  Lube    HI 

Thread  Tape PI 

Tri-Col  C2 

TFE-Lube H2 

TLC  E4 

Wipe  Out  F2 

Mid  Continent  Industries,  Inc. 

A-P-W-5  Food  Plant  Cleaner  A4 

A-P-W-5  Heavy  Duty  Cleaner  Al 

A-P-W-5  Inhibited  Chemical  Cleaner      A3 
Apple  Blossom  Air  Santzr.  &  Surf.  Di- 

sinf   CI 

Aqua-Solv    Al 

Chem-O*  A3 

Clor-Aid  CI 

Clor-Aid  Granules  CI 

Complex  XI  L2 

Crystal   CI 

CT  150  G6 

Deo  Gran  CI 

Flavor-Sect  Insect  Spray  Fl 

General  Al 

Hi-Co  A4 

Hook  And  Trolley  Cleaner  A4 

HT  33 A4 

Kwik-Fog  Insect  Spray  Fl 

Lively CI 

M.C.  Boiler  Compound    G6 

Metro-Clear  LI 

Mid-Sol    K2 

Midzyme  20  L2 

Midzyme  30 L2 

Mintize  CI 

Mist  N  Clean    CI 

MC-3   G6 

MC-6  Boiler  &  Line  Treatment  G6 

MC-6  Water  Treatment  G6 

MID-10    Al 

Neutral  Food  Equipment  Lubricant   ....    HI 

NBC  250  G6 

Odor-Gone  Lemon    CI 

Old  Smokey  Al 

Pent-X   H2 

Pine-All  Disinfectant  CI 

RTU  Cleaner  Disinfectant CI 

Sani  Klean  El 

Sparkle  Al 

Super  De   Kl 

Talc    CI 

Thaw  Away  CI 

The  Right  Stuff  CI 

Tri-D  Disinfectant  Deodorant  CI 

Trolley  Al 

TRS  Granules    L2 

Whiz CI 

Mid  Country  Chemicals  Corp.  of 
Am.,  Inc. 

Green  Power  Powdered  Cleaning  Com- 
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pound    A4 

Liquid  Solvent  Non-Flammable  Cleaner  A4 
Virucide  Dl 

Mid  South  Supply  Co. 

Aerodet  Heavy  Duty  Cleaner  A4 

Mid-America  Chemical  Co. 

B-D-G  #110  Belt  Dressing  PI 

Dyna-Mite  Sulfuric  Acid  Type  Drain 

Clnr  LI 

Electra  #155  Electronic  Solvent  Dgrsr.    K2 

Germicidal  Cleaner  &  Deodorant CI 

Glass  &  Utility  Geaner    CI 

Insecticide  (w/residual  insect  control)    ..  F2 
Liquid  Boiler  and  Feed  Water  Treatment  G6 

Quatra  Rinse   D2 

Slash  #195  Nut  &  Bolt  Loosener  Pene- 
trant      H2 

Super  Fogging  Insect  Killer  F2 

Super  Steam  Steam  Cleaner  A2 

Super-Kleen  Heavy  Duty  Cleaner   A4 

Three  Gly CI 

Mid-America  Chemical,  Inc. 

Tru-Kleen  Sodium  Hypochlorite  Sol- 
ution        Bl 

Mid-America  Dairymen,  Inc. 

Mid-Am  Acid  Cleaner    A3 

Mid-Am  Acid  Cleaner  (Concentrate)  ..  A3 

Mid-Am  Chlorinated  TSP  Al 

Mid-Am  General  Cleaner  880    Al 

Mid-Am  NXZ  Defoamer    Al 

Mid-America  Indust.  Products  Co., 
Inc. 

Aqualess E4 

Jet  Grease    H2 

Lifter   CI 

Taragon  Jell  Degreaser  &  Tar  Remover  CI 

Mid-American  Corporation 

Reliance  Maxwhite  Grease  #1    HI 

Reliance  Maxwhite  Grease  #2   HI 

Reliance  Prima  Oil  70 HI 

Reliance  Prima  Oil  90 HI 

Reliance  Solus  Oil  200  HI 

Reliance  Solus  Oil  300  HI 

Reliance  Solus  Oil  350  HI 

Reliance  Solus  Oil  400  HI 

Reliance  Solus  Oil  55  HI 

Reliance  Solus  Oil  70  HI 

Reliance  Solus  Oil  90  HI 

Reliance  Supra  Oil  100  HI 

Reliance  Supra  Oil  220  HI 

Reliance  Supra  Oil  32  HI 

Reliance  Supra  Oil  46  HI 

Reliance  Supra  Oil  460  HI 

Reliance  Supra  Oil  68  HI 

Reliance  Ultrawhite  #2  HI 

Mid-American  Research  Chemical 
Corp. 

All  Purpose  Concentrate  CI 

Citation    CI 

Coil  Cleaner CI 

Concentrated  Hi-Pressure  Cleaner   ..  A4.C1 

Contact  Deodorizer  CI 

De-Limer  A3 

Deodonzer  CI 

Gentle  Scrub   C2 

Glass  Cleaner CI 


Gone A8 

Got-A-Mess  CI 

Hot  Shot    A4.C1 

Marcicide  CI 

Marcicide  II  CI 

Mighty-Solv  Kl 

Mint  Power  Off  CI 

Multi-Purpose  Bathroom  Cleaner  C2 

MARC  AU-Purpose  Cleaner  CI 

MARC  Double  Strength  Descaler   A3 

MARC  Fiberglass  Cleaner   C2 

MARC  Jelled  Power  Off    CI 

MARC  Power  Off B2.C1 

MARC  Tile  &  Grout  Cleaner  A3 

MARC  Tuff  Stuff  CI 

MARC  201    El 

MARC  305-C    CI 

MARC  34  Marcicide A4 

MARC  38-AAA  Marcicide A4 

MARC  41    A4 

MARC  50-D  Bowl  Cleaner   C2 

MARC  56  Drain  Line  Maintainer    CI 

MARC  62  Deodorant  Granules    CI 

MARC  65    A4.L1 

MARC  68  Deodorizer  Citrus   CI 

MARC  69  Flocculent  &  Sludge  Dewtr. 

Cmpd.   LI 

MARC  75  Liquid  Paint  Stripper    C3 

MARC  92-GW  Gel  Degreaser  A4 

MARC  92-LC  Cone.  RD.  Eng. 

Dgrsr.&MtrCl    Kl 

MARC  95  Descaler A3 

MARC-103    Kl 

MARC-108    A7 

MARC- 109  Glass  Cleaner   CI 

MARC-116    HI 

MARC-127    H2 

MARC-138    Kl 

MARC-139    F2 

MARC- 146  Shield  Glass  Cleaner CI 

MARC-154  Invisible  Glove  E4 

MARC- 158  Oven  &  Hood  Protector  ..    HI 

MARC-16    CI 

MARC-162  Liquid  Grease  H2 

MARC-218    CI 

MARC-50    C2 

MARC-55    LI 

MARC-63  Marc-Xion  LI 

MARC-89    L2 

MARC-97    CI 

Natural  Orange  Crush  CI 

Neutralizer  CI 

Odor  Counteractant  Cherry  CI 

Odor  Counteractant  Citrus    CI 

Patrol  H2 

Penetrating  Red  Grease  H2 

Pur-Solv  K2 

Q-T-C A4 

Racer   PI 

Right  Stuff  Germicidal  Foaming  Cleaner  C2 

SafeSolv  Kl 

Safeguard  CI 

Sewage  Degreaser  and  Odor  Control  ..    CI 

Sewer  Solvent   LI 

Spectrum   A3 

Super  Concentrated  Jelled  Paint  Stripper  C3 

Super  Strength  Bowl  Cleaner  C2 

Tackle    CI 

Vanish  Insect  Killer    F2 

Wipe CI 

Mid-Co  Chemical,  Inc. 

MC-100  Extra  Heavy  Duty  Clean- 
er-Degrsr  A4.A8 

Mid-Con  Systems 

Antiseptic  Lotion  Hand  Soap  E4 


Mid-Continent  Chemical  Co. 

Red  Bam  Rat  Bait F3 

Mid-Continent  Industries,  Inc. 

Alpha  C  Chlorinated  Al 

Alpha  Pledge  Al 

Alpha  Suds    Al 

G  W  Klene  U    A4 

Germicidal  Cleaner  C2 

Laundry  Detergent Bl 

Lime  Go A4 

Liqua-Chlor  Al 

Mid-Con  Brite  2  Liquid  Laundry  Deter- 
gent    Bl 

Mid-Con  D-3000  Al 

Mid-Con  Laundry  Two  Bl 

Mid-Con  Liquid  Alkaline  Builder    B2 

Mid-Con  Ox-O-Brite  Bl 

Mid-Con  Scale-Away   A3 

Rid-All  F2 

Silicone  Spray  H2 

Silicone  Spray  HI 

Steel  Brite   A7 

Steel  Brite   A7 

Mid-Florida  Mining  Company 

Durasorb    Jl 

Mid-Lands  Chemical  Co.,  Inc. 

AC  Foamer   Al 

AC  103    A3 

AC  104    A3 

CC  100    A2 

CC-101    A2 

CC-102    A2 

EO-203 HI 

Heavy  Duty  Truck  Soap  Al 

Inferno   LI 

LB  48  Bl 

LC-01  CI 

LD  60 Bl 

LD-61  Bl 

LHS  40    El 

MC  100   D2 

MCC  Germicidal  Hand  Scrub    E2 

Step  and  Sorb  #1  Jl 

SS-98  K2 

Total  Al 

Mid-Ohio  Paper  &  Supply  Co. 

Ice  &  Snow  Melter  CI 

Mid-South  Analytical  Lab 

MSAL#1  L2 

Mid-South  Chemical  Company,  Inc. 

Alkatrol  27 G6 

Alkatrol  27L   G6 

MBT  #102  G6 

MBT  #105  G6 

MBT  #106  G6 

MBT  #107  G6 

MBT  #127  G6 

MBT  #157  G6 

MBT  1123  G7 

MBT  161  G6 

MBT  254  G7 

MCT  #501  G2 

MCT  #502  G2.G6 

MCT  #504  G2 

MHT#156  G6 

MIC  800    Al 

MIC  806    CI 

MIC  835    Al 
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MIC  836    A4 

MOS  #144  G6 

Steam  Treat  #200    G6 

Steamtrol   G6 

Mid-South  Industrial  Chemicals 

Quick  Action  A4 

Mid-South  Supply 

Big  "C"  Concentrate  A4.A8 

No.  1  General  Smokehouse  Cleaner    ..    A2 

No.  185  Cleaner    Al 

Odor  Control  CI 

Mid-State  Chemical  &  Supply  Corp. 

Acid  Brightener  A3 

Acid  Cleaner  5525    A3 

Alka-Clean  1109  A2 

BWC-1115  A2 

Chain  Lube  8500  H2 

Chlor-Clean  1612    Al 

Chlorinated  Hand  Scrubbing  Cleaner  ..  Al 

CIP  Acid  Circulation  Cleaner  NP    A3 

CLP  Circulation  Cleaner  A2 

Floor  Cleaner  71 10  A4 

Foam  Additive  1650  Al 

Heavy  Duty  Alkaline  Drain  Opener LI 

Heavy  Duty  Bottle  Wash   A2 

Heavy  Duty  Chlorinated  Cleaner  A2 

Heavy  Duty  Floor  Cleaner  7120    A4 

Heavy  Duty  Laundry  Detergent  Bl 

Heavy  Duty  Smoke  House  Cleaner  ....  A2 

Heavy  Duty  Solvent  Degreasing  Cleaner  Kl 

Hook,  Trolley,  And  Tree  Cleaner A2 

Low-Alkaline  General  Purpose  Cleaner  Al 

Pan  And  Mold  Cleaner  A2 

Pan  And  Mold  Cleaner  NS  A2 

Rapid  Clean  2000   A3 

Raven  Brand  CIP  Acid  Circulation  Clnr.  A3 

Raven  Brand  Gen.Purp.Powdrd  Clnr.  Al 
Raven  Brand  Phos-Free  Det  Chain 

Lube8430   H2 

Raven  Brand  Rinse  Aid  1675  G5 

Safety  Solvent  14000    Kl 

Safety  Solvent  14010    Kl 

Super  Clean  1500   A4 

Super  Clean  1600   Al 

Super  Kleen  1630   Al 

Truck  Wash  110   Al 

Truck  Wash  110  A   Al 

Mid-States  Laboratories,  Inc. 

Concentrated  Cleaning  Crystals  CI 

Multi-Solv  Liquid  Super  Base   A4 

Multi-Solv  Liquid  Superbase   A4 

Multi-Solv  Super  Base   A4 

MSL  Lemon  Odor  Disinfectant  Cleaner  A4 
MSL  Urinal  Maint.  w/Built  in  Screen      C2 
MSL  1001  Stainless  Steel  &  Metal  Pol- 
ish       A7 

MSL  1002  Penetrating  Lube H2 

MSL  1003  All-Purpose  Silicone  Spray    HI 

MSL  1006  Safety  Solvent    Kl 

MSL  1007  Glass  &  Mirror  Clnr  & 

Brightner  CI 

MSL  1009  Oven  Cleaner  (Aerosol)  ....    A8 
MSL  101  Organic  Sewer  Line  Opener 

&  Mntr  LI 

MSL  1012  Foaming  Germicidal  Cleaner  CI 

MSL  1013  Flying  Insect  Killer    Fl 

MSL  1014  Crawling  Insect  Killer  F2 

MSL  103  Drain  Line  Opener  and  Main- 

tainer  LI 

MSL  107  Enzyme  Sewer  &  Drain  Line 

Mntr    L2 

MSL  115  Organ.  Drain  Line  Opnr  & 
Maint  LI 


MSL  204  Floor  Sealer  Acrylic  13%  ....  PI 
MSL  206  Multi  Solv  Wtr  Base  Dgrs. 

Cone A4 

MSL  207  Hvy  Dty  Floor  Stripper 

Cncntrt    A4 

MSL  208  Super  Cone.  All-Purpose 

Cleaner   Al 

MSL  216  Polyurethane  Sealer   PI 

MSL  226  Hvy  Dty  Water  Base  Dgrs 

Cone    A4 

MSL  227  Super  Neutral  Cleaner   Al 

MSL  247  Heavy  Duty  All  Purp.  Orange 

Clnr  CI 

MSL  248  Non-Butyl  Orange  Cleaner       CI 

MSL  407  Liquid  Hand  Soap    El 

MSL  408  Descaler-Delimer  Concentrate  A3 
MSL  410  Liquid  Dishwashing  Concen- 
trate      A8 

MSL  412  Non-Abrasive  Liquid  Cleanser  CI 

MSL  423  Oven  Cleaner  A8 

MSL  427  Cuts  Rust  Remover    A3 

MSL  503  Safety  Solvent  Cleaner  & 

Dgrsr  Kl 

MSL  533  Timed-Rel  Ice  &  Sno  Mltr 

Pelts CI 

MSL  834  Lift  Station  Cleaner   A2 

Natumate   L2 

206  Heavy-Duty  Multi-Purpose  Cleaner  A4 

Mid-Tech  Corporation 

Bronze  Label  Multi-Purpose  Cleaner  ..    Al 

E-E-ZZ  Cleaner  Concentrate    Al 

Gentle  Almond  Lotion  Soap  El 

Gentle  Musk  Lotion  Soap  El 

Gentle  Sandalwood  Hand  Soap    El 

Gold  Label  Al 

Orange  Label  A4 

Power  Lemon  Disinfectant  Deodo- 
rant Clnr  A4.C1 

Reflection  Dish  Detergent Al 

Silver  Label  Al 

Mid-York  Products,  Inc. 

Reliable   Al 

Reliable  Disinfectant  Bowl  Cleaner  ....  C2 
Reliable  Pine-Cleaner  CI 

Midbrook  Products  Inc. 

L- 365  Parts  Washer  Compound  Al 

Midco  Products  Company,  Inc. 

All  Purpose  Cleaner   CI 

All  Purpose  Plus   CI 

Ant  &  Roach  Killer Fl 

Basin,  Tub  and  Tile  Cleaner C2 

Battery  Terminal  Cleaner  &  Protector  ..  PI 

Belt  Dressing  PI 

Bowl  Cleaner  Non-Acid  Spray  Foam       C2 

Brak.  Parts  Cleaner PI 

Choke  &  Carburetor  Cleaner  II   PI 

Choke  &  Carburetor  Cleaner   PI 

Cleaner  Disinfectant  Citrus  CI 

Cleaner  Disinfectant  Lemon  CI 

Cleaner  Disinfectant  Mint  CI 

Cleaner/Disinfectant    CI 

Dbl  Actn  Insect  Kill.  w/Dbl  Actn 

"Spray"  F2 

Degreaser  K2 

Disinfectant  Deodorant  CI 

Disinfectant  Deodorant  Citrus    CI 

Disinfectant  Deodorant  Lemon  CI 

Disinfectant  Deodorant  Mint    CI 

Dri-Mist  Baby  Fresh  Air  Frshnr  & 

Deodrzr  CI 

Dri-Mist  Bamboo  Air 

Freshner&Deodorizer  CI 

Dri-Mist  Bouquet  Air  Freshener  & 


Deodrzr  CI 

Dri-Mist  Cherry  Air 

Freshener&Deodorizer  CI 

Dri-Mist  Lemon  Air  Freshener  & 

Deodrzr  CI 

Dri-Mist  Mint  Air  Freshener  &  Deodor- 
izer        CI 

Dri-Sil  Dry  Silicone  Spray  Food  Grade  HI 

Dry  Film  Lubricant  H2 

Dry  Moly  Lubricant  With  Graphite  ....    H2 

Electronic  Component  Cleaner  K2 

Flying  Insect  Killer  Fl 

Gel  Vandal  Mark  Remover CI 

Hi-Heat  Multi-Purpose  Spray  Lube  ....    H2 
Kitchen  Safe  Stainless  Steel  and  For- 
mica      A7 

Lubra-Penet  H2 

Non  Flammable  Penetrating  Oil  H2 

Open  Gear  Lubricant H2 

Penetrating  Oil  H2 

Protective  Skin  Cream    E4 

Pyreban  3  F2 

Silicone  Spray  Food  Grade  HI 

Stainless  Steel  &  Formica 

Cleaner&Polish  CI 

Tangerine  Air  Freshener  &  Deodorizer    CI 

Tangerine  All  Purpose  Cleaner CI 

Vandal  Mark  Remover  CI 

Wasp-A-Way  Fl 

Waterless  Hd  Clnr  w/  Mink  Oil  &  La- 
nolin      E4 

White  Grease  HI 

Midco  Products,  Inc. 

Midco  "AA"  Concentrate   CI 

Midco  D-64  Germcidal  Detergent  & 
Deod CI 

Midlab,  Inc. 

"Amber  Suds"   Al 

"Concept"  Liquid  Concentrated  Skin 

Clnr  El 

"Eze  Strip"  Oxidation  Remover  & 

Cleaner   A3 

"Liqui-Clean" A4 

"Phos-Free"  Alkaline  Cleaner  A2 

Big  "M"  Concentrate A4.A8 

Blue  Cleaner   CI 

CIP  Cleaner  50  L    A2 

CIP  Cleaner  60P  A2 

CIP-150   Al 

D-Grease  Foaming  Degreaser CI 

Dish  Delight    Al 

DS  490  Maxim   D2 

Fry  Clean  Deep  Vat  Fry  Cleaner  A8 

Green  Dynamite    CI 

GPC-28    Al 

H.P.C.  Cleaner Al 

Laundrastat  Extra  Mildew  Preventative  B2 

Liquid  Conveyor  and  Chain  Lubricant  H2 

Liquid  Econo  Hand  Soap   E4 

Liquid  Steam  Cleaning  Concentrate  ....  Al 

Machine  Descaler   A3 

Malodor  Concentrate CI 

Maxim  CC  950   Al 

Maxim  DS  404   CI 

Maxim  DS  406   CI 

Maxim  DS  410   CI 

Maxim  DS  494   D2 

Maxim  FC  1102   CI 

Maxim  FC  1800    CI 

Maxim  GC  520  CI 

Maxim  GC  531   A4 

Maxim  GC  532  CI 

Maxim  GC  536  A4 

Maxim  GC  540  CI 

Maxim  GC  551   A2 

Maxim  GC  572  Al 

Maxim  HB  210  El 

Maxim  HB  220  E4 
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Maxim  HB  270  E2 

Maxim  HB  272  Antiseptic  Hand  Soap  El 

Maxim  IM  607    A4 

Maxim  IM  610    A4.A8 

Maxim  IM  620    A4 

Maxim  IM  630   K2 

Maxim  IM  650    Al 

Maxim  KS  2400   Al 

Maxim  KS  2450   Al 

Maxim  KS  2500   A8 

Maxim  KS  2711    A2 

Maxim  KS  2970   Al 

Maxim  LP  4101    Bl 

Maxim  LP  4105    Bl 

Maxim  LP  4130    Bl 

Maxim  LP  4208    Bl 

Maxim  LP  4308    Bl 

Maxim  LP  4520    B2 

Maxim  LP  4522    B2 

Maxim  MW  3122   Al 

Maxim  MW  3221   Al 

Maxim  MW  3232  Al 

Maxim  MW  3450  A3 

Maxim  MW  3454   A3 

Maxim  MW  3590  D2.Q4 

Maxim  RB  306  C2 

Maxim  RB  324  C2 

Maxim  SP  702    CI 

Maxim  SP  771     Ql 

Maxim  TA  851    A2 

Milkstone  Remover  &  Descaler  Con- 
centrate     A3 

Multi-Purpose  Steam  Cleaning  Concen- 
trate    Al 

Organic  Acid  Detergent    A3 

Perma-Foam A8 

Phos-Delimer  A3 

Purple  Cleaner  2500  CI 

Quick  Clean  El 

RB  320  Hosp  Tp  Xtra  Str  Dsnfctnt  Bl 

Clnr  C2 

510  Degreaser  A4.A8 

Midland  Paper  Co. 
Maintenance  Supply  Div. 

Midpaco  Power  KJeen A4 

Midpaco  Power  Plus  A4 

Midpaco  Vanish  Bowl  Cleaner C2 

Midpaco  101-Cleaner   A4 

Midland  Research  Laboratories, 
Inc. 

Chem  Coil  100    PI 

Chem  Coil  300   PI 

Chem  Coil  400    Al 

Chem  Coil  500    A3 

Chem  Coil  600    A8 

Ion-XllO    PI 

Ion-X  120    PI 

Midland  Chemet  Liquid   Gl 

Midland  Chemet  Powder    Gl 

Midland  G203  G6 

Midland  G210  G5.G6 

Midland  G210P  G5.G6 

Midland  G211   G6 

Midland  G212  G5.G6 

Midland  G213  G5,G5,G6 

Midland  G222  G6 

Midland  G250  G6 

Midland  PCF  6262   G5 

Midland  PCF  6408   G5 

Midland  PCF  6410   G5 

Midland  PCS  1015    Al 

Midland  PCS  1062   A8 

Midland  100    Al 

Midland  101L   A3 

Midland  101P    A3 

Midland  101PS   A3 

Midland  115    PI 


Midland  116    PI 

Midland  200    G5.G6 

Midland  201    G6 

Midland  202    G5.G6 

Midland  205    G7 

Midland  207    G7 

Midland  208    G7 

Midland  212    G5.G6 

Midland  213    G5,G6 

Midland  214    G5.G6 

Midland  215    G5.G6 

Midland  216    G5.G6 

Midland  217    G6 

Midland  217L   G6 

Midland  218    G5.G6 

Midland  219    G5.G6 

Midland  220    G5.G6 

Midland  221    G5.G6 

Midland  222    G5.G6 

Midland  223    G5.G6 

Midland  224    G5.G6 

Midland  225    G5.G6 

Midland  226    G6 

Midland  227    G6 

Midland  228    G7 

Midland  229    G6 

Midland  230    G6 

Midland  231    G6 

Midland  233    G6 

Midland  234    G6 

Midland  235    G6 

Midland  236    G6 

Midland  237    G6 

Midland  238    G6 

Midland  239    G6 

Midland  240    G6 

Midland  250    G6 

Midland  251    G6 

Midland  252    G6 

Midland  253    G6 

Midland  254    G6 

Midland  255    G6 

Midland  256    G5.G6 

Midland  256P   G5.G6 

Midland  257    G6 

Midland  258    G5.G6 

Midland  259    G7 

Midland  265    G6 

Midland  271    G5.G6 

Midland  272    G5.G7 

Midland  273    G5.G7 

Midland  280    G6 

Midland  281    G6 

Midland  282    G6 

Midland  283    G6 

Midland  284    G6 

Midland  285    G6 

Midland  286    G7 

Midland  287    G7 

Midland  390    G6.P1 

Midland  394    Gl 

Midland  396    Gl 

Midland  400P    G6 

Midland  401    Al 

Midland  402    G5.G6 

Midland  404    G6 

Midland  404S    G5.G6 

Midland  405    G3 

Midland  407    G3.G6 

Midland  408    G5.G6 

Midland  409    G2 

Midland  411    G6 

Midland  419    G6 

Midland  421    G6 

Midland  422    G6 

Midland  423    G6 

Midland  424    G5.G7 

Midland  425    G6 

Midland  426    G5.G7 

Midland  430    G7 

Midland  432    G7 

Midland  433    G7 


Midland  434    G7 

Midland  440    G6 

Midland  446    G7 

Midland  447    G7 

Midland  448    G7 

Midland  449    G7 

Midland  450    G7 

Midland  450X   G7 

Midland  452    G7 

Midland  453    G7 

Midland  454    G7 

Midland  455    G7 

Midland  456    G7 

Midland  457    G7 

Midland  460    G6 

Midland  461    G6 

Midland  462    G6 

Midland  465    G7 

Midland  466    G7 

Midland  467    G7 

Midland  470    G7 

Midland  471    G7 

Midland  477    G7 

Midland  479    G7 

Midland  480    G7 

Midland  481    G6 

Midland  482    G7 

Midland  483    G6 

Midland  484    G5,G6 

Midland  484A   G7 

Midland  486    G7 

Midland  491    G7 

Midland  492    G2.G6 

Midland  493    G7 

Midland  494    G7 

Midland  495    G7 

Midland  496    G7 

Midland  497    G7 

Midland  498    G2.G6 

Midland  605    G7 

Midland  610    G7 

Midland  625    G7 

Midland  654    G7 

Midland  655    Dl 

Midland  667    G7 

Midland  676    G7 

Midland  686    G5.G7 

Midland  753    G7 

PCS  1000 A3 

PCS  1002 A3 

Midway  Supply  Co. 

Dynamic  Egg  Wash    Ql 

Whiff  Miracle  Cleaner  &  Degreaser   ..  CI 

Midwest  Chemical  &  Supply 

FP  Acid  150    A3 

FP  Alka  100    A2 

MCS  Boil-Brite  Al 

MCS  Chloro-Clean   Al 

MCS  Crete-Clean    A2 

Midwest  Chemical  Co.,  Inc. 

MC  Concentrate  Scrubber Al 

Midwest  Chemical  Company 

Concentrate  Deodorant   CI 

Deo-Gran  CI 

Deodorizer  CI 

Disinfctnt-Sanitizer-Deodorizer-Conc.  Dl 

Drain  Cleaner    L2 

Enzymes  for  Sewage  Systems    L2 

General  Purpose  Liquid  Cleaner Al 

Germicidal  Cleaner  Dl 

Heavy  Dty  Liq.  Organic  Drain  Cleaner  LI 

Heavy  Dty  Organic  Drain  Cleaner  LI 

Ice  Melting  Compound  CI 
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Laundry  Detergent Bl 

Liq.  Solvent  Non-Flammable  Clnr A4 

Liquid  Dishwashing  Concentrate  Al 

Liquid  Hand  Soap  20% El 

Liquid  Hand  Soap  40% El 

Liquid  Ice  Melt  CI 

Low  Pressure  Boiler  Compound G6 

Midwest  Drain  Cleaner  Enzyme  Type  ..  L2 

MS-11  Safety  Solvent  K2 

New  Improved  Rat  Bait   F3 

Organic  Acid  Detergent    A3 

Porcelain  and  Bowl  Cleanser  C2 

Sewer  Solvent  LI 

Window  Glass  Cleaner  CI 

Window  Glass  Cleaner  Concentrate  ....  CI 

Midwest  Chemical  Consultants 

BOX-100  G6 

BSC-100    G7 

BSC-200    G6 

RLT-100    G6 

Midwest  Chemical  Supply,  Inc. 

Midwest  Degreaser  A8 

Midwest  Chemicals 

MW  Liquid  Smokehouse  Cleaner    Al 

MW-1 17  Alkaline  Foamall  Al 

Midwest  Cleaning  Systems 
Company 

Midwest  Multi-Wash  Al 

Midwest  Diversified  Products 

MDP  "Scrubbing  Soap"  Concentrate  ..  A4 

MDP  Foaming  High  Alkaline  Cleaner  Al 

MDP  Multipurpose  Cleaner/Degreaser  CI 

Midwest  Engineered  Products 
Corporation 

ScaieBuster   A3 

Midwest  Floor  Care,  Inc. 

Nutri-Clean    A4 

Midwest  Food  Supply  Company 

F.C.  Floor  Cleaner CI 

Midflash  Al 

No.  150  Super  Cleaner  Al 

No.  200  All  Purpose  Cleaner  Al 

No.  2000    Al 

No.  300  General  Cleaner    Al 

No.  700  Chlor  Cleaner   Al 

No.  925  Chelated  Alkali  A2 

Midwest  Janitor  Supply 

Safety  Solvent  Degreaser   K2 

Warpath  A4 

Midwest  Janitorial  Supply 

Oven  Jell   A8 

Professional's  Choice  Liquid  Chisel  ....  Al 

Top  Flite    A4 

Midwest  Supply  Co. 

Industrial  Acid  A3 


Midwest  Supply  Company 

Aqua-Solv  Cleaner  Degreaser A4 

Attack  #10  F2 

Bafix  Germicidal  Cleaner  CI 

Belt  Dressing  PI 

Big  Bertha  Deodorized  Liq  Dm  Pipe 

Opnr    LI 

Big  Red   H2 

E-Z  Go  Penetrant    H2 

Grease-Solv  A4 

Hi-P  Contact  Cleaner   K2 

KK  Liquid  Drain  &  Sewer  Pipe  Opener  LI 

Lemon  Sewer  Sweetener CI 

Lemon-Lite    CI 

Liquid  Alive    CI 

Magic  Mint   CI 

Med-I-Co  A4 

Md  Zone  Disinfectant  Deodorant   C2 

Midwest  Power  Solv  A4 

Midzyme  Digestant  250   L2 

Mighty  Pine  CI 

MSC  No.  2  Safety  Solvent  K2 

No-Grab  H2 

No-Ox    A3 

Open  Up  Drain  Pipe  Cleaner  LI 

Orange  Krush    CI 

PY  Spray  Pyrethrum  Type  Fly  Spray    ..  Fl 

Sani-Lube HI 

Select  Cleansing  Cream  Hand  Cleaner     E4 

Sentry  Mark  Remover CI 

Sewer  Solvent  LI 

Sila-Lube  H2 

Skin  Shield    E4 

Smoothy  Waterless  Hand  Cleaner   E4 

Spray-A-Way CI 

Squeeze   E4 

Staph-X    A4 

Strip  All  C3 

Super  Solv  A4 

Super-Solv  CI 

T.N.T.  Liquid  Drain  Pipe  Opener    LI 

Tef-Tape    PI 

Warpath  Roach  n'  Ant  Killer   F2 

White  Wave  A7 

White  Wizard  Emulsion  Bowl  Cleaner     C2 
4  Way  Action    H2 

Midwest-Chem  Specialties,  Inc. 

CWT  350  G7 

Midwood  Industrial  Supply  Co. 

Midwoood's  Super  Lean  A4 

Mighty  Mac  Products 

Enviro-Prep   CI 

Mike  Dermer  Distributors,  Inc. 

Live  Micro-Organisms    L2 

Mint  Deodorant  CI 

O.G.S.  Oven,  Grill  &  Smokehouse 

Cleaner  A8 

Organic  Acid  Cleaner  A3 

Milchingan  Sanitary  Supply 
See  Sanitary  Supply  Co. 

zz 

Miles  Inc. 

Baygon  1.5    F2 

Baygon  2%  Bait  Insecticide  F2 

Baygon  70%  Wettable  Powder  Insecti- 
cide    F2 

Baytex  4 F2 

Pryfon  6  Insecticide    F2 


Tempo  2  Insecticide   F2 

Tempo  20  WP  Insecticide F2 

Tempo  20  WP  Insecticide  In  Packets    ..  F2 

Milfred  Company,  The 

Ammoniated  Oven  Cleaner A8 

Diocene   CI 

Metal  Brite A7 

Milfuso  Fog  Generator  Insect  Spray  ....  FI 
Mlfuso  No.  200  Residual  Insect  Spray  F2 
No.  25  Insect  Spray    Fl 

Miller  Chemical  Company,  Inc. 

Mill  Chem  Inset  Miller  Chemical  404 

Bulk Fl 

Mil  Chem  700    Al 

Miller  Chemical  230  Al 

Miller  Products  Company 

Conquest  ID.  CI 

KA-33  Heavy  Duty  Formula    Al 

Super  MF CI 

Trio    A4 

Wet-One A4 

Miller  Scales  &  Food  Machines,  Inc. 

Sani-Lube HI 

Miller  Supply  Company 

Ben's  Best  Cleaner-Degreaser A4A8 

Miller-Aldridge  Chemicals,  Inc. 

Aluminum  Cleaner   Al 

Anti-Static  Wash  Al 

Brite-Lume Al 

Can  Wash    A1.Q1 

Chlor-O-Kleen  A4 

Chlorinated  CLP.  Cleaner   A1.Q1 

Chlorinated  General  Cleaner  No.  A-2  Al 

Chlorinated  General  Cleaner  No.  102  Al 

Chlorinated  Heavy  Duty  Cleaner  A2 

Chlorinated  Liquid  C.I.P. 

Cleaner  A13LQ1 

Chlorinated  Liquid  Foam  Cleaner   Al 

Cir-Chlor  A1.Q1 

Circulation  Cleaner  No.  1  Al 

Combat    D2 

Conveyor  Lube  #1000 H2 

Conveyor  Lube  #900 Al  JH2 

Conveyor  Lube  No.  800  Al 

CIP  Acid  No.  60  A3 

Easy  Pad    Al 

Foam  Cleaner  No.  100   Al 

Fryer  Cleaner A8 

Galvalume  Al 

Gel-On  Al 

General  Cleaner  No.  A-l    Al 

General  Cleaner  No.  A-3    Al 

General  Cleaner  No.  101    Al 

General  Cleaner  No.  103    Al 

H.T.S.T.  Cleaner  A2 

Handi-San  #619  E3 

Heavy  Duty  Laundry  Detergent   Bl 

High  Shine Al 

Laundry  Bleach  Bl 

Laundry  Detergent  No.  900    Bl 

Liqua-Brite Al 

Liquid  Acid  #50    A3 

Liquid  Acid  Cleaner  #6    A3 

LiquidAcidCleanerNo.il  A3 

Liquid  Acid  Cleaner  No.  1  INC   A3 

Liquid  Acid  Cleaner  No.  22  A3 

Liquid  Acid  Cleaner  No.  22NC  A3 

Liquid  Acid  Cleaner  No.  33  A3 

Liquid  Acid  Cleaner  No.  33NC  A3 


11-294 


Liquid  Acid  Cleaner  No.  4  A3 

Liquid  Acid  Cleaner  No.  44  A3 

Liquid  Acid  No.  600  A3 

Liquid  Ail-Purpose  Foam  Cleaner  Al 

Liquid  Foam  Cleaner  No.  50   Al 

Liquid  Foam  Cleaner  No.  60   Al 

Liquid  Foam  Cleaner  No.  65   Al 

Liquid  Foam  Cleaner  No.  70   Al 

Liquid  General  Cleaner  No.  A-4   Al 

Liquid  General  Cleaner  No.  1    Al 

Liquid  General  Cleaner  No.  104    Al 

Liquid  Self  Foaming  Acid  #70  A3 

Liquid  Smokehouse  Cleaner  A8 

Lo-Foam  Circulation  Cleaner  Al 

Lo-Foam  CIP  Acid   A3 

Low  Foaming  Smokehouse  Cleaner  ....  Al 

Mac  Inhibited  Acid  A3 

Mac  Liquid  Laundry  Detergent    Bl 

Mac  Nutra  Brite    CI 

Mac  Window  Cleaner  C2 

Mac-Cleen  A2 

Mac-Klor  Al 

Macsan  D2.G4 

Micro-Zyme L2 

MAC  Bottle  Wash A2 

MAC  Bowl  Cleaner    C2 

MAC  Chelated  Heavy  Duty  Cleaner  ..  A2 

MAC  Complete  A2 

MAC  Defoamer Al 

MAC  Degreaser Kl 

MAC  Disinfectant  Sanitizer  #617    ..  D2.E3 

MAC  Econo-Foam    Al 

MAC  Foam  Al 

MAC  General  Cleaner  X    Al 

MAC  General  Cleaner  XL  Al 

MAC  Heavy  Duty  Cleaner  No.  1  A2 

MAC  Heavy  Duty  Cleaner  No.  2 A2 

MAC  Low  Foam  Floor  Cleaner  A4 

MAC  One  Step   E2 

MAC  Powdered  Acid   A3 

MAC  PL  Bottle  Wash    A2 

MAC  Quat  Hand  Sanitizer  E3 

MAC  Quat  Sanitizer  No.  668  D2.Q3 

MAC  Rust  Stripper  A2 

MAC  Smokehouse  Cleaner A2 

MAC  Super  Ride HI 

MAC  Super-AM   CI 

MAC  Super-Solv  Al 

MAC  Tote  Cleaner  Al 

MAC  Trolley  Kleen    A2 

MACW/T  Al 

MAC-HGS  Al 

MAC/BAC  Handsoap  E2 

Nu-Tral    Al 

Oven  Cleaner Al 

Pan  Wash  Al 

Plastic  Case  Wash  Al 

Powdered  Case  Wash   Al 

Rapid  Foam  Al 

Self  Foaming  Acid  #75  A3 

Self-Foaming  Smokehouse  Cleaner  ....  A2 

Shell  Kleen  Supreme Ql 

Shell-Kleen  #1  Ql 

Soil-Off   A131 

Spectacular  MAC  Floor  Cleaner    A2 

Super  Clean  Al 

Trolley  Oil  HI 

Utility  Cleaner  #777   A1K2 

Miller-Stephenson  Chemical  Co., 
Inc. 

MS-180  Freon  TF  Degreaser   K2 

Miller,  B.  Products,  Inc. 

Complete  Degreaser   A4.A8 

Heavy  Duty  Industrial  Foaming  Cleaner  A8 
Miller's  Tub  N'  Tile  T-N-T  Foam  Dsnf 
On C2 


Millican  Chemical  Corp. 

Magic  Germicide  D2 

Milco  Kwik-Kleen E4 

Organic-Citra-Solv    CI 

Santi-Wash  Hand  Soap  E2 

Mills,  C.W.  Paper  Co. 

Preferred  Lotion  Skin  Cleanser    El 

Preferred  Plus    E2 

Milor  Products 

Citro-Green   A4A8 

Milor  Blue  Al 

Milport  Chemical  Company 

Coil  Clean   A3 

Detergent  Zero-Zero   A1.B1 

General  Purpose  Cleaner Al 

Inhibited  Chemical  Water  Meter 

Cleaner   A3 

Liquid  Smokehouse  Cleaner  A8 

Mil-Dri  Jl 

Milonic  Aqua  Ammonia  Al 

Milonic  AF-10  Al 

Milonic  Caustic  Soda   A2 

Milonic  LF    Al 

Milport  All  Purpose  Cleaner CI 

MilsurfNP-9  Al 

No  Spec*  Alkali    A2 

No  Spec*  Alkali  #63W  G7 

No-Specx  Alkali  No.  42  A2 

No-Specx  Alkali  No.  43  A2 

No-Specx  Alkali  No.  46  A2 

No-Specx  Alkali  No.  47  A2 

No-Sprecx  Alkali  No.  45   A2 

Phospho-Clean  A3 

Smoke  House  Cleaner A2 

Milsolv  Companies,  The 

Blandol  NF  85  HI 

White  Mineral  Oil  70  Technical HI 

Milwaukee  Solvents  &  Chemicals 

White  Mineral  Oil  70  Tech.  A HI 

Minae  Corporation 

Mwae-X  Multi-Purpose  Cleaner  Cone.  Al 

Mineola  Supply  Company 

Fury  II  Heavy  Duty  Cleaner-Degreaser  Al 

Mingo  Sales  &  Service  Co. 

D-Greaser A4 

Liquid  Pen-E-Trate   A4 

Liquid  Pink  Suds  Al 

Mighty  Red  Al 

Mingo  W-E-D  A4 

N  D  X   A4 

New  Improved  Mingo  W-E-D   Al 

Ole  Blue A4 

Pink  Energy-15   A4 

Pink  Power   A4 

Product  7-11    Al 

Rust-Solve  and  Mositure  Guard  H2 

Safety  Solvent  K2 

TK-60 A4 

Yellow  Suds    A4 


Mining  and  Construction  Suppliers, 
Inc. 

Ruf-Kleen    E4 

Sof-Kleen E4 

Minnesota  Central  Supply  Company 

D-600  Degreaser  A4 

S-20  All  Purpose  Cleaner  A4 

Mione  Manufacturing  Company 

Liquid  Lotion  Soap  El 

Powdered  Hand  Soap  (with  Lanolin)  ....  E4 

Special  C2 

W.  P-l  Lotion  Soap    El 

Mirachem  Corporation,  The 

Mirachem  100  Indstrl  Strength 

Clnr/Dgrsr  CI 

Mirachem  250  Rust  and  Scale  Remover  A3 
Mirachem  500  Cleaner/Degreaser    ..  CI  32 

Miraclean  Cleaner/Degreaser   B2.C1 

Now  All  Purpose 

Cleaner/Degreaser A4.A8J31 

Miracle  Manufacturing  Inc. 

Cindi-Clean  #1    Al 

Miracle  Supply,  Inc. 

Lectra-Sol    K2 

Lectro-Sol    K2 

Mirandy  Products  Ltd. 

Aim    CI 

Charge   A8 

Dri-Pipe   PI 

Foam  N'  Kleen  A4 

Glad  Hands   El 

Grease-X   Kl 

Hammer  Insect  Spray  Fl 

Kwikleen   A4 

Kwikleen  Plus  A4.A8 

Purolube  White  Grease  H2 

RT-7  Neutral  Cleaner  A4 

Safe  All   K2 

Whip    Al 

Miranol  Inc. 

C2M-SFConc Al 

Mirapon  FA-OP Al 

Mirapon  FBS  Al 

Mirataine  CB  Al 

Mirawet  ASC Al 

Mirawet  B   Al 

Mirque  Chemical  Products  Inc. 

Bacti-Cream El 

Carboff A8 

Grease  Buster    CI 

HP- 20  High  Pressure  Detergent  CI 

Lube  Job   H2 

Misco  Chemical 

Unique  A4.A8 

Misco  International,  Inc. 

"Regency"  Liquid  Energy  A4 

pHDegreaser    A4 

Ammoniated  All  Purpose  Cleaner   A4 

Bio-Cycle L2 
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Blue-Green  C2 

Chemical  Cleaner   A3 

Clear  Out  Insect  Fogger  Fl 

Clear  Out  Space  Spray  Insecticide  Fl 

Concrete  Seal  PI 

Dispray CI 

Drex  Al 

Dyna-Mic  A4 

Electrical  Equip.  Protector  (Aer.)  PI 

Electrical  Equip.  Protector  (Bulk)    PI 

Eliminate  CI 

Foam    CI 

Foam  General  Purpose  Disinfectant  Clnr  C2 

G.T.C CI 

Hand/Dish  Soap A1.E2 

Instant  Action    LI 

K.O CI 

Krak  Residual  Insecticide  F2 

Liquid  Auger  LI 

Liquid  Hand  Soap  El 

Liquid  Sanitizer  II  D2 

Microdyne  L2 

MU-II  Al 

Nature's  Method    L2 

No  Flash    CI 

Non-Residual  Space  Spray  Bug  Killer  ..  Fl 
Non-Residual  Space  Spray  Insect  Killer  Fl 

Patrol   F2 

Pert CI 

Pine  IV CI 

Power  Al 

Ready  to  Use  Window  Cleaner   CI 

Ready-To-Use  Disinfectant  Geaner    CI  ,A4 

Ready-To-Use  Glass  Spray  CI 

Removes    CI 

Residual  Roach.  Ant&Bug  Killer  F2 

Safety  Solvent  Kl 

Sanifect    A4 

Sprall   A4 

Spray-Clean  Oven&Grill  Cleaner A8 

Stainless  Steel  Treatment  (Aerosol)  ....    A7 
Stainless  Steel  Treatment  (Bulk  Liquid)  A7 

Sunsolv    CI 

Sunspeed   CI 

Super  S/S  Al 

Super  Safety  Solvent(Aerosol)  K2 

Super  Safety-Solvent(Bulk)    K2 

Super  V  Heavy  Duty  Cleaner  A8 

Sustain  Multi-Purpose  Floor  Cleaner  ..    A4 

Thresh  Hold  CI 

Touch  of  Mint  A4.C1 

Touch  of  Spring    CI 

Triple  C  Al 

Triple  D  A1.E1 

Triple  D  Manual  Dishwash  Liquid Al 

Viscous  Oven  &  Grill  Cleaner  A8 

Vue CI 

4-Way  Bowl  &  Bathroom  Cleaner  C2 

Misco  Products  Corporation 

Acidulate  Foaming  Acid  Cleaner  C2 

Action  Non-Butyl  Cleaner   Al 

All  Surf  All  Purpose  Cleaner  A4 

Arctic  Kleen  Freezer  Locker  Cleaner  ..    AS 

Big  Break  Hi  Foaming  Degreaser   Al 

Blast  Off  Hi  Pressure  Washer  Detergent  Al 
Body  Spa  Hair  and  Body  Shampoo  ....    C2 
Bowl  Bryte  Low  Acid  Bowl  Cleaner  ..    C2 
Bul-It  Non-Acid  Scum  &  Scale  Re- 
mover        Al 

Bully  Creme  Cleanser  CI 

Clean-Up  Waterless  Cleaner Kl 

Coco  Creme  Antiseptic  Lotion  Hand 

Soap    El 

Coco  15  Coconut  Oil  Hand  Soap  El 

CoCo  H/D  Antiseptic  Lotion  Hand  Soap  E4 

CoCo  40  Concentrated  Hand  Soap El 

Force  Liquid  Drain  Opener LI 

Fresh  General  Purpose  Cleaner    Al 

Glass  Glo  Concentrated  Glass  Cleaner     CI 
Glass  Glo  Glass  Cleaner  CI 


Grill-Glo  Oven  and  Coil  Cleaner  A8 

Hang  Tite  Clinging  Bowl  Cleaner  C2 

Hi-Con  128  Concentrated  Di- 

sinf.-Deterg Dl 

Hi-Con  256  Hi  Cone.  Disinfectant-De- 

terg Al 

Hi-Con  64  Disinfectant  and  Detergent     Dl 

Lime-Off  Non-Foaming  Descaler A3 

Odors  Away  Air  Freshener  &  Deodorant  CI 
One  Step  H.D.  Cleaner  &  Disinfectant  CI 
Orange-It  Cone.  Natural  Citrus  Cleaner  CI 
Orange-Solv  Natural  Citrus  Solvent  ....    CI 

Pearl  Drop  Pearlescent  Hand  Soap E4 

Pinex  Pine  Deodorant  Cleaner  CI 

Quat  Germicidal  Cleaner  (1-64)  Dl 

Ready-to-Use  Orange-Spra  Nat  Citrus 

Clnr  CI 

Revite  Heavy  Duty  Cleaner-Degreaser  Al 
Revite  Plus  10  Extra  Duty  Cleaner- 

Dgrsr  A4.A8 

Revite  Ready  to  Use  Cleaner-Degreaser  Al 

Rinse  Free  Neutral  Floor  Cleaner CI 

Sani-512  Sanitizer-Disinfectant-Deod.  D2 
Sparkle  Mild  Bowl  Tile  &  Porcelain 

Clnr C2 

Steam  Off  Hi  Alkaline  Steam  Cleaner     A 1 

Super  Blue  All  Purpose  Detergent  CI 

Trans-It  Vehicle  &  Transportation  Wash  Al 

White  Mineral  Oil  HI 

Wondersuds  Dishwashing  Detergent  ..  Al 
Wondersuds  Pink  Lotion  Dishwashing 

Det.  Al 

Misco  Textile  Rental 

Rough  Touch  E4 

Mission  Aerosol  Products 

DW4  H2 

Extermo  I  F2 

Extermo  I  Prof  Strength  Ant&Roach 

Killer  F2 

Extermo  II  Fl 

Extermo  II  Prof  Strength  Fly  Insect  Kill  Fl 

EEZ   A8 

Kleenol  +  CI 

Kleenol  +  Heavy  Duty 

Cleaner/Degreaser CI 

Refresh  CI 

Restore  Kl 

Sanisol  CI 

Sanisol  Lemon  Scent  Dsnfct  Odor 

Neutrlzr C2 

Sano  Brite   C2 

Sunshine    CI 

Vandex  CI 

Wonder    A7 

Mission  Chemical  Company 

Ammonia  Number  2  CI 

Liquid  Alive  Bacteria   L2 

Mica!   A4 

Milmite    Al 

Misco  Suds   A4 

Mission  Cleanser  A6 

Pipe  and  Drain  Cleaner LI 

Spray-93  Concentrate   A4 

Mission  Kleensweep  Products,  Inc. 

Amazing  Heavy  Duty  Concrete  Cleaner  CI 
Amazing  No.59/PT  81  Heavy  Duty 

Cleaner   Al 

Amazing  Silicone  Lubricant  H2 

Amazing  Special  Green    CI 

Bio  Gest  Drain  Maintainer  L2 

Breeze  Cleaner-Degreaser-Stripper Al 

Eez  Oven  Cleaner  A8 

Eezo  LI 


ETO-6  Insect  Spray F2 

Fussy  Bathroom  Disinfectant  Cleaner      CI 

Hygienic  Hand  Soap  E2 

Kleenol  15  A4 

Kleenol  30  A4 

Lemon  Scented  Sanisol  Plus    CI 

Non  Caustic  Steam  Cleaner   Al 

Pine  Plus  Pine  Odor   CI 

Purinse  D2 

Rinse  Free   CI 

Sanisol  Concentrated  Lemon  Scented  CI 
Sano  Brite  Fragrant  Washroom  Cleaner  C2 
Sano  Jon  Bowl  Cleaner  &  Disinfectant  C2 
Simply  Clean  Concentrated  Cleaner 

&Dgrsr   A8.C1 

Tru  Eez  Oven  Cleaner    A8 

Wonder  Coconut  Oil  Liquid  Soap   El 

Wonder  Concrete  Floor  Compound  ....    CI 

Wonder  General  Purpose  Cleaner    Al 

Wonder  Heavy  Duty  Citri-Clean    CI 

Wonder  Hvy  Dty  Steam  Mach.  Cmpnd    CI 

Mission  Laboratories 

Breeze    A4.C1 

Heavy  Duty  Kleenol  30    A4.A8 

One-Step  Rinse  Free  A4 

SanoBrite  CI 

Wonder  Pink  Cleaner   A4 

Mission  Sales  And  Janitor  Supply 

Silicone  Spray  HI 

TFE  Fluorocarbon  Lubricant    H2 

Missouri  Farmers  Association,  Inc. 

AP-100  Al 

Misty  Products,  Inc. 

Nitro  LI 

Mitchell  Sales  Company 

Posi  Kleen  A4.A8 

Mitco  Water  Laboratories 

1020  G6 

1021  G6 

1022  G6 

1030  G6 

1032  G6 

1041  G6 

1051  G6 

1052  G6 

1062  G6 

1101  G6 

1300  G6 

1400  G6 

1401  G6 

1540  G6 

1560  G6 

Mitco,  Incorporated 

A-1187L G6 

A-5  G6 

A-5-1   G6 

A-5-10  G6 

A-5-1 1   G6 

A-5-2  G6 

A-5-3  G6 

A-5-4  G6 

A-5-5  Condensate  Treatment   G6 

A-5-6  G6 

A-5-7  G6 

A-5-8   G6 

A-5-9  G6 

A-8  G6 
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AC-6    G7 

AC-7    A3 

AF-35  G6 

AF-3520 G6 

B-125  G6 

B-126  G6 

B-226  G6 

B-319  G6 

B-322  G6 

B-324  G6 

B-324  NT G6 

B-5305NT  G6 

B-6003  G6 

B-6004  G6 

B-6006  G6 

BSP-2 G6 

CC-12-L  Algicide  G7 

CC-3  Algicide  G7 

CW-325L  G5 

CW-326L  G5 

CW-723L  G7 

CW-724  L  G7 

CW-725  L  G7 

CW-726  L  G7 

CW-727  L  G7 

CW-728  L  G7 

CW-752  L  G7 

CW-754  L  G7 

CW-755  L   G7 

CW-924L  G7 

Liquid  Descale  DS-1  A3 

LB-14 G6 

LB-15  G6 

LB-18 G6 

LB-19 G6 

LB-20 G6 

LB-21  G6 

LB-21A   G6 

LB-22 G6 

LB-43 G2 

LB-44 G6 

LB-65 G6 

LB-66 G6 

LB-80  Liquid  Boiler  Compound    G6 

LB-81  Liquid  Boiler  Compound    G6 

LB-83 G6 

LB-874  Liquid  Boiler  Compound    G6 

LB-876 G6 

LB-95 G6 

LBF-85    G6 

LBF-86    G6 

Mitco  CC-10L  Aligicide  G7 

Milco  CC-ll-L  Algicide G7 

Mitco  CC-3T  Algicide   G7 

Mitfloc  5380L  LI 

Mitfloc5795L  LI 

MCP G6 

PW-3   G2 

PW-4   G2 

PW-4L  G2 

PW^t3L  G2 

PW-44L  G2 

FW-5   Gl 

PW-51L  G3 

R-24L G7 

R-46L G6 

T-8  G6 

T-8C  G6 

T-8L  G6 

ZT-30  PI 

ZT-62  PI 

ZT-63  PI 

ZT-65  PI 

Moab  Salt  Inc. 

Fine  Solar  Salt  Gl 

Medium  Solar  Salt    Gl 


Mobay  Corporation 

Baysilone  600  Clear   PI 

Baysilone  600  White  PI 

Mobil  Chemical  Company 

Mobilad  G-321    H2 

Mobilad  G305  H2 

Mobilad  G351   H2 

Mobil  Oil  Corporation 

DTE  Oil  HH   H2 

DTE  24    H2 

DTE  25    H2 

DTE  26    H2 

DTE  797  Oil   H2 

Etna  Oil  24   H2 

Etna  Oil  25   H2 

Etna  Oil  26   H2 

Extra  Hecla  Super  Cylinder  Oil   H2 

Extra  Hecla  Super  Cylinder  Oil  Mineral  H2 

Flowrex  100 H2 

Flowrex  200 H2 

FM-2  Grease   HI 

Gargoyle  Arctic  SHC  224 HI 

Gargoyle  Arctic  SHC  226  HI 

Gargoyle  Arctic  SHC  230 HI 

Gargoyle  Arctic  SHC  234 HI 

Gargoyle  Artie  Oil  155  H2 

Gargoyle  Artie  Oil  300  H2 

Grease  1W  H2 

Mobil  Almo  527   H2 

Mobil  Almo  529   H2 

Mobil  DTE  FM  100   HI 

Mobil  DTE  FM  150    HI 

Mobil  DTE  FM  220   HI 

Mobil  DTE  FM  32   HI 

Mobil  DTE  FM  320   HI 

Mobil  DTE  FM  46   HI 

Mobil  DTE  FM  460   HI 

Mobil  DTE  FM  68   HI 

Mobil  DTE  FM  680    HI 

Mobil  EAL  224H  ISO  VG32/46   H2 

Mobil  Mist  24  H2 

Mobil  Paper  Machine  Oil  J    H2 

Mobil  Paper  Machine  Oil  K  H2 

Mobil  Paper  Machine  Oil  L  H2 

Mobil  Paper  Machine  Oil  M    H2 

Mobil  Rarus  427   H2 

Mobil  Rarus  824  H2 

Mobil  Rarus  826  H2 

Mobil  Rarus  827  H2 

Mobil  Synthetic  Oven  Lube  1090    H2 

Mobil  SHC  224 H2 

Mobil  SHC  234  H2 

Mobil  SHC  624 H2 

Mobil  SHC  626  H2 

Mobil  SHC  629  H2 

Mobil  SHC  630  H2 

Mobil  SHC  634 H2 

Mobil  SHC  639  H2 

Mobil  SHC  824 H2 

Mobil  SHC  825  H2 

Mobil  Universal  ATF  H2 

Mobil  Vactra  Oil  Medium    H2 

Mobil  Vactra  Oil  No.  3    H2 

Mobil  Velocite  Oil  No.  6  H2 

Mobilarma  633    PI 

Mobilgear629  H2 

Mobilgear630  H2 

Mobilgear  632  H2 

Mobilgear634  H2 

Mobilgear  636  H2 

Mobil  Oil  Corporation 

Mobilgrease  FM  101  HI 

Mobilgrease  FM  102  HI 


Mobil  Oil  Corporation 

Mobilgrease  SM    H2 

Mobilith  21    H2 

Mobilith  22   H2 

MobilmetS122   H2 

Mobiltemp  SHC  32  H2 

Mobiltemp  1    H2 

Mobiltemp  78    H2 

Mobiltherm  603  H2.P1 

Mobilube  C-140    H2 

Mobilube  HD  80/90    H2 

Mobilube  HD  85  W  140  H2 

Mobilube  SHC  75W/90    H2 

Mobilube  SHC  80W-40   H2 

Mobilux  EP  0    H2 

Mobilux  EP  023    H2 

Mobilux  EP  111    H2 

Mobilux  EP  2    H2 

Mobilux  2    H2 

Mulrex  M HIJO 

Vactra  Oil  AA  H2 

Vactra  Oil  BB  H2 

Vactra  Oil  Extra  Heavy    H2 

Vactra  Oil  Heavy    H2 

Vactra  Oil  Heavy  Medium  H2 

Vactra  Oil  Light    H2 

Vacuum  Pump  Oil H2 

Whiterex  425  HI 

600  W  Cylinder  Oil    H2 

600  W  Super  Cylinder  Oil   H2 

Mobile  Fleet  Services 

Film  Fighter Al 

Heavy  Duty  Cleaner  Al 

Mobile  Janitorial  &  Paper 
Company,  Inc. 

Master  Degreaser  Cleaner A4 

Master  Neutral  Cleaner  A4 

Mobile  Sales  &  Service,  Inc. 

Air  Conditioning  and  Cooler  Cleaner  CI 

Film  Fighter  Plus    Al 

Heavy  Duty  Cleaner  Al 

Heavy  Duty  Hood  &  Vent  Cleaner   ....  Al 

Hood  &  Vent  Cleaner  CI 

HD-Mel   Al 

Natural  B  CI 

Non-Acid  Trailer  Cleaner  Al 

Super  Fleet  Wash    Al 

Vinyl  And  Aluminum  Siding  Cleaner  Al 

Wood  Shingle  &  Shake  Cleaner Al 

Mobile  Wash  of  America 

Grease  Away  SD  Al 

Modern  Chemical  Specialties,  Inc. 

Modem  #1   A4 

Modem  Boiler  Treatment  G7 

Modem  Lemon  Disinfectant  CI 

Modem  Safety  Solvent  K2 

MC-3   C2 

Modern  Chemical,  Incorporated 

Blue  Gold    A4.A8 

Modern  Research  Corporation 

A  B  Aluminum  Cleaner   A3 

Alert  PI 

All-Bright    A7 

B-All    Bl 

Bay-Kill  F2 

Belt-D    PI 
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Big-Mac  Al 

Big-Name Bl 

Brave  A3 

Break  Thru LI 

Bright-View  CI 

Clean-N-Glo    Al 

Coil-X    A3 

Deluxe  Wintergreen  Deo. -Fung.  Clnr- 

Dsnf.  CI 

Digest  L2 

Diplomat    Kl 

Easy-Stripp    C3 

End  Zip   L2 

F.P.  Lube  HI 

Fast  Action    LI 

Foam-Stick    Al 

Formula  MR  777  Kl 

H&L  Waterless  Hand  Cleaner   El 

Heat  A2 

HP  Control    G6 

Liquid  Sander    C3 

LP  Control  G6 

Modereen  C2 

Modereen  XL    C2 

Modem-Ox    A3 

Moderns  99  CI 

Mr-Strength  Al 

Multi-Purpose  Degreaser  No.  70    Al 

MR  101    HI 

MR  610  A4 

MR  611  Heavy  Duty  Steam  Cleaner  ..    Al 

MR  625   A4 

MR  628   CI 

MR  777   K2 

MR-678   K2 

O-GO  G6 

Odor-End  CI 

Oven-Klean   Al 

Ox-Out  G6 

Pinen    CI 

Protect   E4 

Rat  Kill    F3 

Rich  El 

RCT-Away A3 

Scrub-A-Matic  A4 

Smell-Away  CI 

Sta-Bnght    CI 

Strength   LI 

Strip-All  C3 

Super  All  Al 

Super-CC  CI 

Super-Kill    Fl 

Supreme  F2 

SSR    CI 

Tiger Al 

Modrak  Chemical  Products 
Company,  Inc. 

Heavy  Duty  Cleaner  Al 

Moe 

LSC5B    Al 

LSC-2B   Al 

LTW40  Al 

MCC201    A4.C1 

NCLSC    Al 

Moellering  Supply  Co.,  Inc. 

Releze    LI 

Mogul  Division/ 
The  Dexter  Corp. 

CT-664  G7 

CW-4295  G5.G7 

CW-4531   G5.G6 

CW-4533  G5.G6 

CW-4535  G5.G7 


CW-4551   G5.G7 

CW-4553  G5.G7 

CW-4571   G5.G7 

CW-4611   G5.G6 

CW-4613  G5.G7 

CW-4615  G5.G6 

CW-4631   G5.G7 

CW-4633  G5.G6 

CW-4651   G5.G6 

E-5820  G7 

EG-5330 G6 

EG-5331  G6 

EG-5332 G6 

EG-5367 G6 

EG-5368  G6 

EG-5944 G6 

EG-5945 G6 

FA-701  Q5 

FA-702  Q5 

FA-703  Q5 

FA-711  Q5 

FA-712  Q5 

FA-721  Q5 

FA-722 Q5 

FI-1001    G5.G7 

FI-1002    G5.G7 

FI-1003    G5.G7 

FI-1004    G5.G7 

FI-1005    G5 

Mogul  A-457  G5.G7 

Mogul  A^95  G5.G7 

Mogul  AG-411    G7 

Mogul  AG^»14   G7 

Mogul  AG^15    G7 

Mogul  AG-415    G7 

Mogul  AG-451    G7 

Mogul  AG^52   G7 

Mogul  AG-453   G7 

Mogul  AG^54   G5.G7 

Mogul  AG^160   G7 

Mogul  AG^162   G7 

Mogul  AG^71    G7 

Mogul  AG-471    G7 

Mogul  AG-172   G7 

Mogul  AG^»80   G7 

Mogul  AG-494   G5.G7 

Mogul  C-633  A3 

Mogul  C-641  A2 

Mogul  CL-630  A3 

Mogul  CL-631  A3 

Mogul  CL-646  G5.G7 

Mogul  CL-647  G7 

Mogul  CL-648  G7 

Mogul  CL-649  G7 

Mogul  CL-652  G6 

Mogul  CL-653  G6 

Mogul  CL-654 G7 

Mogul  CO-942    Gl 

Mogul  CO-983    G5.G7 

Mogul  CT-601  G7 

Mogul  CT-602  G6 

Mogul  CT-603 G5.G7 

Mogul  CT-605 G7 

Mogul  CT-606  G5.G7 

Mogul  CT-607 G7 

Mogul  CT-610 G7 

Mogul  CT-650  G7 

Mogul  CT-651  G5.G7 

Mogul  CT-655  G7 

Mogul  CT-657  G7 

Mogul  CT-662 G5.G7 

Mogul  CW-4311   G5.G7 

Mogul  CW-4315  G7 

Mogul  CW-4323  G5.G7 

Mogul  CW-4325  G5.G7 

Mogul  CW-4333  G5.G7 

Mogul  CW-4335  G5.G7 

Mogul  CW-4339  G5.G7 

Mogul  CW-4343  GS.G7 

Mogul  CW-4345  G5.G7 

Mogul  CW-4349  G5.G7 

Mogul  CW-4351   G5.G7 


Mogul  CW-4355  G5.G7 

Mogul  CW-4361  G5.G7 

Mogul  CW-4365  G5.G7 

Mogul  CW-4367  G5.G7 

Mogul  CW-4721   G5.G7 

Mogul  CW-4722  G5.G7 

Mogul  CW-4731   G5.G7 

Mogul  CW-4741   G5.G7 

Mogul  CW-4751   G7 

Mogul  E-5012  G6 

Mogul  E-5303  G6 

Mogul  E-5426  G6 

Mogul  E-5427  G6 

Mogul  E-5524  G6 

Mogul  E-5941   G6 

Mogul  E-5942  G6 

Mogul  E-5943  G6 

Mogul  EG  5526 G6 

Mogul  EG-3601C   G7 

Mogul  EG-3605C   G6 

Mogul  EG-3606C   G6 

Mogul  EG-5010 G6 

Mogul  EG-5011  G6 

Mogul  EG-5014 G6 

Mogul  EG-5120 G6 

Mogul  EG-5121  G6 

Mogul  EG-5122 G6 

Mogul  EG-5123 G6 

Mogul  EG-5126 G6 

Mogul  EG-5312 G7 

Mogul  EG-5312 G7 

Mogul  EG-5320 G6 

Mogul  EG-5340 G6 

Mogul  EG-5341  G6 

Mogul  EG-5343 G6 

Mogul  EG-5345 G6 

Mogul  EG-5360 G6 

Mogul  EG-5363 G6 

Mogul  EG-5371  G6 

Mogul  EG-5375 G6 

Mogul  EG-5382 G6 

Mogul  EG-5383 G6 

Mogul  EG-5384 G6 

Mogul  EG-5415C   G6 

Mogul  EG-5416C   G6 

Mogul  EG-5417C   G6 

Mogul  EG-5423 G6 

Mogul  EG-5424 G6 

Mogul  EG-5425 G6 

Mogul  EG-5511C   G6 

Mogul  EG-5521  G6 

Mogul  EG-5522 G6 

Mogul  EG-5523 G6 

Mogul  EG-5525 G6 

Mogul  EG-5525 G6 

Mogul  EG-5525 G6 

Mogul  EG-5610 G6 

Mogul  EG-5611  G6 

Mogul  EG-5613 G6 

Mogul  EG-5660 G6 

Mogul  EG-5661  G6 

Mogul  EG-5662 G6 

Mogul  EG-5663 G6 

Mogul  EG-5680 G6 

Mogul  EG-5681  G6 

Mogul  EG-5688 G6 

Mogul  EG-5800 G6 

Mogul  EG-5805 G6 

Mogul  EG-5810 G6 

Mogul  EG-5830 G6 

Mogul  EG-5940 G5.G6 

Mogul  FA-200 Q5 

Mogul  FA-201  A1.Q5 

Mogul  IS-661    G5.G7 

Mogul  IS-669    L2 

Mogul  NCB-A01  G7 

Mogul  NCB-M01    G7 

Mogul  PC  2024 Al 

Mogul  PC1221    G7 

Mogul  PCI  345    G7 

Mogul  PC1401    G6 

Mogul  PC1404    G6 
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Mogul  PC1417    G6 

Mogul  RC-640    PI 

Mogul  RC-643    PI 

Mogul  SL-395  G6 

Mogul  W-138P  Gl 

Mogul  W-139FG  G2 

Mogul  W-139P  Gl 

Mogul  W-180    G7 

Mogul  WS-100   G7 

Mogul  WS-101    G5.G7 

Mogul  WS-102   G5.G7 

Mogul  WS-103   G7 

Mogul  WS-104   G5.G7 

Mogul  WS-105   G5.G7 

Mogul  WS-107   G5.G7 

Mogul  WS-109   G5.G7 

Mogul  WS-110   G3.G5.G6 

Mogul  WS-1 12   G5.G7 

Mogul  WS-1 19   G3 

Mogul  WS-123   PI 

Mogul  WS-130P  G2.G6 

Mogul  WS-131P  G2 

Mogul  WS-142   G7 

Mogul  WS-143   G7 

Mogul  WS-144   G7 

Mogul  WS-146   G7 

Mogul  WS-170   G7 

Mogul  WS-171    G7 

Mogul  WS-178   G7 

Mogul  WS-181    G7 

Mogul  WS-182   G5.G7 

Mogul  WS-193   G7 

Mogul  WS-194   G7 

Mogul  WS-3170   G7 

Mogul  11145  G5.G7 

Mogul  11149  G7 

Mogul  11174  G5 

Mogul  11185  G7 

Mogul  20092  G6 

Mogul  20139  G7 

Mogul  20143  G6 

Mogul  20156  G6 

Mogul  20160 G6 

Mogul  20161  G6 

Mogul  20162  G6 

Mogul  20182  G6 

Mogul  20183  G7 

Mogul  20193  G6 

Mogul  20198  G6 

Mogul  20199  G6 

Mogul  20200  G6 

Mogul  31041  G6 

Mogul  31048  G6 

Mogul  50049  G5 

Mogul  50056  A4 

Mogul  50070  Al 

Mogul  50198  G6 

Mogul  50260  PI 

Mogul  50261  PI 

Mogul  7142  G7 

Mogul  7200  G6 

Mogul  7211  G6 

Mogul  7215  G6 

Mogul  7272  G6 

Mogul  7283  G6 

Mogul  7300  G6 

Mogul  7303  G6 

Mogul  7303  G6 

Mogul  7471  G7 

Mogul  7601  G7 

Mogul  9001A    Gl 

Mogul  9013A    Gl 

Mogul  9029  Gl 

Mogul  9044A    LI 

WS-108   G7 

WS-1 11    G5.G7 

WS-1 14  G7 

WS-1 15   G7 

WS-181    G7 

WS-3100   G5.G7 

30010  G6 


30018  G6 

50130  G2 

Mokan  Chemical  Company 

Absorbent CI 

Blast  Al 

Boiler  Compound  FG   G6 

Chemcide  Dl 

Circling  Bowl  Cleaner    C2 

Clog  Buster  LI 

Cove  Cleaner  A4 

Deko Kl 

Down  the  Line LI 

Dr.  Quat  A4 

Drain  Pipe  Cleaner  &  Opener    LI 

Dyz  Residual  Roach  Liquid   F2 

Food  Industry  Disinfectant  D2 

Force    CI 

General  Duty  Steam  Clng.  Cmpd. 

(Powder)  Al 

General  Duty  Steam  Clng.  Compound  Al 

Glycol  Vapair    CI 

GDX  Cleanser  A2 

Hang  Tough  Kl 

Heavy  Duty  Floor  Cleaner   A2 

Heavy  Duty  Type  Steam  Cleaning 

Compound Al 

Hvy  Dty  Type  Steam  Clning  Comp.   ..  A2 

Ice  Melt  CI 

Industrial  Deodorant  CI 

Liquid  Hand  Soap  FG  El 

Liquid  Porcelain  Cleaner    C2 

Minto-Cide    CI 

Mokan  Stainless  Steel  Cleaner  A7 

MKC  Blast    Al 

N.O.W CI 

Neutraclean   A4 

Non-Scents CI 

Orange  Float   CI 

Orange  Glorious    CI 

Orange  Shop  Clean  CI 

Oven  Loven  A8 

Pink  Lotion  Glo  Concentrate  FG  Al 

Plus    Dl 

Powdered  Hand  Soap   C2 

Prestige    A4 

Pyrethrum  Space  Spray  Fl 

R-U-Ready  CI 

Reprieve  A4 

Safety  Solvent  Kl 

Salute  H2 

Sanol  Liquid  Hand  Soap  FG    El 

Sewer  Cleaner  LI 

Slik  H2 

Solu  Pinol    CI 

Spray  &  Rinse  Degreaser  Al 

Squeaky  Clean  Al 

Steamline  Compound    G7 

Strike  Out    CI 

Sub-Z  A5 

Sure-Do  Cleaner   Al 

The  Big  Bang    CI 

The  Natural   CI 

Thirty  A4 

Touch  &  Glo  CI 

Velvet  Cream  FG    El 

Watergate L2 

White  Velvet  C2 

Windo-Klecr   CI 

Zip  Detergent  Concentrate   Al 

Molectron  Company 

Food  Lube  HI 

Food  Machinery  Grease   HI 

Food  Machinery  Grease  EP   HI 

Silicone  Lube-Food  Plant  Grade    HI 


Moli-Tron  Company,  Inc. 

Moli-tron   CI 

Mollen 

Bowl  Cleaner C2 

Deodorized  Toilet  Fluid   C2 

Liquid  Hand  Soap  El 

Molopine  Phenol  Coef.  3   CI 

Molopine  Phenol  Coef.  5   CI 

Molopine  Phenol  Coef.  5.5  CI 

Super  Clean  Concentrate A4 

Molnlycke  AB 

Mevon  No.  77  El 

Molnlycke,  Inc. 

Mevon  No.  72  Hand  Sanitizing  Com- 
pound      E2 

Moltan  Company 

Moltan  Safety  Absorbent   Jl 

Ullrasorb    Jl 

Moly-XL  Company,  Inc. 

Moly-XL  AL  FD  Mach  EP2    HI 

Moly-XL  CA  Food  Machinery  HI 

Momar,  Incorporated 

A-2409  Bottle  Wash  A2 

A-2429  Liquid  Enzymar  CI 

A-2493  Hook  And  Trolley  Powder 

Cleaner   A2 

A-5083  Rack  Washer   Al 

All  Safel  CI 

All-Pur-Klean    Al 

Amber   E2 

Arrest  A4 

Bev-Lube  H2 

Big  M    CI 

Blitz  Al 

Brite  Al 

Bug  Mugger Fl 

C-Cide   CI 

Caliber  CI 

Carrier   Al 

Chex  E4 

Chlor-Best   B1.D2,G4,G7,Q4 

Chlor-Plus   B1JD2.Q4 

Cleaner CI 

Contract  Bee.  Wasp.  &  Homt  Killer   ....  F2 

Contro-Suds  A4 

Deo  99  CI 

Dinah-Mol   CI 

Down  for  the  Count    Fl 

Drain-Klean  LI 

Dri-Lon  Dry  Spray  Lubricant  HI 

Du-Bleach    Al 

E.M.0 HI 

Eg-San  D1.Q1 

Egg-Brite  A1.Q1 

Escort  E-2  Odorless    E2 

Escort  Herbal  E4 

Escort  Lemon    E4 

Escort  Tangerine  E4 

Extermin-8  F2 

Far  Out Al 

First  Mate    D2 

Foaming  Cleanser  A6 

Fog  Gone-It  CI 

Four-S    Al 

Garbo-Klean    CI 

Glass  &  Mirror  Cleaner    CI 

Grime  Go  E4 

Grime  Go  True  Grit    E4 
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Grime-Go  Pumice  Plus  E4 

Hand  Dishwashing  Powder Al 

Handy E4 

High  Tide Al 

Hurricane  A8 

Hydro-Solve A4 

Ice-Go    CI 

Icebreaker    A5 

Imperial  I  2%  Transparent  Emulsion 

Cone F2 

Imperial  III    Fl 

Imperial  V  Thermal  Fogger   Fl 

Imperial  XX F2 

Imperial  XXX   F2 

Jell-M  CI 

Kettle-Brite    A3 

L.W.  Suds   Al 

Lakecide CI 

Lan-O-Surg   E4 

Lan-O-Surg  FF   El 

Lectro-Klean   K2 

Lemon-Dis  CI 

Liquid  Action    Al 

Liquid  Hand  Soap  El 

Locker  Room  Scum  Remover    A3 

Loco  Al 

M-Bang   A4 

M-118    A4 

M-23    CI 

M-4    CI 

Mega-Cide  CI 

Milkstone-X  A3 

Miracle  Man    H2 

Mo-Flo  LI 

Momar  Enzymar  L2 

Momar  Restore   A3 

Momar  Spray  Away   CI 

Multi-50  CI 

New-Trol  A4 

Non-Phos  Al 

Nox-Smoke   A8 

Nugget  E4 

Odorless  Steam  Cleaner   A2 

Odorless  Stripper  A4 

Orange  Punch    E4 

Painless  Stainless    CI 

Paramount   A4 

Pearl  E4 

Peerless    CI 

Porcleaner    A3 

Poultry  Processors  Cleaner  Al 

Poultry  Processors  Insecticide    Fl 

Poultry  Processrs  Concrt  Clsr  Cone.    ..    A4 

Powdered  Smoke  House  Cleaner  A2 

Power  Solve CI 

PPPC   Al 

Q-22  D2 

Q-99  CI 

Refuse-Trol   CI 

S.S.  Weld  Klean   A3 

Scale-Off  A3 

Sewer-Cide    LI 

Silicone  Spray  HI 

Solv-All  C2 

Special  Aluminum  Cleaner  Powder  ....    Al 

Special  Tile  Conditioner  A4 

Spring    CI 

Stainless  Steel  Cleaner  And  Polish    ....    CI 

Steam  Cleaner  Compound    A2 

Steam  It  A2 

Super  Bowl   C2 

Super  Pine  Disinfectant CI 

Super  Velvet    El 

Surrender  D2 

Syn-Tho  Concentrate CI 

SPC  Special  Purpose  Cleaner  A3 

SR  1941  Acid  Cleaner   A3 

SR  1946  Cleaner  Powder  Al 

Teriffic  E2 

Tidy  Tile   C2 


Tuff-Stuff CI 

Twenty-S  CI 

Un-bead-able  E4 

Vapo  Jet  Fl 

Vision    A4 

White  Knight  A7 

X-190  Al 

XTRA    A4.A8 

10-S   CI 

10-S  Industrial  Strength  Clnr&Dgrsr 

Cone   CI 

10-S  Ready  to  Use  Indstrl  Stm 

Cln&Dgrsr    CI 

8-Alive  CI 

Momarket/ 

Division  of  Momar,  Inc. 

A-5706  Caustic  Soda  Beads  A2 

Aluminum  Chiller  Powder   Al 

Ashford    A2 

Bestever  H2 

Bottle  Line  A2 

Broadside  Al 

Chlor-Line  Al 

Commander  Al 

Commander  B.  C Al 

Deep  Fat  Fryer  Cleaner A2 

Destroyer  Al 

DEF  Al 

Ensign    Al 

Firecracker  Al 

Free-Flow LI 

Freezer  &  Locker  Cleaner    A5 

Garic    A8 

Green  Scrub Al 

Kar  Klean  Powder Al 

KlorStar   Al 

Metal  Brite A3 

Mild  One  Al 

Momarket  D-Skale    A3 

No  Mo  Foam  Al 

Nu-Bottle  Al 

Pink  Foaming  Cleaner Al 

Racker   Al 

Regency  Al 

Relentless  A8 

Robust   A3 

Ruler    Al 

Sani-Bev    D2 

Sani-Clear    E2 

Sani-Dish  D2 

Sani-Plant    D2.E3 

Sani-Quip  D2.G5 

Scale  Prevent  G6 

Slick  H2 

Spector  A4 

Swabby    Al 

Thor  A2 

Trie A3 

Vitality  Al 

4-Clor Al 

Mon-D-Aid  &  Cleanit  Company 

Ma  Co  San C2 

Ma  Co  Sol  C2 

Maco  Safety  Solvent  K2 

No-Fume   LI 

Mon-Eco  Industries,  Inc. 

Eco-Duct  Seal  44-50  PI 

Eco-Joint  Sealant  44-05    PI 

Eco-Lag  Adhesive  11-30    PI 

Eco-Mastic,  White  55-50    PI 

Eco-Perm  Coating  11-02 PI 

Eco-Stuck  Contact  Cement  22-07    PI 

Eco- Vapor  Cote  Coating  55-10    PI 


Mona  Industries,  Incorporated 

Monamine  ALX-100S  Al 

Monawet  MO-70E Al 

Monahan  Paper  Co. 

Super  Vision    CI 

Monarch  Laboratories 

Electro-Sol  Kl 

Lithium  Lube H2 

Moisture  Guard  H2 

No  Seize    H2 

Moncano  Chemical,  Corp. 

MC-2001  Oven  Grill  A8 

MC-2002  Cleaner  (Non-Ionic  Deter- 
gent)        CI 

Monroe  Company,  Inc.,  The 

Monoglaze  Thinner  PI 

X-73  Ice  Remover CI 

Monroe  Fluid  Technology 

Astro-Clean  2001  A    Al 

Astro-Cut  2001  A   PI 

Cool  Tool    PI 

Cool-Tool  O PI 

Monroe  Machinery  and  Supplies, 
Inc. 

CCC21    Al 

DAC A3 

GMCC  34   Al 

N  10  Al 

Monsanto  Company 

Dequest  2010  G5.G6 

Disodium  Phosphate  G6.G1 

MSP  Anhydrous  Monosodium  Phosp- 
hate      Ql 

Nutrifos   Ql 

NB  #3429014  High  Act  Det  Acid  Sntzr 

Cone   D2 

NB#3429013  Liquid  Acid  Sanitizer 

Cone D2 

Phosphoric  Acid  75%  A3 

Sodium  Hexametaphosphate  G2.G6 

Sodium  Tripolyphosphate  A1,G6,G1 

Sterox  NJ  Al 

Tetrasodium  Pyrophosphate   A1,G6,G1 

Therminol  XP   PI 

Towerbrom  9010  Tablets  Three  Inch 

Tabs G7 

Trisodium  Phosphate A1,G6,G1 

80%  Phosphoric  Acid  Food  Grade A3 

85%  Phosphoric  Acid  Food  Grade A3 

Montana  Broom  &  Brush 

Foam-Clean  Al 

Monterey  Sanitary  Supply,  Inc. 

"Power  Foam"  A4 

Sparkle-Wash CI 

Montgomery  Chemical  Co. 

Aquanex  MC  Kl 

Moncosolve  100    CI 

Moncosolve  210    CI 
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Moncosolvc  90    CI 

Swish  Aerosol  Elektrokleen  K2 

Montgomery  Manufacturing 
Company 

A  Break  Bl 

Acidic  Cleaner  A3 

Artie  Kleen    A5 

Automatic  Dishwash  Detergent  II    Al 

Bake  Ware  Cleaner  Al 

Blue  Lightning    A4 

Bonus  Bl 

Brute    B2 

Chlor  Clean  Al 

Citro  Solv    CI 

Colonial  Chlorine  Bleach   Bl 

Complete  Laundry  Detergent   Bl 

Condenser  Coil  Cleaner  Concentrate  ....  PI 

Degreaser  A4 

DT-638 Al 

Egg  Washing  Compound    Ql 

Emerald  Al 

End-O-Germ    A4 

Flow-Eze  Bacterial  Digestant  CI 

Food  Process  Cleaner  II.  Equipment 

Clnr Al 

Freedom  B2 

Freezer  Cleaner  A5 

Fresh    Bl 

Fresh  and  Clean  Disinfectant  Bowl  Clnr  C2 

Fresh-N-Clean  Bowl  Cleaner  CI 

Fury  A4 

Furyll  Al 

Gandre  C.I.P.  Cleaner  Al 

Holliday  Bl 

Laundry  Break  Bl 

Laundry  Detergent  I   Bl 

LHD  Extra  Heavy  Duty  Liquid  Laundry 

Det.  Bl 

Mean  Red    Al 

Neutral  Clear  Al 

Orange  Glo    CI 

Phos  Clean  : CI 

Pink  Cloud  Supreme  A4 

Pink  Fury  A4 

Pink  Panda  El 

Power  Solve  D.T E4 

Power  Solve  T  E4 

Power  Steam   Al 

Premier Bl 

Purple  Acid  Powder   A3 

Purple  XXX  Al 

Quatro-Plus   A4 

Ruffey    E4 

Safe  Brite  20  Bl 

Sampler   Bl 

Sewer  Pipe  Cleaner  LI 

Smasher  CI 

Softee  E4 

Sparkle  Al 

Special  Concrete  Cleaner   A4 

Steam  Line  Boiler  Treatment  G6 

SAC  83-820 A2 

Tallow  Brite Bl 

Total  B A4 

Triple  XXX  A4 

Vat  And  Fryer  Cleaner  A8 

Vat  3300    A2 

XA-1  Mildew  Remover    C2 

20-100  All  Purpose  Cleaner  A4 

2029  Chlorinated  Machine  Dishwash  ..  A 1 

2030  Lo  Suds  Laundry  Detergent    Bl 

310  Sewer  Solvent  and  Degreaser   CI 

311  Orange  Sewer  Deodorant CI 

512  Sulfuric  Acid  Drain  Opener    LI 

522  Safety  Solvent    K2 

523  Safety  Solvent    K2 

540  Steam  Cleaner    Al 

564  Steam  Cleaner   Al 

566  Extra  Heavy  Duty  Cleaner-De- 

greaser  A4 


569  Non-Butyl  Degreaser  Al 

570  A4 

Moon  Chemical  Products,  Inc. 

MCP-1001    Al 

MCP-1002  Al 

MCP-1003  Al 

MCP-1004  Al 

MCP-1005   A4.A8 

MCP-1006  Al 

MCP-1007  Al 

Moore  Research,  Inc. 

Bowl  Cleaner C2 

Germa-Klenz  A4 

Moore  Kill  Insect  Killer  Fl 

Moore  Kill  Insecticide    Fl 

Moore  No.  18    Al 

Moore  No.  36    A4 

Moore  Residual  Roach  T>i  Ant  Killer  ....  F2 

Moore  Stainless  Steel  Cleaner   A7 

Morcept  Hospital  Disinfectant  Deodo- 
rant        C2 

No-Mor-Marx    CI 

Power  Kleen    CI 

Super  Strength  Insecticide    Fl 

Triad  Germicidal  Cleaner  Deodorant  ..    CI 

Moorman  Manufacturing  Co. 

Fly  Spray  F2 

Moorman's  Ra-Mo-Cide  Plus  F3 

MoorMan's  MoorMaKleen  1  Stroke 
Environ  A4 

Mop  V  Bucket  Janitorial  Supplies, 
Inc. 

Mop  N'  Bucket  Cleaner/Degreaser     A4.A8 

Mops,  Etc. 

Diamond  Blue  A4.C1 

Mor-R-Les  Inc. 

Mor-R-Les  L2 

Moraine  Oil  Co.,  Inc. 

Gear  Oil  SAE  80W-90   H2 

Hydraulic  Oil  AW  ISO  32  H2 

Hydraulic  Oil  AW  ISO  46   H2 

Hydraulic  Oil  AW  ISO  68  H2 

Moralube  Gear  Oil  SAE  85W-140  H2 

Morco  Chemical  Company 

Activate  Bl 

Amigo    Al 

Big  Blue  Kreme  Kleanser A6 

Big  Dog  CI 

Chloro-det    Al 

Coil-Ite A4.P1 

Combat    C2 

Conveyor  Lubricant H2 

Correct  Disinfectant  Deodorant    C2 

CIP  Cleaner  A2 

Detergent  100    Al 

Detergent  2000    Al 

Freez-Kleen  A5 

Fry  Clean  A8 

Granular  Sewer  and  Drain  Solvent LI 

Greaseater    Al 

Hot  Rod  A8 

Industrial  Aerosol  Insecticide  Fl 

Iodine-175    Dl 

L.P.S.  Liquid  Pot  Soap  Al 

L-Tox  Spray    Fl 


Liminox  F2 

Minus  C  Al 

Neutra-Fluff B2 

Odo-Rout  CI 

One  Shot   Bl 

Pan  Power  Al 

Pan  Right  Al 

Panacea    Bl 

Pine  Kleen  CI 

Pine-Fresh   CI 

Power  Off   A8 

Radiant Bl 

Reflect  Bl 

Sani-Lube HI 

Scale  Away   A3 

Splash    Al 

Squeak   Al 

Super  Blue  A4 

Super  Glo Al 

Super  Shine  A7 

Task  Al 

Ten  &  Out  LI 

Truck  Wash  Al 

Ultra  Glo   Al 

Morgan  Mfg.  Company 

New  Concept  PI 

NonFlam    PI 

Morgan-Gallacher,  Inc. 

Acid  #40    A3 

Acidisol   Dl 

Act-OS-100  G6 

Act-74-SW  G7 

All  Brite  Al 

ACT-87  TAL G7 

ALK-1   A2 

B-Brite#2   A2 

Bio-Gard    D2 

Bio-Quat    D2 

Biodisan  D2 

Biodyn  LF  D2 

Blue  Foamer    Al 

Boiler  Gard  SCF  G6 

Boiler  Gard-MF G6 

Brite  A6 

Candidate  Egg  Wash  Ql 

Chem  Brite    A2 

CirLac  A3 

Clor-VL  A2 

Coconut  Scented  Pink  Hand  Soap   E4 

Concentrated  All  Purpose  Cleaner  Al 

CIP  Special   Al 

CIP  150   Al 

CIP-A  Al 

CLD  IV  Bl 

CSD  A2 

CWC-2 Al 

DefomerllO  Q2 

Drain  Opener/AL CI 

Duo-Clor   Al 

Duo-Clor-Pink  Al 

E-Z  Strip    Al 

Econobrite   A2 

Egg  Cleaner  Sanitizer  Dl 

EZVisc   A8 

Finale  Acid  Cleaner    A3 

Floor  Cleaner  A4 

Freezer  Cleaner  A5 

FC-1000  A4 

FCC-1    Al 

FCC-2    Al 

FM-1000  Pan  Washer  Al 

Gleam Al 

GP-5  Al 

GSD  A2 

Heavy  Duty  MSR  A3 

Hi-Glow  A2 

HL  40  Conveyor  Lubricant H2 

HLC  Bl 
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HLP-30    H2 

HLP-30  H.I   H2 

HM-6  A1.G1 

HT-1  A2 

Improve   A1J51 

Liquid  B  Brite  A2 

Liquid  Green  Dish Al 

Liquid  Laundry-0  Bl 

M  &  G  Foam  Breaker Q5 

M.G.  Power  99  Plus   Al 

M.G.  Power  99  RTU A4 

Mineral  Oil-IOLT   HI 

MG  95  Al 

MG-F  Hand  Soap   E2 

MG-K Al 

MG-120  Special  Liquid  Caustic  A2 

MG-124  FC  A5 

MG-50  CRS    A2 

MG-500  Al 

MG-60  CI 

MG-700  Al 

MG-90  Al 

MSR  Concentrate    A3 

Nu  Brite  A2 

Orange  Degreaser   CI 

Organic  Remover  STU  A2 

Oxygen  Bleach    Bl 

Pan  Safe  Al 

Poly  Detergent  Al$l 

Powder  Clean    Ql 

Powdered  MSR-Inhibited   A3 

Power  Clean  Plus    Ql 

Premium  Auto  Dish    Al 

PDQ  All  Purpose  Clnr  Concentrate  ....  Al 

Rack  Cleaner  Al 

Resin  500  G6 

Resque  A4 

ResquePlus  B1.A4 

Rinse  Aid  A1.G5 

Safety  Wash Al 

Shur-San    Dl 

Special  Acid    A3 

Special  Acid  R    A3 

Steam  Gard-SCF  G6 

Suds-All  Al 

Super  AL  Jet  A2 

Super  Duty A2 

Super  Gleam   Al 

SCP-1  CI 

Tri-Chlor  D2 

TSL-45  A2 

X-100  Al 

X-25  Al 

103-F  Al 

16%  Bleach  Bl 

6%  Bleach  Bl 

7%  Fabric  Softener  B2 

Morgro  Chemical  Company 

Ice  Fighter  Plus  CI 

Morris  Automotive  Products,  Inc. 

Glass  Cleaner CI 

Morris  Industries,  Inc. 

Electro  Kleen  K2 

Hold-Tite  Belt  Dressing  &  Conditioner  PI 

Liquid  Grease    H2 

Moly-Kote  H2 

Tuff  Stuff E4 

Morris  Paper  &  Chemical  Corp. 

Aero-Det    Al 

Big  Red  Bowl  &  Porcelain  Cleaner  ....  C2 

Fresh-Blocks  16 C2 

Fresh-Blocks  24 C2 

Fresh-Blocks  4 C2 


Grillo  Grill  and  Oven  Cleaner   A8 

Mor-Zag C2 

MPC  Lemon-All   A4 

Power-mite Al 

Remove-All  Scale  and  Grout  Remover  A3 

Total  Break-Up   Al 

Morris  Paper  Co. 

Swing  Shift   CI 

Morse,  FJ.,  &  Company,  Inc. 

Scoot   A4 

Morton  Chemical  Co. 

MOR'  Power  Foam  CI 

Rough  Touch  MC-669    E4 

Morton  Pharmaceuticals,  Inc. 

Silicone  Sanitary  Lubricant  Spray   HI 

Spra-Lub  Sanitary  Lubricant  Spray   ....    HI 

Morton  Salt/ 

Div.  of  Morton  Thiokol,  Inc. 

All-Purpose  Salt  Block  PI 

Brine  Block  with  System  Saver  Formula  PI 
Morton  Pellets  With  System  Saver  For- 
mula      PI 

Purex  Salt    PI 

Rust-Rout  Brine  Block   PI 

Super  Pellens  Water  Softener  Pellets  ....  PI 

White  Crystal  Brine  Block  PI 

White  Crystal  Coarse  Soloar  Salt PI 

White  Crystal  Northern  (Coarse)Rock 

Salt    PI 

White  Crystal  Southern  (Coarse)Rock 
Salt    PI 

Moseley  Associates 

MWT-540    G6 

MWT-610    G6 

MWT-611    G6 

MWT-612    G6 

MWT-620    G7 

MWT-621    G7 

MWT-622    G6 

MWT-630    G6 

MWT-632    G7 

MWT-640    G6 

MWT-6401    G6 

MWT-6402   G6 

MWT-650    G6 

MWT-6501    G6 

MWT-660    G6 

MWT-661    G6 

MWT-680    G6 

MWT-740    G7 

MWT-860    A3 

Moses  Inc. 

D.A.D.  Disinfectant  and  Deodorizer    ..    D2 
Supreme  Degreaser  A4 

Motak  Specialty  Products  Co. 

BB24   Al 

Chloroclean   Al 

Digestant  250 L2 

Heavy  Duty  ARC    Al 

Liquid  Non-Caustic  Foaming  Degreaser  Al 

Live  Micro-Organisms    L2 

Motak  Cleaner  #366   A4 

Motak  Solvent  CP816  Kl 

Motak  Solvent  Degreaser  K2 

Motak's  Mint  Deodorant  CI 


Pot  &  Pan    Al 

Sewer  Sweetener  Cherry  CI 

Sewer  Sweetener  Lemon CI 

Silt  &  Sand  Flush  LI 

Motion  Laboratories 

Result  E4 

Motomco  Ltd. 

Contrax-P F3 

Hawk  Bait  Chunx   F3 

Hawk  Rodenticide  F3 

Motomco  Diphacinone  Parakakes    F3 

Pival  Parakakes  F3 

Rampage  Mouse  Seed  Ready-To-Use 

PlacePac   F3 

Rampage  Rat&Mouse  Bait  Rdy-To-Use 

PlcPac  F3 

Rodent  Pellets   F3 

Tomcat  All-Weather  Bait  Chunx   F3 

Tracking  Powder  Kills  Rats  and  Mice  ..  F3 

Motomco,  Incorporated 

Pival  Concentrate    F3 

Water  Soluble  Pivalyn    F3 

2%  Pival  Concentrate   F3 

Motor  Oils  Refining  Company 

Morflow  Light  A/W  Z05  Code  421  ....    H2 

Moulder-Oldham  Company 

Almond  Lotion  Hand  Soap  El 

Cleaner  Concentrate    A4 

King  Concentrated  Cleaner Al 

Lemon  Disinfectant-Cleaner  A4.C1 

Liquid  Beam  Dish  Detergent   Al 

M-O  Bol-White  Super  Bowl  Cleaner  ..    C2 

M-O  Cleaner  Concentrate  A4 

M-0  Clinger  Bowl  Cleaner    CI 

M-O  Porcelain  &  Metal  Cleaner   C2 

M-O  Sani-Brite  Daily  Maintainer C2 

M-O  Sani-Gard  C2 

Monarch  Al 

Musk  Lotion  Hand  Soap  El 

No.  40  Pearl  Liquid  Toilet  Soap    El 

Olympic  700   Al 

Oven  &  Grill  Cleaner  A8 

Pearl  Hand  Soap   El 

Pearl  Liquid  Toilet  Soap  El 

Wallop  Institutional  Foaming  Degreaser  Al 

Mountain  Industrial  Products 

Blaster   Al 

Clean  Coil  1000    Al 

Clean  Coil  1100    A3 

Clean  Coil  1300    Al 

Econopink   Al 

Formula  100    Al 

Formula  50    Al 

Future    Al 

Germ-I-San  Spray  Cleaner  CI 

Grease  Away  CI 

GTL  C2 

GTS   Al 

GTS  2    Al 

Lemon  Peel   Al 

Loosen  Up  H2 

LMD    Al 

Moisture  Guard  H2 

Mountain  Brite    CI 

Mountain  Clean  Al 

Mountain  Orange CI 

Orange  Power   CI 

Power  Away    Al 

Safety  Solvent  K2 
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Sani  Scrub  E4 

Scrab  Up   E4 

Super  Slide    HI 

Washday  101  Bl 

Washday  102  Bl 

Washday  103  B2 

Washday  104  Bl 

Washday  106  Bl 

Washday  107  Bl 

Washday  108  Bl 

Wasp  &  Homet  Killer F2 

Mountain  Industries  Inc. 

All-Purpose  Cleaner  (Butyl)  A4.A8 

Aluminum  Brightner  Concentrate A3 

Arctic  Clean A5 

Asphalt  and  Tar  Remover Kl 

Concrete  Floor  Cleaner  CI 

Emulsifiable  Degreaser  Kl 

Enzymes  For  Sewage  Systems  L2 

Foam  Kleen  Al 

Heavy  Duty  Alk.  Clnr.  &  Safe  Dgrsr. 

Cone    A4 

Heavy  Duty  Miracle  Kleen  A2 

Heavy  Duty  Steam  Cleaning  Compound  A2 

Ice  &  Snow  Melt  CI 

Miracle  Kleen    Al 

Miracle  Kleen  Plus   A4 

Miracle  Kleen  Plus  #6044    A4 

Miracle  Kleen  With  Deodorizer  CI 

Odor  Control  Granules   CI 

Packing  House  Cleaner  Al 

Purge  Sewer-Treatment  LI 

Safety  Solvent  Kl 

Synthetic  Geaner    A4 

Mountain  Valley  Supply 

Big  "G"   Al 

Branded   A4 

Citrosene  10 CI 

Hangs  In  There  Bowl  &  Porcelain 

Cleaner  C2 

LiL  Bit    CI 

Mighty  Mike  Concentrate  Al 

Odo-Rout  Concentrate CI 

Mountain  West  Chemical  Supply 

Citra  Clean CI 

Liqui-Clean   Al 

Mountaineer,  Inc. 

Mr.  Muscle    Al 

Mr.  Aerosol 

No.  25  Insect  Spray    Fl 

Sani-Lube  Food  Equipment  Lubricant     HI 

MrSweeper 

M.A.D A3 

Pink  Lotion  Hand  Soap    E4 

Mt.  Hood  Chemical  Corporation 

Al-Kleen    Al 

Attack Bl 

BigO  CI 

Boomerang Al 

Bug-Away   Fl 

Bulldozer  Al 

CThru  CI 

C-80  Al 

Challenge  Bl 

Conquest    G6 

Contane   G6 

Contex   G6 


Corgon  G7 

Corstop    G7 

Crown  Sodium  Hypochlorite    D2 

D.G.C A2 

Dandi-Suds    Al 

Deo  Solv    Bl 

Detergo-Suds  Bl 

Diamond    A4 

Dn-Walk   CI 

Duz-All  II  Germicidal  Foaming  Cleaner  C2 

Dynamo  Al 

Electronic  Solvent  K2 

F-1309  Stainless  Steel  Cleaner  &  Polish  A7 

Floor  Matic   A4 

Foam  Kleen  A3 

Formula  100    Al 

Formula  21    Al 

Formula  210    A2 

Formula  26    Al 

Formula  39    A2 

Formula  43    Al 

Formula  510    Al 

Formula  540    Kl 

Formula  560    Al 

Formula  561    A4 

Formula  563  Steam  Cleaner  Al 

Formula  699    LI 

Formula  711    Al 

Formula  750    A2 

Formula  790    A2 

Gone Al 

Gorilla   A2 

Grease  Kicker   A8 

Hammer  Al 

Hercules  Al 

Hi  Jet  Al 

Hospit-Aii  n   CI 

Ice  Away  CI 

Ido-Sept  Disinfectant D2 

IDO-Sept  U  D2 

Kleen  N  Foam  Al 

Klenz-All  Bl 

Kreme  TV  Kleen    A6 

Lift  A4 

Liquid  Sani-Fluff B2 

Liquid  Soft  &  Fresh    B2 

Lo  Temp   Q5 

Lubricon  H2 

Mira-Tex    Bl 

Mira-Tex    B2 

Mt.  Hood  Defoamer   Al 

No  Spot   Al 

Nocal   G6 

Now  D2 

Nugen G6 

Oven  Ex  A8 

Oxygon    G6 

OMO   Al 

Phosclean  A  CI 

Polar  Bare   A5 

Polyquest  G2 

Power  Scrub    Al 

Presto  A4 

Quadrex  El 

Ramrod    Al 

Re-Nu Al 

Redex  G7 

Release HI 

Rinse-Well  A2 

Rite    A4 

Rough  Touch  E4 

S-44  Bl 

S-77  Bl 

S-88  Bl 

S-99  Bl 

Safety  Solvent  Kl 

Sani  Det  Sanitizer  Dl 

Sani  Fluff B2 

Sani  Guard  A4 

Sani-Cleaner  Sanitizer D2 

Sanomatic    Ql 

Scalex A3 


Seditrol    G6 

Shell  Game    Ql 

Shell  White   Ql 

Silver  Brite    Al 

Soft  &  Fresh   B2 

Soft  Touch  E4 

Stakool  G7 

Stakool  Plus  G7 

Star Al 

Steel-Glo  Stainless  Steel  Cleaner  CI 

Sterling    Al 

Strike  A2 

Strip  A2 

Strip  Eaze    CI 

Super  Alk A2 

Super  Re  Nu   Bl 

Super  Shine  Brite    Al 

Super  Trio   Al 

Super  White Bl 

Surgatol   El 

Surgatol  Ready  to  Use    El 

Total  Bl 

Tri-Tex  C2 

Trio    Al 

Tristar  155  G7 

Triumph  Bl 

Trix    Bl 

White  Bl 

Wildcat A4A8 

Wonder    A3 

Zippo   A3 

Mu-Ray  Industries,  Inc. 

AM-Glide  H HI 

AM-Seize  (Aerosol)    H2 

AM-Seize  (Bulk)  H2 

Blastout   LI 

Contasol  K2 

D-Solv  K2 

D-Solv  K2 

Glass  Sheen  CI 

Glove  Kote    E4 

Grime  Off   E4 

Nutralite  A4 

Plexo    CI 

Pro  Lube  F HI 

Pro-Lube  W  H2 

Samson    A4 

Scrubber  Hand  Cleaner  w/Volcanic 

Pumice    E4 

Silicone  Heat  Stable  Mold  Release    ....  HI 

Steam-Off    A4 

Tac  Spray  Adhesive    PI 

TF  Glide    H2 

Mullen,  E.  C.  Company 

777  Food  Machinery  Grease HI 

Multi-Chemical  Products,  Inc. 

Dishwashing  Detergent  Spray  Dry  Al 

Multi-Clean,  Inc. 

B-124  Bowl  Cleaner  C2 

Multi-Marketing,  Inc. 

Dyna-Glide  Lubricating  Grs 

Prod#LU8610  HI 

Dyna-Glide  Lubricating  Grs 

Prod#LU8620  HI 

Multi-Mist  Products/ 
Div.  of  NCH  Corporation 

Blast  T.m  F2 

Citri  Solv  Aerosol  CI 

Citrus  M.E.  Cleaner    CI 
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Defoamer  12   CI 

Fast  Fix  Adhesive  PI 

Fast-Act  PI 

Fast-Fix  Adhesive  Activator  PI 

Flange  Sealant  Primer  PI 

Food  Grade  Complex  Lube    HI 

Freezer  Floor  Cleaner  A5 

Hand-A-Peel    E4 

Heavy  Duty  Degreaser   Al 

Heavy  Duty  Threadlocker PI 

Hot  Tank  Cleaner   A2 

Instant  Adhesive   PI 

Last-Stop  Rat  &  Mouse  Bait  Packs 

(Pell.)    F3 

Liquid  Chem-Zyme  HI   L2 

Multi  Mist  Ferti-Melt   CI 

Multi  Mist  Liquid  Dishwash    Al 

Multi  Mist  Liquid  Enzyme  CI 

Multi-Mist  Creme  Cleanser    A6 

Multi-Mist  Fix  All    PI 

Multi-Purpose  Lubricant  10W-40  H2 

Multi-Purpose  Lubricant  5W/20  H2 

Nature's  Power    CI 

Non-Acid  Cleaner  C2 

Non-Acid  Coil  Cleaner  A1JH 

Pipe  Sealant  with  Teflon PI 

Quick  Cure    PI 

Screw  Strength  Threadlocker  PI 

Silver  Sliks    A7 

Stalker   F2 

Stead  Fast    PI 

Super  Safety  Solvent  Kl 

WFGL   HI 

Multi-National,  Inc. 

Multi-Zyme  Liquid   L2 

Multi-Zyme  Powder   L2 

Multi-Serv  Unlimited 

Kleen-Up  A4.A8 

Master  Kleen  Al 

Powerkleen    A4 

Sure  Bet  Bl 

Multitherm  Corporation 

Multitherm  PG-1   PI 

Municipal  Industrial  Chemicals 

Hi  Alkaline  Floor  Cleaner    A4 

Muralo  Company,  Inc.,  The 

Latex  Caulk  White    PI 

Murnell  Wax  Company,  The 

Big  Bite  Detergent  Cleaner A4 

Murray  Chemical  Supply,  Inc. 

Aero/Mist A4 

Double  Up  CI 

Liquid  Alive  Bacteria   L2 

Murray  Spray  Foam  Meatroom  De- 
greaser      Al 

Rough  Touch  Hand  Cleaner  w/Volc 

Pumice    E4 

Value  +    Al 

Murray,  B.  L.  Co.  Inc. 

Break  Thru  Al 

Myco  Service  &  Supply/ 
Div.  Of  Pressure  Systems,  Inc. 

Myco  Magic    Al 


Myers  Supply,  Inc. 

Big  Red  Floor  Cleaner   A4 

Black  Belt  Residual  F2 

Black  Belt  Space  Spray    Fl 

Clear  Lemon  Disinfectant  C2 

Forest  Pine  Odor  Disinfectant    CI 

Make  My  Day  C2 

Make  My  Day  C2 

Micro-Fog   Fl 

Multi-Purpose  Insecticide  Fl 

Multi-Use  Sanitizer  D2 

Pac-Zyme  L2 

Residual  Insecticide F2 

Soft  Hands  Clear  Lotion  Hnd  Dshwshng 

Det Al 

Squeeky  Kleen  CI 

Super-Solv  Cleaner-Degreaser   Al 

40%  Concentrated  Coco-Castile  Hand 

Soap    El 

Mystic  Mist  Corp.  Inc.,  The 

Deep  Suds   Al 

N  A  D  C  O-Southern 

So-Pro  Southern  Products  Honeysuckle    CI 

So-Pro  Southern  Products  Lemon    CI 

So-Pro  Southern  Products  Refresh  CI 

N  A  PC  O 

Creamy  Pink    Al 

Dish-A-Clean  A I 

Lime  &  Scale  Remover    A3 

Oven  &  Grill  Cleaner  A8 

Plunge  Sulfuric  Drain  Opener    LI 

N  A  R  Enterprises,  Inc. 

Accelerate  II  General  Purpose  Cleaner     Al 

AP-100  General  Purpose  Cleaner Al 

Formula  100  Multi-Purpose  Cleaner  A4.A8 
Formula  109A  H.D.  Heavy  Duty 

Cleaner   A4,A8 

Formula  16  Degreaser Kl 

Formula  9000  Bottle  Wash  A2 

Formula  9150  Circulation  Cleaner  Al 

Formula  9275  General  Cleaner Al 

Formula  9300  Chlor.  Heavy  Duty  CIP 

Clnr  A2 

Lotion  Hand  Soap-410   E4 

Narco  209  AG  Heavy  Duty  Cleaner    ..    A4 

Narco  9100  Egg  Wash    Ql 

Narco  9105  Egg  Wash    Ql 

Narco  9333  Acid  Cleaner  A3.Q2 

Narco-90  General  Purpose  Cleaner   ....    A4 

NARCO  9081-Can  Wash   Al 

NARCO-610  Foam  Depressant  ....  A1.Q5 
NARCO-740  Conveyor  Chain  Lubricant  H2 

Pro-Kleen-200  CI 

Tru-Grit  Lotion  Hand  Soap-405  E4 

N  C  C,  Inc. 

Atomic  Power  A4 

Kur-All A8 

Lotionized  Hand  Soap El 

Safe   K2 

N  C  H  Corporation 

Basque  E4 

BPS-2020  L2 

Chemsearch  Concentrate  Al 

Claro  100  E4 

Dura-Gard    PI 

Everbrite   A4 

EAPC-CB    C1.L2 


Greez-SAF  HI 

Josh    CI 

Lextend  Aerosol    K2 

Lube-Shield  H2 

PCL   H2 

Rat-Tat-Tat  D.  Rat&Mouse  Bait  PksfPel)  F3 

Spec-Lube   HI 

Swoop  n    El 

N  E  O  Oil  Co. 

Watercraft  Grease   HI 

N  I  P  A  Laboratories,  Inc. 

Hospital  Broad  Band  CI 

N  J  D  Janitorial  Supplies 

Rinse  Magic CI 

N  L  B  Custodial  Supply 

NLB  AF/79  C2 

N  L  Industries,  Incorporated 

AA  U.S.P.  Castor  Oil  HI 

Crystal  O  U.S.P.  Castor  Oil  HI 

XXX-1  HI 

N.R.S.  Inc. 

Upper  Hand  CI 

Nabors  Supply,  Inc. 

Bobcat  All  Purpose  Cleaner  Al 

Bobcat  Foaming  Degreasing  Cleaner  ..  Al 
Bobcat  Heavy  Duty  All  Purpose  Cleaner  A4 

Power  Wash Al 

Pre-Soak Al 

Nadco,  Inc. 

Bacteria  Alive   L2 

Double  Action  F2 

Germicidal  Spray  &  Wipe  Cleaner   ....    C2 

Glass  Cleaner CI 

MM  Degreaser Al 

OB  Special CI 

Power  Cream  E4 

Vandal  Mark  Remover  CI 

Nalco  Chemical  Company 

A-Z-Lite  7356  Corrosion  Inhibitor     G5.G7 

Cuprose   G7.G1 

Cuprose  8904  Algaecide  G1.G7 

Dynacool  8301D  Cooling  Water 

Dispersant  G5.G7 

INOC  2841    L2 

INOC  2847    L2 

Nalchelate  760  G6 

Nalchelated  785  Boiler  Feedwater  Treat.  G6 

Nalclean  2561    A2 

Nalclean  2568   G7 

Nalclean  2569   CI 

Nalclean  3WP-092  Alkaline  Cleaner  ..    Al 

Nalclean  68  Scale  Remover  A3.G7 

Nalclean  8900   A2 

Nalclean  8910   A4 

Nalclean  8912  Alkaline  Cleaner  ....  A4.A8 
Nalclean  8921  General  Purpose 

Cleaner  A1.G7 

Nalclean  8924  Cleaner   Al 

Nalclean  8925   Al 

Nalclean  8926  Cleaner   Al 

Nalclean  8927   D2 

Nalclean  8928  Cleaner   A2 

Nalclean  8930  Scale  Remover  A3 
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Nalclean  8933  Cleaner   A3 

Nalclean  8940   A3 

Nalco  A+Z+Lite  7355  Corrosion  Inhi- 
bitor      G7 

Nalco  A-Z-Lite  4346  Corrosion  Inhibi- 
tor      G7 

Nalco  Delta-T  7317 G7 

Nalco  Dynacool  7302  Cooling  Wtr 

Disprsnt G7 

Nalco  Nalsperse  7308  Dispersant  G7 

Nalco  Phosperse-Plus  8306  Corsn.  In- 

hib G7 

Nalco  Phosperse-Plus  8307  Corrsn.  In- 

hib G7 

Nalco  Phosperse-Plus  8309  Corrrsn 

Inhbtr G7 

Nalco  Sur-Gard  1700  BoilFdwtr 

Oxgn  Scvgr G5.G6 

Nalco  Sure-Cool  1346  Multifunct  C.W. 

Tit  G5 

Nalco  Transport  Plus  7203  Bo- 

ilFdwtrTreat    G5.G6 

Nalco  Transport-Plus  2800 

BoilJdwtr  Tit  G5.G6 

Nalco  Tri-Act  1820  Corrosion  Inhibitor  G6 
Nalco  Tri-Act  1822  Corrosion  Inhibitor  G6 
Nalco  Tri-Act  1830  Corrosion  Inhibitor  G6 
Nalco  Tri-Act  2813  Corrosion  Inhibitor  G6 
Nalco  Tri-Act  2814  Corrosion  Inhibitor  G6 

Nalco  1195  Dispersant  Polymer  G7 

Nalco  1199  Diagnostic  Trasar  Sol- 
ution        G5.G7 

Nalco  1251  Oxygen  Scavenger    G6 

Nalco  1722  Oxygen  Scavenger    G6 

Nalco  1741  Boiler  Feedwater  Treatment  G6 
Nalco  1742  Internal  Boiler  Fdwtr 

Trtmnt  G6 

Nalco  1 745  Boiler  Feedwater  Treatment  G6 
Nalco  1746  Boiler  Feedwater  Treatment  G6 
Nalco  1747  Boiler  Feedwater  Treatment  G6 
Nalco  1749  Boiler  Feedwater  Treatment  G6 
Nalco  1755  Boiler  Feedwater  Treatment  G6 
Nalco  1757  Boiler  Feedwater  Treatment  G6 

Nalco  1774  Boiler  Antifoam    G6 

Nalco  2  Sodium  Aluminate    G6 

Nalco  2513  Water  Stabilizer G3,G5,G7 

Nalco  2519  Pulv  Corrosion  Inhibitor  G1.G5 
Nalco  2542  Boiler  Feedwater  Treatment  G6 
Nalco  2543  Ball  Boiler  Feedwater 

Trtmnt  G6 

Nalco  2543  Pulv G6 

Nalco  2549  Ball    G6 

Nalco  2549  Pulv.  Fdwtr  Oxygen 

Scavenger  G5.G6 

Nalco  2550  Boiler  Feedwater  Treatment  G6 

Nalco  2556  Corrosion  Inhibitor  G6 

Nalco  2560    A3 

Nalco  2563  Liquid    G6 

Nalco  2567    A4 

Nalco  2570    G2.G5 

Nalco  2573  Cooling  Water  Dispersant     G7 

Nalco  2574    G2.G7 

Nalco  2580  Ball    G6 

Nalco  2580  Pulv G6 

Nalco  2584    G1,G5,G6 

Nalco  2587    G6 

Nalco  2588    G6 

Nalco  2770  Ball    G6 

Nalco  2772  Boiler  Feedwater  Treatment  G6 

Nalco  2775    G6 

Nalco  2778    G6 

Nalco  2780  Pulv G6 

Nalco  2817  Chlorine  Stabilizer  ....  G5.G7 
Nalco  2827  Multifunctional  Cool  Wtr 

Tmnt  G7 

Nalco  2828  Multifunctional  Boiler 

Trtmnt  G6 

Nalco  2896  Multifunctional  Cool 

WtrTreat  G7 

Nalco  2897  Multifunctional  Cool 

Wtr  Tmnt    G5.G7 

Nalco  2898  Multifunct.  Cooling 


Wtr  Treat    G5.G5.G7 

Nalco  2899  Multifunct.  Cooling  Wtr 

Treat   G7 

Nalco  3005  Thermal  Processing  Aid  ..  G5 
Nalco  3009  Thermal  Processing  Aid  G5.G7 
Nalco  3010  Thermal  Processing  Aid  G5.G7 
Nalco  321  Micro  Organism  Control 

Chem G7 

Nalco  356  Corrosion  Inhibitor  G6 

Nalco  4220  Chemical  Oxygen  Scaven- 
ger      G6 

Nalco  4222  Oxygen  Scavenger    G6 

Nalco  7210  Internal  Boiler  Treatment  G6 
Nalco  721 1  Boiler  Feedwater  Treatment  G6 
Nalco  7213  Boiler  Feedwater  Treatment  G6 
Nalco  7220  Boiler  Feedwater  Treatment  G6 
Nalco  7222  Boiler  Feedwater  Treatment  G6 

Nalco  7292    G1.G5.G6 

Nalco  7306    G7 

Nalco  7307  Nalco  Delta-T  Cool  Wtr 

Dsprsn  G7 

Nalco  7309  Dispersant    A1.G7 

Nalco  7320    G7 

Nalco  7320    PI 

Nalco  7326    G7 

Nalco  7328    G7 

Nalco  7330    G7 

Nalco  7338  Microorganism  Control 

Chmcl   G5.G7 

Nalco  7340    G7 

Nalco  7344  Chlorine  Stabilizer  ....  G5.G7 
Nalco  7363  Multifnctl  Cool.  Wtr  Trtmnt  G7 
Nalco  7384  Corrosion  Inhibitor 

Supplmnt G7,G5,G1 

Nalco  7387  Delta-T  Scale  Inhib./Disprt,  G7 
Nalco  7388  Cooling  Water  Dispersant  G5 
Nalco  7390  Corrosion  Inhbtr./Iron 

Stblzr G2.G5 

Nalco  7392  Corrosion 

Inhibitor/Iron G2,G5,G7 

Nalco  7396  Water  Stabilization 

Treatment   G7.G2 

Nalco  7398  Corrosion  Inhibitor  ....    G2.G5 

Nalco  7399  Inhibitor/Stabilizer G2.G5 

Nalco  750  Boiler  Antifoam    G5.G6 

Nalco  756  Pulv G6 

Nalco  8300  Delta-T  Disprt.  &  Scale  In- 

hib  G7 

Nalco  8301  Dispersant   G7 

Nalco  8302  Dispersant   G7 

Nalco  8303  Dispersant    G7 

Nalco  8305  Nalco  Delta-T  Corsn.  Inhib.  G7 

Nalco  8330-M  Corrosion  Inhibitor G7 

Nalco  8348    G7 

Nalco  8365  Delta  T  Corrsn  Dep  Cntl 

Inhib   G7 

Nalco  8365  Plus  Corrosion  Inhibitor  ..  G7 
Nalco  8367  Corrosion  &  Deposit  Con- 
trol      G7 

Nalco  86GW016  Condensate  Corrosion 

Inhib   G6 

Nalco  87NP025  Flocculant  PI 

Nalco  8735    G1.G6 

Nalco  89GW061  Condensate  Corrosion 

Inhib   G6 

Nalco  90GW149  Multifnctnl  Boiler 

Trtmnt  G6 

Nalco  91GW029  Internal  Boiler  Treat- 
ment        G6 

Nalco  91NB153  Oxygen  Scavenger  ....  G6 
Nalco  918  Ball  Water  Stabilizing 

Treat G2.G6 

Nalco  918  PULV  Water  Stabilizing 

Trtmnt  G2.G6 

Nalco  92GW091  Multifunct.  Boil. 

Trtmnt  G6 

Nalco  92NB109  Alkaline  Liquid 

Phosphate   G6 

Nalco  92WB007   G5.G6 

Nalco  936  Ball  Scale  And  Crsn. 

Inhbtr G2.G7 

Nalcool  7350  G7 


Nalcool  7351  G7 

Nalcool  8397  G7 

Nalprep  330  G7 

Nalprep  331  PI 

Nalsperse  Chlorine  Helper  2504 

Disprsnt.   G7 

Nalsperse  7348    G5.G7 

Nalsperse  7349  Nalco  Delta-T  Disper- 
sant       G6 

Transport  Plus  7204  Boiler  Fdwtr 

Trtmnt  G6 

Transport-Plus  2803  Boiler  Fdwtr  Treat  G6 
Transport-Plus  2804  Boiler  Fdwtr  Trtmt  G6 
Tri-Act  1826  Condensate  Corrosion  In- 
hib     G6 

11  Ball  G6 

18-S  Pulverized  G6 

19-H  G6 

2551  Corrosion  Inhibitor G6 

2552  Corrosion  Inhibitor G6 

350  Corrosion  Inhibitor G6 

352  G6 

357  G6 

359  Corrosion  Inhibitor G6 

41   G7 

519  Pulverized  G2.G6 

7221  Boiler  Feedwater  Treatment    G6 

7310  Cooling  Water  Dispersant  G7 

937  Gl 

Namco  Manufacturing 

Crystal  Blue  Glass  Cleaner CI 

Foaming  Glass  Cleaner  (Aerosol)    CI 

Namico  Inc. 

Foaming  Cleanser  C2 

Freezer  Room  Cleaner    A5 

Stainless  Steel  Cleaner  &  Polish    CI 

Napasco  U.S.A.,  LTD. 

Aqua-Jet  A4 

Blue  Jet   Al 

Chef-Power  A8 

Citrex  CI 

Coil-X    PI 

Go  Power A4.P1 

Grease  Go   CI 

Keox CI 

Lemon-X   CI 

Mint  Fresh  CI 

N-P  Concentrate    CI 

Pine  Fresh    CI 

Safti-Bol    C2 

Nash  Finch  Company 

Our  Family  Liquid  Bleach   D2 

Nashco 

Butyl  Cleaner  and  Degreaser   A4 

Nash-Co-Lac   A3 

Nashville  Chemical  &  Equipment 
Co.,  Inc. 

AB  60    A2 

BWT  12  G6 

BWT  210  G6 

BWT  225  G6 

BWT  227  G6 

BWT  228  G6 

BWT  23  G6 

BWT  238  G6 

BWT  247  G6 

BWT  254  G6 

BWT  265  G6 

BWT  269  G6 
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BWT-11  G6 

BWT-14  G6 

BWT-15  G6 

BWT-18  G6 

BWT-19M  G6 

BWT-190M  G6 

BWT-21  G6 

BWT-69  G6 

CC  200    A3 

CL  220  A3 

CL  500  A4 

CL  530  A5 

CL550  Al 

CL  600  A4 

CL  627 CI 

CL  630 CI 

CL  668  CI 

CL  670  Al 

CL672 Al 

CWT  30  G7 

CWT  900  G7 

MQ  95  Al 

RC  223    PI 

RLT22    G6 

RLT  25    G6 

RLT  35    G6 

RLT  45    G6 

RLT  50V  G6 

RLT-20    G6 

RLT-21    G6 

RLT-40    G6 

ST  202  Al 

ST  204  Al 

ST  20S  A4.A8 

ST  212  A8 

Natech  Research/ 

A  Division  of  PRH  &  Assoc,  Inc. 

Citrus  II  CI 

National  American  Sales  Corp. 

Auto  Lo  Foam  A4 

BC  25    L2 

Citra-Clean E4 

Clear  Clean    Al 

Cockroach  Killer  F2 

Crust  &  Lime  Dissolver  A3 

Duo-Kleen  A4 

Duokleen   A4 

Formula  #11    A4 

Glass  Cleaner CI 

Hand  Sof-Lemon  Al 

Hand  Sof-Pink  Al 

Kills-It  Double  X    F2 

Kitchen  Power  A8 

Lemonex    CI 

Med-Quat  Cone.  Det.  Fung  Dsnf  Deod 

Vrucd    CI 

NA-5    K2 

NS  Concentrate  A4 

Orange  All  CI 

Pink  Lotion  H.S E4 

Quick  Strip    A4 

RX  Concentrate  A4 

Sani-Kleen  D2 

Sanodyne  D2 

Spray  Foam  Meatroom  Degreaser   Al 

Super  Clean  3000   K2 

Super  Power    A4 

Super  2000 A4 

National  Brands  Sales/ 

A  Division  of  Federated  Foods,  Inc. 

Parade  1005  Liquid  Hand  Dish  Wash  Al 
Parade  1090  Institnl  Liq  Dm  Opnr 

&Mntnr  LI 

Parade  330  Machine  Dish  Wash  Com- 
pound      Al 


Parade  335  Inst.  Deep  Fat  Fryer  Cleaner  A8 
Parade  341  Supreme  Low  Suds  Laundry 

Det Bl 

Parade  345  Concentrated  Dry  Bleach  Bl 
Parade  911  H.D.  Machine  Scrubber 

Cone Al 

Parade  915  General  Purpose  Cleaner  ..  Al 
Parade  920  Heavy  Duty  General  Purp 

Clnr  Al 

Parade  925  Ammoniated  All  Purpose 

Clnr A4 

Parade  940  Bowl  Cleaner  C2 

Parade  945  Alkaline  Dgrsr  &  Oven  CI 

Cone   A8 

Parade  950  Extra  Heavy  Duty  De- 
greaser      A4.A8 

National  Brands,  Inc. 

Fantastik    CI 

Glass  Plus    CI 

Grease  Relief  Dishwashing  Liquid  CI 

Janitor  In  A  Drum  CI 

NB  Oven-Grill  Cleaner  A8 

Pine  Power CI 

Scrubbing  Bubbles  Cleanser  With 

Chlorine    A6 

Scrubbing  Bubbles  Clnsr  with  Oxygen 

Blch  A6 

Scrubbing  Bubbles  Dsnfctnt  Bathroom 

Clnr  CI 

Scrubbing  Bubbles  Dsnfctnt  Bthrm  Clnr 

n   CI 

Sun  Glo  Dishwashing  Liquid   CI 

National  Broker  Chemical  Inc. 

Action    El 

Detergent  Concentrate Al 

Double  Action  F2 

DC-425    A4 

Foaming  Glass  &  Hard  Surface  Cleaner  CI 
Heavy  Duty  Degreaser  Cleaner 

&Deodorizer  A8 

Industrial  Heavy  Duty  Foaming  Cleaner  A8 
Jell  Degreaser  &  Tar  Remover  (Aerosol)  Kl 
Jell  Degreaser  and  Tar  Remover  (Bulk)  Kl 

Liquid  Alive  Bacteria   L2 

Mechanic's  Friend  H2 

Nick's  "Good  Stuff    E4 

NBC  200  Clean  TV  Clear   CI 

NBC  239  Lube  Gun   H2 

NBC  374  Nick's  "Good  Stuff"  E4 

NBC  374A  Nick's  Rough  &  Tough 

Hand  Clnr  E4 

NBC  424  Hydro-Sul  L2 

Problem  Solver   CI 

Safety  Solvent  Kl 

Stop  7    CI 

Top  to  Bottom  E4 

Vandal  Mark  Remover  CI 

National  Chemical  Co.,  Inc. 

A- 145  Disinfectant  Cleaner    A4 

A- 150  Superior  Concentrate  Al 

A-151  Pink  Concentrate  Al 

A-152  Syntheso  Neutral  Cleaner   Al 

A-161  Sof-T-Suds  Al 

A- 162  Beaded  Hand  Dishwash  Comp.  Al 

A-225  Pink  Sky  Beads   Al 

A-225  White  Foam  Beads    Al 

A-230  Super  Mach.  Dishwash  Comp.  Al 

A-231  Prize  Mach.  Dishwash  Comp.  ..  Al 

A-235  Deluxe  Mach.  Dishwash  Comp.  Al 

A-270  All  Purpose  Cleaner Al 

A-280  Egg  Wash  Al 

B-165  Liquid  Dishwash  Compound  ....  A2 

B-194  White  Stm.  Prs.  CI.  Odrlss A2 

B- 195  Liq.  HvyDty  StmPrs.  Clnr   ....  A2 

B- 196  Steam  Pressure  CI.  Med.  Duty  A2 


B-197  Extra  HD  Stm.  Pressure  CI A2 

D-156  Odorless  Concrete  Cleaner   A4 

D-160  ADR  Sudsing  Cleaner  A4 

F-186  Chlorinated  Krystals Al 

F- 187  Super  Germicide  Dl 

F- 188  Germ  I  San  D2 

G-100  Cocoanut  Oil  Hand  Soap  El 

G-105  Econo  Hand  Soap    El 

G-110  Germicidal  Hand  Soap    El 

KA-GO-C-601  Acid  Cleaner   A3 

L-120  Seal-Away  Inhibited  Bowl  CI.       C2 

L-125  Blue  Bowl  Cleaner C2 

L-130  Bowl  Cleaner  (Emulsion  Type)      C2 

L-135  Porcelain  Cleaner  C2 

M-157  H.D.  Magic  Concrete  CI CI 

M-157  Magic  Concrete  Cleaner  CI 

M-159  Econo  Concrete  Cleaner  CI 

M-181  Pine  Odor  Disinf.  Coef.  5 CI 

N-211  Insecticide  No.  Ill    Fl 

N-212  Space  Spray  No.  3  Fl 

0-215  ABC  50%Mlthn.Emlsfbl.  Cone.    F2 
Po-PacHo  Cleaner  A4 

National  Chemical  Company 

Jet  Magic  Cleaner  Al 

National  Chemical  Company,  Inc. 

Floor  Clean    A4.A8 

K-K  Cleaner    Al 

NCC  Deodorant CI 

NCC  Insecticide    Fl 

X-Stream  Detergent A4 

5 1 1  Cleaner  Degreaser   A4.A8 

701  Cleaner  Degreaser   A4.A8 

National  Chemical  Division/ 
National  Service  Industries,  Inc. 

"De  Foam-FG"    G7 

Boiler  Quest G6 

Condamine  G6 

D.C.A.  (Deposit  Control  Agent)  G7 

Foam  Fighter  G7 

Formula  NCS-168  Gl 

Low  pH  Formula  4-L  G7 

Momex-25  G6 

National  1001-C    G6 

National  1003-C    G6 

Neutra-Line  G6 

NC  Z-8-C G3 

NC  1005-C    G6 

NSD  G7 

PoIySperee  G7 

Revivel  PI 

Saf-D-Rust  CI 

Saf-D-Rust  A3 

Steem  Kleen    G6 

T.P.T.  (Tri-Pro-Tec)    G7 

Threshold  G2 

Volamine  G6 

Zeolite  Algaecide  NP-25L    G7 

Zeolite  Algaecide  NP-40L    G7 

Zeolite  Base  "D"  Formula  1200-4L  ....  G6 

Zeolite  Boiler  Control  G6 

Zeolite  Boiler  Cure  G7 

Zeolite  Boiler  Cure-CT  G6 

Zeolite  Boiler  Kleen   G6 

Zeolite  Boiler  Max    G6 

Zeolite  BFWT  1200-19L  OH  Adjunct  G6 

Zeolite  BFWT  1200- 3L  Oxy-Pit-Cide  G6 
Zeolite  BFWT  1200-7-L  Generator- 

TMT  G6 

Zeolite  BFWT-1200-IL  G6 

Zeolite  BFWT- 1 200-2 1L    G6 

Zeolite  BFWT-1200-3P G6 

Zeolite  Formula  1200-4P   G6 

Zeolite  HWT-Potable    Gl 

Zeolite  Liquid  Descaler  Formula  709-L  A3 

Zeolite  Powder  Descaler  Formula  "A"  A3 
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Zeolite  Premium  Boiler  Treatment  G7 

Zeolite  Steam  &  Return  Line  TMT 

1000-4L G7 

Zeolite  Steam  &Retum  Line  TMT 

#1000-3-L  G6 

Zeolite  Trpl'S'Plus  Non-Poltng  1300- 

13L   G7 

Zeolite-BFWT  1200-19L-CT  (OH-Ad- 

junct)  G6 

Zeolite-BFWT-1200-2P G6 

National  Chemical  Labs,  of  PA.,  Inc. 

Acti-Pine  Disinfectant  CI 

All  Off  II  Mechanics  Hand  Soap  El 

Ail-Off  Mechanics  Hand  Soap  E4 

Astro-Chem  Degreaser  Cleaner    ....    A4A8 

Bacti-Chem   Dl 

Bacti-Cream  El 

Big  Punch  Oven  &  Grille  Cleaner  A8 

Blast  Al 

Bullseye  Al 

Butyl  Cleaner  Degreaser  C1A4 

C-All    CI 

C-All  Ammoniated  Window  &  Glass 

Geaner   CI 

C-22  Stainless  Steel  Cleaner  Polish  ....  A7 

Chase  CI 

Chem-Eez    Al 

Citrol  Degreaser  Cleaner  Deodorizer  ..  CI 

Citrus-Kleen CI 

Conkleen  204 A4 

Conveyor  Lube  1215 H2 

Deo  Pine  Oil  Deodorant  CI 

Dermacide   E2 

E  C  Cone.  Dish  Wash  CI 

Foam  Boost  Al 

Formula  NBC  All  Purpose  Degreaser 

Clnr  A4 

Formula  100  Food  Plant  Cleaner  Al 

Formula  150  Alkaline  Cleaner  A2 

Freezer  Cleaner  A5 

Fresh  Air  CI 

Frost  Free _..  A5 

Gerrm-Kleen  Disinfectant  Cleaner  CI 

Golden  Pot  and  Pan    Al 

GC12  Protective  Shield  Cleaner A7 

Hi  Lite  General  Purpose  Cleaner  Al 

Hurrah   Al 

Ionox  Disinfectant  Cleaner  D2 

Kleen-Stat    CI 

Kleer-Brite  CI 

Lazer  Wax  &  Floor  Finish  Stripper  ....  A4 
Lemon-Quat  Disinfectant  Cleaner    ..  A4.C1 

Liquid  Hand  Soap  El 

LubeD  H2 

Luster A7 

Marvel   Al 

Met  Plan    Al 

Micro-Chem D2 

Mighty  Giant  Cleaner  Al 

Mint-Quat  Disinfectant  Cleaner  CI 

Mirage  Al 

Nac  Lube  H2 

Nac  Mint  Disinfectant CI 

Nac  Pine  Odor  Disinfectant   CI 

Nac-X  Disinfectant-Cleaner   A4 

Naca  Pine  Oil  Disinfectant  CI 

Nactrol  CI 

Neutro-Air  CI 

Nu  Hide  A7 

NAC-Safe  Super  Safety  Solvent Kl 

NL  Nuclear  Cleaner  Degreaser A4 

Pine  Scrub  Soap    CI 

Pine-Quat  Disinfectant  Cleaner    CI 

Pink  Lotion  Hand  Soap    El 

Pink  Panther  All-Purpose  Cone  CI 

w/Ion-D A4 

Pink  Suds Al 

Pooff  Foam  Degreaser  and  Cleaner  ....  Al 

Pow   D2 

Power-Eez  Detergent A4 


Pronto  Foaming  Disinfectant  Cleaner       CI 

Quarry  Tile  Cleaner    A4 

Quick  Solv  Safety  Solvent   K2 

Rainbow  Bl 

Road  Away   A4 

Ruff  N' Ready  CI 

S  C  Cleaner  A2 

S.D.  Ammoniated  Wax  Stripper A4 

Sani-Deim   E3 

Sani-Turge  Non-Acid  Bowl&Bathrm 

DsnfCln  CI 

Saniquat  Disinfectant  Sanitizer  Deodrzr  D2 

Scum  Remover  and  Renovator  Al 

Septisurge    El 

Septisurge  Concentrate  El 

Steam  &  Pressure  Cleaner   Al 

Steamco  Al 

Strike  Oven  &  Grill  Cleaner A8 

Sun  Kleen  Citrus  Cleaner  Degreaser  ..  CI 
Sun  Spray  Ready  to  Use  Foam  Citrus 

Dgrsr  CI 

Super  Cherry  Deodorant  LI 

Super  Concentrated  All  Purp.  Citrus 

Clnr  CI 

Super  Concentrated  Degreaser  Cleaner  A4 
Super  Concentrated  Odor  Counteractant  CI 

Super  Lube  D    H2 

Super  Nac  Concentrate  Al 

Synglide  Conveyor  Lubricant  H2 

Synglide  H.F.  Conveyor  Lubricant H2 

SE  Degreaser  1236   Kl 

SS  5  Safety  Solvent    Kl 

Tergicide   Dl 

Ultramax    A4 

Wash-Bnte  Bl 

White  Pearl   E4 

Wild  Cherry  Deodorant CI 

Yukon  Heavy  Duty  Solvent  Geaner   ..    CI 

10X  Concentrate  CI 

800  Conveyor  Lube H2 

National  Chemicals  &  Services 

Foam  Away  Al 

Pink  Magic    A4.A8.E1 

Sanicide  A4 

National  Chemicals,  Inc. 

D-B-C  Drainboard  Cleaner  A3 

Inject  Heavy  Duty  Liquid  Detergent   ..  Al 

LFD  Low  Foaming  Detergent    Al 

Q.A D2 

T-D-C  Detergent  A3 

National  Chemsearch/ 
Division  of  NCH  Corporation 

pH  Power G6 

A-Qulex  288   PI 

A-Qulex  312   PI 

Actamine   CI 

Aerolex    H2 

All-Fresh   CI 

Aloederm  E4 

ABF-100   G7 

ABF-42    G7 

Basque  E4 

Bio-Pure  A4 

Bio-Quad  CI 

Blue  Line  Concentrated  Skin  Cleaner  ..  El 
Blue  Line  Dielectric  Solvent 

DgrsrCBulk)  Kl 

Blue  Line  General  Purpose  Cleaner  ....    Al 

Blue  Line  Heavy-Duty  Cleaner    Al 

Blue  Line  Water-Soluble  Degreaser  ....    Al 

Blue  Wizard  Creme  Geanser  A6 

Boil-Tane  G7 

Brace  Concentrated  Jel  Degreaser   Kl 

Brake  Job  PI 

Brex  Concentrate  A3 


Brex  II   A3 

Brilliance  (Aerosol)  CI 

Cease  H2 

Chem-A-Lube  ML-770  H2 

Chem-A-Lube  WL-660  Multi-Purp.  Wht 

Lub H2 

Chem-Aqua  Dispersant  LI 

Chem-Aqua  1444    G7 

Chem-Aqua  1500    G7 

Chem-Aqua  333    G6 

Chem-Aqua  4000    G7 

Chem-Aqua  450    G7 

Chem-Aqua  6000    G7 

Chem-Aqua  8000    G7 

Chem-Fog    Fl 

Chem-Fog  (PF)   Fl 

Chem-Lac    A3 

Chem-Shck    HI 

Chem-Zyme  I    L2 

Chemalube  F-880    HI 

Chemene-X   D2 

Chemlyte   A3 

Chemsearch  Concentrate  Al 

Chemsearch  Descaler  G.S A3J?1 

Chemsearch  Super  Descaler  PI 

Chemsearch  100    G6 

Chemsearch  200    G7 

Chemsearch  300    G7 

Chemsearch  900    G6 

Chemstrip    C3 

Chemstrip  (Aerosol)   C3 

Cinnamagic   CI 

Citadel   CI 

Citratech  DM CI 

Citratech  ST CI 

Citron  E4 

Garo  100  E4 

Gix  Degreaser  Kl 

Coil-Trate PI 

Compu  Systems  Duster K2 

Compu  Systems  Magnetic  Head  Cleaner  K2 

Cool  Prep  PI 

Cool  Shield   G7 

De  Luxe  Liquid  Hand  Soap   El 

Decade  Al 

Deox A3 

Di-Sect  F2 

Dichloron  Insecticide    F2 

Dichloron  U  F2 

Dichloron  L.O F2 

Dimon    H2 

Dishine  Al 

Double  Quick    Fl 

Dr.  Zyme  CI 

Drop  Dead  F2 

Drop  Dead  F2 

Duo-Power Al 

Emergency  CI 

Enerlex  Multi-Grade  Hydraulic  Oil    ....    H2 

Enforce A4 

Enforce  U Al 

Escape   CI 

Escort  H2 

Etch-Klenz  A3 

Etch-Klenz  U  CI 

Everbrite    A4 

Eze-Way    H2 

Final  Stroke  F2 

Flair  CI 

Flair  Aerosol   CI 

Foam-Ad   Al 

Fresh  Sense  CI 

Freskaroma  24  CI 

Fullback  Kl 

Gearco  Extrm  Presr  Gear  Oil  SAE140     H2 
Gearco  Extrm  Presr.  Gear  Oil  SAE90      H2 

Gearco  SAE  80W-90    H2 

Gearco  SAE  85W-140    112 

Get  Out    Bl 

Glisten   CI 

Glo  SS  A7 

Gly-Con  PI 
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Good  Riddance   B1.C1 

Great  Giant    Al 

Grenadier  A4 

Hang  Tuff   C2 

Heaven-Soft  B2 

Hi-Brite   Al 

Hi-BriteD   Al 

Hydrocide    Fl 

I-So-Sect   F2 

Killzol  Brand  Fl 

Lexite  K2 

Lextend    K2 

Limex  Al 

Limpiomatic    A4.C1 

Liquid  Chem-Zyme  CI 

Lube-Plus H2 

Lube-San  HI 

Lubeshield  Plus  H2 

Lubrease H2 

Lustra  A3 

Maxi-Lube  H2 

Maxilube  F.G HI 

Maxilube  Red    H2 

Melts    CI 

Met-Kool  (Aerosol)  H2 

Micro-Treat  Parts  A&B    L2 

Naturalizer  CI 

Naturalizer  Aerosol   CI 

Naturalizer  ME   CI 

Neldracide   F2 

New  Can  San  Concentrate   CI 

Nu-Concept  C2 

NC-123    K2 

NC-123  (Aerosol)   K2 

ND-150    Al 

ND-150II    Al 

ND-165    Al 

ND-25    LI 

ND-66    LI 

NDK A2 

Open  Road  Plus CI 

Ov-Care  A8 

P-O-W  II  F2 

P-O-W  Wasp  Spray F2 

P-0-W2   Fl 

Patrol  Fl 

Power-Rotor CI 

Promine  Plus  C2 

Pyra-Fog  100  Fl 

Rat-Tat-Tat  II  Paraffinized  Pellets  F3 

Rat-Tat-Tat  U  Rat  and  Mouse 

BaitPk(Pel)   F3 

Resist-X  (Aerosol) H2 

Rotalex  H2 

RS-13  A2 

San  Hand  E2 

Sana-Cool    PI 

Sana-Phene    A4.C1 

Scentron  C2 

Scentry  C2 

Scoot  Toilet  Bowl  Cleaner  C2 

Search-Out  F2 

Shiney-Side   Al 

Sila-Chem    HI 

Skate    LI 

Soludize  Industl  Grd  Gen  Purp  Lub 

lOW^O  H2 

Soludize  5W-20  H2 

Solvex    CI 

Solvex  Concentrate  CI 

Solvo-Kleen  K2 

Spec-Lube   HI 

Spress  CI 

Spress  CI 

Squad  Fl 

Squad  2   Fl 

Stress  Tropical  CI 

Sunup  Bl 

Super  Chem-Zyme  HI  L2 

Swish  K2 

Swoop    El 


System  Source  General  Purpose 

Cleaner   A4.C1 

System  Source  Germicidal  Disinfectant  Dl 
System  Source  Heavy  Duty  Cleaner    ..    Al 

SS-25  (Aerosol)  K2 

SS-25  (Bulk)   Kl 

SS-80  (Aerosol)  Kl 

SS-80  (Bulk)   Kl 

Teen  Al 

Ten-50  H2 

Tend  E4 

Thread-Eze H2 

Thread-Eze  (Aerosol)   H2 

Transect  Fl 

Ultra  Cool  6000 PI 

Unisol    K2 

Vina-Chlor  F2 

Voltz    Kl 

Voltz  Aerosol    CI 

Wil-Dew    PI 

Wipeout  CI 

X-Con  322  PI 

X-Sect    Fl 

Yield    H2 

Zoom   CI 

1000  Plus  Al 

National  Colloid 

Cleaner Al 

Super  Concentrate  Al 

National  Colloid  Co.,  The 

Boiler  Colloidene  A    G6 

Boiler  Colloidene  A- 1  G6 

Boiler  Colloidene  A-100  G6 

Boiler  Colloidene  A-120  G7 

Boiler  Colloidene  B    G7 

Boiler  Colloidene  B-2  G7 

Boiler  Colloidene  B-4  G6 

Boiler  Colloidene  BP-42  G6 

Boiler  Colloidene  BP-45  G6 

Boiler  Colloidene  C-2  G7 

Boiler  Colloidene  C-4  G6 

Boiler  Colloidene  C-6  G6 

Boiler  Colloidene  C-8  G6 

Boiler  Colloidene  CSL-50    G6 

Boiler  Colloidene  D-10  G6 

Boiler  Colloidene  D-2  G7 

Boiler  Colloidene  D-5  G6 

Boiler  Colloidene  D-6  G6 

Boiler  Colloidene  XTP-AF  G7 

Boiler  Colloidene  1500  G6 

N  C  SLT-20 G6 

N  C  SLT-30 G6 

N  C  2020  G6 

Natcolamine  No.  1    G6 

Natcolamine  No.  2    G6 

Natcolamine  2020  G6 

Natcolamine  2525  G6 

Natcolamine  4040  G6 

Natcolene  "P"    G6 

Natcolene  AF-1   G6 

Natcolene  CH-50  G6 

Natcolene  P-2    G6 

Natcolene  P-25    G6 

Natcolene  P-5    G6 

Natcolene  SP-25   G6 

Natcolene  216L  G6 

NC  2525    G6 

NC  4040    G6 

SL-100  G6 

SL-200  G6 

National  Commodities  Marketing 
Co.  Inc. 

Crystalox  G2 


National  Environmental  Chemical 
Corp. 

Blue  Boy  Liquid  Cleaner  Concentrate  C2 

Blue  Boy  Solid's   C2 

Chem-Mite Al 

Citrusol    A4 

Spotless   A4 

National  Interchem  Corp. 

#48  Cleaner  CI 

A.B.C.  Spray  Cleaner  Al 

ADE  L2 

Bi  Faze Kl 

Borated  Hand  Soap  NIC  2211   E4 

Caustic- Jell    Al 

Chlorinated  Machine  Dish  Wash   Al 

Clean  It-All  Purpose  Cleaner  Al 

Clear  View  Glass  Cleaner  NIC  5913  ..    CI 

Cling  Degreaser Kl 

Cloroclene   Al 

Coil  and  Filter  Cleaner  NIC#  5658   ....    A3 
Concentrated  Liquid  Pipeline  Cleaner      A2 

Concrete  Cleaner  A4 

Dairy  Cleaner-Sanitizer Dl 

De-Scum  NIC#  1140 CI 

Degrease  NIC  5540  CI 

Deodorant  Nuggets   CI 

E-Z  Truck  Wash  NIC  5170    Al 

Electro  Cleaner  NIC  5562    K2 

Essence  of  Almond  Waterless  Hand 

Cleaner  El 

Fast  Oven  And  Grill  Cleaner  A8 

Film-Foam  A3 

Finest  Al 

Floor  Cleaner Al 

Foam  Tex Al 

Freezer  Locker  Cleaner  A5 

Fresh  Impression  NIC  6145   CI 

Gentle  Power  Al 

Great  NIC  1171  A4 

Green  Kleen  NIC  1160  A4.A8.C1 

Green  Power  Powder  NIC  1214  Al 

Hair.  Hand  and  Body  Shampoo  NIC# 

1450    E4 

Heavy  Duty  Steam  Cleaner  #5730  A2 

Heavy  Duty  Steam  Cleaner  #5773  Al 

Hi  Quat    D2 

Hook  and  Trolley  Cleaner    A2 

Industrial  Water  Treatment  G7 

Insect-X   Fl 

Institutional  Insecticide  Fl 

Iodosan D2 

LP  Belt  Lube   Al 

Lemon  Hand  Soap El 

Lotion  Hand  Cleaner E4 

LF  Suds  Bl 

LFSuds  Bl 

Neutra-Clean   Al 

Neutrafoam  Concentrate  Al 

Neutral  Cleaner  Concentrate  NIC  1180    Al 

Non-Residual  Space  Spray  Fl 

Nova A3 

Odorless  Low-Foam  NIC  1195    A4 

P-700  Pot  And  Pan  Cleaner  Al 

Paint  and  Varnish  Remover   C3 

Pine  Powder  Floor  Soap  NIC  1217  ....    CI 

Pinex    CI 

Pink  Concentrate  Al 

Pot  and  Pan  Sanitizer  Cleaner   D2 

Pot  N'Pans  Al 

Power  Cleaner  Al 

Power  Cleaner  #1 143   Al 

Power  Crystals CI 

Quadrizyme  L2 

Ram  Rod  LI 

Red  Heat  NIC  1497    Al 

S.A.I.D.  B   D2 

Steam  Cleaner  NIC  1 176   Al 

Steam  Cleaner  1 170    A4 
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Strip  CI 

Super  Safety  Solvent  NIC#  5561   K2 

Super  Suds  Al 

Super  Tuff  Concrete  Cleaner   A4 

Take  Off   A3 

Tough  Stough    Al 

1.2.3.  Concentrated  Powd.  Granules    ..  A4 

1001  A4 

National  Janitors  Supply  Co. 

Hand  Sanitizer  Solution    E3 

Harmony  Laundry  Detergent    Bl 

Heavy  Duty  Steam  Cleaner    Al 

Liquid  Hand  Soap  El 

Lotion  Hand  Soap  El 

Multi-Purpose  Cleaner    CI 

NJ.  Concentrate    Al 

Scum  Remover    Al 

X234  Liquid  Degreaser Al 

125  Citrus  Cleaner    A4.A8 

National  Laboratories 

Amphyl    CI 

Amphyl  Spray  C2 

Brisk    A1.Q1 

C/E  Germicidal  Detergent Dl 

C/E  Low  Acid  Toilet  Bowl  Geaner  ....  C2 
Competitive  Edge  Ail-Purpose  Cleaner  CI 
Competitive  Edge  Cone  Liquid  Dishter- 

gent  Al 

Competitive  Edge  Degreasing  Cleaner  A 1 
Competivetive  Edge  Glass&Multi-Surf 

Clnr  CI 

Con-O-Syl  Disinf.-Detergent    A4 

Conpact   Al 

Decoat   A4 

Fasolv    Al 

Food  Handlers  Sanitizing  Lotion  Soap     E2 

Galley  Oven-Grill  Cleaner  A8 

Grimex  Heavy  Duty  Alkaline  On  And 

Dgrsr  Al 

Hi-Foam  Cleaner  Al 

Inst,  "Love  My  Carpet"  Chewing  Gum 

Rmvr.    CI 

Inst,  d-Con  Flying  Insect  Killer  Spray  ..  Fl 
Institutional  d-Con  Ant  &  Roach  Liquid  F2 
Institutional  d-Con  Mist  Insctcd.  Module  Fl 
Institutional  Lysol  Brand  Disnf  Spray  CI 
Institutional  Lysol  Disnf  Deodrzng 

Clnr  A4.C1 

Institutional  Lysol  Toilet  Bowl  Cleaner  C2 
Instl  d-Con  Jet  Strm  Ant&Roach  Kill. 

Spr F2 

Instl.  d-Con  Liquid  Fogging  Insecticide  Fl 
Lemon  Fresh  Vani-Mist  Air  Frshnr. 

Module   CI 

Lime  Shine    A3 

Liquid  Power  Al 

Lysol    C2 

Masterpiece  Neutral  Cleaner CI 

N-L  Concentrate   A4.E4 

N-L  Creme  Cleanser  A6 

Neutrodor C2 

Neutrodor  Lemon  Liquid  Deodorizer  ..  CI 
Neutrodor  Liquid  Deodorizer  Potpourri  CI 
Neutrodor  Liquid  Deodorizer  Ultra 

Fresh  CI 

Neutrodor  Mint  Liquid  Deodorizer    ....    CI 

O-SYL  Disinfectant-Detergent  CI 

Organic-Quat  A4.C1 

Premeasured  Quatsyl  256  A4.C1 

Premeasured  Tergisyl  Detergent  Disnf.  CI 
Prof.  Lysol  Disinfectant  Foam  Cleaner  C2 
Prof.  Lysol  Foaming  Basin  Tub  &  Tile 

On C2 

Professional  d-Stroy  Mist  Insctcd  Mod- 
ule    Fl 

Professional  Glass  Mates    CI 

Professional  Sarene  Antimicrobial  Soap  E4 
Professional  Scene  2  Glass  Cleaner 


Cone CI 

Professional  Scene  2  Glass  Cleaner  RTU  CI 

Professional  Soapure  Lotion  Soap   E4 

Quatsyl  256  Dl 

Roccal  U  10%  D2.Q3.E3 

Roccal  Mist  CI 

Scene  CI 

Scene  Concentrate  CI 

Shimmer  (Aerosol)   A7 

Soaperior  El 

Soapure  Lotion  Hand  &  Body  Soap    ....  El 

Tergiquat   Dl 

Tergisyl    A4 

Vani-Sol  Bowl  Cleanse  C2 

Vani-Sol  Bulk  Disinfectant  Washroom 

Clr C2 

Vani-Sol  Disinfectant  Washroom 

Cleaner   C2 

Vani-Sol  Per  Diem   C2 

Vani-Sol  Vitrosheen   C2 

Vani-Sol  Washroom  Drain  Opener    LI 

National  Milling  &  Chemical 
Company  Inc. 

"444"  Cleaner-Deodorizer A4 

Acid-Free  270-WP    C2 

AL2  Cleaner   Al 

B-263  Star  Chain  Lube  H2 

Bake  Pan  Cleaner  A/S    Al 

Borax  Base  Powdered  Hand  Soap   C2 

Bur-Chem  Bottle  Wash  #2000  A2 

C-25  Hand  Cleanser   C2 

Clout  110-WP  CI 

Coco  Tallow  40%  Liquid  Soap    H2 

Cyclone  Bowl  Cleaner   C2 

CLD  Al 

Deep  Fatfry  Cleaner   A2 

Delimer  576-WP  A3 

Deluxe  Dishwashing  Compound    Al 

Econo  Bleach Bl 

Formula  'L"  Al 

FDA  Hand  Soap   C2 

General  Purpose  Cleaner Al 

General  WV-7  130-WP CI 

Gentle  Giant  Powdered  Hand  Soap   ....  C2 

Grand  Slam  Bl 

Green  Liquid  Detergent  522-WP  A4 

H  D.  Deluxe  Al 

H.D.  Chlorinated  Cleaner  Al 

Hand  Suds  Al 

Hi-Suds    A6 

HD  Oven  and  Grill  Cleaner  536-WP  ..  A8 

K-2  Al 

Liquid  Hand  Soap  Coconut  Oil    El 

Liquid  Laundry  Detergent Bl 

Mechano-Det  A4 

Nami-Cide  A  D2 

Nami-Cream  790-WP  E4 

Namichlor-60  Bl 

Namico  "458"    Al 

Namico  Abrasive  Detergent  A6 

Namico  CT  Flakes    Bl 

Namico  Green  Bar  Soap  H2 

Namico  Power-Chlor Al 

Namico  Premeasured  Detergent  CI 

Namico  Premeasured  Quat,  Det.  Dsnf. 

Deod   CI 

Namico  Sour  "B"    Bl 

Namico  SPTX  A2 

Namico-Cleaner  Degreaser  GP  Al 

Namifluff Beads    Al 

Namilube  A1JL2 

Namilube  1058    H2 

Namisuds  Al 

Namisuds  520-WP A4 

Namisyn  Flosuds  Al 

Non-Butyl  Industrial  Cleaner   Al 

Oven  and  Grill  Cleaner A8 

Porcelene  262-WP A4 

Pot  and  Pan  Cleaner  Al 

Powdered  Grill  Cleaner A2 


Pure  Coconut  Oil  40%  Liquid  Soap  El 

PR-261-P  Al 

Quarry  Tile  Cleaner  329-WP   A3 

Refresh  Baby  Powder  166-WP CI 

Refresh  Citrus  166-WP  CI 

Refresh  Floral  166-WP  CI 

Smoke  House  Cleaner  Heavy  Duty   ....  A2 

Smokehouse  Cleaner  A2 

Soft  Kleen  Creme  Cleanser    A6 

Soft  Suds  A4 

Special  "B"  Cleaner    Al 

Special  "C"  Compound  Al 

SpeedeeMop  118-WP    CI 

Sprint  132-WP  CI 

Stout  192-WP    A4.A8 

Super  H.D.  Chlorinated  Cleaner A2 

Supreme  Steam  Cleaner  Granules    Al 

Supreme  Steam  Cleaner  Liquid   Al 

Suresuds  A1.B1 

Thick-Quick  534-WP   A8 

Topaz  Bl 

Torrent  Bowl  Cleaner  CI 

Vehiclean  768-WP    Al 

X-Out  168-WP    CI 

112-WP  All-Over   A4 

1 14-WP  Big-Bicep    A4 

116-WP  Scamp   A4 

1 34-WP  Consume  Al 

326-WP  Metal  Brite   A3 

447  Al 

462G    Bl. 

795-WP  E2  Sanitizing  Hand  Soap  E2 

National  Oil  Products 

Transpower  17  H2 

Transpower  19  H2 

Transpower  22  H2 

National  Polymers  Inc. 

NP  829  Flexible  Joint  Sealant  (Part  A)  PI 

NP  829  Flexible  Joint  Sealant  (Part  B)  PI 

NP  834  Water  Soluable  Degreaser  CI 

NP  915  Easy  Cleaner   CI 

NP  916  Easy  Cleaner   Al 

National  Products  Co. 

Coach  House  Non-Butyl  Cleaner  Al 

National  Refrigeration  Products 

Alka-New PI 

Kleencoil   A4.P1 

National  Sales  Corp. 

Degreaser/Cleaner  Al 

National  Sanitary  Supply  Co. 

Action-D    A4 

Big  Break Al 

Blitz  Airborne  1912  Liquid  Insecticide     F2 

Blitz  Residual  Roach "N" Ant  Killer  F2 

Blitz  Residual  1914  Liquid  Insecticide     F2 

Blitz  1930  Insect  Killer Fl 

Blitz  1932    F2 

Bouquet  Glycol  Mist  1870  Air  Deodor- 
izer        CI 

Brake  Parts  Cleaner  3013  Kl 

Chemtrol  Deodorant  Air  Freshner   CI 

Chemtrol  Multi-Purpose  Cleaner   CI 

Citrus  Glycol  Mist  1872  Air  Deodorizer  CI 

Crystal  Glass  Cleaner  CI 

Crystal  Glass  Cleaner  2804    CI 

D-Fen  C2 

D-Fen  30-40    A4 

Derma  Care  Antimicrobial  Lotion  Soap   E4 
Derma  Care  Luxury  Bath  E4 
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DermaCare  Enriched  Lotion  Soap   E4 

DermaCare  Premium  Lotion  Cleanser  ..  E4 

Electro  Solve  K2 

Electro  Solve  3019  Aero  Sfty  Solv 

Dgrsr  K2 

Foam  Up    Al 

Four-In-One  C2 

Gentle  Scrub  Plus  1511  Creme  Cleanser  A6 

Gleam-Ette  Gro-Suds    Al 

Household  Bleach  Bl 

Industrial  Extra  Strength  Bleach  Bl 

Jiffy   E4 

National  Sanitary  Supply  Co. 

Kleen-Up   E4 

National  Sanitary  Supply  Co. 

Lectrosol  3019  K2 

Lemon  D-Fen  1763  C2 

Liqui-Terge    CI 

Liquid  Lemon  Hand  Soap E4 

Lubri-Can  3055  Industrial  Penetrant   ..  H2 

Measure  Up  CI 

Mint  Glycol  Mist  1868  Air  Deodorizer  CI 

Multi  Grease  &  Chain  Lube  3064   H2 

N.S.S.  Cement  Cleaner  CI 

NBC  2107  Cone.  Non-Butyl  Deo. 

Clnr/Dgrsr  Al 

NSS  Concentrate  Cleaner  A4 

Odorless  10  D2 

Oil  Sorb  22   Jl 

One-Shot  Drain  Opener  With  Odor 

Blanket   LI 

Oven-Eze  2845  Oven  Cleaner   A8 

Pathfinder A4 

Pow-7  Residual  Powder  Insect  Killer    ..  F2 
Powder  Scent  Glycol  Mist  1871  Air 

Deod CI 

Power  Stripper A4 

Power  Wash  2623  Truck  And  Equip- 
ment CI  Al 

Quat  Guard  Sanitizer  Dsnfctnt  Deodo- 
rant      D2 

National  Sanitary  Supply  Co. 

Sani-Foam   C2 

National  Sanitary  Supply  Co. 

Satin  3250  A7 

Scum  Clean  A4 

Septophene  1120  Antiseptic  Liq.  Hnd 

Soap    E4 

Silicone  Spray  3049  Food  Grade  HI 

Slick  Silicone  Spray   H2 

Slick  3050  Cone.  Silicone  Release 

Agent HI 

Spice  Glycol  Mist  1869  Air  Deodorizer  CI 

Stinger  Citrus  Base  Cleaner-Degreaser  CI 

Sud-N-Kleen   Al 

Teflex  H2 

Vanguard  2660    CI 

Verticide  2511  Disinfectant  Bowl 

Cleaner   CI 

Vortex    C2 

Vyflex  3048  H2 

White  Lithium  Grease  3065  H2 

Xtra  Solve   K2 

1121  Sanisept  One-Step  Antsep.  Hand 

Soap    E2 

1718  Pine-O-Quat 

Detergent/Disinfectant    CI 

1723  Lem-O-Quat 

Detergent/Disinfectant    CI 

2505  John  Disinfectant  Bowl  Cleaner  C2 

3018  Lectrosol  K2 


National  Sanitary  Supply,  Inc. 

Foaming  Action  Al 

National  Soap  Distributors 

Clear  View CI 

National  Specialty  Products  Co, 
Inc. 

Odo-Chlor   CI 

National  Starch  and  Chemicals 
Company 

Aquatreat  DNM-80  G7 

National  Utilities  Supply  Co. 

Spray  Fog    Fl 

National  Wax  Company 

Flexoil  100    HI 

National-Chem  Industries,  Inc. 

That  Stuff Al 

National-Purity,  Inc. 

#65  Prime  Oil  Soap    H2 

"Fabric  Soft  Blue"  B2 

Emulso  Degreaser  A4 

Fabri-Soft  Green   B2 

Fabri-Soft  Powder  B2 

Garflor  CI 

Glass  Shine  CI 

Kwi  Kleen  Hvy  Dty  Acid  Detergent   ..  A3 

No.  20  Coco  Soap  NPS    El 

No.  40  Coco  Castile  Liquid  Soap    El 

No.  60  Detergent  Cleaner  Al 

NPS  Laundry  Compound  #177    Bl 

NPS  Pipeline  And  Bulk  Tank  Cleaner 

#711    Al 

NPS  Proto-Clean  Bl 

NPS  Proto-Wash  Bl 

NPS  100  Floor  Cleaner CI 

NPS  20  Liq.  Surgical  Soap El 

NPS  40  Liq.  Surgical  Soap  El 

NPS  8A-15  Lube  PN  #625  H2 

P#589  Scrappy  Liquid  Cleanser  CI 

Pentro  Soap  Builder   Bl 

Plastic  Gloss  Cleaner    A4 

Purity  Glass  Wash  Al 

Rex  Dry  Bleach  Bl 

Rex  Heavy  Duty  Laundry  Detergent   ..  Bl 

Rex  Low  Suds  Bl 

Rex-One-Shot    Bl 

Royal  Oil  Soap  #50    H2 

Satin  Suds    Bl 

Spik  Cone.  D5  Det.  Floor  Cleaner  A4 

Sterlite  #113  Powdered  Bleach Bl 

Super  Glownite  Al 

Trio    C2 

3-V  Liquid  Detergent   Al 

Nationwide  Chemical  Co,  Inc. 

All  Purpose  Cleaner   CI 

All  Purpose  Cleaner  Plus  Blue- 
Green  A4.A8.C2 

All  Purpose  Cleaner  Plus  Clear  A4.A8.C2 
All  Purpose  Cleaner  Plus  Opal  ..  A4.A8.C2 
All  Purpose  Heavy  Duty  Alkaline 

Cleaner  A2 

All-Purpose  Cleaner  #6079  Al 

All-Purpose  Cleaner  Blue  A4 

All-Purpose  Cleaner  Clear   A4 


All-Purpose  Cleaner  Opal  A4 

All-Purpose  Truck  Wash Al 

Aluminum  &  Stainless  Steel  CI.  & 

Bright A3 

Block  Buster  Cleaner,  Strip  &  Dgrsr 

Blue CI 

Block  Buster  Cleaner,  Strip  &  Dgrsr 

Opal CI 

Block  Buster  Cleaner.Strip  &  Dgrsr 

Clear  CI 

Clean-It  All  Purpose  Cleaner  A4 

Compactor  &  Kitchen  Aqueous  Spray 

#4005    Fl 

Concrete  Remover  &  Masonry  Cleaner   A3 

CIP  Powder  Al 

Degrader#59  C1.L2 

Deodorant  Granules CI 

Dirt,  Lime,  Metallic  Salt  Remover A3 

Dishwashing  Liquid  (Hand)  #509    Al 

Drain  Flo  LI 

Emulsifiable  Degreaser  A2 

Flo-Go  308    CI 

Foaming  Butyl  Cleaner  A4.A8 

Freezer  Cleaner  #1090    A5 

Germacidal  Cleaner CI 

Hard  Surface  Cleaner  #115 A4 

Heavy  Duty  Cleaner  CI 

Heavy  Duty  Dgrs  Tar  &  Asphalt  Re- 
mover       Kl 

Heavy  Duty  Emulsifiable  Degreaser  ..  Kl 
Heavy  Duty  Steam  Cleaning  Compound  A2 

Hot  Tank  Degreasr   A2 

Hvy  Dty  Wtr  Sol  Indust  C1&  Dgrsr 

Purple    Al 

Hvy  Dty  Wtr  Soluble  Indust  C1&  Dgrsr 

Clr  Al 

Hvy  Dty  Wtr  Soluble  Indust  Cl&Dgrsr 

Red   Al 

Industrial  Aqueous  Insecticide  #4004    ..  Fl 

Industrial  Spray  #4000   Fl 

Jumbo    B2 

Jumbo  #1087  CI 

Liquid  Air  Freshener  #1038  CI 

Liquid  Hand  Soap  El 

Mill  Spray#4001    Fl 

Multiple  Purpose  Boiler&Feedwater 

Trtmt G7 

Nationwide  #145  Food  Plant  Dgrsr  & 

Clnr  Al 

Oven  Cleaner  Jell   A8 

Packing  House  &  Food  Plant  Cleaner      Al 

Packing  House  Cleaner  Al 

Pine  Odor  Disinfectant  CI 

Pine  Oil  Disinfectant CI 

Powder  Hot  Tank  Degreaser  6038  A2 

Powdered  Hand  Soap   C2 

Powdered  Heavy  Duty  All  Purpose 

Cleaner   Al 

Quat  Dl 

Refuse  Cleaner    CI 

Refuse  Odor  Relief  CI 

Safety  Solvent  K2 

Scented  All  Purpose  Cleaner   CI 

Sewer-Treatment  LI 

Simmons  Silicone  Lubricant  #1073  ....    H2 

Soap  Base  Lubricant  H2 

Special  Stripper  #1    Al 

Special  Stripper  #2   Al 

Steam  Cleaner  Pressure  Wash  Blue  ....  A 1 
Steam  Cleaner  Pressure  Wash  Clear  ..  Al 
Super  Food  Plant  Fogging  Insect.  #4003  Fl 
Super  Hvy  Dty  Wtr  Sol  Indust  CI  & 

Dgrsr  Al 

Super  Industrial  Cleaner  &  Dgrsr.  Clear  A4 
Super  Industrial  Cleaner  &Degreaser 

Blue A4 

Super  Industrial  Cleaner  ADegreaser 

Pink  A4 

Surface  Odor  Control    CI 

Synthetic  Cleaner    A4 

Tuff-Guy  Waterless  Hand  Cleaner  E4 

Tuff-Guy  Waterless  Hand  Cleaner 
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w/Pumice    E4 

Tuffy  Odor  Control  CI 

Vaporizer  Concentrate  #4002  Fl 

X-Tra  Heavy  Duty  All  Purpose  Clnr 

Blue A4 

X-Tra  Heavy  Duty  All  Purpose  Clnr 

Clear  A4 

X-Tra  Heavy  Duty  All  Purpose  Clnr 

Pink  A4 

105  Plus  All  Purpose  Cleaner-Blue 

Green A4.A8 

105  Plus  All  Purpose  Cleaner-Clear  A4A8 
105  Plus  All  Purpose  Cleaner-Opal    A4.A8 

Nationwide  Chemical  Products,  Inc. 

General  Purpose  Household  Insecticide  Fl 
Indust&Instl.  Inset  Spr  con.  1%  Propo- 

xur  F2 

Pro  Kill  Aqueous  Food  Plant  Fog.  Inset.  Fl 

Pro  Kill  Aqueous  Insecticide   Fl 

Pro  Kill  Aqueous  Residual  Spray 

EM50-52  F2 

Pro  Kill  Aqueous  Roach  &  Ant  Spray  ..  F2 
Pro  Kill  Concentrate  2.25%  +  22.5%  ..  Fl 
Pro  Kill  Contact  &  Residual  Cone. 

EM200    F2 

Pro  Kill  Contact  &  Residual  Spray  EM 

35    F2 

Pro  Kill  Crawl.  &  Fly.  Inset  Spr  EM  250  F2 

Pro  Kill  Expel  Roach  &  Ant  Killer  F2 

Pro  Kill  Fogging  Insecticide  002  Fl 

Pro  Kill  Food  Plant  Fogging  Insecticide  Fl 

Pro  Kill  Food  Plant  Fogging  Spray  Fl 

Pro  Kill  General  Purpose  Aqueous 

Insctcd  Fl 

Pro  Kill  Indstrl  Spray  Emulsifiable  Cone  Fl 

Pro  Kill  Industrial  Spray  E.C Fl 

Pro  Kill  Insecticide  110   Fl 

Pro  Kill  Insecticide  145    Fl 

Pro  Kill  Mill  Spray  Fl 

Pro  Kill  Multi-Purpose  Insecticide  Fl 

Pro  Kill  Multipurpose  Insecticide  Cone.  Fl 
Pro  Kill  Multipurpose  Spray  And  Fog 

300    Fl 

Pro  Kill  Pressurized  Insecticide  550  ....  Fl 
Pro  Kill  Pressurized  Residual  Spray    ....  F2 

Pro  Kill  Roach  &  Ant  Dust   F2 

Pro  Kill  Roach  &  Ant  Pressurized  Spray  F2 

Pro  Kill  Roach  &  Ant  Spray    F2 

Pro  Kill  Roach,  Fly  &  Space  Spray  Fl 

Pro  Kill  Space  Spray  Insecticide   Fl 

Pro  Kill  Tetralate  Insecticide  Spray  Fl 

Pro  Kill  Total  Release Fl 

Nationwide  Research  Inc. 

NR  475    A4 

NR-300    CI 

NR-305    A5 

NR-340    Al 

NR-350    Al 

NR-375  El 

NR-380    A4 

NR-500    Al 

NR-550    Al 

NR-600    Al 

NR-625    Al 

NR-625C  Al 

NR-625CX  Al 

NR-650    Al 

NR-950    A2 

Natural  Botanical  Group/ 
Div.  of  Nationwide  Chemical 
Products  Inc 

Natural  Odor  Absorber  CI 


Natural  Fragrances/ 

A  Div.  of  PRH  &  Assoc,  Inc. 

Citrus  Magic   CI 

Nature  Plus,  Inc. 

EccCare  CI 

NatutCare CI 

Nature's  Plan 

All  Purpose  Concentrated  Cleaner  ..  A4.C1 

Navajo  Chemical  Company 

Aluminum  Cleaner   Al 

Mold  Cleaner Al 

Packing  House  Cleaner  A2 

Navy  Brand  Manufacturing 
Company 

#596  Waterless  Hand  Cleaner    E4 

#596  Waterless  Hand  Cleaner    E4 

#800  Degreaser  C2 

A.CX).  Cleaner   A3 

Action  Grease    H2 

Algatrol  A  Water  Treatment  Microbio- 

cide  G7 

Algatrol  Z  Water  Treatment  Microbio- 

cide   G7 

All  Purpose  Cleaner   Al 

Aqua  Sanitizer D2.Q4 

Aquanism  Liquid  Live  Micro-Organisms  L2 

AC-40    A3 

ACP  Laundry  Soap  Powder  Bl 

AD-242  Acid  Descaler  PI 

Big  Red  H2 

Blast  Off   A4 

Blast  Off  Special  A4 

Blue  Glass  CI 

Bosuns-Mate  Penetrating  Oil    H2 

BC-620  Special-Formula  5511   G6 

BC-620  SX-Formula  66X  G6 

BC-621  Boiler  Water  Treatment    G7 

BC-623  Boiler  Water  Treatment    G6 

BC-623  HD  Boiler  Water  Treatment  ..    G6 

BC-623-P  Boiler  Water  Treatment  G6 

BC-624  Boiler  Water  Additive G6 

BC-628  Boiler  Water  Treatment    G6 

BC-629  Boiler  Water  Polymer  Additive  G6 
BC-629-C  Boiler  Water  Polymer  Addi- 
tive        G6 

BC-641  Boiler  Water  Treatment    G7 

BC-645  Boiler  Water  Treatment    G7 

BC-98  Boiler  Compound    G6 

CarBrite    Al 

Citrol  #150  Natural  Citrus  Deodorant       CI 

Citrol  #973  Grease  Relief  CI 

CT-501  Cooling  Tower  Treatment  G7 

D.P.S LI 

D-1300  Digester  Grease  Solvent    LI 

DeChlor   K1JC2 

Deo  Pelts  CI 

Deo-Dis   C2 

Dish  Glo    Al 

Double  Duty  Shampoo  &  Shower  Soap   E4 

Dyna  Terge   A4 

DSP-36  Mud  &  Silt  Dispersant   G7 

E.E.C K2 

Egg  Wash  #1  Ql 

Ensign    C2 

EC-20  Safety  Solvent  K2 

EZD  Pipe  Opener   LI 

Flying  Insect  Killer  #3   Fl 

Food  Loob  HI 

Formula  No.  200  A4 

Formula  No.  35  A2 

Formula  596  Waterless  Hand  Cleaner  ..  E4 
Freezer  Cleaner  A5 


G.G.  Cleaner  Dl 

HT-30 A2 

Impact    H2 

Incredible  Multi  Purpose  Cleaner  ....  A4,C1 

Kilzum  Ant  and  Roach  Killer F2 

Kilzum-C  Residual  Insecticide  F2 

Kitchen  Aid  CI 

Kleenz-It    A3 

Kold  Kleen    A5 

Lan-O-Foam    El 

Lift  Station  Cleaner  And  Degreaser  LI 

Liquicem   A4 

Little  Tiger F2 

Little  Tiger  Detergent  Concentrate A4 

Little  Tiger  No.  2    CI 

Little  Tiger  Portion  Control  Drain  Opnr  LI 
Little  Tiger  Toilet  Bowl  And  Urinal 

Clnr  C2 

Loshun  Hand  Soap    E4 

Lucin    H2 

LHS  Liquid  Hand  Soap    E4 

M-33    A2 

Maintain  CI 

Mill  Spray  A-l    Fl 

Moisturol  DR-50  K2 

N-Zyme  L2 

N-4 D2 

Naval  Aide  All  Purpose  Cone.  Sil.  Lub.  H2 

Navy  Brand  Absolute  Al 

Navy  Brand  128    Al 

Navy  Concentrate   A4 

Navy  Marine  Cleaner  Al 

Navy  Mist  Insecticide  #2   Fl 

Navy  Solv-77 Kl 

Navyzyme  D   L2 

No-Bac  Bacteriacide  CI 

NBC  Concentrate    Al 

NBC-Ready  to  Use  Al 

Odors  Gone  CI 

Oven  Jel  A8 

OS-206  Oxygen  Scavenger G6 

PS-22  C3 

Rebuf  HI 

Rebuf  (Aerosol)  HI 

Redi-Foam  A4 

Rendo  BR-93  CI 

Residual  #700   F2 

RCT-9    K2 

RM  Germicidal  Disinfectant  Cleaner  ..    C2 

IUM9  A3 

Sail  Away    CI 

Sailor  Boy  Antimicrobial  Lotion  Soap      E4 

Sailor  Boy  Body  &  Hair  Shampoo    E4 

Sailor  Boy  Lotion  Soap    E4 

Sailor  Boy  Septisoap El 

Sani-Kleen  Plus  C2 

Sanico  #600  C2 

Septisoap   E4 

Shine  Brite  Metal  Cleaner  and  Polish      A7 

Smoke  House  Cleaner A2 

Spring  Mint  CI 

Squirt  On-Blue    CI 

Squirt  On-Red   CI 

Sta-Foam  CI 

Stay-Glo  A7 

Super  Detail  Part  A  Al 

Super  Detail  Part  B  Al 

Super  Job  Part  A  Liquid  CI 

Super  Job  Part  B  Powder  Synergjzer  ..    CI 

Super  Workhorse  Part  A  Liquid  CI 

Super  Workhorse  Part  B  Powder  Syner- 

gizer    CI 

SA-44 Kl 

SA-47 Kl 

SAS   LI 

SC-7  Liquid  Solvent  A2 

SLT-343  Steamline  Treatment   G6 

SLT-344  Steamline  Treatment   G6 

SLT-345  Steamline  Treatment   G6 

SS21  Sewer  Solvent   LI 

The  System  Maxi  Pak-Green   El 

The  System  Starter  Pak-Green  El 
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The  System-Green  El 

Total  All  Purpose  Degreaser A4.A8 

Triumph  Emulsion  Bowl  Cleaner C2 

Tuffy  In  A  Tube  E4 

Vista  Al 

White  Grease  H2 

Work  Horse  Water  Based  Solvent  De- 
greaser      CI 

WOW  CI 

Nebraska-Iowa  Industrial  Fasteners 
Corp. 

Waterless  Hand  Cleaner  with  Vole. 

Pumice    E4 

Waterless  Hand  Clnr  Hvy  Dty 

Cond.Creme    E4 

Necedah  Janitorial  Service  & 
Supply  Co. 

Nature's  Way  Bacterial  Digestant  Deod.  CI 

Needels  Janitor  Supply 

Blast  Off  AM  Purpose  Spray  Cleaner  ..  CI 
Blitz  Heavy  Duty  Cleaner  and  De- 
greaser    A4 

Bulldog  Commercial  Clean  Up  Dtrgnt  Al 

Bulldog  Floor  Detergent  A4 

Chlorinated  Scouring  Powder  Cleanser  A6 

Commercial  Clean  Up  Detergent  Al 

Floor  Detergent  A4 

Foaming  Disinfectant  Cleaner    CI 

Foamy    Al 

Formulation  3985   CI 

Glass  &  Mirror  Cleaner   CI 

Hotel  Special  Liquid  Hand  Soap    E4 

Low  Foam  Concentrate  Al 

Miracle  Cleaner  Al 

Pink  Lotion  Hand  Cleaner   E4 

Scale  Remover C2 

Stainless  Steel  Cleaner  Waterbase   A7 

1000  Food  Plant  Cleaner    Al 

Nelco  Industrial  Products  Co. 

Do  All  Plus  Al 

Power  Wash  100  Al 

Ultra  200   Al 

Nelson  Industrial  Supply  Co. 

Nisco  San  Bowl  Cleaner C2 

Nelson  Products  Company 

ALA-100  A3 

Detergent  395    A2 

Detergent  455    A2 

Foamerol   Al 

Liq.  Hand  Soap  No.  658  Concentrate    ..  El 

NelchemHPS    Al 

Nelchem  HPS  Hifoam Al 

Nelscrub A6 

Pink  Pearl  Hand  Soap  El 

Solo  100    Bl 

Super-Kleen  #1    Al 

Super-Kleen  #1  Concentrate  Al 

Super-Kleen  #1  Plus  Al 

TCC-No.3    Al 

Nelson- Jameson,  Inc. 

Chlorinated  CIP  Brute A2 

Chlorinated  General  Cleaner Al 

Chlorinated  Tank  &  Pipeline  Cleaner  Al 

Controlled  Suds  Laundry  Detergent  ....  Bl 

Farm  Friend  Brite  Acid  Cleaner A3 

Farm  Friend  Gold  Liquid  Detergent  ....  Al 

Farm  Friend  Hand  General  Cleaner  ....  Al 


General  Cleaner Al 

Heavy  Duty  Follow  Up  Alkali  A2 

HTP  Acid A3 

Industrial  Floor  Cleaner   CI 

Non-Chlorinated  General  Cleaner    Al 

Pine  Floor  Cleaner    CI 

Neo-Life  Company  of  America 

Neo-Life  Multi-Purpose  Concentrate  ..    CI 
Rugged  Red  Al 

Neponset  Chemical  &  Engineering, 
Inc. 

BC-20    G7 

BCT-76    G7 

BWT  74  G6 

CCT80    G7 

Neptune  Water  Services 

BWT  601  G6 

BWT  605  G6 

BWT  610  G6 

BWT  630  G6 

BWT  633  G6 

BWT  634  G6 

BWT  642  G6 

BWT  643  G6 

BWT  650  G6 

BWT  658  G6 

BWT  660  G6 

CWT  420  G7 

CWT  435  G7 

RLT  670    G6 

RLT  672    G6 

RLT  676    G6 

RLT  678    G6 

Nessa  Chemical  Inc. 

General  Purpose  Cleaner A4 

Network  Services  Company 

All  Purpose  Cleaner   CI 

All  Purpose  Cleaner   A4 

All  Purpose  Delimer  A3 

All-Purpose  Lemon  Scented  Cleaner  ..    A4 

Ant  &  Roach  Spray F2 

Antiseptic  Hand  Cleaner  E4 

Antiseptic  Hand  Soap  El 

Antiseptic  Lotion  Soap  El 

Apple  Dry  Air  Deodorizer  CI 

Baseboard  Cleaner  &  Floor  Stripper   ..    CI 

Boil-Out  Compound   A2 

Chalk-Board  Cleaner CI 

Cinnamon  Dry  Air  Deodorizer  CI 

Cleaner  Degreaser  A4A8 

Cleaner/Degreaser  Non-Butyl  A4.A8 

Clinging  Restroom  Cleaner C2 

Com-Quat  Cleaner-Disinfectant  Dl 

Concentrated  Alkaline  Drain  Opener  ....  LI 

Coronado  Cleaner  Degreaser   CI 

Dishwashing  Detergent  Al 

Driveway  Cleaner  CI 

Flying  Insect  Killer  F2 

Foaming  Disinfectant  Cleaner    CI 

Foaming  Grease  &  Fat  Cleaner   Al 

Formula  2207  Oven  &  Griddle  Cleaner  A8 

Formula  3310  Cleaner-Degreaser  Al 

Formula  3320  Butyl  Cleaner  &  De- 
greaser      A4 

Formula  3325  Industrl  Dgrsr.  Clnr. 

Cone A4.A8 

Formula  3340  Non  Ammd  Lo-Foam 

Strpr  Cone A4 

Formula  762  Detergent  Disinfectant 

Clnr  Dl 

Formula  838  Pine  Deodorant  Cleaner      CI 


Formula  927  Pine  Odor  Disinfectant  ..    C2 
Formula  931  Fortified  Pine  Odor 

Dsnftnt    CI 

Formula  9921  Stainless  Steel  Cleaner      A7 
Formula-3345  Hvy  Dty  Non  Butyl  Dgsr 

Clnr  Al 

Glass  &  Utility  Cleaner    CI 

Glass  &  Utility  Cleaner  (Bulk) CI 

Glass  Cleaner CI 

Hand  Cleaner E4 

Heavy  Duty  Acid  Bowl  Cleaner C2 

Heavy  Duty  Cleaner/Degreaser    ....    A4A8 
Heavy  Duty  Cleaner/Degreaser 

(Aerosol)  A4.C1 

Heavy  Duty  Laundry  Detergent  Bl 

Heavy  Duty  Waterless  Hand  Cleaner  ....  E4 
Heavy  Duty,  Citrus  Clnr  Dgrsr  (Bulk)     CI 
Heavy  Duty,  Citrus  Clnr/Dgrsr  (Aer- 
osol)        CI 

Hospital  Disinfectant  Deodorant CI 

Industrial  Soap  El 

Lemon  Cleaner/Disinfectant  C2 

Lemon  Disinfectant  C2 

Lemon  Foaming  Cleaner/Disinfectant      CI 

Lemony-Lime  Disinfectant  A4.C1 

Low  Phosphorous  Laundry  Detergent      B2 
Maxi-D  Multi-Dilutable  Cleaner-De- 
greaser      A4 

Mild/Clinging  Porcelain  Cleaner   C2 

Mint  Quat  Disinfectant   CI 

Netcare  Deod.  Bacteria/Enzyme  Diges- 
ter        CI 

Netcare  Flying  &  Crawling  Insect  Killer  F2 
Netcare  Foaming  Disinfectant  Cleaner     C2 

Netcare  Lemon  Air  Sanitizer   CI 

Netcare  Wtr  Soluble  Deodrzr  Fresh 

Scent  CI 

Netcare  Wtr  Soluble  Deodrzr  Lemon 

Scent  CI 

Neutral  All  Purpose  Cleaner A4 

Non-Perfumed  Pink  Lotion  Dishwash 

Dtrgnt    Al 

Oil  Base  Stainless  Steel  Cleaner    CI 

Oil  Based  Stainless  Steel  Clnr  (Aerosol)  CI 

Organic  All  Purpose  Cleaner   CI 

Oven  &  Grill  Cleaner  A8 

Oven  &  Grill  Cleaner  A8 

Oven  &  Grill  Cleaner  (Aerosol)  A8 

Pine  Fragrance  Disinfectant    CI 

Pine  Odor  Disinfectant   CI 

Pine  Quat  Disinfectant    CI 

Pink  Petal  Hand  Dishwashing  Detergent  Al 

Pure  Pine  Oil  Disinfectant    CI 

Quaternary  Cleaner/Disinfectant  Dl 

Quaternary  Sanitizer  D2 

R.T.U.  Cleaner/Degreaser  A8.C1 

Residual  Roach  Spray  F2 

RTU  Hand  Soap   El 

Sanitizer  Concentrate    D2.E3 

Smooth  'N'  Soft  E2 

Smooth  'N'  Soft  Antimicrobial  Lotn. 

Soap    E4 

Smooth  'N'  Soft  Antimicrobial  Ltn  Hnd 

Sp    E4 

Smooth  'N'  Soft  Body  and  Hair  Sham- 
poo      E4 

Smooth  "N'  Soft  Fine  Lotion  Soap  E4 

Smooth  'N'  Soft  Food  Services  Lotn. 

Soap    E4 

Smooth  'N'  Soft  Health  Care  Mild 

LtnSoap  E4 

Smooth  ti'  Soft  Heavy  Duty  Hand  Soap  E4 
Smooth  'N'  Soft  Moisturizing  Hand 

Cream   E4 

Solvent  Carpet  &  Fabric  Spotter   Kl 

Spearmint  Disinfectant   C2 

Spectrum  4 CI 

Sudsing  Creme  Cleanser A6 

Sulfuric  Acid  Drain  Opener   LI 

Toilet  Bowl  Cleaner   C2 

Vandalism  Mark  Remover   CI 

Water  Base  Stainless  Steel  Cleaner  ....    A7 
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Water  Based  Stainless  Steel  Cleaner   ..    A7 
40%  Pure  Coconut  Liquid  Soap  El 

Neutralizer,  Inc. 

Neutra-Stain  Bl 

Neutra-Zyme   CI 

Neutron  Industries,  Inc. 

A-l  All  Purpose  Cleaner  Degreaser  ....  Al 

Apple  Scent  Washroom  Maintainer  ....  C2 

AppleScent CI 

Back  To  Bare    A4 

Bahama  Breeze   CI 

Blue  Base  NI-700  Water  Soluble  De- 
greaser    A4 

BB  Breeze  Deodorizer-Disinfectant  ....  CI 

BB-Brute  Cream  Cleaner   CI 

Clean  Skin  El 

Clean  Skin  Antiseptic  Generation  II    ....  E2 

Clean  Skin  Generation  II    El 

Clean  Skin  Heavy  Duty   E4 

Clean  Skin  Sanitizing  E-2  Lotion  Soap  E2 

Clean  Skin-Pink  Lotion  Skin  Cleanser  E4 

D-Molish  L2 

Drain  Bullet  NI-775  Liquid  Drain 

Opener LI 

Dry-N-Free  NI-735   H2 

Earth  Care   CI 

Field  of  Flowers    CI 

Flush-N-Clean  Urinal  Blocks  NI-740  ..  C2 

Formula  NI-712  (Orange  Scent)  CI 

Formula  NI-730  CI 

Formula  NI-800  Ceiling  To  Sewer CI 

Garage  Floor  Cleaner   A4 

Generation  II  Flush-N-Clean  Bowl  Bars  C2 

Germ  Control  CI 

Hint  of  Mint  NI-765  CI 

Lemon  Squeeze  CI 

Lime-B-Gone  Bathroom/Kitchen 

Cleaner   CI 

Naturally  Peach  CI 

Neutron's  NI-712  Strawberry  Scented  CI 
NI-725  Ice  Bullets  Ice  Melting  Com- 
pound      CI 

Odor  Assassin   CI 

Orange  Bandit  Degreasing  Gel  CI 

Orange  Base  NI-825  A4 

Orange  Mist  Concentrated  Liquid 

Deodrzr  CI 

OrangeSational    CI 

Oven-Ease  II   A8 

Painless  Stainless    A7 

Pine  Time  Cleaner  &  DegTeaser CI 

Resolve  Bulk  NI-785    Kl 

Resolve  NI-785  (Aerosol)  Kl 

Sharper  Vision  CI 

Smooth  Move  NI-790  Silicone  Spray 

Lube   HI 

Solve-It  NI-705  K2 

Son  of  a  Gun  Multipurp  Aerosol  Lubri- 
cant     H2 

Steam  Machine   Al 

Sudden  Impact  Bulk  Roach  and  Ant 

Killer  F2 

Sudden  Impact  Roach  &  Ant  Spray F2 

The  Protector  NI-845    CI 

The  Wrench  Penetrating  Oil  Spray  NI- 

770    CI 

Total  Foam  NI-760  C2 

Touch  of  Spice    CI 

Triple  Quick    CI 

VersaTile  Heavy  Duty  Washroom 

Cleaner   C2 

Nevada  Water  Tech.,  Inc. 

B804    G6 

B808    G6 

B812L   G6 


B841L   G6 

B842L    G6 

C610L   G3 

C620L    G7 

C620XL  G7 

New  Bio  Labs  Inc. 

Bio-Stain  Begone    CI 

NBL  Bio-Control    CI 

NBL  Bio-Degreaser  Grease  Digestant  ..  L2 

NBL  52035  Bio-Fresh CI 

New  Concept  Chemical  Products 

TSW#A1  Al 

New  Dimensions  Housekeeping 
Service 

Disappear CI 

New  England  Maintenance  Chem. 
Co.,  Inc. 

Dazzle    C2 

Grease-Break  Al 

Great  Stuff  A6 

N-200  Multi-Purpose  Cleaner/Dgrsr. 

Cone Al 

Nemcco  N-23  Toilet  Bowl  Cleaner  ....  C2 

New  England  Specialty  Company 

Cleaner/Degreaser  2    A4.A8 

Nesco  Cleaner  Degreaser  10 A4.A8 

New  Horizon  Products 

Blue  Horizon  A4 

Foamy  DC  C2 

Grandview  CI 

Natural  Citrus  Foam   CI 

Neutral  Brite    CI 

Neutral  Brite  Q  CI 

New  Blossom    CI 

Powerhouse  CI 

Resolve    L2 

Super  Suds  Al 

White  Tiger  C2 

Workforce   A4.A8 

Workforce  Road  Patrol  Al 

Workforce  110 A4 

Workforce  220  A4 

New  Image  Industries  Ltd. 

Grime  Buster  A4 

Kwik  Kleen  A4 

New  Jersey  Chemical  Co.,  Inc. 

All-Purpose  Cleaner   CI 

Hi  Foam  Butyl  Cleaner CI 

Jerquat  45DF  D2 

Jerquat  90    D2 

JerQuat  45  (No  Rinse  Sanitizer)  D2 

Pine  Scrub  Soap    CI 

Pow-R-Spray  Al 

New  Life  Corporation 

Power  X  Formula  II    Al 

Power  X  Steam-1    Al 

New  Pride  Products 

Dirt  Buster  Al 


New  South  Manufacturing  Co.,  Inc. 

#40  Acid    A3 

#777  Liquid  Alkali    A4 

pH  Controlled  Foamer    Al 

Acid  Cleaner  Concentrate  A3 

Acid  Cleaner  Concentrate  II  A3 

Acid  Cleaner  1    A3 

Acidic  Cleaner-S.D A3 

Acidic  Scouring  Powder  A3 

Alkaline  Cleaner  Concentrate  Al 

Alkaline  Cleaner  II   Al 

All  Foam   Al 

Blast  Off   A2 

Bowl  And  Porcelain  Cleaner    C2 

Can  Lube  H2 

Chain  Lube  #1  H2 

Chelated  Alkali  #1000    A2 

Chlor  All  Purpose   Al 

Chlor  Suds  Al 

Chlorinated  Bleach    B1JJ1 

Chlorinated  Cleaner Al 

Chlorinated  General  Purpose  Cleaner  Al 

Chlorinated  GP  Equipment  Cleaner  ....  Al 

Cleaner  &  Degreaser Al 

Cleaner  And  Disinfectant   CI 

Coil  Cleaner-B  PI 

Coilmatic  Al 

Concentrated  Defoamer Q5 

Creme  Cleanser  Concentrate C2 

Defoamer  P  A1.Q5 

Deicer CI 

Delining  Acid    A3 

DB  55-FG    G6 

Egg  Wash    Q1.Q2 

Fogging  Insect  Killer    F2 

Formula  NS-200   A2 

Freezer  Cleaner  A5 

G  P  Foam  Cleaner A4 

Germicidal  Cleaner  Concentrate  CI 

Germicidal  Spray  &  Wipe  Clnr  &  Surf. 

Deo  CI 

GC  105  Chlorinated  Cleaner    Al 

H.D.  Acid  #9  A3 

H.D.  Alkaline  CLP.  Cleaner   A2 

H.D.  Chlorinated  C.I.P.  Cleaner  A2 

H.D.  Circulate  Al 

H.D.  CIP  Al 

H.D.  Soak    A2 

Hi  Foam  Al 

Hog  Scald    A2 

Hook  &  Trolley  Cleaner  A2 

Hospital  Disinfectant  Deodorant C2 

HD  500  Alkali  A2 

Label  Machine  Cleaner  K3 

Liquid  Chelate  A2 

Liquid  Chlorinated  Caustic  A2 

Liquid  Circulate  &  Spray  A1.Q1.Q2 

Liquid  Drain  Opener  LI 

Liquid  Egg  Wash    Q1.Q2 

Liquid  Low  Foam  C.I.P.  Acid   A3 

Liquid  Smokehouse  Cleaner  A8 

Lotion  Hand  Soap  El 

LB  105  G6 

LB  106  G6 

LB  107  G6 

LB  150  G6 

LB  151-C  G6 

LB  152-C  G6 

LB  201  G6 

LB  210  G6 

LB  212  G6 

LC400 G6 

LC  505  G6 

LF  Acid  #1    A3 

LPS  #2  Al 

Malathion  Fly  Bait    F2 

Malodor  Control    CI 

Mint  Disinfectant C2 

Non-Caustic  CIP  Al 

Non-Chlorinated  Egg  &  Tray 

Wash  A1.Q1.Q2 
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Oven  &  Griddle  Cleaner Al 

Oxsolv   A3 

Pan  Wash  A1.Q1.Q2 

Pep  Al 

Pink  Chlor  Dl 

Pot  &  Pan  Cleaner    Al 

Powdered  Acid  Cleaner    A3 

Powdered  General  Purpose  Cleaner  ....    Al 

Pyrethroid  Insecticide  Fl 

Quick  Foam  Al 

Roach  N  Ant  Killer    F2 

Rust  Remover   A2 

Rust  Stripper  PI 

S  A  Cleaner  A2 

Safety  Solvent  K2 

Safti  -Sol   C2 

Sani-Rinse   Dl 

Sanitex  Al 

Shackle  Cleaner A3 

Shroud  Cleaner  H  D  Bl 

Silicone  Lubricant  HI 

Smokehouse  Cleaner  A2 

Special  Foamer   Al 

Spray  Mist  Deodorant  CI 

Stack  Odor  Control  CI 

Suds-X  Al 

Super  Foamer    Al 

Super  Suds  A4 

Super  Trolley  Cleaner  A2 

Thermal  Fog  Spray  Fl 

Tile  &  Grout  Cleaner   C2 

Touch  N  Go    CI 

Tropico  Antiseptic  Liquid  Hand  Soap  ..  El 

Tuf-Stuf  El 

239  Powdered  Acid  A3 

30%  Malathion  In  Oil  F2 

300  Acid  Cleaner    A3 

800  Alkaline  Cleaner   Al 

New  Systems  Carpet  &  Building 
Care,  Ltd. 

Top  Job   C2 

Newell  Paper  Company 

Cherry  Deodorant   CI 

New-Jax  Heavy  Duty  Foam.  Tile&Grout 
Clnr  C2 

Newport  Chemical  &  Equipment 
Co. 

Poof  Al 

Niagara  Blower  Company 

Hygrol  Liquid   PI 

Niagara  No-Frost  Liquid  KV   PI 

Niagara  No-Frost  Liquid  LV    PI 

Niagara  Lubricant  Co.  Inc. 

White  Oil-AA    HI 

Niagara  National  Corporation 

Accusol    A4 

Acid  Detergent  LF    A3 

All  Purpose  Steam  Cleaner  Powder  ....  Al 

Anti-Foam  D  Al 

AL-850  Compound  Al 

Bannex  2000  A4 

C  &  S  Concentrate   Al 

Caustic  Booster  Al 

Chlorinated  Egg  Wash    Ql 

Chlorinated  Egg  Wash-D    Ql 

Concrete  Cleaner  Liquid  A4 

Concrete  Floor  Cleaner  A4 

CIP  Cleaner  Al 

Defoamer  S    Al 


DCX-500  Compound    A2 

Egg  Wash  Defoamer-S   Q5 

Foam  Away  Al 

General  Purpose  Steam  Cleaner  Al 

Heavy  Duty  Alkaline  Cleaner A2 

Heavy  Duty  Cleaner  AD A2 

Heavy  Duty  Liquid  Cleaner  A2 

Hi  Foam  Al 

Interior  Reefer  Cleaner  Al 

Liquid  Tray  Wash  Al 

Niagara  #MD-33  Dishwashing  Com- 
pound      Al 

Niagara  #SH-90  Concentrate    Al 

Niagara  #4500  Concentrate Al 

Niagara  Formula  D-400  Pot  &  Pan 

Detrgnt   Al 

Niagara  Formula  300  Descaling  Com- 
pound      A3 

Niagara  Formula  400  Descaling  Com- 
pound      A3 

Niagara  Formula  500  Descaling  Com- 
pound      A3 

Niagara  NT-50 Al 

Niagara  TK-10  Concentrate   A4 

Niagara  TK-20  Concentrate   A4 

Niagara  TR-100A  Power  Terg  Al 

Niagara  101  Product  1000    Al 

Niagara  330  Trail-Clean  Concentrate  ..  Al 
Niagara  446  WY-59  Cone.  Dgrs&Stm 

Cl.Cmpd   Al 

Niagara  5959  Klex  Comp'd    A2 

Niagara  621 1  Spin-Kleen   Al 

Powdered  Acid  Cleaner    A3 

Powdered  Caustic  Cleaner   A2 

Powdered  Tray  Wash   Al 

Shroud  Bleach  Bl 

Shroud  Cleaner  II    A2 

Smokehouse  Cleaner  A2 

Stainless  Cleaner  &  Rust  Remover   ....  A2 

Stainless  Steel  Cleaner   A2 

Steam  Cleaner  II  Al 

Super  Chlor  Cleaner  Al 

Super  Foam  Al 

Tray  Wash-Chlorinated  Al 

TA-5050  Concentrate   A4 

Vanguard  1000    Al 

2700  OD    Dl 

Nicholas  Turkey  Breeding  Farms 

Nicholas  Quat   D2 

Nicholas  Quat  II  Germicidal  Con- 
centrate       D2.Q3 

Nichols  Chemicals  Inc. 

CC-53    Al 

Dual-27    Dl 

Mint  Disinfectant CI 

NC-50    A4 

Orange  Deodorant  CI 

Nieco,  Inc. 

Ultra-Clean    A3 

Ultra-Etch    A3 

Nifda,  Inc. 

Blue  Magic  Degreaser Al 

Confidence  Hospital  Disinfectant  & 

Deod C2 

Deodoraid    CI 

Knockout  Fl 

Liquid  Boost    Al 

Liquid  Edge  Al 

Lusterite  CI 

Maintain Al 

Medi-Klenz  Lotionized  Liquid  Soap   ....  E4 
Nifda  All-Gone  Residual  Insecticide   ....  F2 

Nifda  Believe Bl 


Nifda  Defense  Disinfectant  Deodorant  CI 

Nifda  Easy  Kleen    A3 

Nifda  Liquid  Laundry  Bleach  Bl 

Nifda  Liquid  Laundry  Break    Bl 

Nifda  Liquid  Laundry  Prespot   B2 

Nifda  Liquid  Laundry  Suds    Bl 

Nifda  Powdered  Bleach    Bl 

Nifda  Protect  D2 

Nifda  Saber  A8 

Nifda  Scale  Out A3 

Nifda  Task  Master CI 

Nifda  Vision    CI 

Nifda  Zap  ULV  Dry  Mist  Insect  Killer  Fl 

Omni    Al 

Pivot  CI 

S-4000  Bl 

Spot  Lite  WtrBsd  Stnls  Stl  Clnr  &  Pol- 
ish     CI 

Sunbrite   CI 

Ultimate  Al 

Whirlwind   A8 

Nilodor,  Inc. 

Bacteria/Enzyme  Digester  with  Nilodor  CI 
Lemon  Nilium  Water  Soluble  Deodor- 
izer     CI 

Neutrasol  Deodorizing  Neutral  Cleaner  CI 

Nilecho  Oil  Soluble  Reodorant CI 

Nilium  Water  Soluble  Deodorizer   CI 

Nilodor  Tap-A-Drop  Deodorizer  Cncntrt  CI 
Nilosol  General  Purpose  Deodorizing 

Clnr  CI 

Nippon  Soda  Co.,  Ltd. 

c/o  Toyomenka  (America)  Inc. 

Hi-Chlon  Granular Dl 

Nissan  Industrial  Equipment  Co. 

Dura-Lift  Parts  Cleaner K2 

Nivlac  Soap  and  Wax  Company 

Formula  No.  25  Al 

No.  1  Company,  The 

No.  1  Multi-Purpose  Cleaner  &  De- 
greaser    Al 

No-S-Mell 

No-S-Mell  Odor  Neutralizer  CI 

No-S-Mell  Odor  Neutralizer  CI 

No-S-Mell  Odor  Neutralizer  CI 

No-S-Mell  Odor  Neutralizer  CI 

No-S-Mell  Odor  Neutralizer  CI 

No-S-Mell  Odor  Neutralizer  CI 

No-S-Mell  Odor  Neutralizer  CI 

No-S-Mell  Odor  Neutralizer  CI 

No-S-Mell  Odor  Neutralizer  CI 

Noble  Sales  Co.,  Inc. 

Grease-Away  L2 

Maxi-Bac  L2 

Noboil  Company 

Noboil  Bleach   D2 

Nol-Chem  Corp. 

Chemlube  10  H2 

Chemlube  20  H2 

Conlube  80    H2 

Pert CI 

Power  Al 
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Nolmar  Corporation 

Almond  Scented  Hand  Soap  Concentrate  E4 

Butyl  Based  Cleaner  A4.A8 

Neutral  Cleaner  Al 

Odor  Ban  CI 

Speedclean  CI 

Nonfluid  Oil  Corporation 

Air  Lube  AA  HI 

Chem-Plex  FM  #1  HI 

Chem-Plex  FM/AW  #0  HI 

Chem-Plex  FM/AW  #00  HI 

Chem-Plex  FM/AW  #1  HI 

Chem-Plex  FM/AW  #2  HI 

Chem-Plex  FM/AW  #3  HI 

Chem-Plex  1465   HI 

Chemplex  FM/AW  #000 HI 

F-925  H2 

F-925/EP  H2 

FM  Press  Lubricant  HI 

Gear  Pro  5  FM    HI 

Gear  Pro  7  FM    HI 

K-121  H2 

KF#132  HI 

KF-130/AWTypeD  HI 

KF-131  HI 

KF-131/AW  HI 

KF-132/AW  HI 

KF-133 HI 

Non-Fluid  Oil  A-#5 H2 

Non-Fluid  Oil  Grade  #1315   HI 

Non-Fluid  Oil  H-#12 H2 

Nonfluid  No.  G-60   H2 

NFO  1315/#2  HI 

S-204  HI 

S-401   HI 

S-5   H2 

Synshield  140/FM  HI 

Synshield  1600/FM  HI 

Synshield  360    H2 

Synshield  360/FM  HI 

Synshield  75W/FM  HI 

Synshield-100    H2 

Synshield-32    H2 

Synshield-68    H2 

1184-NFO  A.T.L.  Hyd.  Oil    H2 

NonScents  Inc. 

NonScents   CI 

Nor-Am  Chemical  Company 

Ficam  D  1%  Dust  Insecticide  F2 

Ficam  Plus  R/S   F2 

Ficam  Plus  Synergized  Pyrethrins   F2 

Ficam  W   F2 

Nor-Mar  Enterprises 

Belt  Dressing  PI 

Chlorinated  Foaming  Cleaner  Al 

Citra  Crystals  CI 

Citra-Clean E4 

Clean  and  Thaw    A5 

Coconut  Hand  Soap    El 

Digestase  GTD  655  L2 

Graphite  Lubricant    H2 

Heavy  Duty  Penetrating  Oil  (Aerosol)     H2 
Heavy-Duty  Penetrating  Oil  (Bulk)   ....    H2 

High  Glow  Al 

High  Heat    LI 

Jell  Degreaser    CI 

Liquid  Steam  Cleaner  Concentrate  Al 

Lotiomzed  Hand  and  Body  Soap  E4 

Non-Flam.  Safety  Solvent  All  Purp 

Dgrsr  K2 

Non-Flammable  Safety  Solvent    K2 


Orange  Degreaser   CI 

Orange  Flush  Degreaser   CI 

Paint  and  Varnish  Remover   C3 

Precision  Instrument  &  Elect.  Pts.  Clnr.  K2 

Prep  Coat  PI 

Rust  and  Corrosion  Preventative    H2 

Silicone  Lubricant  HI 

Silt  &  Sand  Flush   LI 

Super  High  Heat  LI 

Super  Solv  #2   A4.A8 

Noramtech  Corporation 

VWL-311  Liquid  Car  Show  Al 

Norco  Manufacturing  And 
Distributing  Co. 

Pizza  Inn  Ammoniated  All  Purpose 
Cleaner  A4 

Pizza  Inn  Instl  Liq  Dm  Pipe  Opnr  & 
Mntr    LI 

Pizza  Inn  Liquid  Hand  Dish  Wash Al 

Pizza  Inn  Machine  Dish  Wash  Com- 
pound        Al 

Nordichem,  Inc. 

Greaseater    L2 

Nor  lab 

Foaming  Germicidal  Cleaner   CI 

Indoor/Outdoor  Insecticide  Fl 

Norlab  Lemon  Disinfectant CI 

Residual  Insecticide  Spray    F2 

Wasp  &  Hornet  Spray F2 

Norman  Manufacturing  Co. 

Boiler  Compound  BWT-1  G6 

Boiler  Water  Treatment  No.  7  BWT  7  G6 

H-100  Oxygen  Inhibitor  BWT-100    ....  G6 

H- 300  Treatment  BWT- 300   G6 

No.  11  Boiler  Treatment  BWT-1 1   G6 

No.  77  Sludge  Conditioner  BWT-77   ..  G6 

Oxygen  Catalyst  BWT- 107 G6 

Poly-Ox  BWT-125    G6 

Norman,  Fox  &  Co. 

Norfox  No.  45  Lube  Base    H2 

Norfox  No.  65  Green  Lube  Base  H2 

Norfox  X-75    H2 

Norshore  Distributing  Company 

Pestox  Mil  Spray  Synrgzd  Pyreth  bid 

Spy   Fl 

Pestox  1-2-3  Concentrate   Fl 

Pestox  3-6-10  Concentrate   Fl 

Pestox  656  H-D  Aerosol  Insecticide    ....  Fl 

Nortech  Water  &  Energy  Inc. 

A-ll  G6 

C-30  G6 

C-31  G6 

R-92  G6 

R-93  G6 

S-26  G6 

S-27  G6 

T-50  G7 

North  American  Chemical  Corp. 

Blast  Oven  Cleaner  A8 

DSL-85    D2 

FC  601  CI 

FC  603  Al 


HC-103    Al 

HT  505 A2 

Lotion  Hand  Soap  El 

MC-201    Al 

MC-209   Ql 

MC205  Ql 

SC401  Al 

SC-403  Al 

SC^05  Al 

SC-407  A2 

SCL410    Al 

VW  303  Al 

VW  305  Al 

VWL  312  Al 

North  American  Chemical 
Industries 

Enzy  Action  L2 

North  American  Chemical 
Specialties 

N.A.C.S.  108-Gold-F    Al 

North  American  Labs 

Big  "G"    A4 

North  American  Paper  Co. 

Barrister  Hand  Cleaner  El 

Barrister  Lotion  Hand  Cleaner  E4 

Cleaner  &  Brightener   A3 

Combat    A4.A8 

Combat  I   A4 

Foam  Brite  Grill  and  Oven  Cleaner  ....    A8 

Foam  Power Al 

Illini  El 

Napco  Concentrate    A4 

Napco  Pink  Lotion  Hand  CleanT    E4 

Pink  Lotion  Soap    E4 

Power  C2 

Spectrum  Aggressor   C2 

Spectrum  Crystal  Clean    Al 

Spectrum  Dazzle  C2 

Spectrum  Forest  Pine    CI 

Spectrum  Horizon  CI 

Spectrum  Lime  Fighter  A3 

Spectrum  Merit   CI 

Spectrum  Merit  Disinfectant  Deodorant   CI 
Spectrum  Merit  Neut  pH  Dsnf  Deod 

Detrgnt    CI 

Spectrum  Muscle  A6.C2 

Spectrum  Powerhouse  A4 

Spectrum  Shot  Gun  CI 

Spectrum  Ski  Dew    CI 

Spectrum  Trophy  A4 

Spectrum  Tuff  Stuff   Al 

Super  Thrust    A4 

Thrust A4 

Thrust  II  A4 

Thrust  D-N Dl 

Thrust  128   A4 

Thrust  256  A4 

Thrust-N Dl 

North  American  Research  Corp. 

Alathene  Pre-Clean  PI 

Coilox  Concentrate  Evaporator  Coil  Clnr  PI 

Lemmon  Coat   CI 

Narsol  Concentrate   Al 

Non  Acid  4X  Coil  Cleaner  Base   PI 

Non-Acid  Nu-Clear  (Base)  PI 

S.C.  30  Liquid  Ice  Machine  Cleaner  ..    Al 

S.H.  Concentrate  A3 

Scalox    G7 

Solvo   K2 

SX-5  Scale  Remover PI 

3-D  Non-Acid  PI 
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North  American  Salt  Company 

American  Granulated  Kiln  Dried  Salt   ..  PI 
American  Industrial  Compacted  Salt  ....  PI 

American  Medium  Rock  Salt  C1.P1 

American  Mini-Cube  Cmpt  Wtr  Soft.   ..  PI 

American  Royal  Fine  Rock  Salt  CI 

American  RustBuster  Water  Softener 

Salt   PI 

American  Solar  Cube  Water  Softener 

Salt   PI 

American  Solar  Salt  Coarse  Wtr.  Sof- 
tener      PI 

American  Uni-Cube  Food  Grade  Salt    ..  PI 
American  Uni-Cube  Food  Grade  Salt 

Untrt PI 

American  Water  Conditioning  Salt    PI 

American  Water  Softener  Pellets  Gl 

Brine  Block  PI 

Fluffo  Salt  PI 

Granulated  Salt  Coarse  PI 

Granulated  Salt  Food  Grade  PI 

Louisana  Rock  Salt  Spec.  Wtr  Sftnr.  Salt  PI 

Medium  Rock  Salt    PI 

Medium  Salt    PI 

Mixing  Salt  Jl 

Soft'ner  Pellets  PI 

Soft'ner  Salt  PI 

4-In-l  Salt  Bl 

North  Health  Care 
Safety  Products  Div. 

201  Protective  Glove E4 

212  Skin  Conditioner   E4 

North  Star  Chemical  Sales,  Inc. 

Eat  It  Alive   CI 

North  State  Supply,  Inc. 

NSS  Pine  Disinfectant CI 

Northeast  Biochemical 

D.F CI 

G.D.  (Liquid)  CI 

G.D.  (Powder)  L2 

W.D.  (Powder)    L2 

Northeast  Chemical&Industrial 
Supply  Inc 

Blue  Sparkle    A4 

Cleaner-Deodorizer  Al 

Concrete  Floor  Cleaner  A4 

Formula  8712  Safety  Solvent  K2 

Formula  877    A4 

Liqua  Steam Al 

Liquid  Hand  Soap  El 

Pine  Roma  CI 

Pine  Scrub  Soap    CI 

Powdered  Steam  Cleaner   Al 

Northeast  Cleaning  Materials  Corp. 

Norco  China  Shina    Al 

Norco  Fyve  Pynes  Pine  Odor  Disinf.  ..    CI 

Norco  Scum  Remover Al 

Norco  Sprig-O-Mint   C2 

Norco  Tuf  Boy    Al 

Palm  Balm  Antiseptic  Hand  Clnr.  Lotion  El 

Northern  Building  Maintenance 

Pine  Forest  Cleaner  CI 

20%  Phosphoric  Bowl  Cleaner CI 

23%  HCL  Bowl  Cleaner C2 


Northern  Central  Supply,  Inc. 

Super  Degreaser    A4.A8 

Northern  Chemical  &  Janitor 
Supply  Co. 

Alive  Bacteria  Enzyme  L2 

Alive  Bacteria  Enzyme  L2 

Grease-Solve  Foaming  Meatroom  De- 
greaser      Al 

Husky  Degreaser  Al 

Odor-Out   CI 

Out-Stain   Bl 

Sanitizer  Rinse D2 

Super-Bac    L2 

Northern  Chemical  &  Supply 

Hercules  Al 

No.40000T.F.  ElecCont,Swtch&Tape 
Head  CI  K2 

Northern  Chemical  Blending  Corp. 

Alk-Plus  Meatroom  and  Smokehouse 
Cleaner   A2 

Northern  Chemicals,  Inc. 

Nature's  Way  L2 

Rough  Touch  Hand  Cleaner  E4 

Soft  Touch  Hand  Cleaner  E4 

Northern  Colorado  Paper 

Rough  Touch  E4 

Northern  Distributing 

Foaming  Degreaser  Al 

Northern  Haserot  Co. 

Klear  Guard  Flying  Insect  Spray  II   Fl 

Northern  Labs,  Inc. 

Quick  Shine  Stainless  Steel  Clnr.  &  Pol  A7 

Northern  Sanitary  Supply  Co.,  Inc. 

Mid  Acid  Norsan  Acidus  Quarry  Tile 

Rnvtr  C2 

Nor-San  Degreaser/Cleaner Al 

Nor-San  Hi-Foam   Al 

Northland  Chemical 

All  Purpose  Liquid  Detergent  Al 

Liquid  Hand  Soap  A-94  El 

Max-9  Heavy  Duty  Degreaser   A4 

Tiger CI 

Northland  Manufacturing,  Inc. 

#308  Aquacide Fl 

Clean-Up  Formula  #950  El 

Contactual  Formula  #63   K2 

De-Rust  Formula  #74  H2 

Degree-All  Formula  #1010  Al 

Electrol  Formula  #100    H2 

I-O-DA-Fect  #352  D2 

Jermol  Formula  #356    A4 

Kitchen  Renovator  Formula  #205    Al 

Metalux  Formula  #93   CI 

Mr.  B  Formula  #800  Al 

NL-304 F2 


Safe-Lube  Formula  #53    HI 

Totalzyme    L2 

1405  Bacterial  Deodorant  L2 

401  Drain  Pipe  Opener  LI 

410  Bowl  Cleaner  C2 

485  New  &  Improved  Bath  Renovator     C2 
485  Tile  &  Metal  Cleaner C2 

51  Barrier  Cream  E4 

52  Dri-Mol  Lubricant  H2 

55  Lithium  Grease H2 

58  Paint  And  Varnish  Stripper  C3 

67  New  Power  PI 

72  Stainless  Silicone  Spray    HI 

97  Safety  Solvent  Equipment  Cleaner      K2 

Northport  Laboratories,  Inc. 

KMAl    L2 

Northshore  Industries  Inc. 

Super  Solv  P  A4 

Northwest  Arkansas  Paper 
Company 

Big  Boss  Heavy  Duty  Hand  Cleaner  ....  E4 

Big  Shot  Wasp/Hornet  Killer  F2 

Bouquet  Odor  Neutralizer CI 

Brilliant  Bathroom  Cleaner CI 

Chore  Boy  Heavy  Duty  Powdered  Hand 

Clnr C2 

Dazzle  Glass  and  Utility  Cleaner  CI 

Deluxe  Powdered  Hand  Cleaner C2 

Dis-N-Fect  Disinfectant  Spray  C2 

Flying  Insect  Killer  Fl 

Freezer  &  Locker  Cleaner    A5 

Fresh  Start  CI 

Germicidal  Bowl  Cleaner  C2 

Glass  and  Utility  Cleaner  CI 

Grease  Emulsifier   Al 

Heavy  Duty  Degreaser   A4 

Kleenit  Bowl  Cleaner  C2 

Knock  Out  All  Surface  Cleaner  Al 

Liquid  Life  Forms  Sta-Kleer    CI 

Mighty  Bowl  Cleaner  C2 

Multi  Use  Hospital  Disinfectant  Spray     C2 

Nap-Chlor  Bleach  D2.G4 

Napco  Bleach    Bl 

Napco  Bowl  Cleaner  C2 

Napco  Heavy  Duty  Cleaner  De- 
greaser      A4.A8 

Napco  Pink  Liquid  Dish  Detergent    ....    Al 
Napco  Residual  Ant  &  Roach  Spray  ....  F2 

Nu-Quat  256  Unscented  Dl 

Nu-Quat-64   CI 

Refresh  CI 

Remove   A4 

Residual  Ant  and  Roach  Killer F2 

Sani  Rinse  Rinse  Free  Disinfectant   ....    D2 
Sani-Max  Heavy  Duty  Lotion  Hand 

Cleaner   E4 

Sani-Max  Waterless  Hand  Cleaner E4 

Sani-Tize  Antiseptic  Lotion  Hand 

Cleaner  El 

Sparkle  Stainless  Steel  Polish  A7 

Spray  &  Wipe  Multi-Use  Cleaner  De- 
greaser      CI 

Supreme  Liquid  Hand  Soap   E4 

Taskmaster  Cleaner  CI 

Time  Saver  Cleaner-Degreaser  A4 

Truck  &  Rig  Spray  Cleaner-Degreaser     A4 
Utility  &  Bathroom  Cleaner  Disinfectant  CI 

Wipe  Out  Flying  Insect  Killer   Fl 

784  Disinfectant  Cleaner A4 

Norton  Company 

Bear  Brand  Oil    HI 
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Norwood  Chemical 

Do  Solve   K2 

Food  Grade  Silicone  Spray  HI 

Notch  Chemicals 

The  Grease  Eater L2 

The  Waste  Waster  CI 

Nova  Compounding  Co. 

Alpha  Kleen CI 

Breakdown  Al 

HCC-1000   A2 

Magic  Mirror  CI 

Powerfoam  Al 

Super-C   Al 

Zapper   Al 

Nova  Consultants  Ltd. 

Alk  G6 

Amine  20  G6 

APS   G6 

DISP-S  G6 

Non-Solvent  Degreaser/Geaner  Al 

Phos  P   G6 

Sul  P    G6 

3033  G6 

820  G7 

Nova  Products,  Incorporated 

Indoor-Outdoor  Fogging  Concentrate  ....  Fl 

L.P.A.  Solvent  Insecticide  Mutant   PI 

Malathion  57-WE   F2 

Noprokill-B   F2 

Nova  Fogging  Concentrate  Fl 

Nova  Spray  25 Fl 

Nova  123  Fl 

Nova  50  Fl 

Novaspray  10 Fl 

Novaspray  15 ..  Fl 

Novaspray  20 Fl 

Novaspray  30 Fl 

Residual  Spray  No.  3  with  Dursban  F2 

1-6  Fogging  Concentrate Fl 

Novagard  Inc. 

Novaseal  Translucent   PI 

Noville 

Malabate  R-90-W    CI 

Malabate  R-93  CI 

Now  Chemical  Corporation 

Boiler  Water  Treatment  #3  G6 

Now  Chemical  Corporation 

L.L.B.  Liquid  Living  Bacteria    L2 

NowD-Ox  A3 

Now  Ovencleaner   Al 

Now  Power   LI 

Now  Solvent    A4.A8 

Now  Solvent   Al 

Nowcide  Insect  Spray  "B"   Fl 

Nowgon  Contains  Baygon    F2 

Nowgon  Residual  Spray  Contains  Bay- 
gon     F2 

Nowmist    Fl 

Nu  Sheen  Products  Company,  Inc. 

Clean  Fast  Grill  &  Oven  Clnr A4.A8 

Nu  Sheen  Concentrate A7 

Nu  Sheen  Ready-For-Use  A7 


Nu-Ball  Manufacturing  Co. 

Nu-Glass  Cleaner    CI 

Shipshape  Concentrate    Al 

Zip-Strip    A4 

Nu-Calgon  Wholesalers,  Inc. 

Coil  Pow'r  Al 

Nu-Ease  Cleaning  Materials  Co. 

Detergent  #195    Al 

Mark  Off  CI 

Power  Solv    A4.A8.C1 

Nu-Life  Laboratories 

Action    El 

Air  Sanitizer  And  Odor  Control  CI 

All  Purpose  Germicidal  Cleaner C2 

All  You  Need    Al 

Aqua  Mist   F2 

Artie  Clean    A5 

Belt  Dressing  PI 

Concentrated  Odor  and  Grease  Control    CI 

Deodorant  Granules CI 

Deoxidizing  Chemical  Cleaner  A3 

Detergent  Concentrate Al 

Digestaway    L2 

Duo  Fog  Fl 

Electronic  Parts  &  Contact  Clnr  &  Dgrsr  K2 

Glass  &  Utility  Cleaner    CI 

Grime-Away    E4 

Hand  Cleaner E4 

Industrial  Heavy  Duty  Foaming  Cleaner  CI 

Jell  Degreaser  And  Tar  Remover  CI 

Kleen-N-Shine  CI 

Lotionized  Hand  &  Skin  Cleaner El 

Mechanic's  Friend  H2 

Oven  Cleaner A8 

Power  Foam CI 

Safety  Solvent  K2 

Silicone  Spray  HI 

Smooth-Away  Hand  Cleaner    E4 

Vandal  Mark  Remover  CI 

Water  Soluble  Cleaner   Al 

Nu-Tech 

Digestase  GTD  655  L2 

Super  Power  #1  A4 

Nu-Way  Products  Company 

Nuchlor   D2.G4 

Nu-Waye  Water  Conditioning  Co. 

Formula  500-C    G6 

Nudo  Products  Inc. 

Super  Silicone  Sealant  Aluminum   PI 

Super  Silicone  Sealant  Black   PI 

Super  Silicone  Sealant  Clear    PI 

Super  Silicone  Sealant  White  PI 

Nugen,  Inc. 

NS  10-20  L2 

NS  20  L  L2 

NS  20-20  L2 

NS  50-20  L2 

Nugget  Distributors,  Inc. 

Ammoniated  All  Purpose  Cleaner  925-1  A4 
Banish    D2 


Blitz  A4 

Bowl  Cleaner  940-1    C2 

Chlorinated  Bleach  Cleanser A6 

Concentrated  Dry  Bleach    Bl 

Consistent  ULV  Dry  Mist  Insect  Killer  Fl 

Control  Spray  Deodorant    CI 

Emblem   Al 

Emulsion  Bowl  Cleaner    C2 

G&O    A8 

General  Purpose  Cleaner  915  Al 

Glass  Klenz  CI 

Heavy  Duty  General  Purpose  Cleaner 

920    Al 

Heavy  Duty  Machine  Scrubber  Concen- 
trate    Al 

Hi-Lite  CI 

Institutional  Deep  Fat  Fryer  Cleaner  335  A8 
Institutional  LiqDmPipe  Opnr&Mnt 

1090-1  LI 

Lime-Act  A3 

Liquid  Hand  Dish  Wash  Al 

Liquid  Laundry  Bleach  Bl 

Liquid  Laundry  Break  Bl 

Liquid  Laundry  Prespot    B2 

Liquid  Laundry  Suds Bl 

Liquid  Quick  Al 

Low  Suds  Laundry  Detergent  Bl 

Machine  Dish  Wash  Compound  330- 

X50  Al 

Medi-Derm  Lotionized  Liquid  Soap    ....  E4 

Merit    CI 

Multi-X  Residual  Insecticide    F2 

Nugget  Brand  Sanni-Rinse  Dl 

Patrol   Fl 

Perfect   Bl 

Powdered  Bleach  #10  Bl 

Pursuit   A8 

Quick-Foaming  Fat  &  Grease  Cleaner  Al 

Reflect  CI 

Reputation  Hospital  Dsnfctnt  &  Deodo- 
rant      C2 

S-4000   Bl 

Scale  Away  A3 

Stainless  Glo  Stainless  Steel  Clnr&Plshr  CI 

Strike  CI 

Supreme  Low  Suds  Laundry  Det.  340- 

X50  Bl 

Sure  Gone  Disinfectant  Deodorant  CI 

Thrift-Chlor  Al 

Thnft-Det  Al 

Worthy  Al 

950  Extra  Heavy  Duty  Degreaser  ..    A4.A8 

Nutmeg  Chemical  Company 

NB  26  Water  Treatment  G6 

NB  54  Water  Treatment  G6 

NB  94  Water  Treatment  G6 

NB  95  Water  Treatment  G6 

NB  96  Water  Treatment  G6 

NB-21    A2.G6 

NB-22    G6 

NB-23    G6 

NB-46    G6 

NB-50    G6 

NB-51    G6 

NB-52  Water  Treatment  G6 

NB-53    G6 

NB-56    G6 

NB-60    G6 

NB-66    G7 

NB-68    G7 

NB-81    Al 

NT- 30 G7 

Nutmeg  Technologies,  Inc. 

Aurasperse  Diarylide  AAOT  Yellow 

W-1041  G7 

Aurasperse  Pyrazolone  Orange  W-2090  G6 

B4626  Water  Treatment   G6 

B7064  Water  Treatment  G6 
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CitroSolvent  I    CI 

Dianisidine  Orange  Color  2915 

Code837459   G6 

Diarylide  Yell  Toner  AAOT  Clrl270 

837742    G6 

Nutmeg  NC-46    G7 

Nutmeg  NC-48    G7 

Nutmeg  NC-52    G7 

Nutmeg  NC-53   G7 

Nutmeg  NC-54   G7 

Nutmeg  NC-55    G7 

Nutmeg  NC-74   G5.G7 

NB  11  Water  Treatment  G6 

NB  12  Water  Treatment  G6 

NB  13  Water  Treatment  G6 

NB  14  Water  Treatment  G6 

NB  15  Water  Treatment  G6 

NB  16  Water  Treatment  G6 

NB  17  Water  Treatment  G6 

NB  1 8  Water  Treatment  G6 

NB  19  Water  Treatment  G6 

NB  24  Water  Treatment  G6 

NB  27  Water  Treatment  G6 

NB  39  Water  Treatment  G6 

NB  44  Water  Treatment  G6 

NB  62  Water  Treatment  G6 

NB  63  Water  Treatment  G6 

NB  64  Water  Treatment  G6 

NB  68  Water  Treatment  G6 

NB  69  Water  Treatment  G6 

NB  70  Water  Treatment  G6 

NB  86  Water  Treatment  G6 

NB  87  Water  Treatment  G6 

NB  91  Water  Treatment  G6 

NB  92  Water  Treatment  G6 

NB  93  Water  Treatment  G6 

NB-35  Water  Treatment  G6 

NB-36  Water  Treatment  G6 

NB-37  Water  Treatment  G6 

NB -59  Water  Treatment  G6 

NB -67  Water  Treatment  G6 

NB121  Water  Treatment A2.G6 

NB130  Water  Treatment G2 

NB131  Water  Treatment  G6 

NB  135  Water  Treatment  G6 

NB  1 36  Water  Treatment  G6 

NB  170  Water  Treatment  G6 

NB50C  Water  Treatment    G6 

NB50M  Water  Treatment  G6 

NB51C  Water  Treatment   G6 

NB51M  Water  Treatment  G6 

NB52C  Water  Treatment   G6 

NB53C  Water  Treatment   G6 

NB59D  Water  Treatment   G6 

NB69A  Water  Treatment   G7 

NC  160  Water  Treatmen*  A3.G5.G7 

NC  66  Water  Treatment  G7 

NC  67  Water  Treatment  G5.G7 

NC  82  Water  Treatment  G7 

NC  85  Water  Treatment  G7 

NC  86  Water  Treatment  G5 

NC  88  Water  Treatment  G7 

NC  89  Water  Treatment  G7 

NC  94  Water  Treatment  G7 

NC-111    G7 

NC^t2    G7 

NC-71    G7 

NC-72    G7 

NC-81    G7 

NC-84  Water  Treatment  G7 

NC-90    G7 

NC-92    G7 

NC-96    G5.G7 

NC-99  Water  Treatment  G5.G7 

NC84R  Water  Treatment    G7 

NT  125  Water  Treatment  ....  G3.G5.G6  J>1 

NT  25  Water  Treatment   G3,G5,G6J>1 

NT  28  Water  Treatment  G5.G7 

NT  55  Water  Treatment  G5.G7 

NT  89  Water  Treatment   G5.G6 

NT-26  Water  Treatment  G7 

NT-27  Water  Treatment  G7 


NT-29  Water  Treatment   G7 

NT-40 G5.G6 

NT-68  Water  Treatment  G6 

NT150  Water  Treatment  G3.G5.G6 

Sunglow  Yellow  Color  1235  Code 

837-795  G6 

Toluidine  Rd  Extra  Lt  Impr.Txtr 

Codell77   G6 

Nuvite  Chemical  Compounds  Corp. 

Impact   CI 

Nuvite  All  Purpose  Cleaner  A4 

Release  Liquid  Drain  Cleaner LI 

NuBrite  Company 

Grease  Gun   H2 

NuBrite  Enterprises  Inc. 

Foam-A-Way  Al 

Formula  #9800  Scum  Remover   A3 

NuChem  Corp. 

NuChemAL-206  Al 

NuChem  CBD-100   C2 

NuChem  CBD-102   C2 

NuChem  CDS  552    CI 

NuChem  CDS  5531    D2 

NuChem  CDS  5532    CI 

NuChem  CDS-100    D2 

NuChem  CDS-101    D2 

NuChem  CDS-102    CI 

NuChem  CDS-551    D2 

NuChem  CDS-681    D2 

NuChem  CDS-682    CI 

NuChem  CDS-6831    D2 

NuChem  CDS-6832    CI 

NuChem  CDS-8431    D2 

NuChem  CDS-8432    CI 

NuChem  CDS-891    D2 

NuChem  CDS-892    CI 

NuChem  CF-  122   Kl 

NuChem  CF-  145   Ql 

NuChem  CF-  170   Al 

NuChem  CF-  171    Al 

NuChem  CF-  190   Bl 

NuChem  CF-  196   Bl 

NuChem  CF-  201    A2 

NuChem  CF- 202   Al 

NuChem  CF- 211    Al 

NuChem  CF-  212  Al 

NuChem  CF-100  Al 

NuChem  CF-101  A2 

NuChem  CF-102  Al 

NuChem  CF-103  A2 

NuChem  CF-104  Al 

NuChem  CF-105  Al 

NuChem  CF- 106  Al 

NuChem  CF-107  Al 

NuChem  CF-108  A2 

NuChem  CF-109  A2 

NuChem  CF-110  Al 

NuChem  CF-111  A1.Q1 

NuChem  CF-1 12  Al 

NuChem  CF-113  Al 

NuChem  CF-114  A1.Q1 

NuChem  CF-115  A1.B1 

NuChem  CF-1 16  El 

NuChem  CF-1 17  C2 

NuChem  CF-118  Al 

NuChem  CF-1 19  A2 

NuChem  CF-120  Al 

NuChem  CF-121  A8 

NuChem  CF-123  Al 

NuChem  CF-124  Al 

NuChem  CF-125  Al 

NuChem  CF-126  A2 

NuChem  CF-127  Al 


NuChem  CF-1 

28 

NuChem  CF-1 

29 

NuChem  CF-1 

30 

NuChem  CF-1 

31 

NuChem  CF-1 

32 

NuChem  CF-] 

33 

NuChem  CF-] 

54 

NuChem  CF-1 

35 

NuChem  CF-1 

40 

NuChem  CF-1 

41 

NuChem  CF-1 

42 

NuChem  CF-1 

43 

NuChem  CF-1 

44 

NuChem  CF- 

48 

NuChem  CF- 

44 

NuChem  CF- 

50 

NuChem  CF- 

51 

NuChem  CF-1 

52 

NuChem  CF- 

53 

NuChem  CF- 

S4 

NuChem  CF- 

55 

NuChem  CF- 

56 

NuChem  CF- 

57 

NuChem  CF- 

58 

NuChem  CF- 

59 

NuChem  CF- 

160 

NuChem  CF- 

161 

NuChem  CF- 

162 

NuChem  CF- 

163 

NuChem  CF- 

64 

NuChem  CF- 

65 

NuChem  CF- 

166 

NuChem  CF- 

167 

NuChem  CF- 

68 

NuChem  CF- 

69 

NuChem  CF- 

172 

NuChem  CF- 

74 

NuChem  CF- 

175 

NuChem  CF- 

176 

NuChem  CF- 

177 

NuChem  CF- 

178 

NuChem  CF- 

179 

NuChem  CF- 

180 

NuChem  CF- 

181 

NuChem  CF- 

183 

NuChem  CF- 

184 

NuChem  CF- 

185 

NuChem  CF- 

186 

NuChem  CF- 

188 

NuChem  CF- 

189 

NuChem  CF- 

191 

NuChem  CF- 

L92 

NuChem  CF- 

193 

NuChem  CF- 

195 

NuChem  CF- 

197 

NuChem  CF- 

198 

NuChem  CF- 

199 

...  Al 

....  Al 

....  A3 

....  A3 

....  Al 

....  A2 

....  A3 

....  A3 

....  Al 

....  Al 

....  Al 

....  Bl 

....  Al 

....  A3 

....  Al 

....  A2 

....  Bl 

....  Bl 

....  Bl 
Al/Bl 
A131 

....  A2 

....  A2 

....  A3 

....  A2 

Al 

Al 

Al 

Al 

A3 

A3 

A2 


67  B1JD2.Q4 

Al 

Al 

Al 

Al 

Al 

Al 

Al 

A1.Q1 

H2 


....    Al 

Al 

Al 

A3 

Q1.Q2 

CI 

Al 

A2 

Al 

Al 

Al 

A2 

A3 

A3 

Al 


NuChem  CF-200  A2 

NuChem  CF-203  A3 

NuChem  CF-204  Al 

NuChem  CF-206  A3 

NuChem  CF-210  Al 

NuChem  CS    D2 

NuChem  CS-122  CI 

NuChem  CSL-250 B2 

NuChem  CSS-100  B2 

NuChem  CSS-50  B2 

NuChem  CT-200  A2 

NuChem  CV-101  Al 

NuChem  CWA-100 G7 

NuChem  CWA-201  G7 

NuChem  PCD-60    CI 

NuChem  PCD-68    CI 

NuChem  Rack  Wash Al 

NuChem  WT-173   G6 

NuTech  Chemical  Corporation 

Osmophage  Odor  Eliminator   CI 

Tallowmeister  Odor  Eliminator   CI 
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NuTech  Environmental  Corp. 

OCA-21  Counteractant   CI 

Pond-X  Odor  Eliminator LI 

Scavenger  Odor  Eliminator CI 

XP-100  Odor  Eliminator CI 

NuTech  Services,  Inc. 

Combat    Al 

GP-80 Al 

Steam-Off    Al 

Nyco  Products  Company 

At-Eze  Spray  Oven  &  Grill  Cleaner    ..    A8 

Bactizyme    L2 

Balance  EC  Floor  &  All  Purpose  Cone.  A4 

Beckleener  CI 

Blaze  EC  Cleaner-Degreaser  Con- 
centrate       A4.A8 

Blaze  8  Cleaner-Degreaser  Concen- 
trate      A4.A8 

Bowl  Kleen  C2 

Calci-Solve  Crystals   A3 

Citra-Kleen    CI 

Cleaner  Degreaser  CI 

Concentrated  Calci-Solve   A3 

Drain  Solve  LI 

FOS-4  Bowl  Cleaner A3 

Gangbusters  Brk-Out  Bact.-Enzm  Dm 

Clnr  CI 

Grease-Solve   CI 

Green  Kleen CI 

Hi-Cling  C2 

Liquid  Deep  Fat  Fry  Cleaner  A8 

Lotionized  Dishwash  Al 

Lotionized  Hand  Cleaner   E4 

Municipal  Sewer  Cleaner  LI 

N-103  Floor&All  Purpose  Concentrate    A4 

N-230  Cleaner-Degreaser  A4 

N-233  Cleaner-Degreaser  A4 

N-601  Disinfectant-Sanitizer D2 

N-630  Odor  Control   CI 

Nyco  Oven  Cleaner  &  Heavy  Duty  De- 
greaser      A8 

Oven  Cleaner  Paste  A8 

Palm  Liquid  Hand  Soap   El 

Pine  Odor  Disinfectant  Cleaner  CI 

Porcelain  Cleaner    C2 

Quick  Sudz  Pink  Lotionized  Dishwash    Al 

Qwiks  Blue  Glass  Cleaner   CI 

Septic  Tank  Activator  L2 

Special  Plumbers'  Ideal  LI 

Super  Toilet  Bowl  Cleaner  C2 

Uno    A4.C1 

Urina  Kleen  C2 

White  Ocean  Foam  Cleaner  &  Deodor- 
izer        A3 

White  Ocean  Foam  Porcln  &  Tile  Clnr- 

Dsnf A3 

Wintergreen  Disinfectant  &  Deodorant    CI 
108  Con-Cen-Trate  Economy 
Flr&AllPrpClnr  A4.A8 

O  B  C  O  Chemical  Corp. 

Away  Insect  Killer   Fl 

Bi-Dry   H2 

Bi-Lube   H2 

Bi-Strip  Paint  &  Varnish  Stripper    C3 

Bi-Zyme  L2 

Clean  All  All  Purpose  Cleaner  CI 

Contact  Cleaner  Plus  HI 

CCL  Chain  &  Cable  Lubricant H2 

Dyno  Solv   CI 

EZ  Kleen  A3 

Lithium  Base  White  Grease   H2 

Mighty  Brite    A7 

Mighty  Klean A3 

Nu-View  Glass  Cleaner    CI 


Prestige    C2 

Rub-A-Tub C2 

Seize-Free  Anti-Seize  Compound H2 

Stick-It  PI 

Sure  Shine   CI 

Tidy-Cide  CI 

Triple  P   CI 

O  E  C  Corporation,  The 

Brake  Klean  PI 

Copper  Gask-A-Seal  9126    PI 

Gasket  Stripper  9743 PI 

Glass  Cleaner  9140  CI 

Heavy  Duty  White  Grease  9104 HI 

Metal  Cutting  Oil  9132  H2 

Penetrating  Gel  Lubricant  H2 

Stainless  Steel  Cleaner   CI 

Underrating  9269    PI 

O  K  Janitorial  Supply 

OK  Meat  Room  Cleaner  Al 

O  P  I  Correctional  Industries 

Health-Tech  Glass  &  Plastic  Cleaner  ..    CI 

O  S  R  Cleaning  Specialties  Co..  Inc. 

AD-BAC-22 Dl 

AD-BAC-4227 Dl 

Concentrated  Pressure  Washer  Cleaner  Al 

CoCo  Liquid  Hand  Soap    El 

Freezer  Kleen    A5 

Mint  Disinfectant CI 

OSR  Heavy  Duty  Cleaner  Degreaser  ..  A4 

OSR  Powdered  Dish  Wash  Detergent  Al 

Ping   Al 

Power  Foam  Degreaser  Al 

Saflex  Concentrate  Synthetic  Floor  Clnr.  A4 

Strip-XX  A    Al 

Stripp  XX    A4 

Super  Heavy  Duty  Clnr.  Dgrsr,  Wax 

Strpr    A4 

O'Brien  Corporation,  The/ 
Fuller-O'Brien  Corp. 

Mira-Plate  Epoxy  Coating  617-80A 
Thinner   PI 

O'Donohue  Industries,  Inc. 

ODSCO-49    Kl 

O'Flanagans,  Incorporated 

Big  "G"    Al 

Cocoanut  Oil  Hand  Soap  Concentrate  ..  El 

Lemon  Tree  CI 

Miracle  Cleaner  Concentrate    A4 

Odo-Rout  CI 

O'Keefe  Supply  Co.,  Inc. 

Eliminator   L2 

O'Neill  Industries,  Inc. 

A.P.  Rinse  Al 

Bonus  Laundry  Detergent  Bl 

CP-1  Odorless  Sanitizing  Agent  D2 

Dry  Bleach  #8  Bl 

Heavy  Duty  Laundry  Detergent  #1025  Bl 

Jingo  U A4 

Laundry  Compound  #2889  Bl 

Lube  900  A1.H2 

LC  304 Al 

LC  305  Al 


LC-101  On-Premise  Laundry  Liquid 

Break  Bl 

LC-102  On-Prerruse  Laundry  Liq.  De- 
tergent      Bl 

LC-102-P  On-Premise  Laundry  Liquid 

Det Bl 

LC-103  On-Premise  Laundry  Liq.  Des- 

tainer  Bl 

LC-105  On-Premise  Laundry 

Liq.Sftnr-Sour  B2 

LP  15  A3 

LP  164  Al 

LP  183  Refinish  Plus    Al 

LP  240  Al 

LP  41   Al 

LP  57  A3 

LP  57  F  A3 

LP57N  A3 

LP  57  NF A3 

LP  59  A3.Q2 

LP  59  NF A3 

Mellow  Orange   C1JC1JC3 

Mellow  Orange  Solvent    C1JC1JC3 

O'Neill  All  Purpose  Cleaner-E  A4 

O'Neill  Bacti  Scrub  Lotion  Soap   El 

O'Neill  Chloro-Foam  A4 

O'Neill  Cold  Room  Cleaner  A5 

O'Neill  Enzyme  I    Al 

O'Neill  Enzyme  D  Al 

O'Neill  Food  Plant  Solvent  HI 

ONeill  Liquid  HD  Circ  R    A2 

O'Neill  LP  150    Al 

O'Neill  LP  155    A4 

ONeill  LP  178  Liquid  Detergent  O  ....    Al 

ONeill  LP  205  Low  Foam  Lube  H2 

O'Neill  LP  21    Al 

O'Neill  LP  29    Al 

O'Neill  LP  29  S  Al 

ONeill  LP  31    Al 

ONeill  LP  31  F A4 

ONeill  LP  33  F A4 

ONeill  LP  33  NJ    Al 

ONeill  LP  349    A2 

ONeill  LP  57  H   A3 

ONeill  LP  59  HF  A3 

ONeill  LP  59  N    A3 

ONeill  LP  59  NF  A3 

ONeill  PC  106    A3 

ONeill  PC  110    A1.Q1 

ONeill  PC  122   A2 

ONeill  PC  122  F    A2 

ONeill  PC  125    A2 

ONeill  PC  128    Al 

ONeill  PC  133    A2 

ONeill  PC  136    Al 

O'Neill  PC  16    Al 

ONeill  PC  169    Al 

ONeill  PC  19    A3 

ONeill  PC  2    Al 

ONeill  PC  25    LI 

ONeill  PC  28    CI 

ONeill  PC  29    Al 

ONeill  PC  33    A2 

ONeill  PC  33  FB   Al 

ONeill  PC  37    Al 

ONeill  PC  44    A4 

ONeill  PC  46    Bl 

ONeill  PC  60    Al 

ONeill  PC  73  LF   A2 

ONeill  PC  84   Al 

ONeill  PC  86    Al 

ONeill  PC  87    Al 

ONeill  PC  91    Ql 

ONeill  PC  93    A2 

ONeill  Rocket  Clean    Al 

ONeill  Skid  Rid  C   Al 

ONeill  Super  Chloro-Foam    Al 

Organic  Orange  CI 

PC  142  Al 

PC  230  Can  Wash  Al 

PC  39  A1.Q1 

PC  42  Al 
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PC  65  Al 

PC  73  A2 

PC  73  HT    A2 

PC  94  A2 

PC  99  A2 

ThorChlor  Al 

Oak  International  Chemical,  Inc. 

Caltech  100  HI 

Caltech  300  HI 

Caltech  50   HI 

Caltech  80   HI 

Oak  Materials  Group 

Industrial  Silicone  Spray  HI 

Man's  Hands    E4 

Oakite  Products,  Incorporated 

#22  Al 

#23  Al 

#61 -A  Al 

#70  A4 

#78  Al 

Aluminum  Cleaner  NSS  Al 

DefoamantEX  A1.Q5 

Fisan  Bottle  Clean  Al 

Fisan  LC3000    H2 

Fisan  SR  FF    A3 

Fisan  500  FF  Al 

Fisan-DetS   A1,E1,G5,Q1 

Fisan-GC   Al 

Fisan-LC66   H2 

FiSan  Liquithix   Al 

FiSan  Maxilube  100   H2 

FiSan  Versagen  Al 

Fleetline  JC5   A4 

Food  Equipment  Cleaner    A2 

Hydrolrite  Gl 

Liqualin  C-S-C    A2 

Oakite Al 

Oakite  A-Plus    Al 

Oakite  All-Purpose  Cleaner    CI 

Oakite  All-Purpose  Liquid 

Cleaner  A1.G5.Q1 

Oakite  All-Purpose  Powder  Cleaner  ....  Al 

Oakite  Aluminum  Cleaner  164  Al 

Oakite  ABC  A2 

Oakite  Bactericide  D2.Q2.Q4 

Oakite  Biocide  20  G7 

Oakite  Boost   Al 

Oakite  BCC1   Al 

Oakite  Caustic  Powder  Cleaner   A2 

Oakite  Caustic  Powder  Cleaner   A2 

Oakite  Chlor-Tergent    D1.Q1.Q2.Q4 

Oakite  Chlorinated  Foam  Cleaner    Al 

Oakite  Chlorinated  In-Place  Cleaner  ..  A2 
Oakite  Chlorinated  Sanitizing 

Cleaner   D1,Q1,Q4,Q2 

Oakite  Circhlor  Plus   A1,Q1,Q2 

Oakite  CFC   Al 

Oakite  CHD  A2 

Oakite  CIP  A2 

Oakite  CIP  Plus  A2 

Oakite  CPC  Al 

Oakite  CPC2  Al 

Oakite  Defoamant  G7 

Oakite  Detergent-Sanitizer   D2 

Oakite  Detergent-Sanitizer  LF   D2 

Oakite  Di-Sanite   Al 

Oakite  Drycid    A3 

Oakite  DZL  Al 

Oakite  Egg  Brite  Ql 

Oakite  Enprox  BWT  G7 

Oakite  Enprox  BWT-F  G6 

Oakite  Enprox  BWT-2   G6 

Oakite  Enprox  Disperse    G7 

Oakite  Enprox  NA    G6 

Oakite  Enprox  OSD    G6 

Oakite  Enprox  TG  G5.G7 


Oakite  Enprox  TT  G5.G7 

Oakite  Enprox  1111    G2.G5.G6 

Oakite  Enprox  1 121    G6 

Oakite  Enprox  200    G6 

Oakite  Enprox  2214    G5.G7 

Oakite  Enprox  2215    G7 

Oakite  Enprox  355  NC  G7 

Oakite  Enprox  555    G7 

Oakite  Enprox  714    G6.Q1.Q2 

Oakite  Enprox  777    G7 

Oakite  EXR  A3 

Oakite  Fisan  ACF  Al 

Oakite  Fisan  FBO  Al 

Oakite  Fisan  500  MP   A2 

Oakite  Fisan-Clean   A1.Q1 

Oakite  Fisan-Glow    G5 

Oakite  Fisan-Guard  LT  Al 

Oakite  Fisan-GFP   A2 

Oakite  Fisan-HD  A2 

Oakite  Fisan-ML  Al 

Oakite  Fisan-Panacea  LT   Al 

Oakite  Fisan-Tetradet   A2 

Oakite  Fisan-500M  A2 

Oakite  FiChlor  Foam  HD  Al 

Oakite  FiSan  GC-1    Al 

Oakite  FiSan  MaxiLube  100 H2 

Oakite  FiSan  MaxiLube  200 H2 

Oakite  FiSan  MaxiLube  55  H2 

Oakite  FiSan  Polybrite   Al 

Oakite  FiSan  Versaclean  A4 

Oakite  FiSan-Brite A2 

Oakite  FiSan-Chlor  A1.Q1.Q2 

Oakite  FiSan-Det  A1,Q1,E1,G5 

Oakite  FiSan-Guard Al 

Oakite  FiSan-Lube    H2 

Oakite  FiSan-LCS  H2 

Oakite  FiSan-LC55  H2 

Oakite  FiSan-Panacea  Al 

Oakite  FiSan-Pep  Al 

Oakite  FiSan-PB   A2 

Oakite  FiSan-SR   A3 

Oakite  FiSan-500 A2 

Oakite  Fleetline  170    Al 

Oakite  Fleetline  205    A4 

Oakite  Fleetline  213    A4 

Oakite  Foam-Det  Al 

Oakite  Food  Equipment  Cleaner    A2 

Oakite  General  Cleaner Al 

Oakite  Germicidal  Cleaner  C2 

Oakite  Glass  Cleaner CI 

Oakite  Hand  Cleaner  E4 

Oakite  Handsome    E2 

Oakite  Highlite    A3.A6 

Oakite  Hydrokite  L  G7 

Oakite  HF-51  A2 

Oakite  Jelcid   A3 

Oakite  Liquacid  A3 

Oakite  Liqualin   Al 

Oakite  Liqualin  C-C-X   A2 

Oakite  Liqualin  CC  Al 

Oakite  Liqui-Det  2    A1.E1 

Oakite  Liquid  Caustic  A2 

Oakite  Liquid  Power-Det   Al 

Oakite  Low  Heat  Cleaner  3   A2 

Oakite  LC  206  H2 

Oakite  LFL   Al 

Oakite  LRS   A2 

Oakite  LSD  Al 

Oakite  Non-Foaming  Egg  Wash   A1.Q1.Q2 

Oakite  P-167  Q1.Q2 

Oakite  Penetrant    CI 

Oakite  Penetrating  Oil  H2 

Oakite  Plause El 

Oakite  Power-Det   Al 

Oakite  Radiate  C1.C1 

Oakite  Rustripper    A2 

Oakite  Rustripper  M  A2 

Oakite  RB   B1.G5 

Oakite  Sanitizer  1   D2 

Oakite  Silicone  Lube HI 

Oakite  Speedet Al 

Oakite  Stainless  Steel  Polish    A7 


Oakite  Stripper  Additive  Al 

Oakite  Stripper  M3  A2 

Oakite  Stripper  R6    A2 

Oakite  Stripper  R8    A2 

Oakite  Super  Foam-Det    Al 

Oakite  Super  Rustripper  A2 

Oakite  Swiff   Kl 

Oakite  Swiff  (Aerosol)   K2 

Oakite  SC  129  Al 

Oakite  SC  225  Al 

Oakite  SC  929  Al 

Oakite  STC   A2 

Oakite  Test  X    A2 

Oakite  Thickit   Al 

Oakite  TriSodine  D2 

Oakite  Versadet  Al 

Oakite  VisStrip   C3 

Oakite  100  A2 

Oakite  101   A4 

Oakite  11 3-CC- 18  Al 

Oakite  113-XA-39  Al 

Oakite  132  A3 

Oakite  162  A2 

Oakite  167  A1.Q1.Q2 

Oakite  19  CI 

Oakite  190  A2 

Oakite  20  Al 

Oakite  202  Al 

Oakite  220  Special    A4 

Oakite  220NP   A4 

Oakite  2327  A2 

Oakite  24  A2 

Oakite  30  A131 

Oakite  302  A4 

Oakite  31   A3 

Oakite  32  A3 

Oakite  420  ML   Al 

Oakite  43-SE-l    A1.Q1.Q2 

Oakite  451   A3 

Oakite  51  A3 

Oakite  53  Al 

Oakite  56  C3 

Oakite  6  H2 

Oakite  61B Al 

Oakite  62  A2 

Oakite  67  Al 

Oakite  71  Jl 

Oakite  75  A2 

Oakite  8073  PD  43-SB-14   A2 

Oakite  8097PD  113-SA-3  Al 

Oakite  8108PD43-SS-170  Al 

Oakite  84-F  A3 

Oakite  84M  A3 

Oakite  86M  A3 

Oakite  90M  A2 

Oakite  92  Al 

Oakite  94  Al 

Oaklite  FiSan  Maxilube  250  HI 

Sanitizer  2   D2 

Steri-Det D1.Q3 

Super-Det  Al 

SC-229  Al 

TriSanite    D2.Q6.E3 

113-CC-30  Al 

Oakland  Paper  &  Supply  Co. 

Crystal   CI 

IPCOA  601    Al 

Oven  Pro   A8 

Super  Orange  CI 

Occidental  Chemical  Corporation 

Caustic  Soda  Beads  A2,G6,L1 

Caustic  Soda  Diaphragm  Com- 
pounder    A2,G6,L1 

Caustic  Soda  Diaphragm  No.  2 
Flake  A2.G6.L1 

Caustic  Soda  Diaphragm  No.  4 
Flake  A2.G6.L1 

Caustic  Soda  Rayon  No.  2  Flake  A2,G6,L1 
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Caustic  Soda  Rayon  No.  4  Flake  A2.G6X1 
Disodium  Phosphate  Spray  Dried 

Anhy  Gran    G2.G6 

Hitest  Alkali  No.  3   A2.L1 

Liquid  Caustic  Soda  CH100  A2.L1 

Liquid  Caustic  Soda  CH101  A2X1 

Liquid  Caustic  Soda  CH102  A2X1 

Phosphoric  Acid    A3 

Sodium  Hexametaphosphate  Anhyd- 
rous      G2.G6 

Sodium  Metasilicate  Anhydrous 

Special-25  A1.G6.Q1 

Sodium  Metasilicate  Penthydrt  Uni- 

no#26 A1.G6 

Sodium  Orthosilicate  Anhydrous   ....  A1.B1 
Sodium  Tripolyphosphate  An- 
hydrous   A1.G2.G6 

Tetrasodium  Pyrophosphate 

Anhy.  Granular  A1.G2.G6 

Trisodium  Phosphate,  Crystalline  A1.G2.G6 
25%  Caustic  Soda  Diaphragm  ..  A2.G611 
50%  Caustic  Soda  Diaphragm  ..  A2.G5.L1 
50%  Caustic  Soda  Membrane  ....  A2,G6,L1 

50%  Caustic  Soda  Purified  A2.G6X1 

50%  Caustic  Soda  Rayon  A2.G5.L1 

Ocean  &  Forest  Products 

Rep  1412   A4£l 

REP  1     El 

REP  3-1  El 

REP  75    A4A8 

Ocenia  Resources 

Bio  Solv  A4 

Circuit  Board  Cleaner  K2 

Dry  Slide  Silicone  Release  HI 

Foamy  Lube  Food  Grade  Grease  HI 

Foamy  Lube  Food  Grade  Oil  HI 

Moisture  Barrier    H2 

Super  Solv  Safety  Solvent  (Aerosol)  ..  K2 

Octagon  Process  Incorporated 

ICC  #3  A4 

Octakleen5117   Al 

Odor  Blok 

Odor  Blok  404  Heavy  Duty  Cleaner 
Dgrsr  Al 

Odor  Management,  Inc. 

Ecosorb    CI 

Odorcon  Sanitation  Service 

Chlorsan  Hand  Soap  E2 

D  &  D  Drain  Treatment  CI 

Degreaser  Heavy  Duty  Cleaner    A4 

Dram  Pipe  Opener  &  Maintainer  LI 

Formula  'G'   A4.A8 

Formula  999T   Al 

Liquid  Hand  Soap  20% El 

Lotionized  Hand  Soap E4 

Mint  Leaf  Disinfectant-Clnr-Fngcd- 

Deod A4.C1 

Multi-Use  Cleaner  &  Degreaser  A4 

Pine  Odor  Detergent/Disinfectant CI 

Pine  Plus  Disinfectant-Clnr-Fngcd- 

Deod CI 

Plum  Quik  Concentrated  Cleaner CI 

Triple-T  Multi-Use  Cleaner  &  De- 
greaser      Al 

Odorite  of  Mid-South 

Germ-A-Way  El 


Odorology,  Incorporated 

Smell-Away  CI 

Odors  Away,  Inc. 

Odor  Stop  Odor  Neutralizer  CI 

Ohio  &  Michigan  Paper  Co.,  The 

Ompco  AB-2  Lube  H2 

Ompco  AP-20  All  Purpose  Cleaner  ....    CI 

Ompco  Glass  &  Window  Cleaner   CI 

Ompco  Jet  Wite C2 

Ompco  Pine  Odor  Disinfectant CI 

Ompco  Sani-Klean    D2 

Ompco  Steam  &  Pressure  Cleaner  Al 

OMPCO  #434   A4 

OMPCO  AB-1  Conveyor  Lubricant  ....    H2 

OMPCO  Blue  Boy    A4 

OMPCO  Brite  Bowl  Instant  Bowl  Cle- 
anse      C2 

OMPCO  Clean  Strip  Degreaser  A4 

OMPCO  Clean  Up  Concentrate  Al 

OMPCO  Clear  Lemon  Disinfectant  ....    CI 

OMPCO  Conveyor  Lubricant  H2 

OMPCO  Low  Suds  Cleaner  Al 

OMPCO  Mild  Acid  Detergent   A3 

OMPCO  Pine  Scrub  Soap    Al 

OMPCO  Quat  Disinfectant  Cleaner  ....    Dl 

OMPCO  Regular  Liquid  Soap  15%  El 

OMPCO  Regular  Liquid  Soap  20%  El 

OMPCO  Regular  Liquid  Soap  30%  El 

OMPCO  Regular  Liquid  Soap  40%  El 

OMPCO  Royal  305  Cleaner  Al 

OMPCO  Soft  Amber  Vegetable  Oil 

Soap    Al 

OMPCO  Spray  Foam  F  &  G  Degreaser  Al 
OMPCO  Super  Blaster  Floor  &  Wall 

Clnr  A4 

OMPCO  Super  100  Cleaner  Al 

OMPCO  Viscous  Bowl  &  Porcelain 

Cleaner   CI 

OMPCO  Wasp  &  Hornet  Spray  F2 

OMPCO  166  Cleaner   A4 

OMPCO  208  Al 

OMPCO  231  Cleaner   Al 

OMPCO  941    A4 

SC  Low  Foam  A4 

Ohio  Soap  Products  Company 

Cherry  Clean  CI 

Clean-All  A4 

Formula  #123  Iodine D2 

Grease  and  Oil  Emulsifier    Al 

Grease  Gone    A8 

K-0  Concentrate  A4 

Liquid  Creme  Cleanser  A6.C2 

Low  Foam  Scrubber  Al 

Low  Suds Bl 

Purple  Power  CI 

Rapid   Al 

Super  Blue  CI 

White  'O  Bleach  Bl 

Ohio  Valley  Supply  Company 

Code  2  L2 

Medi-Creme  El 

Oil  Center  Research,  Inc. 

Liquid-0-Ring#114F  HI 

Liquid-O-Ring  151  Food  Grade  Grease  HI 

Oil  Co  Industrial  Products 

Oil-Co  Scorpio  Insect  Fogger  Fl 


Oil-Dri  Corp.  of  America 

Oil-Dn   Jl 

Oil-Kraft,  Inc. 

Code  515  15%  Coconut  Oil  Liq.  Hand 

Soap    El 

Code  520  20%  Coconut  Oil  Liq.  Hand 

Soap    El 

Code  825  Cut-Off  Al 

Code  834  One-For-All    Al 

Code  842  40%  Coconut  Oil  Liq.  Hand 

Soap    El 

Code  842-L  Coconut  Oil  Blend  Soap  A1.H2 

Kraftclean  Mild  Bowl  Cleanse  C2 

Kwik  Wax  Stripper  A4 

Rapid  Liquid  Drain  Opener  And  Cleaner  LI 

Oil-Sorb  Industries 

Oil-Sorb  Oil  &  Grease  Absorbent    Jl 

Ojserkis  Paper  &  Janitor  Supply 

Rocket  8  Al 

Oken  Distributing  Inc. 

Bright  Blue  Ready-To-Use  Hard  Surf 

Clnr  CI 

Brute  Heavy  Duty  Cleaner-Degreaser  A8 

Neko  All  Purpose  Cleaner   A4 

Olbys  Sales  and  Services 

Foam-Up   A4 

Foamanol  Pink    Al 

QAT  1000   D2 

Olde  Tyme  Products,  Inc. 

Orange  Power  II   CI 

Oldham  Chemicals  Co. 

Diazinon  4E  Insecticide    F2 

P-40  Aerosol  Insect  Killer   Fl 

Oldham  Chemicals  Co.,  Inc. 

Oldham's  Rodent  Cake   F3 

Olin  Corporation 

Calcium  Hypochlorite 

Granular    B1,D2,G4,G7,Q4 

Calcium  Hypochlorite 

Tablets-65  B1.D2.G4.G5.04 

Caustic  Soda   A2 

CDB  Clearon  Dry  Chlor. 

Cmpd.  Granular   D2,Q1,Q2,Q4 

CDB  Effervescent  25  LT  ....  D2,Q1,Q2.Q4 
CDB  Effervescent  25  ST  ....  D2,Q1,Q2,Q4 
CDB  Effervescent  50  LT  ....  D2.Q1.Q2.Q4 
CDB  Effervescent  50  ST    ....  D2.Q1.Q2.Q4 

CDB  63   D2.Q1.Q2.Q4 

CDB  90  Dry  Chlorinating 

Cmpd  Large  Tab    D2.Q1.Q2.Q4 

CDB  90  Dry  Chlorinating 

Cmpd  Small  Tab D2.Q1.Q2.Q4 

CDB  90  Dry  Chlorinating 

Cmpd.  Granular   D2.Q1.Q2.Q4 

CDB  90  Dry  Chlorinating 

Compound  Sticks  D2.Q1.Q2.04 

Disodium  Phosphate  G2.G6.G5 

Dry  Chlorinating  Compound 

OCI-56-I  Grnlr  D2.Q1,Q:.Q4 

HTH  Commercial  Dry 

Chlorinator  Tablets  B1.D2.G4.G5.04 
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D2.G7 


D2.G7 


HTH  Commerical  Dry 
Chlorinator  Granular    ..  B1.D2 

HTH  Dry  Chlorinator  Ta- 
blets    B1.D2 

Monosodium  Phosphate   

Olin  CCH  Dry  Chlorina- 
tor Granular    B1.D2 

Olin  Dry  Chlmg  Cmpd 
OCI-90-I  Granular   D2,G7 

Olin  Dry  Chlmg  Cmpd 
OCI-90-I  Sticks    D2.G7 

Olin  Dry  Chlmg  Cmpd 
OCI-90-I  1"  Tablets  . 

Olin  Dry  Chlmg  Cmpd 
OCI-90-I  3"  Tablets  . 

Olin  HTH  Dry  Chlorina- 
tor Granular    B1.D2 

Pace  Concentrated  Pool 
Chlor.  Giant  Tab D2 

Pace  Concentrated  Pool 
Chlorinating  Stks   D2, 

Pace  Concentrated  Pool 
Chlorinating  Tab D2. 

Pace  Concentrated  Pool 
Chlomtng.  Granls  D2. 

Poly-Chill  Fluid  

Poly-Tergent  CS-1  

Poly-Tergent  J-200  (Surfactant)  . 

Poly-Tergent  J- 300  (Surfactant)  . 

Poly-Tergent  P-17A  (Surfactant) 

Polyphos    Al, 

Propylene  Glycol  USP    

Pulsar  Dry  Chlorinator 
Granular   B1.D2, 

Scav-Ox   

Scav-Ox  II  

Scav-Ox  Plus  

Sodium  Acid  Pyrophosphate 

Sodium  Hexametaphosphate    Al, 

Sodium  Tripolyphosphate  ....  Al, 

Tetrasodium  Pyrophosphate   

Trisodium  Phosphate  

Trisodium  Phosphate  Chlori- 
nated     D2, 

Olin  Waler  Services 


G4,G5,Q4 

Q4.G7.G4 
...  G2.G6 


,G4,G7,Q4 

,Q1,Q2,Q4 

,Q1.Q2,Q4 

,Q1,Q2,Q4 

Q1,Q2.Q4 

,Q4,G7,G4 

Q1,Q2,Q4 

Q1,Q2,Q4 

Q1.Q2.Q4 

Q1.Q2.Q4 

PI 

Al 

Al 

Al 

..  Q1.Q5 
G2.G6.G5 
PI 


G4,G7,04 

G7 

G7 

G7 

G2 

G2.G6.G5 
G2,G6,G5 
...  A1.G6 
A1.G2.G6 

Q1.Q2.04 


Olifilm  1867    G6 

Olifilm  1868    G6 

Olimine  1849  G6 

Olimine  1859  G6 

Olimine  1861  G6 

Olimine  1862  G6 

Olimine  1863  G6 

Olimine  1864  G6 

Olin  Clean-Out    Al 

Olin  Scale-Out  PI 

Olin  U1019   G6 

Olin  0-1612  G6 

Olin  0-4212  Gl 

Olin  1000  G6 

Olin  1002 G6 

Olin  1003  G6 

Olin  1005  G6 

Olin  1007  G6 

Olin  1008  G6 

Olin  1010  G6 

Olin  1017  A G1.G5.G6 

Olin  1020  G6 

Olin  1025  G6 

Olin  1034  G1.G5.G6 

Olin  1036  G6 

Olin  1037  G6 

Olin  1502 G6 

Olin  1504  G6 

Olin  1505  G6 

Olin  1520 G6 

Olin  1526 G6 

Olin  1528  G6 

Olin  1601  G6 

Olin  1604 G6 

Olin  1605  G6 


Olin  1621  G6 

Olin  1750  G6 

Olin  1803  G6 

Olin  1851  G6 

Olin  1852 G6 

Olin  1854  G6 

Olin  1857  G6 

Olin  1858  G6 

Olin  1866  G6 

Olin  2000 G2.G5 

Olin  2011  G2 

Olin  2101  G7 

Olin  2350  G7 

Olin  2351  G6 

Olin  2354 G5 

Olin  2500 G2 

Olin  2602 G6 

Olin  2605  G7 

Olin  2608  G7 

Olin  3002 G7 

Olin  3202 G7 

Olin  3204 G7 

Olin  3205  G7 

Olin  4001  G2 

Olin  4002 G6.G3 

Olin  4006 G6,G1,G5 

Olin  4007  G7.G2.G5 

Olin  4008  G3.G5.G6 

Olin  4009  G2 

Olin  4017  G2 

Olin  4100 G5 

Olin  4101  G5 

Olin  41 10  G5 

Olin  4120  G5 

Olin  4121  G5 

Olin  4130 G5.G6 

Olin  4131  G5.G7 

Olin  4241  Al 

Olin  4243  Al 

Olin  4246  A3 

Olin  4247  A3 

Olin  4248  A3 

Olin  4249  A3 

Olin  4250  Al 

Olin  4750  G5.G7 

Olin  5007  LI 

Olin  5008  LI 

Olin  5010  LI 

Olin  5104 LI 

Olin  5108  LI 

Olin  5110  LI 

Olin  5127  LI 

Olin  5201  LI 

Olin  5301  G7.G1 

Olin  5311  Gl 

Olin  5320 LI 

Olin  6001  A3 

Olin  6060 G5.G7j>l 

Olin  6101  PI 

Olin  6201  G7 

Olin  7700 G6.G2 

Olin  7701  G7,G1,G3,G5 

Phospholin  1550   G6 

Phospholin  1551    G6 

Phospholin  1552   G6 

Phospholin  1570   G6 

Phospholin  1571    G6 

Phospholin  1572   G6 

Phospholin  1580   G6 

Phospholin  1581    G6 

Phospholin  1582   G6 

Phospholin  1590   G6 

Phospholin  1591    G6 

Phospholin  1592   G6 

Resinew   PI 

Resinew  II  PI 

SolvOlin  1650  G6 

Virocare  2620    G5 

Oliver  Chemical  Co.,  Inc. 

Break  Ten    Bl 


Cell  Soak  380  Compound  N.F Al 

Cell  Soak  521  Compound  A4 

Chlor-Tech  Sanitizer  Cleaner  D2 

Chlorinated  Dishwash  Al 

Chlorinated  100  Washing/Compound  ..  A4 

Citru-Solv    CI 

Clean  Tech  50  Compound    Al 

Flash  Clean   A3 

Flash-Tech  Power  Wash  A4 

Floormatic  Cleaner   A4 

Hi-Potency  Cleaner  &  Stripper A4 

Kitchen  Pleasure  Al 

Liquid  Hand  Soap  El 

Liquid  High  Pressure  Car  Wash  Al 

Mechnical  Dishwashing  Compound  ....  Al 

Olco  Special  Mill  Spray  Fl 

Olco  Wash  Controlled  Sudsing  Deter- 
gent    Bl 

Olco-Syn  Cleaner   A4 

Pot-O-Matic  Cleaner  Al 

Power  Line  Industrial  Cleaner-De- 

greaser  Al 

Power  Tech  Compound  A4 

Speedy  Automatic  Car  Wash   Al 

Speedy  Industrial  Cleaner-Degreaser  ..  A4 

Speedy  8  Compound  Al 

Super  Surf   Bl 

Super  White  Toilet  Bowl  Cleaner   C2 

Sure-Step  CI 

SCC  Nl  Compound    A4.A8 

SCC  PI  Compound  A4.A8 

ST  99  Cleaner  Al 

TS  667  Compound    Al 

Zip  Window  Cleaner CI 

Oliver  Distributing  Company 

Pink  Concentrate  Cleaner  A4 

Power  Clean    A4 

Surface  Scum  Remover  &  Renovator  Al 

Oliver  Sales  Company 

Alpha  Belt  Dressing   PI 

Alpha  Silicone  Spray(Aerosol)  HI 

Oliver  Supply 

Blue  Max  110  Industrial  Cleaner  Al 

Olmos  International 

Prep-It    CI 

Ols  Maintenance  Supply,  Inc. 

Industrial  Cleaner  Concentrate  Al 

Protect   CI 

Olsen  Chemical  Company 

Olco  Boiler  Water  Treatment  F   G7 

Olco  Boiler  Water  Treatment  F  10    ....  G6 

Olco  Boiler  Water  Treatment  F  20    ....  G6 

Olco  Boiler  Water  Treatment  F  30    ....  G6 

Olco  Boiler  Water  Treatment  F  40    ....  G6 

Olco  Cooling  Water  Treat.  Adjunct  A  G7 

Olco  Liquid  Boiler  Water  Treat.  CLF  G6 

Olco  Liquid  Boiler  Water  Treat.  F  1   ..  G6 

Olco  Liquid  Boiler  Water  Treat.  F  2  ..  G6 

Olco  Liquid  Boiler  Water  Treat.  F  3  ..  G6 

Olco  Liquid  Boiler  Water  Treat.  F  4  ..  G6 

Olco  Liquid  Boiler  Water  Treat.  F  5   ..  G6 

Olco  Volomine  T   G6 

Olympia  Labs,  Inc. 

Asidufoam  C2 

Liqui-Bac  L2 

Oven-Eze  A8 

Power  Foam CI 
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Olympic  Chemical  and  Supply  Co., 
Inc. 

Lotion  Hand  Cleaner E4 

Speed  Spray  CI 

Olympic  Chemical  Co. 

Olympic  Waterless  Hand  Cleaner    E4 

Olympic  Manufacturing  Co. 

Food  Grade  Lubricant  HI 

Milkstone  Remover  Concentrate    A3 

Olympic  Dynamite    Al 

Olympic  DSR-9  HW-3  Al 

Olympic  Sani-Kleen   A5 

Olympic  SR-2   Al 

OSC  Cleaner  Al 

P-100-C  Pressure  Cleaner  Compound  Al 

RC-50  Interior  Reefer  Floor  Clnr A3 

21C  Stainless  Steel  Cleaner   A2 

Olympic  Manufacturing,  Inc. 

The  General"   A4 

Boil  Out  CI 

BA-200    Al 

Coil  Cleaner A3 

CR-32  Water  Soluble  Degreaser  Cone.  Al 

DSR-9    Al 

Formula  44  P83D   Al 

Kleenaway  HW-3   Al 

Liquid  Booster  W-300    Al 

Liquid  21C    A2 

Magi-Steam  50   Al 

Natrine  D'  All  Purpose  Cleaner  A4 

OlexPPC  Al 

Olympasteam  Al 

Olympic  Aquasolv Al 

Olympic  Formula  44P83D   Al 

Olympic  HDSE  Steam  Cleaner    Al 

Olympic  Kleenaway  HW-3 Al 

Olympic  PC-1    Al 

Olympic  Super  Kleenaway  Al 

PTW-ABC  Al 

Rust  Remover   A3 

Semi-Manufactured  Degreaser  Al 

Semi-Manufactured  Panel  Cleaner  ......  Al 

Semi-Manufactured  Truck  Wash   Al 

Soft  Aid  Water  Conditioning  Concen- 
trate    Al 

Soya  Solve  Al 

Tractor  Wash  HW-3   Al 

Tractor-Kleen Al 

Trai ler  Cleaner  No.  5    Al 

Truck  Wash  30   Al 

Wonder  Wash    Al 

WJ-25  Al 

WJ-25  HW-3  Al 

wwn Al 

Omaha  Compound  Company 

Davene  Al 

Defiance  Foaming  Glass  Cleaner  CI 

Defiance  Kleensolv  A3 

Defiance  Lube-It  H2 

Defiance  Mint  Air  Sanitizer  CI 

Defiance  Power  Pak   F2 

Defiance  Sanite  Cleaner   Al 

Defiance  Stainless  Steel  Cleaner    A3 

Defiance  Vandal  Mark  Remover   CI 

Defiance  40%  Concentrated  Liq.  Soap  El 

Definance  Glorene A7 

Definance  Household  Ammonia  CI 

Instant  Bowl  Cleaner CI 

Royal  Concentrated  Detergent   A1J51 

Silken  Liquid  Hand  Soap   El 

Super  Glo-Tex  Al 


Unique  Al 

444  All  Purpose  Heavy  Duty  Cleaner      A4 

Omega 

All  Purpose  Hand  Soap  El 

AD  2000    A4 

APC  A4 

Bath-Brite    C2 

Before    E4 

Boffo   El 

Borax  Base  Powder  Hand  Cleaner  C2 

Brightl    A I 

Charge   A4.A8 

Chlorinated  Detergent  Al 

CIP  Caustic  Cleaner   A2 

DelimerNF  CI 

Dilute  Then  Clean  A4.A8 

Done Al 

Drain  Opener  LI 

Dry  Chlorinated  Bleach    Bl 

DDDS  Lemon  Scent  CI 

DDDS  Orange  CI 

DDDS  Orange  Scent  CI 

DJ  Concrete  Cleaner  CI 

Fabrasoft    B2 

Fat  Ax    A4 

G-65  Al 

Germ-A-Clean  El 

HD  Cleaner  Disinfectant  1-128    D2 

HD  Cleaner  Disinfectant  1-256    D2 

HD  Cleaner  Disinfectant  1-64    D2 

HD  Green    A4 

Institution  Hand  Soap  El 

Institutional  AD  2000  A4.A8 

Institutional  Laundry  Detergent    Bl 

Island  Shower  Spa  Soap  E4 

Laundry  Detergent  Liquid  Bl 

Lime  Solve    A3 

Liquid  Scour   A6 

LoShun    E4 

Moon   Al 

Nu-BIu  Bl 

NAM  #1  A3 

Office  Hand  Soap  El 

One  Step  Germicidal  Cleaner  Al 

Orange  Fury CI 

Orange  88  Degreaser CI 

Oven  and  Grill  Vista  A8 

Pan-A-Sol    C2 

Rain   Al 

Sodium  Hypochlorite  Solution  (9.2%)      D2 

Stayl  C2 

Sunny  Streakless  CI 

Vista  A8 

Vista  Plus    Al 

Xtra    D2 

256-1  Disinfectant  Cleaner  A4 

Omega  Chemical  Co.,  Inc. 

Compete  Al 

Magnum  I    A4.A8 

Mega  Soft   B2 

Megabreak  Bl 

Megasuds  Bl 

Nuclear Al 

Omega  O-440    Al 

Omega  0-220  Al 

Removit  A3 

Rival    Al 

Omega  Chemical  Corporation 

Chase  Al 

Chlor   Al 

Chloro    Al 

Chloro  D   A1.Q1 

CID  n    A3 

CIP  Acid  Cleaner  101  A3 

Deo  Clean   A4 


Emulso  Al 

HDX  A4 

Kem  A2 

Kwikleen   Al 

Lime  Off  A3 

Liqua  Strypp  5  A2 

Liquid  DMK    A4 

Liquid  Thrust  Al 

LCF   A2 

OSA  Thrust  A2 

Pan  B rite   Al 

Presto  Clean A2 

Rip  It   A2 

San  20    D2 

San  30   D2 

San  40   D2 

San  50    D2 

Soakleen  18  A2 

Soil  Gone  Plus    CI 

Spray  Clean  101    Al 

Sudz  Al 

SudzII  Al 

SudzIV  Al 

Super  Penetrate  Al 

Super  Penetrate  Plus  Al 

Super  Stroil   CI 

Thrust  A2 

Zinc  Brite A3 

1079  Al 

430  Al 

590  A4 

Omega  Industries 

Blitz  Heavy  Duty  Cleaner Al 

Omega  Laboratories 

Iodo-Stat  Disinfectant/Sanitizer/Cleaner  D2 

Multi-Task  128   Al 

Multi-Task  64   Al 

Uni-Jell    Kl 

Omega  Manufacturing  Co.  Pty.  Ltd 

Omega  58    HI 

Omega  Manufacturing  !>iv. 
Magna  Industrial  Co.  Ltd. 

Omega  580    HI 

Omega  Products/ 

B-105  A4 

Omega  Products,  Inc. 

G-Solv  Concentrate  Nonflammable 

Dgrsr A4 

Punch-0  Chlorinated  Alkaline  Liquid 

Clnr  Al 

Puncho  Al 

Omega  Supply  Company 

"Stat"   C2 

Omega  Sanitizing  Hand  Soap  E2 

Omerex  Ltd. 

Dyma-C  Al 

Dyma-Phos    A3 

Kleever Al 

Omni  Industries 

Fat  Foam  Al 

Foam  Away  A3 
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Omni  Products 

I.S.R.  Industrial  Surface  Renovator    A4.A8 

Omni  Service  Systems  Inc. 

Aluma  Brite  Al 

Heavy  Duty  Cleaner/Degreaser    A4 

I-O-San    D2 

Liquid  Pan  Power  Al 

Omni-Chem  Company, 
Incorporated 

COF  Vessel  Cleaner  A2 

O-C  Allgard  (C-10) G5 

O-C  Allgard  (CR-6)    G5 

O-C  AllGard  SR-57    G5 

O-C  AllGard(C-14)  A1.G5 

O-C  AllGard(CR-7) A1.G5 

O-C  Clencide  Detergent  Sanitizer   Dl 

O-CDC-410    Al 

O-CDC-420    Al 

O-CDC-4505    Al 

O-C  F  AllGard(314)  G5 

O-C  F-Allgard  (CL^2)  G5 

O-C  F-Allgard(BTV) G5 

O-C  F-Allgard(SR-70)    G5 

O-CF-AllGard(BU0)   GS 

O-C  F-AllGard  (SW)    G5 

O-C  F-AllGard(A)  G5 

O-C  F-AllGard(B)  G5 

O-CF-AllGard(SR-120)  A1.G5 

O-C  F-AllGard(SR-22)  G5 

O-C  F-CA   G7 

O-C  F-OSR(120)  A3 

O-C  F-SCS  32  PI 

O-C  F-SCS-77  PI 

O-C  F-100  A3 

O-CF-101   A3 

O-C  F-102-10    A3 

O-CF-1020  Al 

O-CF-1022  Al 

O-CF-1024  Al 

O-C  F-103  CI 

O-CF-105  Al 

O-CF-106  Al 

O-CF-110  A2 

O-CF-111   Al 

O-CF-1125  A4 

O-CF-114  Al 

O-CF-115  A3 

O-CF-1155  A3 

O-CF-116  Al 

O-CF-120  Al 

O-CF-125  Al 

O-CF-130  G7 

O-CF-132-10    G7 

O-C  F-135  CI 

O-CF-136  Al 

O-CF-137  CI 

O-CF-138  Al 

O-C  F-138LF Al 

0-CF-138S  Al 

O-CF-141   CI 

O-CF-142  Al 

O-CF-145  Al 

O-CF-146  Al 

O-CF-155  Al 

O-CF-156  Al 

O-CF-157  Al 

O-CF-158  Al 

O-CF-160  Al 

O-CF-161   Al 

O-C  F-165  A4 

O-CF-170  A2 

O-CF-175  A2 

O-C  F-180  A2 

O-C  F-185  Al 

O-CF-187  Al 

O-C  F-190  A3 


O-C  F-191   A3 

O-CF-192  A3 

O-CF-195  Al 

O-C  F-196  A3 

O-CF-200  Al 

O-CF-201   Al 

O-C  F-205  CI 

O-C  F-210  Kl 

O-CF-215  Al 

O-C  F-220  A2 

O-CF-225  Al 

O-CF-2255  Al 

O-CF-226  Al 

O-C  F-235  A2 

O-CF-240  Al 

O-CF-245  A2 

O-C  F-250  CI 

O-C  F-255  H2 

O-C  F-2555  CI 

O-C  F-256  H2 

O-C  F-259SL H2 

O-C  F-260  m 

O-C  F-265  H2 

O-C  F-266  H2 

O-C  F-268  H2 

O-CF-270  Al 

O-CF-273  Al 

O-CF-274  Al 

O-CF-275  Al 

O-CF-276  Al 

O-CF-280  Al 

O-CF-281   Al 

O-CF-285  Al 

O-C  F- 300  Al 

O-C  F-301   A4 

O-C  F- 302  Al 

O-C  F- 303  Al 

O-CF-304  Al 

O-C  F- 305  Al 

O-C  F-310  G2 

O-CF-311   G2.G7 

O-C  F-545  TW   A3 

O-CF-725  Al 

O-CF-727  Al 

O-C  Phase  3    G5.G6 

O-C  Quest-2S    G6 

O-C  Quest- 3S    G5 

O-C  Quest-310    G2 

O-CQuest-310S    G5 

O-CQuest-311    G2.G7 

O-C  Quest-5S    G5 

O-CQuest-S10    G5 

O-C  San-Q  No.  1    D2 

O-C  San-Q  No.  2    Dl 

O-C  San-Q  No.  3    G7 

O-C  Sanol  Sanitizer    D2 

O-C  Sentinel  Wash  And  Surface  Sani- 
tizer    Dl 

O-C  Stride  Wash  Sanitizer  &  Egg 

Cleaner   Q4 

O-CTak-10  A3 

O-CTAK-20F  A3 

O-C  TAK-30  A3 

O-C  TAK-S0SX    A3 

O-C  WC-20A    A5 

O-C  112  A4 

O-C  118  CI 

O-C  315  Al 

O-C  3580  Al 

O-C  500  Kl 

OC  SB  14   A2 

OC515NF  Al 

OC-F-194 A3 

OC-NC-51   Al 

Omnitech  International,  Inc. 

Cherry  Dry  Air  Freshener CI 

Concrete  Cleaner  A4 

Glass  Cleaner CI 

Hang  Tough CI 

Horsepower  Al 


Lemon  Odor    CI 

Lemonex    CI 

Liquidator  Fast  Drying  Solvent  De- 
greaser  K2 

Liquidator  Food  Grade  Silicone  HI 

NH-Three  Al 

NH-Three  Odorless  Al 

Omni  Flo  LI 

Omni-All   A4 

Omniklean  Al 

Penetrating  Lube  H2 

Pent-A-Lube    H2 

Power  Kill  Residual  Insect  Spray F2 

Safety  Solvent  K2 

Slingshot  Plus   Fl 

Spray  &  Wipe  CI 

Stainless  Steel  Cleaner   CI 

Super  Omni-All  CI 

Tee-Pole  Al 

X-It Al 

One  Way  Products,  Inc. 

Belt  Dressing  PI 

Chain  &  Cable  Lubricant  H2 

Deluxe  Lotion  Hand  Cleaner   El 

FS4225  Al 

FS  4500  CI 

FS  4525  CI 

FS4550  Al 

GP  1050  Al 

GP  1125  Al 

GP  1150  Al 

GP  1200 Al 

GP  1225  Al 

GP  1250  Al 

GP  1300 Al 

GP  1450  Al 

GP  1550  A4 

GP  1600 Al 

GP  1625  Al 

GP  1700 Al 

GP  1750 Al 

GP  1800 A4 

GP  1875  Al 

HD  5015    Al 

HD  5025    Al 

HD  5055    Al 

HD  5065    Al 

HD  5075    Al 

HD5090   Al 

HD  5100   Al 

HD  5105    Al 

HD  5125   Al 

HD  5150    Al 

HD  5160   Al 

HD5170    Al 

HD5175   Al 

HD5190    Al 

HD  5200   Al 

HD  5205    Al 

HD  5225    Al 

HD  5260   Al 

HD  5300   Al 

HD  5305    Al 

HD  5325    Al 

HD5375    Al 

HD  5395    Al 

HD  5400   CI 

HD  5425    Al 

HD  5450   Al 

HD5475    Al 

HD  5505    Al 

HD  5550   Al 

HD5575    Al 

HD  5625    A4 

HD  5675    Al 

HD  5700   Al 

HD  5725   Al 

HD  5775   Al 

HD  5800   Al 

HD5860   Al 
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HD  5870   Al 

HD5875   Al 

HD5880   Al 

HD  5925    CI 

HD  5965    Al 

HD  5975    Al 

KP3000  Al 

KP  3150 Al 

KP3175  Al 

KP3200  Al 

KP  3225  A2 

KP3250 Al 

KP  3300 Al 

KP3325  Al 

KP  3350  Al 

KP  3450 Al 

KP  3550 Al 

KP  3575  Al 

KP3625  Al 

KP  3675  Al 

KP  3725  Al 

KP3750  Al 

KP3775  Al 

KP3825  Al 

KP  3925  Al 

KP  3950  Al 

Lubricant  Penetrant  H2 

Meatroom  Degreaser  Al 

One  Way  Clinging  Bowl  Clnr CI 

One  Way  Pine  5    CI 

Oven  &  Grill  Cleaner  A8 

Smoke  House  Cleaner A8 

VC2105    Al 

White  Grease  H2 

One-lip  Products  Co. 

1-Up  Bathroom  Cleaner   C2 

1-Up  Oven  Cleaner  A4.A8 

1-Up  Stainless  Steel  Polish  CI 

Optimol  Olwerke  Industrie  GmbH 
&  Co.  KG 

F+D  Fluid  (Spray)  HI 

Inertox  Heavy    H2 

Longtime  Blanc  H2 

Olit  CLS    H2 

OptilebDAB8    HI 

Optileb  GT  220  H2 

Optileb  PR  H2 

Optimoly  Paste  TA  H2 

Optimoly  Paste  White  T  H2 

Optitemp  HT  2   H2 

Optitemp  HT  2  EP   H2 

Optitemp  MT H2 

Suspension  SU    H2 

ViscogenKL  130   H2 

Viscogen  KL  15    H2 

Viscogen  KL  23    H2 

Viscogen  KL  3    H2 

Viscogen  KL  300    H2 

Viscogen  KL  9    H2 

Viscoleb  150   H2 

Viscotemp  1  H2 

Viscotemp  2 H2 

Orange  Power  Cleaning  Products 
Inc. 

Degreaser  CI 

Graffiti  Remover  CI 

Orange  Magic  Full  Strength  Cleaner  ..  CI 

Orange  Power  Household  Cleaner  CI 

Orange-Sol,  Inc. 

ADL-1  Cone  Water  Soluble  Citrus  Sol- 
vent      CI 

Clean-Away  All  Purpose  Cleaner  (Un- 
scent)  Al 


De-Solv-it  Multi-Use  Solvent  CI 

Industrial  Formula  De-Solv-It CI 

Orb  Industries,  Incorporated 

Industrial  Aerosol  Insecticide  Fl 

No.  116  Total  Release  Clean  Out  Fogger  Fl 

Orb  No.  561  Seal-Aid  HI 

ORB  No.  562  Food  Grade  Silicone  ....  HI 
Pyrenone  Dairy  and  Food  Plant  Aerosol  Fl 

Roach  and  Ant  Bomb  F2 

Orchem  Inc. 

-Red-  Liquid  Sanitizer  (Quat)  D2 

Acid  San  Acid  Sanitizer  D2 

Alkaline  Cleaner  SFA  Al 

All  Purpose  Cleaner   Al 

Breakaway  S  10    Al 

Breakaway  S-10-H    Al 

Breakaway  303    K1JC2 

Breakaway  304   Kl 

Breakaway  306    A2 

Breakaway  308    Kl 

Breakaway  312   A2 

Breakaway  312    A2 

Breakaway  315    A2 

Breakaway  316   Al 

Breakaway  317    Al 

Breakaway  4761    CI 

Breakaway  640   Al 

Breakaway  701    A2 

Charge  R  Al 

Charge  201    El 

Charge  202    Al 

Charge  203    Al 

Charge  204    Al 

Charge  205    Al 

Charge  206    Al 

Charge  207    Al 

Charge  208    Al 

Charge  209    Al 

Charge  210    Al 

Charge  211    El 

Charge  212    Al 

Charge  213    A2 

Charge  214    Al 

Charge  221    Al 

Charge  222    A2 

Charge  294    Al 

Charge  299    Al 

Charge  516    CI 

Charge  800    Al 

Chem  Lube  515  H2 

Chem-Lube  525  H2 

Chemdex    Al 

Cirket  A2 

Citra  Kleen    CI 

Deoclean   CI 

Dish  Bright    Al 

Dry  Acid  Cleaner    A3 

Dry  Bleach  Bl 

Dyna-Chem   Al 

Ezey  Acid    A3 

Flo-Chem  N A3 

Flo-Chem  P.F A3 

Grill  Cleaner   A8 

Hand/Dishsoap  A1.E1 

Heavy  Duty  Cleaner  A2 

LiftOff    Al 

Liquid  Blitz  Al 

Liquid  Chembrite    A2 

Liquid  Cirket  D  Al 

Liquid  Pan-Master  Al 

Liquid  Smokehouse  Cleaner  A8 

Liquid  Smokehouse  Cleaner  II  A2 

Liquid  Utility  Cleaner  II  Al 

LP  1167  Al 

LP  1293  Al 

Multi-Purpose  Cleaner    Al 

Orchem  AC-1000    A3 

Orchem  LP  1108  Al 


Orchem  LP  1198  Al 

Orchem  LP  1250  A3 

Orchem  LP  1599  A3 

Orchem  LP  1600  A3 

Orchem  LP  1600  LV    A3 

Orchem  LP  1601  A3 

Orchem  LP  313  Al 

Orchem  216  A3 

Orchem  284  A4.A8 

Orchem  45  A2 

Orchem  60  A2 

Oven  Cleaner A8 

Pan  &  Case  Cleaner   Al 

Phosphoric  Acid  75%  A3 

Purple  Fryer  and  Oven  Cleaner   A8 

Rebound  103  Al 

Rebound  104  CI 

Rebound  104  Plus  CI 

Rebound  105   A4 

Rebound  106  Al 

Rebound  107  A3 

Rebound  108  A3 

Rebound  109  A3 

Rebound  110  A3 

Rebound  112  CI 

Rebound  157  Al 

Rebound  168  Al 

Rebound  51NP    A3 

S-San-NR D2 

Sanitizing  Hand  Soap  E2 

Smokehouse  Cleaner  A2 

Stainless  and  Panel  Dressing    CI 

Stenchem  No  2  Al 

Super  Brite Al 

Trubrite    Bl 

Window  Cleaner  CI 

Orchid  Laboratories,  Inc. 

Neutrox  "G"  CI 

Neutrox  100  Revision  1    CI 

Ore-Lube  Corporation,  The 

ET  10Y    HI 

ET  20Y    HI 

ET2A  HI 

ET2B   HI 

ET2G  HI 

ET2S    H2 

ET30Y  HI 

ET40Y  HI 

ET5Y  HI 

ET90  140Y    HI 

ET90Y  HI 

HA-1    H2 

HT500   H2 

07W  H2 

Orenco  International 

Evaporator  Descaler   A3 

Foam  Add  10A   Al 

Orenco  Anti  Foam  V    Al 

Orenco  Anti  Foam  1   Al 

Orenco  Caustic  Additive  E.Z.  Blend  ..  A 1 

Orenco  Caustic  N.P A2 

Orenco  Chlorinated  Foam  Al 

Orenco  Chloro  Boost    Al 

Orenco  Complete  Clean  HI A2 

Orenco  Cooker  Lube  Al 

Orenco  Deep  Clean  Al 

Orenco  Foam  Add  TVG-1    Al 

Orenco  Foam  Add  V Al 

Orenco  Foam  Add  1   Al 

Orenco  Foam  Cleaner  1    Al 

Orenco  H.D.C1 A2 

Orenco  Heavy  Clean  A2.C3 

Orenco  Multi  Acid    A3 

Orenco  Power   A4 

Orenco  Rustoff  F.G A2.C3 
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Orenco  5900    A4 

Orenco  6000    A4 

Orenco  6150  Spinach  Descaler Al 

Riosperse  SB-1    G7 

Water  Treatment  Cooker  Cooler  Com- 
pound      G5 

Organic  Sea  Products  Corp. 

Laundro-KIeen  Bl 

Spra-itt  A4 

Osborn  Manufacturing 

Anti-Static  Spray  No.  76228    PI 

Cutting  Oil  No.  76203    H2 

Dry  Lubricant  Teflon  No.  76215  H2 

Electrical  Contact  Cleaner  No.  76230  K2 

Food  Grade  Lubricant  76308   HI 

Food  Grade  Silicone  No.  76194  HI 

Food  Grade  White  Grease  76307  HI 

Freon  T.F.  Degreaser  No.  76231    K2 

Glass  Cleaner  No.  76289    CI 

High  Tech  Electronic  Cleaner  76230  ..  K2 
Open  Gear  &  Wire  Rope  Lubrcnt.  No. 

76200    H2 

Penetrating  Oil  No.  76202   H2 

Power  Tube  RTV  Silicone  Clear  76340  PI 

Power  Tube  RTV  Silicone  White  76350  PI 
Safety  Solvent  &  Elctrc  Mtr  Dgrsr 

76207    Kl 

Osborn  Sales  And  Service  Inc. 

Sept-All  Antispectic  Liq.  Soap  40% 
Cone El 

Oscar  Mayer  Foods  Corporation 

Can  Washing  Cleaner  Al 

Dry  Acid  Cleaner   A3 

Enzyme  Cleaner    Al 

General  Purpose  Cleaner Al 

H-20  Conditioner G5 

Heavy  Duty  Cleaner  A2 

Liquid  Smokehouse  Cleaner  A2 

Liquid  Utility  Cleaner  Al 

Liquid  Utility  Cleaner  II  Al 

Phosphoric  Acid    A3 

Smokehouse  Cleaner  A2 

Utility  Cleaner  Al 

Osceola  Chemical  &  Supply 
Company 

Big  Gee  A4 

Cum-Luse    H2 

Food  Equipment  Cleaner    A2 

Gentle  Seven   CI 

K  P A4 

Mr.  Brite    C2 

Super  67 A4.A8 

Osceola  Labs 

"Perfect"  Multi-Purpose  Cleaner    A2 

Fast-Clenz  CL  Chlorinated  Cleaner  ....    A2 

Osceola  Supply  Co. 

Aloe  Vera  Protective  Ointment    E4 

Aloe  Vera  Skin  Creme   E4 

Hair  &  Body  Shampoo  C2 

Hair  &  Body  Shampoo  with  Aloe  C2 

Lotion  Soap  E4 

Medicated  Lotion  Soap  E4 

Sani-Gel  E4 

Osment  Paper  Co.,  Inc. 

OPC  709  Bowl  Cleaner    C2 


OPC  710  General  Purpose  Disnf.Cleaner  C2 
OPC  723  Bowl  Cleaner    C2 

Osmonics,  Inc. 

C-S  Detergent  Solution  A3 

Ultrazyme  73  Al 

Ultrazyme  85  Al 

Osprey  Biotechnics 

Munox   L2 

Ossian  Chemical,  Inc. 

All  Purpose  Cleaner   Al 

Concrete  Cleaner  Al 

CIP  Cleaner  Al 

Food  Equipment  Oil   HI 

Liquid  Acid  Cleaner  A3 

Liquid  De-icer  CI  J"l 

Liquid  Detergent/Foam  Booster  Al 

Liquid  Foam  Cleaner    A2 

Liquid  Hand  Soap  20% El 

Ostrom  Boiler  Service,  Inc. 

"DSR"  Descaler PI 

BWT  101-AF G7 

BWT211  G6 

BWT  214  G7 

BWT  216  G6 

BWT  217  G6 

BWT  219  G6 

BWT  2190  G6 

BWT  222  G6 

BWT  224  G6 

BWT  225  G7 

BWT  239  G7 

BWT  254  G7 

BWT  266  G6 

BWT  269  G6 

BWT  271  G6 

BWT  653  G7 

BWT-202 G7 

BWT-205  G6 

CWT  319  G2 

CWT  3373  G7 

CWT-312  G6 

CWT- 376  G7 

Formula  681    G6 

Formula  681    G6 

Freezer  Locker  Cleaner  A5 

RC-477    PI 

RLT212    G6 

RLT  267    G6 

RLT  70    G6 

RLT-270    G6 

Otares  B.V. 

Indob  15 Al 

Ottsen  Oil  Company 

Packers  Extra  W   HI 

Overall  Supply,  Inc. 

All  Purpose  Polish    A7 

Contact  Cleaner  K2 

Disinfectant  Cleaner   Dl 

Glass  Brite  CI 

Glass-Brite  CI 

Liquid  Caustic  Drain  Opener  LI 

Liquid  Hand  Soap  El 

Liquid  Lightning  A4 

Lotion  Hand  Soap  El 

Metal  Brite  Plus  Metal  Cleaner  &  Polish  A7 

Mighty-Bowl  CI 

Mighty-Drane    LI 


Nature's  Way  Bacterial  Digestant CI 

Nut  Buster  -Plus-  H2 

Orange  Grease  Digester  Concentrated      CI 

Orange  Lightning    CI 

Slide  N  Glide   HI 

Soft  Touch  Antiseptic  Lotion  Hand  Soap  El 

Spray  N'  Wipe  Cleaner  CI 

Take-Off   Al 

Total  Release  Fl 

Owl  Oil  &  Supply  Co.,  Inc. 

Honorline  70  HI 

Oxford  Chemicals/Hockwald  Div. 

Bowl  White  C2 

Millcide    Fl 

Ophene  12  A4 

Vaporkill   Fl 

840  Liq.  Emulsifier  Clnr.  Concntrt A4 

Oxford  Chemicals,  Inc. 

Bloom    Ql 

Caprice CI 

Dry-Cide    Fl 

Dry-Sense    CI 

Feet  Disinfectant  Deodorant  C2 

Formula  C  Disinfectant-Sanitizer- 

Deodrz D2 

Free  Power CI 

GS-6  D2 

Handip  E3 

Lift  NP A4 

Micro-Sep  II    D2 

Natra-Kleen  CI 

Oxford  "H"    Al 

Oxford  A.O.C.  Surfactant  No.  1  Al 

Oxford  A-Plus  Al 

Oxford  Acid-1000  A3 

Oxford  Acidet   A3 

Oxford  Acidosan-D  D2 

Oxford  Addit  Bl 

Oxford  Aer-8  CI 

Oxford  Aide Al 

Oxford  Algitrol  2    G7 

Oxford  Alkaterg    Al 

Oxford  Alkeze  A2 

Oxford  Alkleen-HD A2 

Oxford  Alklorex    Al 

Oxford  Allude  Al 

Oxford  Applause  El 

Oxford  Aqua-Blue  G7 

Oxford  Aqua-Mint A4 

Oxford  Aqua-Sperse  Gl 

Oxford  Attack  Plus  Fl 

Oxford  ACA-705  A2 

Oxford  AF-215   Q5 

Oxford  AL-258  A3 

Oxford  Bacto-Phene   A4 

Oxford  Bactozyme    L2 

Oxford  Bargaterg Al 

Oxford  Barrage   F2 

Oxford  Bath  &  Shower  Soap   E4 

Oxford  Belt  Bright    Al 

Oxford  Bi-Trol    CI 

Oxford  Big  Boy C2 

Oxford  Bioquest   G7 

Oxford  Blitz Bl 

Oxford  Blitz  D Bl 

Oxford  Blockbuster  Al 

Oxford  Blu-0    CI 

Oxford  Blue-Check  G7 

Oxford  Bottle-Kare  A2 

Oxford  Bowl-Bright    C2 

Oxford  Brisk   CI 

Oxford  Brite    A4 

Oxford  Brite-N-Tile  Concentrate   A3 

Oxford  Buildit  Bl 

Oxford  Buzzaway  F2 
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Oxford  BC-38   A3 

Oxford  BG  Foam    Al 

Oxford  BG-26  A2 

Oxford  BT-1009   G6 

Oxford  BT-1010   G6 

Oxford  BT-1011    G6 

Oxford  BT-1012   G7 

Oxford  BT-101 3   G6 

Oxford  BT-1014   G6 

Oxford  BT-1015    G6 

Oxford  BT-1016    G6 

Oxford  BT-1017   G6 

Oxford  BT-1018   G6 

Oxford  BT-103   G6 

Oxford  BT-504   PI 

Oxford  BT-505   G7 

Oxford  BT-509   G6 

Oxford  BT-510   G6 

Oxford  BT-511    G6 

Oxford  BT-513   G6 

Oxford  BT-514   G6 

Oxford  BT-518   G6 

Oxford  Censation-NP   Al 

Oxford  Centergent  Al 

Oxford  Chase Al 

Oxford  Chlor-Avail  D1.Q4 

Oxford  Chlorin-All   Al 

Oxford  Chlorinated  Giant  Size  Cleanser  A6 

Oxford  Clean-All  Al 

Oxford  Clear-Line  LI 

Oxford  Cling  A2 

Oxford  Combo Al 

Oxford  Con-Det Al 

Oxford  Cool  Clean    A3 

Oxford  Countdown   E2 

Oxford  Creamex    E4 

Oxford  Creme  Clenz  A6 

Oxford  Cross-Contamination  Control 

Soap    E4 

Oxford  CC-649  Al 

Oxford  CFS-1    Al 

Oxford  CIP-Terge  A2 

Oxford  CL-47   Al 

Oxford  CP-707    A4 

Oxford  CSA G7 

Oxford  D-ll  11    Al 

Oxford  Dink  Kl 

Oxford  D'Germ    C2 

Oxford  D'Smoke   A2 

Oxford  Dehydrol  H2 

Oxford  Deluxe  Pot  and  Pan  Cleaner   ..  A 1 

Oxford  Detach  A8 

Oxford  Dual-BT    G6 

Oxford  Duplix  LI 

Oxford  Dyna-Foam  Al 

Oxford  Dynamik  Bl 

Oxford  DB-94  CI 

Oxford  DDS-701  A3 

Oxford  DDS-702  A3 

Oxford  DDS-758  A3 

Oxford  DE-87   Kl 

Oxford  DG-66  K1JC2.K3 

Oxford  DL-90   CI 

Oxford  DO-79  CI 

Oxford  DV-68  CI 

Oxford  DX-85  CI 

Oxford  DZ-80   CI 

Oxford  Ed  Aquarius   CI 

Oxford  Ed  Aries   CI 

Oxford  Ed  Gemini  CI 

Oxford  Ed  Libra    CI 

Oxford  Ed  Taurus  CI 

Oxford  Ed  Virgo  CI 

Oxford  Eg-Chlor  Ql 

Oxford  Eg-Shine  Ql 

Oxford  Eg-Terg  Ql 

Oxford  Eg-Terg  Special   Ql 

Oxford  Eg-Whyte  Q2 

Oxford  Egzotek  Ql 

Oxford  Envirox-A  A3 

Oxford  Envirox-G  Al 

Oxford  Envirox-HD    Al 


Oxford  Envirox-Plus  Al 

Oxford  Envirox-PA  A3 

Oxford  Equipmate  Al 

Oxford  Exit  A3 

Oxford  Fancaustik  A2 

Oxford  Fast-Glo    A3 

Oxford  Feet  Disinfectant  Deod.  Un- 

scented    CI 

Oxford  Ferogel    A3 

Oxford  Fine  Line Al 

Oxford  Fleet-Master  Al 

Oxford  Floor  Scrub  A4 

Oxford  Foam  AC    A3 

Oxford  Foam  NTCleen  Al 

Oxford  Foam-Aid   Al 

Oxford  Foam-Eze   Al 

Oxford  Foam-Terg    A4 

Oxford  Foamzit  Al 

Oxford  Food  Handler's  Soap    E2 

Oxford  Force  Al 

Oxford  Formula  "C"  D2.Q3 

Oxford  Formula  100  A2 

Oxford  Frigi-Kleen   A5 

Oxford  FM  Liquid CI 

Oxford  FMG-2    HI 

Oxford  G-42    Al 

Oxford  Glass-X  Liquid  CI 

Oxford  Grease  Grab   Jl 

Oxford  Green  Power  A4 

Oxford  Gripper  Belt  Dressing    PI 

Oxford  GM-27 Al 

Oxford  Hefty  Al 

Oxford  Hi-Foam   Al 

Oxford  Hi-Lite CI 

Oxford  Hi-Lite  II  A7 

Oxford  Hurricane    Al 

Oxford  Hy-Kleen  TC    A2 

Oxford  Hydrocide  Fl 

Oxford  Hyklor  Al 

Oxford  HD-Spray  Kleen  Al 

Oxford  HD-88  A2 

Oxford  HM-81  A3 

Oxford  I.P.C Al 

Oxford  Insecta-Spray    Fl 

Oxford  Insto-Clean   A4 

Oxford  IM-239    CI  .PI 

Oxford  DC-91  (Iodophor  Concentrate)      Dl 

Oxford  Kan-Det A2 

Oxford  Kilz-M F2 

Oxford  Kleen  A4 

Oxford  Kleen  House  A2 

Oxford  Kleen  Ray  Al 

Oxford  Kleen-Plus Al 

Oxford  Klor-Det   Al 

Oxford  Klor-Klenz    A2 

Oxford  Klor-Plus Q1.Q2 

Oxford  Knock-Out    F2 

Oxford  Kwish   Al 

Oxford  KO Fl 

Oxford  KP-232   Al 

Oxford  Laundet  Bl 

Oxford  Laundri-Kleen  Bl 

Oxford  Laundry  Bleach    Bl 

Oxford  Laundry  Sour   B2 

Oxford  Lift    Al 

Oxford  Lift  700  Al 

Oxford  Liquid  Bottle-Kare  A2 

Oxford  Liquid  BG-26  Al 

Oxford  Liquid  GM-27 Al 

Oxford  Liquid  Ice  Free  A5 

Oxford  Liquid  NI-22 A4 

Oxford  Liquid  Speedy Al 

Oxford  Liquid  Upgrade Q1.Q2 

Oxford  Liquid  X-240    A2 

Oxford  Lotionized  Liquid  Hand  Soap   ..  E4 

Oxford  Lotionized  Super  Disheen    Al 

Oxford  Lub-All  H2 

Oxford  Lub-All  Special    H2 

Oxford  Lubri-Gel    HI 

Oxford  Lustrex    A3 

Oxford  Lyp-Aid L2 

Oxford  LFAC-36  Al 


Oxford  LLB L2 

Oxford  LYP-712  L2 

Oxford  Manicare  El 

Oxford  Marvo   Al 

Oxford  Matey    Al 

Oxford  Mello  El 

Oxford  Micro-Foam    C2 

Oxford  Micro-Phene  A4 

Oxford  Mcro-Sep  Dl 

Oxford  Mcrocide   Fl 

Oxford  Microtox  Fl 

Oxford  Mint-D    A4 

Oxford  Minticide  CI 

Oxford  Mistox  Fl 

Oxford  Mity-Clean   Al 

Oxford  Molytreat  2100  G7 

Oxford  MM-556   Al 

Oxford  MR-56  A3 

Oxford  MS-888  Al 

Oxford  Nedox  TF  Fl 

Oxford  Neutra-Steam    G6 

Oxford  Neutrafluff    B2 

Oxford  Neutrox  99   B2 

Oxford  No  Spot PI 

Oxford  No-Drag    H2 

Oxford  Nox  Kl 

Oxford  Nutramine  150   G6 

Oxford  NI-22  A2 

Oxford  NP-37   Al 

Oxford  Ox-O-Brite    Bl 

Oxford  Ox-O-Cide    Fl 

Oxford  Ox-O-Solv LI 

Oxford  Ox-Scav-E G7 

Oxford  Ox-Z-Mist  Fl 

Oxford  Oxy-Dyne  D2 

Oxford  Oxy-Scale  G6 

Oxford  Oxy-Scale  Plus  G6 

Oxford  OJ-25 Al 

Oxford  OP- 34   A4 

Oxford  OP-444   A4 

Oxford  OX  Briquettes  Al 

Oxford  Pan-Det  Al 

Oxford  Pan-Terg  Al 

Oxford  Perma  Kill  Brand  F2 

Oxford  Perma-Sof  B2 

Oxford  Pheno-Cide  A4 

Oxford  Pine  Oil  Disinfectant   CI 

Oxford  Poli-Kleen  Al 

Oxford  Poly-X  G7 

Oxford  Power-Pak  Al 

Oxford  Prime  Plus A4 

Oxford  Pro-Kleen  HF  A2 

Oxford  Pro-Lub  (Aerosol)    HI 

Oxford  Pro-Lub  Bulk   HI 

Oxford  Pro-Med    El 

Oxford  Pro-Med  II  Antiseptic  Lotion 

Soap    El 

Oxford  Pro-Skin    E4 

Oxford  Proven  (Aerosol)    A8 

Oxford  Proven  (Liquid)    A8 

Oxford  Quatergent Dl 

Oxford  Quatsan  D2.Q3 

Oxford  QC-1   Al 

Oxford  Ramix   A3 

Oxford  Recirclean  A2 

Oxford  Redi-Aide  Al 

Oxford  Redi-Rinse    Al 

Oxford  Rinsaway Al 

Oxford  Rite-Bnte    Bl 

Oxford  Roach  N  Ant  Killer  F2 

Oxford  Roll  Easy    HI 

Oxford  Rollax   Al 

Oxford  Roustabout    A2 

Oxford  Royal-Solv    K2 

Oxford  RM-457  A3 

Oxford  S-21  Special  A4A8 

Oxford  Saf-Kleen    Al 

Oxford  Safe-N-Clean    A4 

Oxford  San-Kleen  A4 

Oxford  San-O-Sep  Odorless  El 

Oxford  Sanfax  Sanacid  N  A3 

Oxford  Sanfax  XL-222  LI 
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Oxford  Sanfax  222   LI 

Oxford  Sani-Chlor D2.Q4.B1 

Oxford  Sani-Master  Lift  A4 

Oxford  Sav-A-Spray  F2 

Oxford  Scale-Off-P  G7 

Oxford  Septicide  C2 

Oxford  Shellex    Ql 

Oxford  Siltex  LI 

Oxford  Smooth  Skin  Lotion  E4 

Oxford  Smooth-Lube    HI 

Oxford  Smooth-Skin  El 

Oxford  Soakleen   Al 

Oxford  Soft-Eze    B2 

Oxford  Solid  State A1.Q1 

Oxford  Solvit Bl 

Oxford  Soo-Kleen  LI 

Oxford  Spectrum  Al 

Oxford  Spra-Away    Bl 

Oxford  Spra-Fect  CI 

Oxford  Spra-Kleen    A4 

Oxford  Spray-Cide  II    Fl 

Oxford  Spray-Sect F2 

Oxford  Steam    A2 

Oxford  Steamex Al 

Oxford  Steamtrol  G6 

Oxford  Steamzit    Al 

Oxford  Strip-N-Kleen  CI 

Oxford  Sunny  Side  Up  Al 

Oxford  Super  Blue  Dot  Al 

Oxford  Super  Brand  Insecticide  (Aer- 
osol)      Fl 

Oxford  Super  Brand  Insecticide  (Bulk)     Fl 

Oxford  Super  Cling  Al 

Oxford  Super  Disheen Al 

Oxford  Super  Fog  Fl 

Oxford  Super  Green  Dot Al 

Oxford  Super  Hi-Lite  StnlSteel 

Clnr&Plsh  A7 

Oxford  Super  Pink  Dot  Al 

Oxford  Super  Rinsaway  Concentrate  ..    A 1 

Oxford  Super-Kleen  Liquid    A2 

Oxford  Supercide  Brand  Fl 

Oxford  Supermarket  Glass  Cleaner   ....    CI 

Oxford  Suppress   LI 

Oxford  Supreme  Concentrate   A4 

Oxford  Sure  Q3 

Oxford  Surf-Zyme  (Parts  A  &  B)    Al 

Oxford  Swash    Al 

Oxford  Swift  One  Al 

Oxford  Syntox  Fl 

Oxford  SF-32 A2 

Oxford  SH-311    A2 

Oxford  SHS-900   B1£>2,G4,Q4 

Oxford  SP-45 Al 

Oxford  Tergachlor Al 

Oxford  Thermocide  Fl 

Oxford  Titan   E4 

Oxford  TKO  Residual  Insecticide  Cone.  F2 

Oxford  UHrasheen  Blue    Al 

Oxford  Ultrasheen  Green   Al 

Oxford  Ultrasheen  Pink    Al 

Oxford  Upgrade Q1.Q2 

Oxford  Vapor-Cide  Fl 

Oxford  Vaporkill  Fl 

Oxford  Versa-Clean    Al 

Oxford  Versa-Clean  I    A4 

Oxford  Versa-Clean  II    A4 

Oxford  Versa-Clean  III  A4 

Oxford  Versa-Tek  H2 

Oxford  Vey-Eze    H2 

Oxford  Vey-Lube    H2 

Oxford  Wonder  Beads    Al 

Oxford  WDL-710   L2 

Oxford  X-Tra A2 

Oxford  X-240    A2 

Oxford  X-38    A2 

Oxford  X-69    Al 

Oxford  XL- 222  LI 

Oxford  Zoom  Al 

Oxford  Zymagic    Bl 

Oxford  Zyme-G  L2 

Oxford  1000    G2 


Oxford  1202    D2.Q431 

Oxford  1204    Fl 

Oxford  1220    A4 

Oxford  1270    Dl 

Oxford  2000    G7 

Oxford  2001    G7 

Oxford  2002    G7 

Oxford  2010    G2.G5.G6 

Oxford  2020    G2 

Oxford  2030    G2 

Oxford  2035    G2.G5.G6 

Oxford  222  Liquid    LI 

Oxford  299    Al 

Oxford  342    A3 

Oxford  4005    G6 

Oxford  4026    G6 

Oxford  4035    G6 

Oxford  4045    G6 

Oxford  44  Concentrate  A4 

Oxford  514  Insecticide  Fl 

Oxford  522    Dl 

Oxford  580    F2 

Oxford  583    F2 

Oxford  599    F3 

Oxford  722    Bl 

Oxford  745  Aerosol    HI 

Oxford  745  Liquid    HI 

Oxford  7481    PI 

Oxford  76    A3 

Oxford  9001    B2 

Oxford  9002    Bl 

Oxford  9003    Bl 

Oxford  9004    Bl 

Oxford  9005    Bl 

Oxford  9021    A4 

Oxford  919  Iodophor  Concen- 
trate    D2.Q6.E3 

Oxo-Zyme  CI 

Parts  Master Kl 

Power-Glo   Al 

Spectrum  H.D Al 

Spray  &  Wipe  CI 

Super  Chlorinated  Envirox  Al 

Ozark  Chemical  Company 

Albrite   A3 

Blendrite    Bl 

Clean  Trak  A3 

D-Frost A5 

Foamad    Al 

Foamex    Al 

Glide  Concentrated  Chain  Lubricant  A1.H2 

Kosgard   A2 

Laundraid  Bl 

Lusteron  Al 

Lusteron  DF Al 

Multi  Use  Detergent  Al 

Peak  #100    Al 

Peak  #105    Al 

Peak  #106    Al 

Peak  #108    Kl 

Peak  #110    Al 

Peak  #113    CI 

Peak  #115    CI 

Peak  #177    Kl 

Peak  #190    Al 

Peak  #198    A2 

Peak  #199    A2 

Peak  #200    Al 

Peak  #201    Al 

Peak  #202    Ql 

Peak  #203    A3 

Peak  #210    Dl 

Peak  #215    Dl 

Peak  #216    D2 

Peak  #225    A4A8 

Peak  #230    H2 

Peak  #241    Ql 

Peak  #243    Ql 

Peak  #266    Al 

Peak  #310    G7 


Peak  #400  Soak  Cleaner  A2 

Peak  #405    A3 

Peak  #409    A3 

Peak  #444    Kl 

Peak  #500    CI 

Peak  #505    Bl 

Peak  #515  Hand  Soap  El 

Peak  #517    El 

Peak  #520    E4 

Peak  #525    El 

Peak  #550    Al 

Peak  #551    Al 

Peak  #552    Al 

Peak  #553    Al 

Peak  #555    Al 

Peak  #566    D2 

Peak  #575    Al 

Peak  #577    Al 

Peak  #580    LI 

Peak  #599    A4 

Peak  Foam  Al 

Peak  Lotion  Skin  Cleanser  El 

Peak  1000    Al 

Peaksolv  Cone.  General  Purpose  Clnr.     A 1 

PeakLube  H2 

Picline    A3 

Proban    Al 

Proline   Al 

Razorback  Red    A4 

Rustam  PI 

San-D  Iodine  Hand  Soap    E2 

Scrubsol  A4 

Sudsy  Plus  A1.H2 

Tame    B2 

P  &  M  Manufacturing 
A  Div.  of  Plumbmaster 

P/M-Zyme   L2 

P  &  M  Manufacturing  Co. 

Pumice  Hand  Cleaner  E4 

P  &  S  Sales,  Inc. 

Orange  Rough  Touch    E4 

P  B  I  Market  Equipment  Inc. 

P.B.I.'s  Food  Machine  Oil    HI 

P  B  I-Gordon  Corporation 

Diazinon  Roach  Spray    F2 

Institutional  Area  Spray    Fl 

Institutional  Mist  Spray    Fl 

Malathion  (5lbs/gal)    F2 

New  Last  Meal   F3 

Quick  Draw  Fly  Bait F2 

PCI  Industries,  Inc. 

Solv-Al    CI 

Solv-Al  Industrial  Strength  Al 

PDF,  Incorporated 

New  Sure  Clean    Al 

PD  I 

Soft  Touch  E4 

P  D  Q  Manufacturing,  Inc. 

A-103  Neutral  Liquid  Cleaner   Al 

A-105  Powdered  Truck  Wash    Al 

A-lll  Al 

A- 130  Chlorinated  General  Purpose 
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Onr  Al 

A-133  High  Pressure  Spray  Cleaner  ..  Al 
A- 142  Non-Chlorinated  Manual  Cleaner  Al 

A-145  Chlorinated  Manual  Cleaner  ....  Al 

A-150  H.D.  Chlorinated  Cleaner   Al 

A-152  All  Purpose  Chlorinated  Cleaner  Al 

A- 155  Liquid  Truck  Wash   Al 

A-158  Neutral  Cleaner  &  Foam  Addi- 
tive      Al 

A-160  Powdered  Spray  Cleaner  Al 

A-166  Spray  Cleaner Al 

A-200  A2 

A-202  Chlorinated  High  Foam  A2 

A-203  Foaming  Liquid  Caustic  Cleaner  Al 

A-206  Chlorinated  Foaming  Cleaner  ..  Al 

A-220  Alk  Extra  A2 

A-226  High  Alkaline  Cleaner  A2 

A-227  High  Alkaline  Low  Foam  A2 

A-229  Highly  Chlorinated  Gen.  Purp. 

Clnr  Al 

A-233  Liquid  Caustic  Cleaner   A2 

A-235  High  Alkaline  General  Cleaner  Al 

A-237  Foaming  Alkaline  Cleaner Al 

A-241  Powdered  Floor  Cleaner   A4 

A-242  Low  Foaming  General  Purpose 

Clnr  Al 

A-245  Chlorinated  Low  Foam   Al 

A-250  Chlorinated  Low  Foam   A2 

A-25 1  Powdered  Chelated  Caustic 

Cleaner  A2 

A-252  Powdered  Chlorinated  C1P 

Cleaner   Al 

A-255  Hook  &  Trolley  Cleaner  A2 

A-256  High  Alkaline  Carbon  Remover  A8 

A-258  Powdered  Smokehouse  Cleaner  A2 

A-260  Low  Foam  H.D.  Caustic  Cleaner  A2 
A-265  High  Alkaline  Chlorinated 

Cleaner   A2 

A-275  Liquid  Floor  Cleaner  A4 

A-276  High  Foaming  Acid  Rinse A3 

A-280  High  Alkaline  Tank  Cleaner  ....  A2 

A-283  A2 

A-286  Al 

A-290  Alkaline  High  Foam    A2 

A-292  High  Foam  -  High  Alkaline    ....  Al 

A-299  Al 

A- 300  Low  Foam  Passivating  Acid  ....  A3 
A- 303  Non-Foaming  HD.  Acid  Cleaner  A3 

A-305  Acid  Wash  A3 

A- 306  Acid  Wash  Plus  A3 

A- 307  Low  Foam  Acid  Wash    A3 

A-308  Low  Foam  Acid  Wash    A3 

A-312  Acid  Descaler A3 

A-314  Acid  Descaler A3 

A-317  Low  Foam  Iodine  Rinse  Acid  ..  Al 

A-329  Acid  Descaler A3 

A-333  Low  Foam  Liquid  Acid  Cleaner  A3 

A-350  Foaming  Acid  Brightener   A3 

A-355  Acid  Brightener  A3 

A-360  Acid  Film  Remover  A3 

A-433  Medium  Duty  Liquid  Detergent  Al 

A-509  De-icer  A5 

A-533  Freezer  Cleaner   A5 

AD- 140  Chlorinated  General  Purpose 

Clnr  Al 

AQ-110  Chlorinated  Powdered  Egg 

Wash  Ql 

AQ-1 15  Solid  Egg  Detergent  A1.Q1 

AQ-119  Powdered  Egg  Cleaner  Ql 

AQ-1 33  Liquid  Chlorinated  CIP 

Cleaner   A1.Q1 

AQ-133  Tray  Wash  A1.Q1 

AQ-140  Egg  Wash   Ql 

AQ-145    Ql 

AQ-280    Al 

B-100  Laundry  Detergent  Bl 

B-102  Laundry  Detergent  Bl 

B-106  Laundry  Break  Bl 

B- 107  Laundry  Break  Bl 

B-l  12  Laundry  Bleach   Bl 

B-l  18  Laundry  Bleaching  Compound  Bl 

B-l  19  Laundry  Bleach    Bl 


B-l 23  Laundry  Break  Bl 

B-l 24  Laundry  Detergent  with  Bleach     Bl 
B-l 25  Heavy  Duty  Laundry  Detergent     Bl 

B-128  Liquid  Laundry  Detergent  Bl 

B-129  Liquid  Laundry  Sour  Bl 

B-l 30  Liquid  Laundry  Softener  B2 

B-l 32  Laundry  Softener  B2 

B-l 33  Laundry  Detergent  Bl 

B-l 35  Laundry  Sour/Softener  B2 

B-l 36  Laundry  Spot  Remover  Bl 

B-l 37  Laundry  Sour  Bl 

B-138  Laundry  Reclaimer Bl 

B-l 52  Powdered  Laundry  Detergent    ..    Bl 
B-l 55  Heavy  Duty  Laundry  Detergent     Bl 

Biosect-P  Fl 

C-129  Spray  Degreaser  CI 

C-2  Microsan  Tile  and  Grout  Cleaner      C2 

C-209  Powdered  Hand  Soap E4 

C-232  Bowl  &  Porcelain  Cleaner C2 

C-260  Tile  and  Grout  Cleaner   C2 

D-150  Acid  Cleaner/Sanitizer  D2 

D-228  B1JJ2.Q4 

D-229  D2.E3 

D-235  D2 

DQ-239  Disinfectant/Sanitizer   D2 

DQ-241    D2.Q4 

DQ-260  Egg  Shell  Sanitizer  D2.Q3 

E-120  E2 

E-129  Antiseptic  Hand  Soap    El 

E-133  Soft  and  Mellow  Hand  Soap  El 

H-233  Conveyor  Lubricant  H2 

Iodine  Sanitizer  D2 

L-132  Liquid  Drain  Opener   LI 

L-139  Sewer  Solvent LI 

Q-533  Defoamer  A1.Q1 

R.I.S.-15  Rsdl  Insctcd  Contains  Baygon  F2 
Sanisep  600  Poultry  House  Disin- 
fectant      D2.Q3 

P  I  C,  Inc. 

Automatic    CI 

Block  Buster   Al 

Citra  Cure    CI 

Citra  Pure CI 

Clean  Strip  Heavy  Duty  Cleaner   A2 

Dilemma  Solve   CI 

Dynamite  E4 

Grit  King  E4 

Hang  Time Al 

High  C  Steam  Cleaner    Al 

Kryptonite  Hand  Cleaner   E4 

Multi  Purpose  2400  Al 

Multi  Purpose  2500  Al 

Muscle  A4 

MR  Maintenance  Scrubber  Soap    Al 

OldYeller   Al 

Pink  Lotion  Hand  Soap    E4 

Pot  &  Pan    Al 

Pro  Concrete  Cleaner   A4 

Super  B    A4 

29,000  Safety  Solvent  K2 

4  In  1  H2 

PMC  Sanitary  Maintenence 

Equipment 

And  Supplies 

Brilliance  455  All  Purpose  Cleaner  ....    Al 

P  M  Chemical  Company 

All  Purpose  Cleaner  Ready-To-Use  ....  CI 

Antifoam  Emulsion  Q5 

Astro    A4 

Bronco  CI 

Citrus  Sol  CI 

Cleaner-Stripper Al 

Degreaser  A4.A8 

Degreaser  LT  A4 

Detergent  Sanitizer   Dl 


Egg  Wash    Ql 

Egg  Wash  &  Sanitizer    D1.Q4 

Freezer  Cleaner  A5 

Liquid  Hand  Soap  El 

Liquid  Organic  Cleaner A4.C1 

Mount  Palomar  Egg  Shell  Cleaner Ql 

Orange  Floor  Cleaner   Al 

Park  Manor  Liquid  Skin  Cleanser   E2 

Reelite   A4 

Sofwite Bl 

Sofwite  10  Bl 

Steam  Cleaner  #51    Al 

P  M  E,  Inc. 

Centraulic  FG  22  HI 

Centraulic  FG  32  HI 

Centraulic  FG  46  HI 

Centraulic  FG  68  HI 

Food  Grade  Antiwear  ISO  32 HI 

Food  Grade  Antiwear  ISO  46  HI 

Food  Grade  Antiwear  ISO  68  HI 

FMG  387  Food  Machinery  Grease HI 

No.  654  Outside  Gear  H2 

Super  GL-6  SAE  75W-90  Synthetic    ..  H2 

Super  Penetrating  Oil   H2 

527  Chain  Lubricant  H2 

P  M  P  Fermentation  Products,  Inc. 

Sodium  Gloconate  Al 

P  N  &  P  M  Corp. 

Three  For  One  CI 

Ultra  Pure    CI 

PPC 

"Pro"  Hand  Cleaner E4 

PPG  Industries,  Inc. 

Calcium  Hypochlorite  FR  Granular    D1.G4 

Caustic  Soda  Liquid  50%  A2,G6,L1 

Induclor  D2,G4,G5,G7.Q4 

Induclor  +   D2,G4,G5.G7,Q4 

Induclor  Calcium  Hypo- 
chlorite Tablets  D2,G4,G5,G7,Q4 

Mildew  Check  CI 

Pels  Caustic  Soda  Beads  A2.G6 

Pittabs    D2,G4,G5,G7,Q4 

Pittclor  D2,G4,G5,G7,Q4 

PPG  Calcium  Hypochlor- 
ite Tablets  D2,G4,G5,G7.Q4 

Rez  Spar  Varnish  Gls-Clear  In/Ex 
77-10  K1.21 

P  P  G/Mazer  Chemicals 

Mazon  Bio-Act   L2 

MazuDFllOS    Q5 

Mazu  DF  201  PM  MOD  2  Al 

Mazu  DF  201  PM  MOD  3  Al 


PPM 


CI 


Master  Glass  &  Plexiglass  Cleaner 
Master  Ovec  Ammoniated  Oven 

Cleaner  A8 

Master  Space  Lube   H2 

Master  SSC  Stainless  Steel  Metal  Polish  A7 
Master  Touch-Up  All  Purpose  Cleaner    CI 

P  Q  Corporation 

G    Al 

GD  Al 

Metso  Beads  2048  A1.G6 

Metso  Pentabead  20    A1.G6 

Metso  20   A1.G6 
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Metso  200   A2 

Metso  55   A1.Q1 

N    A1.G6.G5 

O    A1.G6.G5 

P  V  O  Foods  Inc. 

Coconut  Hand  Soap    El 

Deep  Fat  Fryer  Cleaner A8 

Glass  Cleaner CI 

H.D.  Degreaser   Al 

Meat  Room  Cleaner   Al 

Multi  Purpose    Al 

Oven  &  Grill  Cleaner  A8 

Pink  Dish  Soap   Al 

Pink  Hand  Soap El 

Pot  &  Pan  Soap  Al 

Stainless  Steel  Cleaner   CI 

P  Y  A/Monarch,  Inc. 

Achieve   Bl 

Allure  El 

Ambassador  A4 

Assist  Bl 

Attack Bl 

Avail    D2 

Baroness  II  Al 

C-10  Disinfectant-Sanitizer D2.Q3 

Cavalier  A3 

Chancellor   Dl 

Charge   A8 

Commandant   Bl 

Coronet    Al 

Esquire  Bl 

Exalt  LI 

Fame    A2 

Jackpot  A4 

Lance  A3 

Noble  Al 

Oblige    B2 

Paramount   CI 

Prince  Bl 

PY A/Monarch  Baron A3 

Reign   Bl 

Renown   B2 

Safe-Sheen  CI 

Sheik    Al 

Signet  D2 

Sovereign  C2 

Sultan  F2 

Support    Bl 

Tribune Al 

Viceroy    Fl 

821   A4 

P.B.  &  S.  Chemical  Co. 

Prestochlor  D1.G4 

Prestoline  Bottle  Brite  Dry  A2 

Prestoline  Bottle  Brite  Liquid  A2 

Prestoline  7956   A3 

Prestolube    H2 

Sno-Glo  Bleach  D2.G4 

P.C.I.  Chemical  Corporation 

Amazing  No.59/PT  81  Heavy  Duty 
Cleaner   Al 

P.H.T.  Systems  Inc. 

P-H-T  Liquid  Cleaner  A4.A8 

P-H-T  Systems  Cleaner A4A8 

P.L.C.  Corporation 

Butylful  Blue  Al 

Machine  Dishwashing  Detergent   Al 

201  Heavy  Duty  Cleaner    A4 

203  General  Purpose  Liquid  Cleaner  ..  A4 


P.M.S.  Chemical 

Hands  Up  E4 

P.S.  Industries,  Inc. 

Royal  Blue CI 

P.S.F.  Organ  ics,  Inc. 

Environmental-Aid    CI 

P/C  Chemicals,  Inc. 

Alive  Bacterial/Enzymes  L2 

Pac  Specialties,  Inc. 

Odorless  Ammonia   Al 

Pace  International  LP 

Optik  Rid-All    CI 

Soil-Solv    A4 

Top-Grit  E4 

Top-Hand  E4 

Pace  Membership  Warehouse,  Inc. 

Laundry  Detergent Bl 

Pace  Products  International,  Inc. 

Hylo-Zyme L2 

Kandu  Cleaner  Multi-Purpose    CI 

Pace  Products,  Inc. 

Hylo-Zyme L2 

Hylo-Zyme L2 

Kandu  110  A4 

Pace  Systems 

Prime  Cut  Degrcasing  Cleaner  Al 

Pacer  Enterprises  Inc. 

Citra  Crystals  CI 

Non-Acid  Total  Bathroom  Cleaner    ....  CI 

Orange  Squirt    CI 

Sanitizer  D2 

Pacer  Lubricants  Division/ 
South  Coast  Terminals,  Inc. 

Pacer  Com-Cyl  130  H2 

Pacer  Goltex  Indust.  Gear  Oil  AGMA 

6EP    H2 

Pacer  Hi-Q  Fluid  500   H2 

Pacer  Mineral  Gear  Oil  AGMA  6 

(SAE90)    H2 

Pacer  Non-Coke  HD  65    H2 

Pacer  Power  V  315  H2 

Pacer  Puritan  Oil  170   H2 

Pacer  Rock  Drill  Oil  600   H2 

Pacer  Syndrol  46  H2 

Pacer  Syntherm  700    H2 

Pacer  Thermal  T  315    H2 

Pacer-Therm  500  H2 

UltronFML-10   HI 

Ultron  FML-30   HI 

Ultron  FML-90   HI 

Ultron  Synthetic  Oven  Chain  Lube 

No.1000    H2 

Ultron  Ultra-Blue  NLGI-1  1/2   H2 

Ultron  5022  FM  Food  Mach  Bear  Lub 

NLGI#2  HI 

Ultron  9257  Puritan  1000  H2 


Pacific  BioSystems,  Inc. 

Insta-Clens  AM-1  Concentrate  Solution  El 

Insta-Clens  AM-2  Concentrate  Solution  El 

Pacific  Chemical 

Adhere  LK  Al 

Afoam    A3 

All  Soil    A4 

Alldet-76   Al 

Alu-Soak  SP-112  Al 

ACIP   A3 

BarCorL-66  G7 

BarCorN-128  G6 

Bar  Tox  L-44 G6 

Bar-CorCWS^  G6 

Bar-Cor-OWS   G3 

Bar-Tox  L-l  G6 

Bold  Al 

Brawn A2 

Brawn Al 

BARCORL-117    G6 

Calsol  A3 

Chainlube  H2 

Chainlube  P.E.T H2 

Chemprocide   D2 

Chlorcip  Al 

Chlorinated  Fish  Hold  Cleaner  Al 

Chlorinated  Fish  Hold  Cleaner-D  Al 

Chlorinated  Fish  Hold  Sanitizer  D2 

Circ-Clor   Al 

Control  M-61  G6 

Coupler  63  Al 

Defoamer  FG  Al 

Degreaser-S  K2 

E-Chlor    CI 

Ex-Cel   Ql 

Expel  L-49  Al 

Fish  Hold  Cleaner  Al 

Fish  Hold  Sanitizer  D2 

Fist  Al 

Flordet  MF-18  Al 

Foamalk  Al 

Heavy-Duty  CL  Al 

Hi-Klenz    Al 

Iocide  D2.E3 

Iodine  Fish  Hold  Sanitizer  D2.E3 

Klorkleen  Al 

Liquid  Tru-Wash  Al 

Master  BXX    A2 

Master  CAX    Dl 

Master  M-H-W    Al 

Microcide  CA-39 G7 

Microcide  L-36  G7 

Microcide  L-60   G7 

Neptune   G5 

Pace  A-D  A3 

Pace  E-7  LI 

PaceS-L    Al 

Pace  SR  A2 

PaceT-10-X    Al 

Pace  T-20-XX  D2 

PaceT-60XX  Al 

Quat  Fish  Hold  Sanitizer    D2 

Residex    Al 

Ridall  A4 

Sani-Dip  E3 

Sani-Wash   E2 

Sanit  C-16   D2 

Sanit-Ease  L    D2 

Scale  Pro  L-38  G7 

Scale  Sol  WT-29  A3 

Scale-Cycle  D-30    G7 

Scale-Terg  81    A3 

Scalex  D-13  G6 

Scalex  D-400  G6 

Scalex  DC-46    G6 

Scalex  DCH-47  G6 

Scalex  DO^IS    G6 

Scalex  DP-42  G6 


11-330 


Scalex  DS^l  G6 

Scalex  EB-5  G6 

Scalex  L-20  G6 

Scalex  L-22  G6 

Scalex  L-23  G6 

Scalex  L-56  G6 

Scalex  L-57  G6 

Scalex  LCP-53 G6 

Scalex  LNC-6   G6 

Scalex  LOA-43   G6 

Scalex  LOA-52   G6 

Scalex  LP-51  G6 

Scalex  LPH-70    G7 

Scalex  LPP-63  G7 

Scraper  A4 

Scraper-P  CI 

Solvit  A4 

Sump-Terg  N-107  Al 

T-Klor-XX  Al 

Top  Hand  E4 

TruWash  Al 

Vacate    Al 

Vacate  HF  A2 

Washbnte  Dry  Bleach  Bl 

Washrite  Detergent   Bl 

Wax-Tex    PI 

Pacific  Chemical  Co.,  Inc. 

Pacco  Colloid  Cleaner Al 

Pacific  Chemical  Company 

Formula  22    A4 

Pacific  Chemical  Technology 

New  Synergized  Liquid  Alive  Bacteria  L2 

Pacific  Health  Products,  Inc. 

Hand  Sanitizer  Solution  #201  E2 

Sanitizer  Solution  #101  E3 

Pacific  Janitor  Supply 

Degreaser  +  A4 

Main  Klean   A4 

Wall  Wash  +  Al 

Pacific  Janitorial  Supply  Company 

Pacific  Alkaline  Cleaner  Al 

Pacific  Paper  and  Chemical,  Inc. 

Chaka  CI 

Pacific  Specialty  Chemical,  Inc. 

True  Grip  Daily  Cleaner  CI 

True  Grip  PreCleaner   CI 

True  Grip  Reconditioner  1    CI 

True  Gnp  Reconditioner  2  CI 

True  Grip  Treatment  1    CI 

True  Grip  Treatment  2   CI 

Pacific  Standard  Specialties,  Inc. 

BWT-310  G6 

Pacific  States  Chemicals,  Inc. 

PS-10  A4 

PS-105  Al 

PS-140  Al 

PS-20  A4 

PS-25  Al 

PS-5  A2 

PS-70  A4 


PS-75  Al 

PS-85  A2 

Pacific  Tradewinds 

Formula  SC-5    Al 

Formula  XHD-15    Al 

PFC-90-SL CI 

Pacific  Water  Consultants 

231  G5 

420  G5 

463  G5 

7215  Microbiocide    G5.G7 

Pacifica  Cal  Supplies,  Inc. 

Baseboard  Cleaner A4 

Suds-N-Clean C2 

Packard  Chemical  &  Equipment 

Co. 

Division  Of  Paeco,  Inc. 

Eliminate  Al 

Formula  66    CI 

Packard  Chemical  Co. 

SS-50  Solvent  Degreaser    Kl  JC2 

Packard  Industries 

Dual  Action  Insecticide F2 

Packard  Industries,  Inc. 

Grease  Hunter  CI 

Grime  Getter  Al 

Nature's  DG  CI 

Sun-Sol  Metal  Parts  Cleaner CI 

Tar  Rinse  CI 

Packer  Sanitation 

Packer  Alkaline  No.  17  Al 

Packer  Alkaline  No.  17  Al 

Packer  Alkaline  No.  26  A2 

Packer  Alkaline  No.  27  Al 

Packer  Alkaline  No.  42  Al 

Packer  C.I.P A2 

Packer  Chlor  D2.Q4 

Packer  Chlor-P    D1.Q4 

Packer  Combo  A3 

Packer  Dine  Dl 

Packer  DW-25  Al 

Packer DW-30  Al 

Packer  Foam  A   Al 

Packer  FMG-20  HI 

Packer  Heavy  Duty  Egg  Wash-1    Ql 

Packer  Heavy  Duty  Egg  Wash-2  Ql 

Packer  Kleen  No.  2  Al 

Packer  Kleen  No.  6  Al 

Packer  Kleen-Nl   Al 

Packer  LHS-40    El 

Packer  LHS-50    El 

Packer  Master  No.  3  A2 

Packer  Med   El 

Packer  Quat  D2 

Packer  Sewer  Solv-22  LI 

Packer  Task  38   A3 

Packer  Task  39    A3 

Packer  Terg  Bl 

Packer-Up    Q1.Q2 

Pan  Sano   E2 

Smoke  House  No.  10    A2 

Task  258   A3 

Task  57    A3 


Trolley  Kleen  K    A2 

Trolley  Kleen  No.  8    A2 

Packer-Scott  Company 

Blue  Lightning    A4 

Break-Thru  Al 

Formula  20-10  A4 

K-28  Automat  Detergent A4 

Magic  Mist-Plus    A4 

Pascot  Blast-Off    A4 

Pascot  High  Pressure  Wash    A4 

Pascot  Stop-N-Go  Bowl  Clnr.  Disinfec- 
tant      C2 

Pascot  Super-Solv  CI 

Prep   A3 

Reward  A4 

Steamex  SK-747   Al 

Wash  Off  Remover  C3 

Packers  Engineering  &  Equip.  Co., 
Inc. 

Electro-Honer  Oil    H2 

Packers  Bacticide    E2 

Packers  Red  El 

Packers  Supreme  H1.H3 

Packers  Tech  A2 

Packers  White  Oil  Item  #64176  HI 

Pak-Co  No.  40A   El 

Packers'  Chemical  Company 

Albrite   Bl 

Bulls-Eye    Bl 

Castercote    HI 

Chlorolyel  Al 

Econolube    HI 

Lubinol    HI 

Mach-One    A3 

Old  Smoky    Al 

Old  Smoky  D Al 

Oxybrite  101    Bl 

Packerlube  HI 

Piggy  Lube    HI 

Polyfoam  101     Al 

Premium  Blend  Trolley  Oil    H1JI3 

Quatraine  I  D2 

Quatraine  II  D2 

Red  Brand   El 

Sanex  101    E2 

Super  Strip  Al 

The  Rail  Doctor  I   Al 

The  Rail  Doctor  II Al 

The  Trolley  Doctor  Al 

Trollex  LQ A2 

Trollex  PW    A2 

Trolley  Supreme   HI 

Paco  Chemical  Specialties,  Inc. 

Destroyer  CI 

Padre  Janitorial  Supplies 

Hygienic  Hand  Soap  E2 

Padre  Hygenic  Handsoap  NB  E2 

Pagoda  Industries 

Alsolv    Al 

Alsolv  Powder  Al 

Eazolv  (Concentrate)  A4 

Exsolv    A2 

Hisolv    Al 

Kezolv  (Concentrate)    A4 

Pago  All  Purpose  Vehicle  Cleaner  Al 

Pago  Hair  &  Body  Shampoo   E4 

Pago  Sanitizing  Hand  Soap    E2 

Pago  170  Vat  Cleaner  A2 

Pago  200  Freezer  Cleaner/De-Icer  G5 
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Pago  205  Bowl  Cleaner   C2 

Pago  206  Mild  Bowl  Cleaner  CI 

Pago  220  Oven  and  Grill  Cleaner   A8 

Pago  225  Soap  Scum  Remover   Al 

Pago  230  Foam  Acid  Cleaner A3 

Pago  235  Low  Foam  Acid  Cleaner   ....  A3 

Pago  310  Powder  Hand  Soap  C2 

Pago  40  Hand  Soap E4 

Pago-10  (Concentrate) Al 

Pago-64  Cleaner    Al 

Pagosolv  90  Citrus  Cleaner    CI 

Palm  Beach  Chemical  Co. 

Lemon  Lite    CI 

LLB   L2 

New  Royal  Heavy  Duty  Cleaner  &  De- 
greaser  A4 

Nothing  Better  Al 

SSC  Stainless  Steel  Cleaner  A7 

Touch  It  Up  CI 

Palm  Chemical 

H.T.  Concentrate  Al 

Lemon  Fresh  Lemon  Odor  Disnf.  Deod. 
Clnr  A4 

Palmer  Company,  Incorporated 

#1005  Degreaser/Cleaner   Al 

#1015  Ready  to  Use  Multi  Use  Cleaner  A4 

#1015  Tough  Job  Cleaner A4 

A  Liquid  Soap  El 

Aero  Clean  Germicidal  Cleaner  &  Deod.  CI 
Aero  Clean  Germicidal  Cleaner  &  Deod.  CI 

Antiseptic  Liquid  Hand  Soap  El 

Brilliant  No.  13  C2 

Brite  A7 

Bug  Blast  ULV  Fogging  Insect  Killer  ..  Fl 
Bug  Out  Space  &  Residual  ULV  Insctcd  F2 

Contact  CI 

Contact  U  C2 

Cream  Cleanser  Concentrate A6 

Crocket's  Always  Working  L2 

D  Liquid  Soap  El 

Deo-Dis   CI 

Easy  Wipe  CI 

Easy  Wipe  Multi-Use  Cleaner  Degreaser  CI 

Everything  Goes   A3 

Force    CI 

Freedom  CI 

Glisten   Al 

Gritted  Hand  Cleaner  w/Volcanic  Pum- 
ice    E4 

Guardian  Disinfectant  Detergent    A4 

Guardian  II    D2 

Handy  Helper  #1  K2 

Handy  Helper  #3  Kl 

Handy  Helper  #4  H2 

Handy  Helper  #5  H2 

Handy  Helper  No.  1    K2 

Handy  Helper  No.  2  Silicone  Lubricant  HI 

High  Power  Al 

Hot  Shot  Prilled  Drain  Opener  LI 

It's  Better  Al 

L.D.  Fumeless  LI 

Lemon  Odor    A4 

Lo-Suds  Laundry  Detergent  Bl 

Medi-Spray    C2 

Ocean  Breeze CI 

Oven  Cleaner A8 

Palm-A-Tize    Dl 

Palm-X  D2 

Palmer  #2001  Orange  DegTeaser  and 

Deodzr CI 

Palmer  #2002  Citrus  Drain  Cleaner& 

Mntnr    CI 

Palmer  ACL-921   G7 

Palmer  ASB-901    G6 

Palmer  Chlorinated  Foaming  Cleaner       A 1 
Palmer  Clean  and  Thaw   A5 


Palmer  Cleanser CI 

Palmer  Hand  Cleaner   E4 

Palmer  Heavy  Duty  Penetrating  Oil  ....    H2 

Palmer  Live  Micro  535  L2 

Palmer  Miracle  Wipe    CI 

Palmer  Non-Butyl  Cleaner  Concentrate   Al 
Palmer  Non-Flammable  Safety  Solvent    K2 

Palmer  Pot  &  Pan   Al 

Palmer  Powdered  Machine  Dish  Deter- 
gent      Al 

Palmer  Protect  All  CI 

Palmer  Quat  Disinfectant  Mint  Odor  ..    CI 

Palmer  Super-Sope  Skin  Cleanser   El 

Palmer  Surg  El 

Palmer  256-Quat  A4 

Palmer  3690 CI 

Paul's  Tube    E4 

Perfect  Match  Deodorant  Cleaner    A4 

Pine  Odor CI 

Power  Drain LI 

PC  76  Fl 

San-A-Cid  Foaming  Shower  Cleaner  ..    C2 

Schmutz  Fighter    E4 

Shop  Power  A4 

Smut  Off   CI 

Sparkle  No.  1 5  Disinfecting  Porcln  Clnr  C2 

Sparkle  15   C2 

Spray  Kleer  CI 

Super  Foam  Clean  Al 

Top-of-the-Line  CI 

Palmer  House  Chemical  Corp. 

Ammoniated  Glass  Cleaner    CI 

Challenge  U  D2 

Chlorinated  Bleach  Powder    Bl 

Degreaser  Al 

Disinfectant  3328    D2 

Fabric  Softener   B2 

General  Purpose  Detergent  (GPD)  Al 

Heavy  Duty  Power  Laundry  Detergent  Bl 

Hint  of  Mint    CI 

Lavolan  Hand  &  Body  Soap    E4 

Liquid  Laundry  Detergent Bl 

Low  Foam  General  Purpose  Det.  Al 

Mess  Off  Al 

Oven  &  Grill  Cleaner  A8 

Palquat  NA  Cleaner    CI 

Power  Surge  Machine  Dishwash  Pow- 
der    Al 

RTU  A-l  Hand  Soap    El 

Thrifty  All  Purpose  Powder  Laundry 

Det   A1J1 

Total  Bowl  Cleaner  C2 

Winspray   CI 

9-N-l    CI 

Palmetto  Chemical  &  Supply  Co., 
Inc. 

pH  Minus  G7 

pH  Plus    G6 

Act  95    G7 

Act-81    G7 

Algaway  G7 

Ammoniated  Oven  Cleaner A8 

Aquasect    Fl 

Aquatonic G7 

Auto  Chlor  F.P.C.  150    Al 

Bio-Foam  L2 

Boiler  Colloid  Adjunct   G6 

Boiler  Water  Treatment-Liquid    G7 

Boiler  Water  Treatment-Powder G7 

C-P  Stainless  Steel  and  Metal  Polish  ..  A7 

Clean  Treat  300  L  G7 

Clean-Free  Germicidal  Spray  N  Wipe 

Clnr  CI 

Clean-Rite  200L   G6 

Combat    CI 

Cool  Brite    CI 

Cool  Rite  NC    G7 

Deo-Cide   D2 


Dicarbocide  F2 

Drip-Dri  PI 

Dynaforce    A4 

Dynamic Al 

Egg  Wash  1  Ql 

Enz-O-Matic    L2 

Extinguish  (Aerosol)  Kl 

Extinguish  (Bulk)   K2 

F-ll  Concentrate  A4 

Fly  Tox    Fl 

Foam  Kill    Al 

Foam  Kleen  F.P.C.  165    Al 

Fry-Kleen  Al 

Fry-Kleen  F.P.C.  170    Al 

Fry-Kleen  Liquid  A8 

FPC-200  Al 

FPC-300  Al 

FPC-400  A3 

FPF-100  Al 

He  &  She  Concentrated  Liquid  Skin 

Clnr  El 

Heavy  Duty  Floor  Cleaner  F.P.C.  145     A4 
Hospi-Cide  Hospital  Disinfectant  Deod    C2 

Hygro  PI 

Ideal   A4 

Killo  Insect  Spray  Fl 

Kleen  All  A2 

Lectra-Clean    Kl 

Liquimelt   A5.C1 

LB  #1  C2 

Mark  IV  A4 

Metal  Brite A3 

Micro-Clean  K2 

Milk  Stone  Remover  A3 

Mint-O-Phene    CI 

Mr.  Brite  Porcelain  Cleaner  C2 

Now  Al 

Now  Foam  F.P.C.  140    Al 

Nu-Way  CI 

One  Shot   G6 

Pal  Kleen  10   Kl 

Pal  Medic El 

Pal  Sanit  E2  E2 

Paladine  E2 

Palco  76  Al 

Palmetto's  S-Wipe  All  Purpose  Cleaner   CI 
Palmetto's  Speedy  Ammoniated  Oven 

Clnr A8 

Penelube H2 

Penelube  (Aerosol)    H2 

Perform    El 

Perform  Thick-Cone  Mech.  Liq.  Skin 

Clnr El 

Perma  Kill  F2 

Phene-O-Pine CI 

Phene-O-Pine  250  CI 

Poly  Chem  CW  G7 

Poly  Chem  250  G7 

Poly  Chem  500   G7 

Poly  Chem  750   G7 

Poly  Rite  C  1000    G7 

Poly  Rite  C  500    G7 

Powercide    CI 

Preem  A4 

Pride  Al 

Princess   El 

Red  Hot  CI 

Release  A4 

Safety  Sheen   A4.A8 

Safety  Solvent  Kl 

Sani-Lube HI 

Scalabate   PI 

Scalox    A3 

Seal-Ease  H2 

Sewer-Sol  LI 

Shackle  Kleen  Liquid  Al 

Shackle  Kleen  Powder  F.P.C.  155  A2 

Show  Brite  C2 

Show  Brite  Bulk   CI 

Skin  Shield  Cream    E4 

Slimetrol    G7 
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Solid  Kling    C2 

Spearmint  CI 

Spectra  D2 

Speedy  II  A8 

Sta-Brite  CI 

Stainless  Steel  Cleaner  &  Polish    A7 

Sur-Grip  PI 

The  Answer  LI 

Thermo  Kill  Fl 

Trailer  Brite  A3 

Treat  Rite  100L  G6 

Tn-Tex  Al 

Triple  Power   Dl 

TFE  Fluorocarbon  Lubricant    H2 

Win    Al 

Pam  Company 

Mi-T-Grip    Jl 

Pan  American  Chemical  Co. 

Drain-X    LI 

Liquid  Toilet  Soap    El 

Pacco  Aerodet  Al 

Pacco  Bowl  Cleaner   C2 

Pacco  Fast  Acting  Emulsion  Bowl 

Cleaner  C2 

Pacco  Foam  Away  Cleaner Al 

Pacco  No.  25  Insect  Spray  Fl 

Pacco  Pure-Lube  HI 

Pacco  Silicone  Spray HI 

Pine  Odor  Disinfectant  CI 

SAF-OX-22  A3 

Panda  Products.  Inc. 

Easy  Magic  "Super"  Cleaner-Degreaser  Al 
Panda  Acid  Foamer A3 

Panduit  Corp. 

All  Purpose  Cleaner  Part  No.  Q3C2  ..  CI 
Battery  Terminal  Cleaner  Part  No.  Q3E4  PI 
Cable  Clnr  &  Elec  Motor  Clnr  Pt 

No.03E2T  K2 

Cable  Clnr  &  Elec.  Motor  Clnr  Pt 

No.Q3E2  PI 

Drive  Belt  Dressing  Part  No.  Q3L6  PI 

Hand  Cleaner  Part  No.  Q3C1  E4 

Multi-Purpose  44  Part  No.  Q3L1  H2 

Multi-Purpose  44  Part  No.  Q3L1T H2 

Multi-Purpose  44  Part  No.  Q3L11  H2 

Premium  Contact  Cleaner  Part  No. 

Q3E1  K2 

Premium  Contact  Cleaner  Part  No. 

Q3E11  K2 

Silicone  Lube  Part  No.  Q3L2  HI 

Supreme  Clean  Waterless  Hand  Cleaner  E4 
Supreme  Clean  Waterless  HandClnr 

w/Scrub  E4 

Supreme  Cln  N-Chlr  ElecMtrClnr 

PtNo.Q3E7   K2 

Supreme  Cln  N-Chlr 

NatClnr/Deg.PtNo.Q3E8    CI 

Teflon  Lubr.  &  Mold  Release  Pt  No. 

Q3L3  H2 

Wasp  and  Hornet  Spray  Part  No.  Q3C3   F2 

Panther  Industries,  Inc. 

Additive  600   A2 

Additive  601    A2 

AS-10 A2 

AS-33NF    A2 

AS-44 A2 

BrightenerB    A3 

Crud-Bust'r    L2 

CW-100  Al 

D-22  Al 

D-22  NF Al 


Dairy  Kleen  D2 

Double  Action  F2 

Double  Action  II  F2 

Double  T  Al 

Double  Tough   E4 

Dry  Fog  ULV  Expel  F2 

Duralube  #2  Multi-Purpose  Grease    ....    H2 

Dyno  Foam  Breaker   Q5 

Dyno  Liquid  Egg  Wash  No.  1    Ql 

Econ-O-Blitz   Al 

Foam  Mate  II Al 

Hi-Five E4 

HD-250    Al 

HEB  Special    Al 

HP  Stripper   A2 

Liqua  Strip  30  Al 

Liqua-Chlor  Al 

LHT-100   A2 

LS  Special  A4 

Mean  Green  A4 

N-ergy  3310 A4 

N-Ergy  101    A2 

N-Ergy405   Al 

N-Ergy  501 0-NF  Al 

New  One-Eleven  A4 

New  Quatrocidal  D2.Q3 

Pan-Gest L2 

Panco  AS-33   A2 

Panco  RR-50-NF  A2 

Panco  618    G7 

Pangold    Al 

Panther  CD-64 Al 

Panther  Hot  Soap    A2 

Panther  HD-25  Al 

Panther  HLD  Bl 

Panther  Liqua-Chlor  Special  A1.Q1 

Panther  Old  Yell er    Al 

Panther  Pure    HI 

Panther  SW-440  CL   A2 

Panther  W-248  G6 

Panther  WED- 129  Al 

Panther  WED-430  CI 

Panther  388  A3 

Panther  399   A3 

Panther  600   G6 

Panther  608   G7 

Panther  610  G2 

Panther  612  G6 

Panther  643   G6 

Paw  Power  II  Fl 

Red  Hot  A4.C3 

Red  Hot/20    Al 

RR-50    A2 

RR-50  NF   A2 

Scaleaway    A3 

Seven  Eleven  Al 

Skylark  Al 

Super  Gleam   Al 

Virucidal    CI 

Yazoo LI 

Paper  &  Maintenance  Supply 
Company 

Pamsco  Heavy  Duty  Cleaner-Degreaser  A4 

Paper  Chem  Sales 

Paper  Stock  Conditioner  CI 

Paper  Chemical  Supply  Company 

Enhance  Floor  Finish  Mntr  &  All  Purp 

Det Al 

Pine  Oil  Disinfectant  CI 

Quanto-Cide  Detergent  Cleaner-Dismf.  Dl 

Rapid  Foam  Foaming  Cleaner   Al 

Stop  All   CI 

Strong  Arm    A4.A8 

Strong-Arm  Concentrated 

Cleaner/Dgrsr A8 


Paper  Company,  The 

"Purity  Spray  Foam  Meatroom  De- 
greaser"  Al 

Purity  AFBC   C2 

Purity  D200  CI 

Purity  D300  CI 

Purity  Foam  Out   CI 

Purity  Hi-San  256  Dl 

Purity  Klear  Glass  CI 

Purity  Klear  Glass  CI 

Purity  Kream  Kleen    A6.C2 

Purity  Lotion  Hand  Cleaner  El 

Purity  Neutral  Cleaner    A4 

Purity  One  Step  C2 

Purity  Pine  Forest  5    CI 

Purity  Pot-N-Pan  Detergent    Al 

Purity  Spray  Foam  Meatroom  Deg Al 

Purity  Stainless  Steel  Polish  CI 

Purity  Ultra  2000 A4 

Purity  X-Cel    CI 

Punty  4-Way  CI 

Paper  Corporation  of  America 


Allsta 
Allsta 
Allsta 
Allsta 
Allsta 
Allsta 
Allsta 
Allstai 
Seen 
Allsta: 
Allsta 
Allsta 
Allsta 
Allsta 
Allsta 
Allsta 
Allsta 
Allsta 
Allsta 
Allsta 
Allsta 
Allsta: 
Allsta 
Allsta 
Allsta 
Allsta 
Allsta 
Allsta 
Allsta 
Allsta 
Allsta 
Allsta 
Allsta 
Allsta 
Allsta 
Allsta 
Allsta 
Allsta 
Allsta: 


Acid  Free  Disinfectant   C2 

Alive    L2 

Antiseptic  Hand  Cleaner El 

Citrufoam CI 

Citruspray    CI 

Crystal  Clear  CI 

Disf.  Deod  Spra  Cit  Bouq  Scent  CI 
Disf.  Deod.  Spra  Baby  Pwdr 

CI 

Disinfectant  CI 

Disinfectant  Foam  Cleaner  CI 

Glass  &  Surface  Cleaner    CI 

Joyful  Al 

Lemon  Disinfectant CI 

Lime-Solve    A3 

Low  Acid  Disinf.  Bowl  Cleaner  C2 

Lubricant  Penetrant  H2 

Mint  Disinfectant  Cleaner CI 

Neutral  Disinfectant    CI 

Neutral  Disinfectant  Cleaner    ..  CI 

Non  Ammoniated  Stripper  A4 

One  Step  Foaming  Disinfectant  C2 

Oven  &  Grill  Cleaner  A8 

Oven  &  Grill  Cleaner  (Aerosol)  A8 

Phosphoric  Disnfctnt  Bowl  Clnr  CI 

Pine  Scented   C2 

Pumice  Hand  Cleaner  E4 

Secure    Al 

Silicone  Spray  Lubrcnt  (Aerosol)  HI 

Silky  Soft  Hand  Cleaner El 

Sparkle  CI 

Stainless  Steel  Cleaner  A7 

Super  Clean  A4 

Superb  Scent  Herbal  CI 

Sure  Kleen  C2 

Top  Performer  A4 

Tough  Gean   A4 

Waterless  Hand  Cleaner  E4 

23%  HCL  Hospital  Type   C2 


Paper  Mart 

All  Purpose  Foaming  Cleaner A8 

Paper  Plus  Inc. 

All  U  Need  Plus    A4.C1 

Ant  &  Roach  Spray F2 

Asidufoam  

Bio-Phene  Plus    CI 

Bio-Scrub  C2 

Clean  &  Fresh  A8 

Clear  Reflections  CI 

Clear  Reflections  (Bulk)  CI 

Dry  Breeze CI 
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Environmental  Odor  Counteractant    ....  CI 

Environmental  Odor  Digestor  CI 

Expel   F2 

Foam  Away  C2 

Foaming  Germicidal  Disinfectant 

Cleaner   C2 

Jelled  Vandal  Mark  Remover  CI 

Orange  Power  Foam  CI 

Orange  Rough  Touch    E4 

Problem  Solver  CI 

Royal  Vision   CI 

Stainless  Steel   CI 

Super  Orange  Cleaner  Degreaser  CI 

Synergized  Liquid  Alive  Bacteria    L2 

Paper  Products  Company,  Inc. 

R.P.  75  CI 

Paper  Products/ 
Maintenance  Prod.  Division 

Palleteer  Deep  Blue  Glass  Cleaner CI 

PC  Vari  Stainless  Steel  Cleaner/Polish  CI 

PC  104Geraldine   A4 

PC  105  Steam  &  Pressure  Degreaser  ..  Al 

PC  110  Daisy    Al 

PC  113  Something  Else    CI 

PC  126  Dissolve  Al 

PC  127  Liquid  Chisel  Al 

PC  133  Liquid  Assualt  L2 

PC  138  pH7  Neutral  Cleaner  A4 

PC  150TopFlite    A4 

PC  204  Cherry  Bouquet  CI 

PC  216  Lemon  Citrus  CI 

PC  403  Foam  Away  Defoamer  Concen- 
trate    Al 

PC  502  Vehicle  Cleaner  Al 

PC  71  Big  John  C2 

PC  72  Little  John    C2 

PC  85  Disinfectant  Deodorant   CI 

PC  88  Foaming  Germicidal  Cleaner    ..  CI 

Paper  Supply 

Coconut  Oil  Hand  Soap  Concentrated  ..  El 

Paper  Supply  Co. 

Mello-Brite    A7 

Prevent  CI 

Scrren-Kleen   CI 

Paper  Supply  Company 

Foaming  Cleaner  Al 

Kim-Eez A4 

Super  Pro  A4 

Parachem  Corporation 

Cleaf El 

Cleaf-300  El 

Paradise  Soap  Company 

Space  Age  K-2001    Al 

Paradyne  Technologies,  Inc. 

Formula  One   Al 

Formula  Two  Al 

Parafirma  Kft 

Biogrease  HI 

BiogreaseT  HI 


Paragon  Products,  Incorporated 

Ex-Pel    Al 

Impact   A4 

Regent   A4 

Paragon  Professional  Pest  Control 
Prods. 

Conquer  Residual  Insecticide  Concen- 
trate    F2 

Paramount  Chemical  Company 

PC-101  A4 

Paramount  Chemical  Corp. 

Power  A4 

Paramount  Environmental,  Inc. 

Para-Zyme  CI 

Paramount  Pest  Control  Service, 
Inc. 

Doc  Kilzum  Fl 

Paramount  Products 

Alaska    A5 

BZ-538  A3 

Cadet   Dl 

Charger    Al 

Cleo  Al 

Colt    A4 

Do-All   L2 

Foam  Clean  Al 

Green  Max  A4 

KV  237    A3 

Mustang  A4 

Nice  Hands    Al 

PH-7  A4 

Sani-Rinse   D2 

So  Fresh  Bl 

Target  Al 

Paratherm  Corporation 

Paratherm  NF    HUM 

Pariser  Industries,  Inc. 

"Deo-Trex"    CI 

All  Power Al 

Bac-Soft  B2 

Bleach  20  C Bl 

Boiler  Water  Treatment    G6 

Break  C-l  Plus    Bl 

Charger  03  Bl 

Charger  51  Bl 

Chlorex  M  Bl 

Chlorex  T Bl 

Complete-C  Al 

CFC  Concrete  Floor  Cleaner   A4 

De-Lime  A3 

DG  Solvent   B2 

Ecco  Bleach  Bl 

Glo-Win  Al 

Grease-Off  A8 

In-Thox  II    B2 

LX-Lab    Bl 

Mldew-Not  Bl 

Mop-Oil  Bl 

Mr.  Drain  Opener  LI 

Nasp  B2 

Neutrachlor   Bl 

Nonic  B2 

Nonic  NA    B2 


Nu-Orth   Bl 

NASOP    B2 

One  Shot  Plus   Bl 

Organic  LGAF G6 

Orth  S    Bl 

Oven  Eze  A8 

P.C.  Softener  B2 

P.O.G B2 

Para  Bleach  20    Bl 

Para  Det  HS Bl 

ParaDetLS  Bl 

Para  Det  LS/CCL    Bl 

Para  Soft    B2 

Para-Brite-C Bl 

Para-LD  Bl 

Para-N-Brite Bl 

Para-N-Surf  B2 

Para-N-SurfP    B2 

Para-Pan  Al 

Paracid  G7 

Paracor  CP G7 

Paracor  1    G7 

Paracor  1021   G7 

Paracor  1200   G7 

Paracor  911    G7 

Paraline  pH  LP   G6 

Paraline  pH  LP  20 G6 

Paraline  Alkali  G6 

Paraline  BWT  LH  G6 

Paraline  BWT/FG   G6 

Paraline  Catalyzed  Sulfite  M   G7 

Paraline  LAF  G6 

Paraline  NAO    G6 

Paraline  OTL  PI 

Paraline  P-5-S   G6 

Paraline  P-75-S   G6 

Paraline  Paraplex  P3  G7 

Paraline  Phosphate    G6 

Paraline  PPS-P    G6 

Paraline  P100S    G6 

Paraline  S/R  #1    G7 

Paraline  SR/2  G6 

Paramine    G6 

Paraplex  P-2  LH  G7 

Paraplex  P100   G6 

Paraplex  P2  G7 

Paraplex  005    G7 

Paraplex  155    G7 

Parasperse  2G7  G7 

Parasperse  837N   G6 

Parazine  G6 

Pearl  Starch  B2 

Plate-Mate  K-E-X  Plus  Al 

Poly-Ox   Bl 

Pot  Shot  Al 

Pot  Stuff    Al 

Pro-Tile   A4.C2 

Protile  Concentrate   CI 

Purpose  HF  A4 

PC  Bleach   Bl 

PH  Liquid    G6 

Resin  Sweet  PI 

RXR  Bl 

Safe  &  Brite  PC    Bl 

Special  Starch  A   B2 

Spot-Less  B2 

Spot-Shot  Bl 

Spray  A  Mop  B2 

Stain  F  Bl 

Suds  Booster  Bl 

T-AGR-100  G5.G7 

Table  Talk  B2 

Ware-With-All  Al 

0  m  S    Bl 

Parish  Maintenance  Supply  Corp. 

Auto-Mated  Cleaner   A4 

Parish  Supply  Corp. 

Big  Gee   A4 
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Creme  Cleanser  A6 

Safety  Clean    K2 

Stainless  Steel  And  Metal  Polish  A7 

Stainless  Steel  Cleaner   CI 

Parke-Hill  Chemical  Corp. 

Boiler  Water  Treat.  No.  10  G6 

BWT  No.  1    G6 

BWT  No.  2  G6 

BWT  No.  3  G6 

BWT  No.  4  G6 

Cesspool  Wizard  LI 

Chloro-Kleen  CI 

Econokleen    Al 

Liquid  Drain  Whizz    LI 

Parker  Cleaning  Products,  Inc. 

HD  Detergent    Al 

Parker  Company,  The/ 

Oxy  Metal  Industries  Corporation 

Hi-Foam  FP-55   Al 

Parco  Cleaner  FP-17  Al 

Parco  Cleaner  FP- 24  Al 

Parco  Cleaner  FP-46  A2 

Parco  Cleaner  FP-5  A3 

Parco  Cleaner  FP22 Al 

Parco  Cleaner  FP32 Al 

Parco  Cleaner  FP39 Al 

Parco  Cleaner  FP41  A2 

Parco  Cleaner  FP43 A2 

Transport  Cleaner  2172-T A2 

Transport  Cleaner  2331T    Al 

Transport  Truck  Wash  2223-T  Al 

Parkmont  Products 

Alcodine CI 

Alcodine  n CI 

Parkway  Research  Corporation 

Action  All  Purpose  Geaner  CI 

Airborne  Multi-Purpose  Insecticide  Fl 

Blast  Al 

Blow-Away   A4 

Break-Up  LI 

Burst  Disinfectant  Foam  Cleaner  CI 

BWT    G6 

C.T.T G7 

Chain  &  Cable  Lubricant  H2 

Clean-Bowl   C2 

Cleans-All    A4 

Coil  Nu  Plus   A4 

Dead-Bug Fl 

Destroy  Residual  Insecticide F2 

Dri  Moly  Lubricant  H2 

Electra-Clean  K2 

Fogacide  Room  Fogger Fl 

Gripper PI 

Invisible  Skin  Shield  Cream  E4 

Kleen  Waterless  Hand  Cleaner E4 

Lube-San  White  Grease   H2 

Mechanics  Friend  Penetranting  Lubri- 
cant      H2 

Nu-Drain   LI 

One  Stop  Battery  Terminal  Clnr  &  Pro- 
tec PI 

R.K.  LX    Al 

R.K.  XXI  El 

Remove  Oven  and  Grill  Cleaner   A8 

Rid  Moisture  Guard    H2 

Safe-Clean  A3 

Sewer  Zyme L2 

Sewer-Clean CI 

Sheen  A4 

Shine    A7 

Slip  Dry  Silicone  Spray  (Aerosol)  HI 


Steam  Off    Al 

Steam-X  Al 

Tile  Nu A3 

Venus  Industrial  Deodorant    CI 

White  A4 

Parr  Inc. 

ES>.  Hydroil  83  H2 

Hydroil  AW  32  H2 

Hydroil  AW  46  H2 

Hydroil  AW-68  H2 

Plastilube  Moly  No.  3  H2 

Plastilube  No.  1  H2 

Plastilube  No.  2  H2 

Plastilube  WS  Light    H2 

Rotary  Screw  Air  Compressor  Oil  H2 

Parramar  Enterprises 

Parrachem    A4.A8 

Part  Works,  Inc.,  The 

Gel-Grease  White  Grease   H2 

Sil-Ez  Silicone  Spray    HI 

Partners  Maintenance  Supply,  Inc. 

Super  Foam  C2 

Parts  Associates,  Inc. 

Aero-Chem  Deep  Clng  Brute  Grit  w/Vol 

Pum  E4 

All  Purpose  Cleaner   A8 

Anti  Seize    H2 

Brute  Magic  Oil    H2 

Contact  Cleaner  K2 

Glass  Cleaner CI 

Grease  Gun  In  a  Can    H2 

Hi-Grade  Silicone  HI 

Odor  Out  Part  No.  84895  CI 

Safety  Solvent  K2 

Tef-Gel  H2 

Parts  Service  International,  Inc. 

PSI  N3000  H2 

PSI  PAO2000    HI 

PSI  S3000   H2 

PSI  S4000   H2 

Partsmaster/ 

A  Division  of  NCH  Corporation 

An-Slick    H2 

AG-1000    H2 

Belt-Buddy    PI 

Cushion    HI 

Incredi-Blend  H2 

Lub-Dri    HI 

Perma-Gear   H2 

Porta-Cool  (Aerosol)  H2 

Spray-Loose H2 

Tac-Guard   K2 

Withstand H2 

Pase  Corporation 

A.T.W A3 

Force  22D   A4 

Tile  Cleaner A4 

Pasquale  Food  Company 

Ammoniated  All  Purpose  Cleaner   A4 

Institutional  Liq  Dm  Pipe  Opnr  &  Maint  LI 

Liquid  Hand  Dish  Wash  Al 


Patclin  Chemical  Co.,  Inc. 

#313-P.C.  Cleaner  Al 

K  &  W  #307-Floor  Cleaner  A4 

K  &  W  323NF  General  Purpose  Cleaner  Al 
Patclin  #368-KW  Al 

Patco,  Inc. 

Breakaway  Al 

Patrick  Cudahy  Incorporated 

7601  Standard  Detergent Al 

7602  Chlorinated  Detergent   Al 

7606  Smokehouse  Detergent    A2 

Patterson  Company,  Inc. 

Adjunct  A' G6 

Patterson  Laboratories,  Inc. 

Blue  Ribbon  Bleach    D2 

Patterson  Specialties 

Greasebuster  2  Al 

Pot  &  Pan  Lotion    Al 

Paulsen  &  Roles  Laboratories 

Alphastat  Spray  And  Wipe  Germicidal 

Clnr  CI 

Blue  Hawaii  EI 

Bowl  Tamer  Daily  Use  Bowl  Cleaner      C2 

Causti-Chlor    Al 

Clean  Sheen  A7 

Clean-All  A4 

Cream  Cleanser  A6 

Crete-Clean   Al 

Crystal  Glass  and  Utility  Cleaner CI 

Cutter  Al 

Dish  Brite    Al 

Dri-Bleach  Bl 

Glisten   A4 

Grease  Lightning  Al 

Knockout  Heavy  Duty  Bowl  Cleaner  ..    C2 

Liquid  Hand  Soap  El 

Medistat  Hospital  Disinfectant  Deodo- 
rant       C2 

Non-Acid  Restroom  Cleaner C2 

Oven  Brite  A8 

Pink  Lotion   E4 

Power  Gel    A4 

Radiance    Bl 

Rambo  Mark  Remover  CI 

Reflection  Stainless  Steel  Clnr  &  Polish  CI 
Sani-Cleanse  Bowl,  Tile  &  Porcelain 

Clnr  C2 

Spray-Away  A4 

Super  Dazzle  Plus  Bl 

Super- Strip  Foaming  Degreaser  Cleaner  Al 
Three-In-One  Odor  Counteractant   CI 

Peat  Belting  &  Supply  Company 

Belt  Dressing  PI 

Peck's  Products  Company 

#450  Dishwashing  Compound   Al 

Asepte*    El 

Aseptrol   El 

Blu-Fome  A4 

Britex  A2 

BNC  Al 

BNC-A  Al 

BNC-M    PI 

BNC-P  A6 

Cleanser  AC    Al 
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Compound  702    Al 

D.C.S D2 

Degreaser  Al 

Deo  Clean  B    CI 

Duo  Lube H2 

Foamtrol    Al 

Freen    CI 

Glycerole  17%  El 

Glycerole  20    El 

Glycerole  20%  Liquid  Soap  El 

Glycerole  40%  Concentrtd  Liq.  Soap    ..  El 

Heavy  Duty  Pexide  A2 

K-3  A4 

L.G.C.  Lemon  Odored  Germicidal 

Cleaner   A4.C1 

Laboratory  Glass  Cleanser   Al 

Lemon  Odored  Pepco  DC CI 

Liquid  "Squeek"    Al 

Liquid  Pexchlor  Dl 

Liquid  TriSodium  Phosphate  (T.S. P.)       Al 

Liquilube  Conveyor  Lubricant   H2 

M.G.C.  Mint  Odored  Germicidal 

Cleaner  CI 

Master  Muscle  A4.A8 

N.B.C Al 

No  Phos  Bl 

No.  201  Jell-Lube  H2 

No.  213  Jell-Lube  H2 

No.  216  Jell-Lube  H2 

No.  431  Bar-Lube  H2 

No.  710  Chlorinated  Dshwshng  Cmpnd.  Al 

No.  77  Detergent  Al 

Ox    Bl 

P.G.C.  6  CI 

Peckleer  A2 

Pepco  Add  Al 

Pepco  AP  CI 

Pepco  Can  Cleaner  717  A2 

Pepco  Concentrated  General  Purpose 

Clnr Al 

Pepco  D-C  Plus  Dl 

Pepco  DC Dl 

Pepco  Foam  Al 

Pepco  Freeze  A5 

Pepco  GP  Conveyor  Lubricant  A1JJ2 

Pepco  GP  25  Conveyor  Lubricant      A1.H2 

Pepco  NC  #463   Al 

Pepco  Pan  Acid  719   A3 

Pepco  Pan  Alkali  718  A2 

Pepco  QK    A4.A8 

Pepco  Shine  PI 

Pepco  Soft  400    B2 

Pepco  Spray  143  Al 

Pepco  SQK    A4.A8 

Pepco  Winter  Lube  H2 

Pepco  107    A4 

Pepco  152    Al 

Pepco  1605    CI 

Pepco  1606    CI 

Pepco  1607    Al 

Pepco  1608    Al 

Pepco  1609    CI 

Pepco  1610    Al 

Pepco  260    A3 

Pepco  295    El 

Pepco  310  Conveyor  Lubricant    E1J42 

Pepco  315  Hand  Soap  El 

Pepco  330    A1.E1  JJ2 

Pepco  408    Al 

Pepco  410    Al 

Pepco  415    C2 

Pepco  418    C2 

Pepco  460    Al 

Pepco  477  Egg  Wash   Ql 

Pepco  485    A2 

Pepco  490  Acid  Detergent   A3 

Pepco  493    A2 

Pepco  553    A4 

Pepco  707    Al 

Pepco  714    A2 

Pepco  716    A2 


Pepco  720    A3 

Pepco  724    Al 

Pepco  725    Al 

Pepco  732    A3 

Pepco  914    Al 

Pepco-Lube   H2 

Pepcochlor  916   Al 

Pepcocide  D2.Q3 

Pepcodex   A4 

Pepco!  C-110  A1.H2 

Peptize  Al 

Pex  Foaming  Degreaser    Al 

Pex  General  Cleaner  715    Al 

Pex  Granular  Al 

Pex-Cide  Liquid  Conveyor  Lubri- 
cant       A1K2 

Pex-O-Dine  1.75   D2.E3 

Pex-O-Matic  Liq.  Conveyor  Lubri- 
cant      A1JJ2 

Pex-San  Rinse  D2 

Pexan  Al 

Pexchlor  Dl 

Pexell  Al 

Pexide  Heavy  Duty  Chlorinated  Al 

Pexlar  A2 

Pexolv  #489  Acid  Detergent  Sanitizer     A3 

Pexsyn  586    A4 

Pexsyn  596    A4.A8 

Pivot  Bl 

PC-Lube  HI 

PEX  Lotion   Al 

Restaurall  Al 

Sanisoft    B2 

Scaltrol  Al 

Skinny   Al 

Special  40    El 

Spray  66  A4 

Sprazo    Al 

Super  Break  Bl 

Super  Britex  A2 

Super  CC  Code  P-478    Al 

Super  Pexide   Al 

Super  Pridex  Code  P-471    Al 

Super  703 A4.A8 

Swing  Guard   B2 

Syn-Lube  A1.E1.H2 

Syn-Lube  Special    H2 

Terge-Off  A4 

Truly    A3 

White  Lotion  A4.A8 

X-Stain  Bl 

76%  NA20  Caustic  Soda    A2 

Pecora  Corporation 

Dynatrol  I    PI 

NR-2-1  One  Part  Self-Leveling  Urth 

Seal PI 

Pecora  AC-20  Acrylic  Latex  Calk  PI 

Pecora  864  Architectural  Silicone  Seal.    PI 
Pecora  895  Silicone  Building  Sealant    ..  PI 

Peerless  Chemical  Company 

#536  Kleenzall  CI 

#812-S  Liquid  Hand  Soap    El 

Bulldozer  CI 

NB-139    Al 

Peerless  No.  333  Al-Pine  All  Purp.  Clnr.  Al 
Spraykleen  No.  901-1   Al 

Peerless  Paper  Mills  Inc. 

#350  Heavy  Duty  Cleaner-Degreaser  ..    A 1 

Peerless  Products 

Activate   Al 

Low  Foam  #2    Al 


Peerless  Products  Company 

Boss  A4 

Disinfectant  Cleaner   A4 

Foam-Away  A4 

Hypine  Disinfectant CI 

Stainless  Steel  Polish    A7 

Peet  Packing  Company 

Farmer  Peet's  Acid  CI.  Galvanized    ....  A3 

Farmer  Peet's  Acid  CI.  Stnls  Steel  Only  A3 

Farmer  Peet's  General  Purpose  Clnr.   ..  Al 

Farmer  Peet's  Liq.  Gen.  Purpose  Clnr.  Al 

Farmer  Peet's  Roller  Cleaner    A2 

Farmer  Peet's  Smokehouse  Cleaner  ....  A2 

Pegler  &  Company 

Peg  Disinfectant  Deodorant    C2 

Peg  Germicidal  Foam  Cleaner  CI 

Peg  Insect  Killer  Fl 

Peg  Insecticide  for  House  and  Garden  ..  Fl 

Peg  Prilled  Drain  Opener   LI 

Peg  Silicone  Spray    H2 

Pen  Companies  of  North  America 
Inc. 

Sure-Zyme  2500  Digestant  L2 

Penetone  Corporation 

'Tamed  Iodine"  Scrub E2 

Brawn Al 

Bug-A-Bye  Spray   Fl 

Citrikleen  CI 

Citriklecn  ECO   CI 

Citrikleen  HD    CI 

Citrikleen  Mod    CI 

Cling  500  Al 

Formula  990    A3 

Formula  991    A3 

Four-Way  H2 

Grime  Fighter    E4 

Inhibisol  (Spray)   Kl 

Kleenite   Al 

Kleenite   Al 

KAR-M-1  Al 

Lotion  Hand  Cleanser  E4 

Lotsa  Lemon   E4 

Lube  2017   H2 

Lubrisil    HI 

Pen-Strip  A   PI 

Penblitz  200H   A4 

Penblitz230M  Al 

Penblitz  262H   A4 

Penblitz  327L    A4 

Penblitz  406L    A4 

Penblitz  564M  Al 

Penblitz  583L    A2 

Penblitz  623L    Al 

Penblitz  644M  A4 

Penesolve#l  Blue  Al 

Penesolve  208   A2 

Penesolve  220-A   A2 

Penesolve  902   Al 

Penetize   A4 

Penetone  DC   CI 

Penetone  145  A4 

Penetone  166  Al 

Penetone  169  Al 

Penetone  426  A4 

Penetone  66  Al 

Penetone  722  CI 

Penetone  722-B  CI 

Pennesolve  206   Al 

Penpower  150H  A2 

Penpower  220L  Al 

Penpower  225L  Al 

Penpower  300L  A2 
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Penpower  375L  A2 

Penpower  430L  A2.C3 

Penpower  500L  Al 

Penpower  605L  A2 

Penpower  690L  Al 

Pensolv  C68    K2 

Power  Cleaner  Al 

Power  Cleaner  155    A4 

PC-6  A4 

PL-998  A3 

QXL  A4 

Rapidyne   D2 

Residol-Plus  F2 

Salubrite  Dl 

Sanikleen  Dl 

Scrub-Up  E2 

Senior A4 

Slix  Al 

Special  Castile-Savole El 

Steam  Kleen    A2 

Super-Cidol   F2 

Tamed  Iodine  Cone.  Rapidyne  Germcd- 

Sntzr  G5 

Teramine  NR  D2 

TPC  Solvent    Kl 

Valuclean  Al 

Vaposector  Fl 

Waterless  Handcleaner   E4 

Wescodyne  CA   D2 

West  D-Trans  U    Fl 

West  Fog  Fl 

West  Scrub    E2 

Westamine  X  Dl 

Westosan   Dl 

Westpower  Al 

WEDAC A3 

Peninsula  Maintenance  Supply 

Super  Degrease   Al 

Peninsular  Paper  Company 

Big  Power   A4 

Big  Richard  Bl 

Big  Suds    Al 

Blast  A4 

Blitz  Fl 

Boast    A131 

Bullseye  Water  Based  Insecticide    F2 

Chemi-Clean    CI 

Citru-Clean    CI 

Clean  Hands    El 

Dissolve  C2 

Down  N  Out   LI 

Easy  Clean  A8 

Floor  Power  A4 

Foam  Power Al 

Gentle  Power  Al 

Glisten  CI 

Grease  Eater    A8 

Invisible  CI 

Lime  Power  A3 

Mint-A-Clean CI 

Multi  Power Al 

Odor  Eater  Plus  CI 

Pen  Clean CI 

Pen  Strip    CI 

Pen-A-Dyne  D2 

Piney  Woods  CI 

Radiance   C2 

Sani-Aide  CI 

Sani-Hands El 

Sam-Soak D2 

Shine  Up   A7 

Shiney  Top    A7 

Sky  Blue    C2 

Smash  Residual  Insecticide F2 

Strong  Arm    A2 

Sun  Power  Al 

Sunny  Suds   CI 

Super  Blitz  Fly  &  Insect  Spray    Fl 


Super  C   CI 

Triumph  F2 

Washn'  Shine  Al 

Yield    LI 

Penn  State  Industries 

All  Purpose  Powdered  Cleaner Al 

Detergent  200    Al 

Penn  Sorb    Jl 

Penn  State  Concentrate  Al 

Penn  State  White  Oil    HI 

PS-250  Kl 

Penn  Valley  Chemical  Co.,  Inc. 

Mellow  Orange  Solvent    C1JC1JC3 

NB-1    Al 

Penner,  L.  C.  Company 

CLP.  Cleaner   Al 

CGC  Al 

General  Cleaner  #3  Al 

H.T.S.T.  No.  5  A2 

Milkstone  Remover  A3 

Natol    Al 

Powdered  MSR  A3 

Soaker  Alkali  No.  2    A2 

Solve*  Cleaner    A4 

Thirty-Three  Alkali  A2 

Pennsylvania  Paper  &  Supply  Co. 

PV-712 C3 

Penntex,  Inc. 

Acid  De-Limer/Detergent  A3 

Bull's  Eye  Silicone  Spray  HI 

Chain  &  Cable H2 

Foam  Cleaner    CI 

Mr.  Kool    H2 

Nut  Buster  H2 

Pennlube    H2 

Penntex  Plus    Al 

Safety  Solvent  K2 

Pennwalt  Corporation 

Caliber  Al 

Carvac   Al 

Clor   Dl 

Cloree B2 

Cloreze Bl 

Color-Mix    B2 

Crystal  Caustic  Soda  A2 

CR219    Kl 

Detergent  R-100    Bl 

Detergent  3093    Bl 

Flake  Caustic  Soda   A2 

Innovator  B2 

Knox  Out  2FM  Insecticide  F2 

L.P.  Bleach    B2 

Liberate   Bl 

Liqui-Plus  Detergent/Bleach  Bl 

Liqui-Plus  Emulsifier   Bl 

Liqui-Plus  Industrial  Alkali    Bl 

Liqui-Plus  Linen  Alkali    Bl 

Liqui-Plus  S/N  Bl 

Liqui-Plus  Stain  Remover Bl 

Liquidator    B2 

Nu-Trox  Bl 

Orthosil    Bl 

Pennbild  Bl 

Pennico  Plus    Bl 

Pennseq    Bl 

PennsourfTM)    Bl 

Pennwalt  M-S-A   Bl 

Pensal-M   Bl 

Pensco  Bleach  Bl 


Pensco  Laundry  Starch  B2 

Pensuds    Bl 

Pentrox3115  Bl 

Polysol  Bl 

Powdered  Pennsoft-G   B2 

Prem  Bl 

Premko  Liquid  Conditioner    B2 

Premko  Liquid  Detergent  Bl 

Rendette  Bl 

Sparkette    Bl 

Syn-Clor  Extra Bl 

Ultrasil  Bl 

Uniform  Grade  Laundry  Starch   B2 

Vitex    Bl 

Wheatex  B2 

Whitegard    B2 

Pennzoil  Products  Company 

AW  Hydraulic  Oil  100  H2 

AW  Hydraulic  Oil  150  H2 

AW  Hydraulic  Oil  32  H2 

AW  Hydraulic  Oil  46  H2 

AW  Hydraulic  Oil  68  H2 

Cylinder  Oil  #8  H2 

Drakeol  15  (Deep  Well  Pump  Oil)    ....  HI 

Gear  Plus  SAE  80W- 140    H2 

Glycol  FR  Fluid    H2 

GL-4  Gear  Lubricant  SAE  80W-90  ....  H2 
Hydra-Flo  Dexron  II  Auto.  Trans.  Fluid  H2 

HD  200  Motor  Oil  SAE  10W    H2 

HD  200  Motor  Oil  SAE  10W-30  H2 

HD  200  Motor  Oil  SAE  20W-20  H2 

HD  200  Motor  Oil  SAE  30    H2 

HD  200  Motor  Oil  SAE  40    H2 

HD  200  Motor  Oil  SAE  50    H2 

Long  Life  Motor  Oil  SAE  20W/20   ....  H2 

Long-Life  Motor  Oil  SAE  10W  H2 

Long-Life  Motor  Oil  SAE  15W^»0  ....  H2 

Long-Life  Motor  Oil  SAE  30  H2 

Long-Life  Motor  Oil  SAE  40  H2 

MolySulfide  EP  Grease  704  H2 

Multi-Purpose  E.P.  Gear  Lube  No.  4092  H2 
Multi-Purpose  E.P.  Gear  Lube  No.  4140  H2 

Multi-Purpose  Gear  Lube  No.  4096  ....  H2 

Multi-Purpose  White  Grease  705  H2 

Multi-Service  GL-1  SAE  80W-90   H2 

Multi-Service  SAE  85W-140   H2 

Multi-Service  80W-90  Gear  Lubricant  H2 

MD  600  Motor  Oil  SAE  10W  H2 

MD  600  Motor  Oil  SAE  15W-40    H2 

MD  600  Motor  Oil  SAE  20W-20    H2 

MD  600  Motor  Oil  SAE  30  H2 

MD  600  Motor  Oil  SAE  40  H2 

MD  600  SAE  50  H2 

Peaco  Oil  100   H2 

Peaco  Oil  32   H2 

Peaco  Oil  46   H2 

Peaco  Oil  68    ffi 

Pennhth  710  EP  Grease    H2 

Pennlith  711  EP  Grease   H2 

Pennlith  712  EP  Grease    H2 

Pennzbell  AW-100    H2 

Pennzbell  AW-150    H2 

Pennzbell  AW-22    H2 

Pennzbell  AW-32   H2 

Pennzbell  AW-46    112 

Pennzbell  AW-68    H2 

Pennzbell  AWX  Multi- Vis  Hydraulic 

Oil  H2 

Pennzbell  Dexron-II    112 

Pennzbell  MV  3246    H2 

Pennzbell  RO  150  H2 

Pennzbell  RO  220  H2 

Pennzbell  RO  320  H2 

Pennzbell  RO-100  H2 

Pennzbell  RO-22  H2 

Pennzbell  RO-32  112 

Pennzbell  RO-46  112 

Pennzbell  RO-68  H2 

Pennzcom  A  100  Compressor  Oil    H2 

Pennzcom  A  32  Compressor  Oil   H2 
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Pennzcom  A  46  Compressor  Oil   H2 

Pennzcom  A  68  Compressor  Oil   H2 

Pennzcom  HV  188    H2 

Pennzcom  R-68  H2 

Pennzcom  S  32  H2 

Pennzcom  S  46   H2 

Pennzcom  S-100   H2 

Pennzcom  S-150   H2 

Pennzcom  S-68   H2 

Pennzgear  ISO  VG  150    H2 

Pennzgear  ISO  VG  220    H2 

Pennzgear  ISO  VG  320    H2 

Pennzgear  ISO  VG  460    H2 

Pennzlube  Polyurea  EP  2   H2 

Pennzoil  Adhezoplex  EP  2  Grease H2 

Pennzoil  ATF  Automatic  Trans.Fluid  H2 

Pennzoil  Gearplus  Super  SAE  75W-90  H2 
Pennzoil  Premium  Wheel  Bearing  Grs. 

707L   H2 

Pennzoil  TTM  EP  Grease  302  H2 

Straight  Mineral  Gear  Lube  No.  409  ..  H2 

Super  Maxol  100  EP  Gear  Oil  H2 

Super  Maxol  150  EP  Gear  Oil  R2 

Super  Maxol  220  EP  Gear  Oil  H2 

Super  Maxol  320  EP  Gear  Oil  H2 

Super  Maxol  460  EP  Gear  Oil  H2 

Super  Maxol  68  EP  Gear  Oil  H2 

Super  Maxol  680  EP  Gear  Oil  H2 

Supreme  Duty  Fleet  Motor  Oil  SAE 

15WM0  H2 

Therma-Solve    H2 

Ulmax  MV  80W140  H2 

Utility  Hydraulic  Oil  ISO  32   H2 

Utility  Hydraulic  Oil  ISO  46   H2 

Utility  Hydraulic  Oil  ISO  68    H2 

White  Food  Processing  Machinery 

Grease  HI 

Z-7  HD  Motor  Oil  SAE  20W-20  H2 

Z-7  HD  Motor  Oil  SAE  30    H2 

Z-7  HD  Motor  Oil  SAE  40    H2 

Penreco 

Amber  Petrolatum  NF HI 

Drakeol  10  HI 

Drakeol  13  HI 

Drakeol  15  HI 

Drakeol  19  HI 

Drakeol  21  HI 

Drakeol  32  HI 

Drakeol  33  HI 

Drakeol  34  Mineral  Oil  USP   HI 

Drakeol  35  HI 

Drakeol  5  HI 

Drakeol  6  HI 

Drakeol  7  HI 

Drakeol  9  HI 

Parol  100  HI 

Parol  60  HI 

Parol  70  HI 

Parol  80  HI 

Peneteck  HI 

Penreco  Blond,  Petrolatum,  USP  HI 

Penreco  Regent  White  Petrolatum  USP  HI 

Penreco  Snow,  White  Petrolatum,  USP  HI 
Penreco  Ultima,  White  Petrolatum,  USP  HI 

Sontex  100  NF    HI 

Sontex  130  NF    HI 

Sontex  150  NF    HI 

Sontex  190  USP    HI 

Sontex  210  USP    HI 

Sontex  330  USP    HI 

Sontex  350  USP    HI 

Sontex  55  NF    HI 

Sontex  70  NF    HI 

Sontex  75-T  HI 

Sontex  85  NF    HI 

Sontex  85-T  HI 

Sontex  95-T  HI 

Spray  Type  Tro-Grees  4529  HI 

2251  Oil  HI 

2263  Oil  HI 


4460  White  Mineral  Oil   HI 

4461  White  Mineral  Oil   HI 

4462  White  Mineral  Oil   HI 

4463  Oil  HI 

6970  Oil  HI 

People's  Janitorial  Supply 

Magic  Foam CI 

Super  Stuff CI 

Percy  Harms  Corporation 

Slide  Silicone  Spray  Lube    HI 

Perdue  Inc. 

Perdue  Acid  Foam  Cleaner  5299  A3 

Perdue  Chlorinated  Foam  Cleaner  5335  Al 

Perdue  CIP  System  Cleaner  3451    Al 

Perdue  Foam  Cleaner  5390 Al 

Perdue  Foam  On  5269    A3 

Perdue  Food  Plant  Safety  Solvent 

5743    H1JC1 

Perdue  General  Purpose  Cleaner  3280  Al 

Perdue  HD  Acid  Cleaner  5293  A3 

Perdue  Kleen  Foam  5277  A3 

Perdue  Liquid  General  Cleaner  5334  ..  Al 

Perdue  QSR  Cleaner  3238    Al 

Perdue  Shackle  Cleaner  3450  A2 

Perdue  Super  Foam  Cleaner  5319   Al 

Perdue  Tray  Wash  5336  Al 

Perdue  Ultra  Foam  Cleaner  5316  A8 

Perfection  Corporation 

Perfect  Polish A7 

Performance  Industries,  Inc. 

Safe-T-Thaw    CI 

Performance  Products,  Inc. 

BD^5    G6 

CW-138  G5.G7 

FAE-16    G6 

KOS-32   G6 

KSD-19   G6 

LBP-13    G6 

LBP-15    G6 

LPC-75    G6 

NFA-100   G6 

OS-32 G6 

Perma-Brite/ 

Div.  of  Bradford  Industries,  Inc. 

APD  Concentrate A4 

Tile  Brite  CI 

Permadyne  Chemical  Corporation 

Sidekick  Heavy  Duty  Cleaner    A4 

Sidekick  Laundry  Detergent  Bl 

Permatex  Company,  Inc. 

Aviation  Form-A-Gasket PI 

Form-A-Gasket  Number  2   PI 

Permatex  Industrial  Corporation 

After  Lock  Penetrating  Threadlocker  ....  PI 

Anti-Seize  Lubricant  H2 

Belt  Dressing  PI 

Black  Silicone  Rubber  Adhesive  Sealant  PI 

Bolt  Guard  Thread  Dressing  PI 

Cleaning  Solvent  K1JC2 

D.L.F H2 


Gasket  Remover    PI 

Gear  Chain  And  Cable  Lubricant H2 

Locks  Nuts  Removable  Threadlocker    ..  PI 

Maintain  Lubricant   H2 

Natural  Blue    CI 

Permatex  Activator   PI 

Permatex  Handy  Gasket  Fast  Cure  Seal- 
ant    PI 

Press  Fit  Repair  PI 

Seals  Pipes  PI 

Secure  Gears  Press  Fit  Assist  PI 

Silicone  Adhesive  Sealant  Aluminum    ..  PI 

Silicone  Lubricant  HI 

Silicone  Rubber  Adhesive  Sealant  White  PI 
Solvo  Rust  Super  Penetrating  Oil    H2 

Permite/Metroplex  Labs 

Arctic  Blue  Ice  Melt  Cleaner  A5 

Cherry  Blossom  CI 

Mean  Green  A4.A8 

Mean  Green  II  A4.A8 

Subdued  CI 

T-N-T  CI 

Permutit  Co.,  The 

Q102    PI 

Pest  Control  Equip.  Co.,  Div. 

Formulation  16    Fl 

PCE  Industrial  Aerosol  Fl 

Pest  Control  Supplies 

PCS  Blue-Green  Fly  Bait  F2 

Pestcon  Systems,  Inc. 

Fumitoxin    F4 

Pestex,  Inc. 

Freshen  Up  Carpet  Deodorizer  CI 

Pet  Chemicals 

Total  Release  Aerosol  Pyrethrin  Fl 

Peter  Eckrich  and  Sons,  Inc. 

Acid  Cleaner  A3 

Eckrich  #100  Cleaner  Al 

Eckrich  #110  Al 

Eckrich  #20  Cleaner  A2 

Eckrich  #30  Cleaner  Al 

Eckrich  #40  Cleaner  Al 

Eckrich  #50  Cleaner  A3 

Ecknch  #60  Cleaner  A3 

Eckrich  #70  Cleaner  Al 

Eckrich  #90  Cleaner  A2 

Eckrich  Acid  Cleaner-NP-Sl    A3 

Eckrich  Cleaner  #2-NP  Al 

Eckrich  Cleaner  #4-NP  A I 

Eckrich  Cleaner  #4K-NP    Al 

Eckrich  Cleaner  #5-NP  Al 

Eckrich  Hook  and  Trolley  Clnr-NP  ....  A2 

Eckrich  Liquid  Cleaner  #1    Al 

Eckrich  Lubricant   H2 

Eckrich  No.  88-NP  A2 

General  Cleaner  #2  Al 

Heavy  Duty  Cleaner  #9    A2 

Mechanical  Cleaner  #4  Al 

Mechanical  Cleaner  #4K Al 

Mechanical  Cleaner  #5   Al 

Peters-de  Laet,  Inc. 

Grime  Away    E4 
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Pen-Tech  Moisture  Barrier  H2 

Tech-Solv Kl 

Petlaw  Chemical  Ind-,  Inc. 

All  Pro  Cleaner-Degreaser   A4.A8 

HS-2000  Antiseptic  Hand  Soap   El 

Petro  Free  International,  Inc. 

FS  2000  Jl 

Petro  Products 

Bliss  E4 

Bliss  Hand  Cleaner  E4 

Cherry-Cide  F2 

Dn-Eze H2 

Petro  s  Alive  Bacterial/Enzymes  L2 

Safety  Solvent   Kl 

Safety  Solvent   K2 

Tar  A  Gone  Jell  Kl 

Petro-Canada  Inc. 

CalfloFG  HI 

Petro-Hydro  Chemical  Co.,  Inc. 

Boiler  Antifoam  pH  1510  G6 

Boiler  Antifoam  pH  1511  G6 

Boiler  Water  Treatment  pH  1235  G6 

Boiler  Water  Treatment  pH  1352  G6 

Boiler  Water  Treatment  pH  1401  G6 

Boiler  Water  Treatment  pH  1566  G6 

Boiler  Water  Treatment  pH  1818  G6 

Boiler  Water  Treatment  pH  1890  G6 

Boiler  Water  Treatment  pH  1991  G6 

Oxygen  Scavenger  pH  1331  G6 

Potable  Water  Treatment  pH  4918  G2 

Steam  Line  Treatment  pH  1712  G6 

Petro-Lon,  Inc. 

Slick  50's  Multi-Purpose  Grease    H2 

Petro-Tech  Services  Inc. 

Food  Machine  Oil  R&O  A/W  ISO  32  HI 
Food  Machine  Oil  R&O  A/W  ISO  46  HI 
Food  Machine  Oil  R&O  A/W  ISO  68      HI 

Petrochemicals  Company,  Inc. 

Petro  BAF  Al 

Petro  22  A4 

Petrofax 

Algex  Dl 

Aquafax  B-100    G6 

Aquafax  B-200    G6 

Aquafax  B-250    G6 

Aquafax  B-50    G6 

Aquafax  DS-1 11    G7 

Aquafax  DS-222  A3 

Aquafax  DS-55   A3 

Aquafax  F-90 G7 

Bio-Zyme  L2 

Bowltrol-X  C2 

Breakthru  L2 

Bnte  Work A7 

BD-100    PI 

Cancel    CI 

Clean  &  Guard    CI 

Coilbrite  PI 

Coilfax  PI 

CLR  A3 

Dairex    A3 

Derma  Pro  El 


Derma-Shield  E4 

Enzymatic  Formula  B  L2 

Flowz  PI 

Garbosol CI 

Golden  Gleem  Formula Al 

Groutex    A4 

GR-100    H2 

GR-600    HI 

Hide  Out    CI 

Laundrite  Bl 

Lectrofax   K2 

Lectron-X K2 

Lumabrite A3 

LMD    Al 

Mortar  X   A3 

Motivate  CI 

Mulsoil  CI 

No  Locks  H2 

Odorex  CI 

Omni    CI 

Oxidex   A3 

OG-10  (Aerosol)  H2 

OG-100    H2 

Penalube H2 

Petrocide  Contact  Insecticide  Fl 

Petrocoil  PI 

Petrodyne  A4.CI 

Petrokill  Bmd  Resdl  Insctcd  Baygon 

Type    F2 

Petrokill  H  F2 

Petrolene    CI 

Petromax    Al 

Petrophene  A4 

Petropine   CI 

Petropower A2 

Petrosol    A4.A8 

Petrotherm  LI 

Petrox  A3 

Porcelite  C2 

Powerfax  111  Al 

Powerfax  333 Al 

Powerfax  444 A3 

Punch  Out   E4 

PLC-200    H2 

PLC-300    K2 

Renoven  Oven  Cleaner  A8 

Revive   Al 

San-N-Dis  Disinfectant-Sanitizer  Deod.   D2 

Scalit    A3 

Secticide F2 

Silifax    HI 

Slidz  H2 

Sof-Treet   B2 

Sofsteam    Al 

Solvit  CI 

Spot  Out  Formula  2    K2 

Spots  Out  Formula  1  CI 

Stout  Homognzd  Metal  Porcelain&Tile 

Clnr  A6 

Stripp  C3 

Surge   El 

Trapsolv  CI 

Trapsolv  I    LI 

Trapsolv  U  CI 

Unisol    Al 

Unitrate    A4.C1 

Virofax  Disinfectant-Deodorant  CI 

Virofax  Hospital  Disinfectant  Deodorant  C2 
Zaparat  F3 

Petroferm  USA 

Bioact  Industrial  DG  3   CI 

Bioact  Industrial  DG1  CI 

Petron  International,  Inc. 

Petron  Plus  Food  Grade  Grease  HI 

PPX  Formula  7  Food  Grade  Grease  ....    HI 


PetroDynamics,  Inc. 

PetroDyn  COF-1000-15    HI 

PetroDyn  COF-1000-150    HI 

PetroDyn  COF-1000-220    HI 

PetroDyn  COF-1000-32    HI 

PetroDyn  COF-1000-46    HI 

PetroDyn  COF-1000-68    HI 

PetroDyn  COF-1008-100    HI 

PetroDyn  COF-1008-15    HI 

PetroDyn  COF-1008-150    HI 

PetroDyn  COF-1008-220    HI 

PetroDyn  COF-1008-32    HI 

PetroDyn  COF-1008-46   HI 

PetroDyn  COF-1008-68    HI 

PetroDyn  HLF-9053-32    HI 

PetroDyn  LOF-1017-15    HI 

PetroDyn  LOF-1017-5    HI 

PetroDyn  MOF-1017-100  HI 

PetroDyn  MOF-1017-150  HI 

PetroDyn  MOF-1017-1500  HI 

PetroDyn  MOF-1017-220  HI 

PetroDyn  MOF-1017-32  HI 

PetroDyn  MOF-1017-320  HI 

PetroDyn  MOF-1017-46  HI 

PetroDyn  MOF-1017-460  HI 

PetroDyn  MOF-1017-68  HI 

PetroDyn  MOF-1017-680  HI 

PetroDyn  MOF-2500-32  HI 

PetroDyn  MOF-2500-46  HI 

PetroDyn  MOF-2500-68  HI 

PetroDyn  PLC  9000-2 HI 

PetroDyn  SGF-1000-1  HI 

PetroDyn  VOF-1008-100   HI 

PetroDyn  VOF-1008-15   HI 

PetroDyn  VOF-1008-150    HI 

PetroDyn  VOF-1008-220    HI 

PetroDyn  VOF-1008-32   HI 

PetroDyn  VOF-1008-46   HI 

PetroDyn  VOF-1008-68   HI 

Pettibone  Laboratories,  Inc. 

Cryocide A4.C1 

Cryocide-20  A4.C1 

Pettibone-Chicago,  Inc. 

Sulfamic  Acid   A3 

Petrway  Oil  Co. 

Amoco  White  Mineral  Oil  No. 

35-U.S.P HI 

Amoco  White  Mineral  Oil  No.  5-NF  ..    HI 

Pfizer,  Incorporated 

Anti-Germ  55    D2 

Philips  ECG 

OZ100-12  Circuit  Refrigerant PI 

OZ100-16  Circuit  Refrigerant PI 

OZ 11 0-1 2  Circuit  Refrigerant  Anti- 
Static  PI 

OZ1100-12  Jet  Air  Cleaner    K2 

OZ1100-14  Jet  Air  Cleaner    K: 

OZ1600-23  Tape/Disk  Head  Cleaner  ..  K2 
OZ200-24  Electronic  Prod.  Dgrsr  & 

Wash  K2 

OZ300-24  All  Purpose  Degreaser  & 

Wash  K2 

OZ400-24  Contact  Cleaner K2 

OZ400-8  Contact  Cleaner  Kl 

OZ500-16  Contact  Cleaner  with  Lube  K2 
OZ600-20  Heavy  Duty  Flux  Remover  K.: 
OZ600-23  Heavy  Duty  Flux  Remover  K2 
OZ700-24  All  Purpose  Flux  Remover  K2 
OZ800-24  Computer/Tuner  Cleaner  ....  K2 
OZ800-8  Computer/Tuner  Cleaner K2 
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OZ900-16  Tuner  Cleaner  &  Lubricant  K2 

OZ900-8  Tuner  Cleaner  &  Lubricant  ..  K2 

PH100-14  Circuit  Refrigerant  PI 

PH100-20  Circuit  Refrigerant  PI 

PH1000-11  All  Purpose  Lubricant  H2 

PHI  10-15  Circuit  Refrigerant  Anti- 
Static  PI 

PHI  100-14  Jet  Air  Cleaner K2 

PH1200-16  All  Purpose  Cleaning  Sol- 
vent    K2 

PH1400-24  Heavy  Duty  Cleaning  Sol- 
vent    K2 

PH200-24  Electronic  Prods  Dgrsr  & 

Wash  K2 

PH300-24  All  Purpose  Degreaser  & 

Wash  K2 

PH400-24  Contact  Cleaner  K2 

PH400-8  Contact  Cleaner  K2 

PH500-16  Contact  Cleaner  with  Lube  K2 

PH600-24  Heavy  Duty  Flux  Remover  K2 

PH700-24  All  Purpose  Flux  Remover  K2 

PH800-24  Tuner  Cleaner   K2 

PH800-8  Tuner  Cleaner   K2 

PH900-16  Tuner  Cleaner  &  Lubricant  K2 

PH900-8  Tuner  Cleaner  &  Lubricant  ..  K2 

Philkem  Products 

Alkyl    A4.A8 

Chlorine  Bleach  10%    Bl 

Insecticide  No.  Ill   Fl 

Iodo-175  Concentrated  Iodine    D2.E3 

Low  Suds  Laundry  Compound  Bl 

Low  Suds  Laundry  Compound  No.  2       Bl 

Mighty  Mike  Concentrate  Al 

No.  90  Space  Spray    F2 

Packing  House  Cleaner  Al 

Pyrethroid  Fly  &  Roach  Spray  Fl 

Residual  Roach  Spray  F2 

Santi-Wash E2 

Space  Spray  No.  3    Fl 

Phillip  Mart  Inc. 

Samson  Degreaser  K2 

Phillips  Petroleum  Company 

Automatic  Transmission  Fluid  Dexron 

n H2 

ATF  Automatic  Transmission  Fluid  F  H2 

Baltic  Oil  ISO  100  Grade  500   H2 

Baltic  Oil  ISO  22  Grade  105   H2 

Baltic  Oil  ISO  32  Grade  150   H2 

Baltic  Oil  ISO  46  Grade  215   H2 

Baltic  Oil  ISO  68  Grade  315   H2 

Condor  Lub.Oil  ISO  VG  100  Grd  465 

SAE  30  H2 

Condor  Lub.Oil  ISO  VG  150  GRD  700 

SAE  40  H2 

Condor  Lub.Oil  ISO  VG  32  GRD  150 

SAE  10W  H2 

Condor  Lub.Oil  ISO  VG68  GRD315 

SAE20  20W   H2 

Heavy  Duty  Motor  Oil  SAE  30  H2 

Heavy  Duty  Motor  Oil  SAE  40  H2 

Hector  Oil  1000S    H2 

Hector  Oil  2000 H2 

Hector  Oil  2000S    H2 

Hector  Oil  3000 H2 

Hector  Oil  3000S    H2 

HDG  Motor  Oil  SAE  20W-40  H2 

HDG  Motor  Oil  SAE  30 H2 

HDG  Motor  Oil  SAE  40 H2 

HDS  +  1  Motor  Oil  SAE  30    H2 

HDS  +  1  Motor  Oil  SAE  40    H2 

HDS  Motor  Oil  SAE  10W  H2 

HDS  Motor  Oil  SAE  20-20-W  H2 

HDS  Motor  Oil  SAE  30  H2 

HDS  Motor  Oil  SAE  40  H2 

HDS  Motor  Oil  SAE  50  H2 

HG  Fluid  H2 


Magnus  Oil  Grade  1000  H2 

Magnus  Oil  Grade  105  H2 

Magnus  Oil  Grade  150  H2 

Magnus  Oil  Grade  1500  H2 

Magnus  Oil  Grade  215  H2 

Magnus  Oil  Grade  315  H2 

Magnus  Oil  Grade  465  H2 

Magnus  Oil  Grade  700  H2 

Magnus  Oil  ISO  VG  100  Grade  465  ..  H2 

Magnus  Oil  ISO  VG  22  Grade  105  ....  H2 

Magnus  Oil  ISO  VG  220  Grade  1000  H2 

Magnus  Oil  ISO  VG  32  Grade  150  ....  H2 

Magnus  Oil  ISO  VG  320  Grade  1500  H2 

Magnus  Oil  ISO  VG  46  Grade  215  ....  H2 

Magnus  Oil  ISO  VG  68  Grade  315  ....  H2 

Magnus  Oil  ISO  VG  150  Grade  700  ..  H2 

Magnus-A  Oil  ISO  VG  100  Grade  465  H2 

Magnus- A  Oil  ISO  VG  32  Grade  150  H2 

Magnus-A  Oil  ISO  VG  46  Grade  215  H2 

Magnus-A  Oil  ISO  VG  68  Grade  315  H2 

Magnus-A-Oil  Grade  150  H2 

Magnus-A-Oil  Grade  215  H2 

Magnus-A-Oil  Grade  315  H2 

Magnus-A-Oil  Grade  465  H2 

MM  Motor  Oil  SAE  10W    H2 

MM  Motor  Oil  SAE  20  20W  H2 

MM  Motor  Oil  SAE  30   H2 

MM  Motor  Oil  SAE  40   H2 

MM  Motor  Oil  SAE  50   H2 

Philkool  Soluble  Oil   H2 

Philube  All  Mineral  Gear  Oil  SAE 

85W-90  H2 

Philube  All  Minrl  Gr.  Oil  SAE  140  ....  H2 

Philube  All  Minrl  Gr.  Oil  SAE  250  ....  H2 

Philube  All  Minrl  Gr.  Oil  SAE  80  H2 

Philube  All  Purpose  Gear  Oil  SAE  140 

EP  H2 

Philube  All  Purpose  Gear  Oil  SAE  80W 

EP   H2 

Philube  All  Purpose  Gear  Oil 

SAE85W-90EP  H2 

Philube  ASM  H2 

Philube  Gear  Oil  All  Mineral  SAE  80W  H2 

Philube  IB&RB  NLGI  Grade  No.  2  ....  H2 

Philube  L-0  Multi-Purpose  H2 

Philube  L-l  Multi-Purpose  H2 

Philube  L-2  Multi-Purpose  H2 

Philube  M  Grease  H2 

Philube  MW  Grease    H2 

Philube  PF  HI 

Philube  S.M.P.  Gear  Oil  SAE  80W-140  H2 

Philube  S.M.P.  Gear  Oil  SAE  80W-90  H2 
Philube  S.M.P.  Gear  Oil  SAE  85W-140  H2 

Soltrol  170  HI 

Super  HD  U  Low  Ash  Motor  Oil  SAE 

10W H2 

Super  HD  fl  Low  Ash  Motor  Oil  SAE 

15W^10  H2 

Super  HD  B  Low  Ash  Motor  Oil  SAE 

20-20W  H2 

Super  HD  JJ  Low  Ash  Motor  Oil  SAE 

30    H2 

Super  HD  U  Low  Ash  Motor  Oil  SAE 

40    H2 

Super  HD  U  Low  Ash  Motor  Oil  SAE 

50    H2 

Trop-Artic  All  Sea.  Mtr  Oil  SAE  10W 

30    H2 

Trop-Artic  All  Season  Mtr  Oil  SAE 

10W-40  H2 

Trop-Artic  All  Season  Mtr  Oil  SAE 

5W-30  H2 

Trop-Artic  Fuel  EconmyMtr  Oil  SAE 

10W-30  H2 

Trop-Artic  Motor  Oil  SAE  10W    H2 

Trop-Artic  Motor  Oil  SAE  20-20W  ....  H2 

Trop-Artic  Motor  Oil  SAE  30   H2 

Trop-Artic  Motor  Oil  SAE  40   H2 

Trop-Artic  Single  Grade  Motor  Oil  SAE 

50    H2 

Type  C-2/C-3  Fluid  H2 

Unique  Motor  Oil  SAE  30  H2 


Phillips  Supply  Company 

Ammoniated  Oven  Cleaner A8 

Battery  Terminal  Cleaner  And  Protector  PI 

Belt  Dressing  PI 

De-Carb  Soak  Grease-Carbon  Cleaner  A2 
De-Carb  Spray  Rust  &  Stain  Remover  CI 
De-Carb  Wipe  Grease-Carbon  Cleaner    A2 

Equal    B2 

EX-EL  K2 

Fresh    Bl 

Industrial  Cleaner   Al 

Intense  Bl 

Liquid  Laundry  Builder    Bl 

Master  Lube H2 

McKleen  All  Purpose  Concentrate  A4 

No-Drip   PI 

Open  Upper  Liq.  Drain  Opener  LI 

Oxy-Brite  Bl 

Phil-40  F  Freezer  Cleaner A5 

Plasti-Care  CI 

PK-124  Cleaner-Degreaser  A4.A8 

PS  Concentrate  Cleaner    Al 

Refine Bl 

Saponify  Bl 

Super  Fast   CI 

Waterless  Hand  Cleaner  E4 

Whyte-Lube  Lithium  Grease    H2 

Phillips  66  Company 

53730  ATF-Dexron  B  H2 

64140  HDS  SAE  10W   H2 

81230  Magnus  Oil  ISO  VG  32    H2 

81250  Magnus  Oil  ISO  VG  68    H2 

81270  Magnus  Oil  ISO  VG  150    H2 

Phoenix  Bay  Industries,  Inc. 

Powerhouse  A4.A8 

Phoenix  Chemical  Inc. 

Ril-Lube  0100H2 H2 

Rilclean01311A3  A3 

Rilclean  0310A3   A3 

Rilclean  038A2  A2 

Rilclean  046A1    Al 

Rilclean  052A2  A2 

Rilclean  071 A2   A2 

Rilclean  077 A2  (Liquid)  A2 

Rilclean  079A1    Al 

Rilclean  080A1    Al 

Rilclean  086A1    A! 

Phoenix  Industrial,  Inc. 

259  Potable  Water  Treatment  G3 

Phoenix  Oil  Company 

P-X  Cleaner  and  Cleanser A4 

Phoenix  Research  Industries,  Inc. 

Aquacide    Fl 

Blast  2  Concentrate  Al 

Fogging  Spray  Concentrate Fl 

Glass  &  Mirror  Cleaner   CI 

Kwik  Kleen  Oven  Cleaner  A8 

L-Tox  Spray    Fl 

Lemon-Eze  Cleaner-Deodorizer- 

Disnftnt A4 

Off  Vandalism  Mark  Remover  CI 

Pine  Oil  Disinfectant Ci 

PRI-100   Al 

R.I.S.-15  F2 

Red  Hot  LI 

Red  Line  Drain  Opener LI 

Red-Line  Acid  Drain  Opener  LI 
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Super  Clean  A4 

Super  Solv  K2 

Vita-Pine   CI 

Whomp    LI 

Phoenix  Specialties 

Green  Clean  Concentrate    Al 

PhyMet,  Inc. 

Micropoly  H-l  HI 

Micropoly  H-2  H2 

Pick  Products 

Pick  Instant  Stain  Remover    PI 

Pickett  Enterprises,  Inc. 

BWP  Alkaline  Cleaner  Al 

Conquest    Al 

Fogicide  Fl 

Freezer  Cleaner  A5 

Germicial  Detergent  ID  Sanitizer  D2 

Iodine  Disinfectant/Sanitizer/Cleaner  ..    D2 

Lotionized  Hand  Cleaner   El 

Mighty  The  All  Around  Cleaner   CI 

Odorless  Drain  Opener  LI 

Odorless  Oven  &  Grill  Cleaner   A8 

Q-128  Germicidal  Detergent  and  Deo- 
dorant        Al 

Stainless  Steel  Polish  &  Cleaner   A7 

Sub-Zero  Freezer  Cleaner  A5 

Synergy   A4.A8 

Ultra-Solv    K2 

Waterless  Hand  Cleaner  E4 

Pickwick  Chemical  International 

PCI  99  Solvent  Cleaner  &  De-Greaser    K2 

Picolo  Productions,  Inc. 

AirDn  D2 

Almond  Joy  El 

Anti-Seize  Compound  H2 

APC99    CI 

Bio  Act    L2 

Drain-"0"-Might  LI 

Exodus  CI 

Fast  Break   CI 

Formula  HI    CI 

Formula  99  FD   K2 

Fountain  Formula  241  A3 

Genesis  Formula  1  Utility  Foaming 

Clnr CI 

Genesis  Stainless  Steel  Cleaner  &  Polish  A7 

GFC  40    A5 

Hi-Purity   K2 

Krystal  Klear  D2 

Live  Bacteria/Enzymes  L2 

Lubi  Sil    HI 

Mad  Max  Al 

Moly  Dry  H2 

Protectoflex   PI 

Renu  A2 

Smash    Al 

Stainless  Steel  Cleaner   A7 

Stripease A8 

Tech  Formula  V    H2 

Piedmont  National  Corporation 

Bowl  Brite  C2 

Clean-Crete   CI 

Deodorant  Blox  C2 

Dn-Lube    HI 

DSD  CI 

E-ZLube  HI 

Free-It    H2 


G.  C.  D Dl 

Grout  Renu    C2 

Hand  Shield  E4 

Handy  Waterless  Hand  Cleaner  E4 

Jelly  Lube    H2 

Lectric-Lube    H2 

Long  Kill  F2 

Oven-Kleen   A8 

Pine-Cide  CI 

Power  A4 

Power  Plus  Al 

Re-Fresh CI 

Safe  Solv  K2 

Safe-Solv  Safety  Solvent  &  Degreaser  Kl 

Spray-It    CI 

Steam-Off    A2 

Steel  Shine  Stainless  Steel  Cleaner    ....  A7 

Tef-Lube    H2 

White-Lube   H2 

Pike  Systems,  Inc. 

P.S.  Omni  Detergent  A4 

P.S.  Power  Foam  A4 

P.S.  2000  Al 

Power  Foam Al 

Safe  Clean  32    CI 

Pike's  Enterprises 

All  Purpose  Degreaser    Al 

Heavy  Duty  Cleaner  &  Degreaser  A4 

Neutral  Cleaner  A4 

Pilot  Chemical  Company 

Calfoam  AAL   Al 

CalfoamES-30    Al 

Calfoam  LLD    Al 

Calfoam  NEL-60  Al 

Calsoft  L-40 Al 

Calsuds  A    Al 

Calsuds  CD-6    Al 

Calsuds  81  Concentrate  "new"  Al 

Pine  Chemical,  Incorporated 

Pineco  AP-303  Al 

Pineco  Glass  &  Acrylic  Cleaner CI 

Pineco  Glass  &  Surface    CI 

Pineco  Neutral  Floor  Cleaner  A4 

Pineco  QS  512  Quaternary  Sanitizer  ..  D2 

Pineco  SD-103  A4 

Pineco  SP-33  A4 

Pineco  Virucidal  7 CI 

Uno  X-tra  Heavy  Duty  Degreaser      A4.A8 

Washing  Beads   Al 

Xtra  HD  Cleaner  A4 

Pine-O-Pine  Company 

Sani-Lemon  22    A4,C1 

Sani-Mint  22  CI 

Pineland  Paper  Company 

Antiseptic  Lotion  Hand  Soap  El 

Bermuda  Breeze    CI 

Concrete  Cleaner  A4 

Deodorant  Block  C2 

Heavy-Duty  Cleaner-Degreaser    ....    A4.A8 

Lemon  Disinfectant-Cleaner  C2 

Lemon  Hospital  Disinfectant    CI 

Meatroom-Kitchen  Degreaser  Al 

Neutral  Cleaner  A4 

Oven  &  Grill  Cleaner  A8 

Pinnacle  Supply 

Big  "O"   CI 


Pioneer  Chemical  Co.,  Inc. 

Pioneer  Brite  A.P.  Concentrate Al 

Pioneer  Brite  Butcher's  Helper  Jl 

Pioneer  Brite  Butcher's  Helper  II  Jl 

Pioneer  Brite  Floor  Clnr  &  All  Purp 

Cone   CI 

Pioneer  Brite  Germicidal  Liq.  Detergent  A4 

Pioneer  Brite  Ice  Melting  Pellets  CI 

Pioneer  Brite  Lotionized  Hand  Cleaner    El 

Pioneer  Brite  Super-Con  Al 

Pioneer  Brite  Total    D2 

Pioneer  Brite  40%  Coconut  Oil  Hand 

Soap    El 

Pioneer  Chemical  Company 

Grime  Fighter    E4 

True  Grit  Hand  Cleaner  w/Volcanic 
Pumice    E4 

Pioneer  Chemical  Laboratories  Inc. 

Bowlex  C2 

Bowlite    C2 

Carbon  Cut    A4.A8 

Carbon  Off Al 

Clear  Concentrate   Al 

De-Scale A3 

Decal   A3 

Degreaser  20   Al 

Degreaser  20F   Al 

Dissolve  A4.A8 

Grease  Cut  Al 

Grease  Cut  Sanitizer  Dl 

HTP  A2 

Klenzol  Al 

Laundry  Brite    Bl 

Laundry  Matic  Bl 

Liquid  Power  Kleen    Al 

LHT  A2 

Par   Al 

Power  Kleen    A2 

PC  Hy-Foam   Al 

PC-10  Super  Task  Concentrate A4 

PC-101  El 

PC-102  Al 

PC-104  Al 

Re-Move    Al 

San-A-Quat   D2 

Service  A1.E1 

Special  C  Al 

Sprit  CI 

Super  Care  Al 

Super  Chlor  Plus  Al 

Trap   LI 

Twister  Al 

Pioneer  Chemical,  Incorporated 

All  Purpose  Cleaner   Al 

Real  Clean  A3 

Wint  Mint    CI 

Pioneer  Manufacturing  Company 

Aqua  Noxstain  C2 

Blast  Away    Al 

Blitz  Cleaner  CI 

Break-Away  H2 

Chewing  Gum  Remover  CI 

Clean-Cut  Cleaner  CI 

Clean-Sheen  Stainless  Steel  Polish    ....  A7 

Cleaneze CI 

Cling  Cleaner CI 

Control-35  Germicidal  Cleaner CI 

Crystal  Clear  Glass  Cleaner   CI 

Fleet  Brake  &  Parts  Cleaner Kl 

Floor-In-One  Cleaner    A4 

Formula  G  Kl 

Formula  102  Safety  Solvent  Kl 
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Formula  104  Silicone  Spray  HI 

Fumeless  Drain  Opener LI 

Germotox  A4.C1 

Glass  Cleaner CI 

Grease  Remover  WOC  A4 

Ice  Thaw  (Flakes)  CI 

Ice  Thaw  (Pellets)  CI 

Instant  Wipe  &  Clean  CI 

Junk  E4 

K  O  Fly  &  Bug  Spray    F2 

Kitchen  Police  Scouring  Liquid  A6 

Liquid  Dyna-Brite  Al 

Lotion-Soft  Swishee   Al 

Lube-Rite  Open  Gear  Lubricant  H2 

Mirage  Dbl  Action  Contact  &  Resid 

Insctd F2 

Nitty  Gritty    E4 

Oven  Brite  Improved  Oven  Cleaner ....    A8 

Oven-Brite  Gelled  Oven  Cleaner  A8 

P.H.D.-Plus   Al 

Penta-Lube  Penetrating  Lubricant    H2 

Pioneer  Lotionized  Hand  Soap  El 

Power  Clean    B4 

Power  Scour    CI 

PHD  Cleaner  A4 

Red  Penta  Grease  Multi-Purpose  Grease  H2 

Riddo  Disinfectant-Deodorant    C2 

Road-Block  Barrier  Cream  E4 

Sentinel  Sanitary  Lubricant HI 

Slice  Away    CI 

Slice  Away  Cold  Solvent  CI 

Slice  Away  Water  Rinseable    CI 

Solv-O-Mist  A4 

Spraysheen  Stainless  Steel  Cleaner   ....    A7 

Steam  Off    Al 

Super  Rinse  Al 

Super  Solv-O-Mist    A4.A8 

Surgiene  Antimicrobial  Soap    El 

Velvet  Hand  &  Body  Lotion    E4 

Window  Cleaner  CI 

Wintergreen  CI 

Wipe  Out  CI 

Pioneer  Paper  and  Plastics,  Inc. 

Final  Step    D2 

Pioneer  Research  Corporation 

Earth  Formula  #1    Al 

Mean  Green  Al 

Pioneer  Stimpson,  Inc. 

Brute  Metal  and  Concrete  Degreaser  ..    Al 

Husky  Concentrate    A4 

Pioneer  Sanitizer  D2 

Pioneer/Eclipse  Corp. 

pHD  Germicidal  Detergent  &  Deodo- 
rant       A4 

Neutra  Quat  Germicidal  Detergent  & 
Deod CI 

Quik-Solv  Degreaser  A4 

Pipco  Chemical/ 

Phillips  Industrial  Products 

Pipco  Kleen-Coil  A3 

Pipco  Chemical,  Inc. 

Cleaner-Degreaser  #459   Al 

Magic  Touch-659    Al 

Pitt  Oil  Service,  Inc. 

Food  Machinery  Grease  2432 HI 


Planisol  Inc. 

Planisol  M  Al 

Plant  Engineering  Inc. 

Supra  Wash  Degreaser   A4 

Plantasia  Products/ 

A  Division  of  VS.  Soil  Inc. 

Farm  And  Home  Degreaser   A1.E1 

Platte  Chemical  Co. 

Aqueous  Insecticide    Fl 

Carbaryl  4L  Insecticide  F2 

Chlorpyrifos  4E  Insecticide    F2 

Diazinon  4E  Indoor-Outdoor  Insecticide  F2 

Food  Plant  &  Mill  Spray    Fl 

Pest  Spray  Ready  To  Use  (Liquid)    F2 

Pyrfect  Insecticide  Fl 

Platte  Valley  Chemical  Co.,  Inc. 

Break-Thru  Al 

Plez  All  Wipers,  Inc. 

All  Purpose  Cleaner   CI 

Glass  Cleaner CI 

Hospital  Disinfectant  &  Deodorant    ....    CI 

Plummer  Termite  Control 

Plummer  Insect  Fogger  Fl 

Pocahontas  Foods  USA 

Quick-Foaming  Fat  &  Grease  Cleaner     Al 

Point  Industries  Supply,  Inc. 

Bravo  I  Al 

Deep  Freeze A5 

Point  Supply  Company,  The 

Bol  Maid   C2 

Bol  Master  C2 

Clean  Force  Al 

Polar  Chemicals,  Incorporated 

Tek-Klean  D-61  Al 

Poll-Plus,  Incorporated 

Poli+Plus   CI 

Polishing  Systems  of  Maryland,  Inc. 

The  Ultimate  Cleaner  Red  67  Al 

Pollock  Paper  Distributors 

ppd  Quat  Rinse  D2 

Blast  Wasp  Hornet  &  Yellow  Jacket 

Killer  F2 

Blitz  Flying  Insect  Killer  (Cherry  Frag)    Fl 
Citro  Shine  Stainless  Steel  Cleaner   ....    A7 

G.P.  60  A4 

Glass  &  Utility  Cleaner    CI 

H.D.  66    A4 

Lemon  Disinfectant  Cleaner  A4.C1 

Liquid  Hand  Soap  El 

Lotion  Hand  Soap  El 

Marks  Off  Mark  Remover   CI 

Meat  Room  Degreaser    Al 

Mint  Disinfectant  Cleaner CI 


No  Crawl  Residual  Insecticide  F2 

Open-Up  Acid  Drain  Opener  LI 

Pes  Lotion  Detergent    Al 

Pine  Disinfectant  Cleaner  CI 

PPD  Bleach  Bl 

PPD  Direct  Disinfectant  Deodorant  ....  C2 
PPD  Direct  II  Disinfectant  Deodorant  CI 
PPD  Spray  &  Wipe  Germicidal  Cleaner  CI 

So-White  Porcelain  Cleaner  C2 

Spray  &  Wipe  Multi-Purpose  Cleaner      CI 
Tough  Job  Multi-Use  Cleaner  Degreaser  CI 
TBC  Concentrated  Bowl  Cleaner  Disnf- 
Deod   C2 

Poly  Chem,  Incorporated 

Aqua  Solv    Al 

Beauti  Aide-Almond  E4 

Chef-Eze   Al 

Chef-Pride  Al 

Clean  Load    Bl 

Clean  Vu   Al 

Coco  Hand  Soap   El 

Cosmic  Al 

Crust  &  Lime  Dissolver  A3 

D2HO  Concentrate   A4 

D2HO  Super  Concentrate  A4 

Egg  Wash  Cleaner Al 

Emerald   A4.A8 

G  P  Cleaner  A4 

H  P  Low  Foam  Cleaner   A4 

Heavy  Duty  Steam  Cleaner    Al 

Hi  Power  A4 

Instant    CI 

Lemon  Caress    Al 

Lemon  Odor  Germicidal  Cleaner  CI 

Liquid  Steam  Cleaner  Al 

Low  Foam  Cleaner  A4 

Mild  Viscos  A.  P.  Cleaner  A4 

Oven  &  Grill  Cleaner  A8 

Pine  Scent  Disinfectant  CI 

Poly  Biodorant    CI 

Poly  Bug  Kill    F2 

Poly  Chem  Odorless 

Detergent/Disinfectnt   D2 

Poly  Fogging  Insecticide Fl 

Poly  Mint  CI 

Scooper    A4 

Selectra    Al 

Super  Pine-3    CI 

Workload  A4.A8 

Polybac  Corporation 

CYTX-5  L2 

CYTX-6C    L2 

Naturbac-DT   L2 

Polybac  E LI 

Solubac    L2 

Polycheme/ 

Subsidiary  of  G  &  K  Enterprises 

Inc. 

Formula  No.  LD-80/20  G6 

Formula  No.  385  G6 

Formula  No.  393  G6 

Polycraft  Laboratories,  Inc. 

Biovic  Deodorizer  CI 

Polymer  Chemists,  Inc. 

Boiler  Treat  G7 

Boiler  Treat  Oxy  I-FG    G7 

Boiler  Treat  Oxy  U  G6 

Boiler  Treat  1120    G6 

Boiler  Treat  1 1 30    G6 

Boiler  Treat  3750    G6 

Boiler  Treat  60    G6 
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Boiler  Treat  6750    G7 

Boiler  Treat  7654   G7 

Boiler  Treat-S    G7 

Defoamer  86   G7 

Sludge  Treat  76  G6 

Sludge  Treat  76-FG  G6 

Sludge  Treat  87  G6 

Steam  Line  Treat  G6 

Steam  Line  Treat  II  G6 

Tower  Treat  G7 

Tower  Treat  65   G7 

Polymeric  Systems,  Inc. 

Component  Hardward  Group  Silicone 

Seal PI 

Flexiprene  921  (Black)  PI 

Flexiprene  921  (Bronze)  PI 

Flexiprene  921  (Gray) PI 

Flexiprene  921  (Limestone)   PI 

Flexiprene  921  (Tan) PI 

Flejiiprene  921  (White)  PI 

Kneadatite   PI 

PSI-301  Butyl  Rubber  Caulk  (Bronze)  PI 
PSI-301  Butyl  Rubber  Caulk  (Gray)  ....  PI 
PSI-301  Butyl  Rubber  Caulk  (White)  ..  PI 
PSI-501  Multi-Cmp  Gun  Grd  Epxdzd 

Ur.  Gry  PI 

PSI-501  Multi-Cmp  Gun  Grd  Epxdzd 

Ur.  Tan   PI 

PSI-501  Multi-Cmp  Gun  Grd  Epxdzd 

Ur.  Wht  PI 

PSI-501  Multi-Cmp  Gun  Grd  Epxdzd 

Ur.Sand  PI 

PSI-501  Multi-Comp  Gun  Grd  Epox. 

UrBlk  PI 

PSI-501  Multi-Comp  Gun  Grd  Epox. 

UrBmz  PI 

PSI-501  Multi-Comp  GunGrd  Epox.  Ur 

Lmstn    PI 

PSI-501  Multi-Comp  GunGrd  Epox.  Ur 

OffWh  PI 

PSI-601  Acetoxy  Silicone  Sealant 

(Black) PI 

PSI-601  Acetoxy  Silicone  Sealant 

(Clear)  PI 

PSI-601  Acetoxy  Silicone  Sealant 

(White)   PI 

PSI-601  All  Purpose  Silicone  Slnt  Alum.  PI 
PSI-601  All  Purpose  Silicone  Slnt  Black  PI 
PSI-601  All  Purpose  Silicone  Slnt  Clear  PI 
PSI-601  All  Purpose  Silicone  Slnt  White  PI 
PSI-901  1-Part  Ureth  Gun  Grd  Slnt  (Blk)  PI 
PSI-901  1-Part  Ureth  Gun  Grd  Stat 

(Bmz)   PI 

PSI-901  1-Part  Ureth  Gun  Grd  Stat 

(Gray)   PI 

PSI-901  1-Part  Ureth  Gun  Grd  Slnt 

(Tan)  PI 

PSI-901  1-Part  Ureth  Gun  Grd  Stat 

(Wht)  PI 

PSI-901  1-Part  Ureth  Gun  Grd 

SlntfLmstn)  PI 

RepairitQuik    PI 

Polymetrics,  Inc. 

Poly-650    G6 

Polytech 

APG-56   H2 

AS  105  Anti-Seize  &  Lubricating  Com- 
pound        H2 

Blitz  Foamy  Cleaner  CI 

Bug  Out  Fl 

BF252  CI 

BO-104  Insect  Spray Fl 

BT-50  G6 

BT-60 G6 


CAS-200   PI 

CAS-300  White  Silicone  Caulk   PI 

COC-14   A4 

Disco   K2 

Dress  Right   PI 

DJ-154  Kl 

EC-143  Al 

EH-721  H2 

FMG-55  HI 

FRP-37  C3 

Glassy    CI 

GL-110  "A"  Glassy  CI 

GPC  101    Al 

H-200  D2 

HSP-74    A7 

H64    Al 

KO  68    Al 

Lab- 24  Live  Active  Bacteria    CI 

Lightning  LI 

Liminex   A3 

Liqui-Steam  M    Al 

LG-34 H2 

LX-111  K2 

Mazo-1  CI 

MPL-16   H2 

Old-828   G6 

OGL-71    H2 

OPG-26   E4 

Poly  EXT- 32  F2 

Poly  GL-110  "A "Glassy  Glas&Util 

Cta/Plsh CI 

Poly  LG-35  Liquid  Grease  H2 

Poly  Pro  Co  Metal  Parts  Protector  H2 

Poly  STS   Kl 

Poly  TLI-78  Drain  Opener  &  Maintainer  LI 

PolyUS-7    Kl 

Poly-Clean  (Bulk)  E4 

Poly-Clean  Hand  Cleaner  E4 

Poly-Grit    E4 

Poly-Sil    HI 

Polyclean  (Aerosol)  E4 

Polyglove  E4 

Polyzymes   L2 

Power  Plus  Al 

PAT-398    CI 

PLX-61  Computer  Screen  Care   CI 

RAK-5  F2 

RK-352    CI 

Scoff A8 

SL-106  HI 

SMP-86   C2 

SO-42 C2 

SSC-4 A7 

TT-55  G7 

UFO-88   H2 

VF-202 A4 

PoIySat,  Inc. 

Active-77  Butyl  Cleaner  Degreaser  ....    A4 

Bacti-Surge  15%  Coconut  Oil  Soap  El 

Bacti-Surge  40%  Coconut  Oil  Soap El 

De-Zolv  Wax  &  Floor  Finish  Stripper  A4 
Deo-Stroy  Sewer  &  Garbage  Odor 

Cntl&Dgrs CI 

Derma-San  Hand  Sanitizer  Concentrate  E3 
Dynamo  Concentrated  All  Purpose 

Cleaner   A4 

HD  Concentrate  All-Purpose  Cleaner       Al 

Knockout  Cherry  Deodorant  LI 

Pine-Scent  Pine  Oil  Deodorant CI 

Saturn  IV  Industrial  Degreaser 

Cleaner  A4.A8 

Saturn  Take-Off  Faoming  Cleaner  Al 

Saturn's  Cherry  Deodorant   CI 

Saturn's  Heavy  Duty  Concrete  Cleaner    A4 

Saturn's  Pine  Scrub  Soap    CI 

Scum  Rid  And  Renovator Al 

Space  Spray  Deodorant  Concentrate  ..  CI 
Sparkle  Floor  Finish  Maintainer Al 


Pool  Water  Specialist,  Inc.,  The 

Aqua  Brite  Calcium  Hy- 
pochlorite Granules    ....  D2,G4,G5,G7,Q4 

Popka  Supply 

Super  Sol  Al 

Portage  Broom  &  Brush 

Accelerator L2 

AAA  Lube  Food  Equipment  Lubricant    HI 

AC-11  Filter  Conditioner   PI 

AC-9    PI 

Brite  &  Clean    CI 

Bruiser  "Powdered  B-B  Formula"    A4 

Burr  A5 

BG-100    C2 

Clothes  Clean    Bl 

Condenz  PI 

Contact CI 

Crawl  Kill    F2 

Creamedic    El 

Creme  Clean  Creme  Cleanser A6 

D-Day  Pellets    F3 

Deo  Grain    CI 

Diamogen-C Dl 

Diet    A4 

Dr.  One  Q256   Dl 

Dr.  Quat  Germicidal  Cleaner   Dl 

Endyne  D2 

Entram  H2 

Exotherm  CI 

Extinguish   Kl 

Fabuloid  C2 

Fabuloid  Aerate  Acidulant   C2 

Foam-Break  Al 

Fool  Proof  G6 

Goof-Proof  Low  Pressure  Boiler  Com- 
pound        G6 

Crizzly  Heavy-Duty  Floor  Cleaner    ....    CI 

Guard  Germicidal  Cleaner   A4 

Hospital  I  Plus  A4 

Hospital  1-256  A4 

Isocel   E4 

Lather  Lux  C2 

Lemon  88  CI 

Liquid  Sparkle  Al 

Lo  Suds   CI 

Manhandler   E4 

Manhandler  Hand  Ctar.  w/Volcanic 

Pumice    E4 

Mintalene  CI 

Mirex  Thixotropic  Concentrate A3 

Moly-Mate  H2 

Non-Flammable  Spray  Syn-Extend    ....    H2 

Non-Flammable  Spray  Ultrex  H2 

Nutra-Jel    CI 

One  Better  HI 

Orthium456    El 

Perform  Liq  Solvent  Non-Flammable 

Ctar  A4 

Pine  Alive   CI 

Portage  Annox  #1   A2 

Portage  Paint  Stripper  C3 

Power  Plus  PI 

Purinol  CI 

Repel    CI 

RT-40  Liquid  Hand  Soap  El 

RTU-1520   El 

Satisfies   Al 

Satisfies  R.T.U CI 

Sleek    A7 

Snapshot    A7 

Sno  Cleang  Bowl  Detergent  C2 

Sno-Clean  Porcelain  and  Bowl  Cleaner   C2 
Sno-Cleang  Porcelain  and  Bowl  Clean- 
ser      C2 

Solid  Bowl  Mirex  C2 

Solid  Mirex   C2 
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Sparkle  Chlomtd  Machine  Dish  Wash 

Cmpd Al 

Spray  &  Wipe  C2 

Squeek  Liquid  Al 

Squeek  Powder   Al 

Supreme  Al 

Syn#1958   Al 

Syn  Floe    LI 

SynSD-11   CI 

Syn  STL-906  G6 

SynSX-11  CI 

Syn-Enzomatic  H.P.  Drain  Cleaner   L2 

Syn-Four-In-One  Mint  Disinfectant  ....  CI 

Syn-Gly  Three-Gly   CI 

Syn-Lok  White  Expandable  Grease  ....  H2 

Syn-Ovex  Ammoniated  Oven  Cleaner  A8 

Syn-Pure  Contact  Cleaner K2 

Syn-Slt  911  Condensate  Line  Condi- 
tioner    G6 

Syn-Sol  Bowl  &  Urinal  Cleaner C2 

Syn-SS  2200  Sewer  Solvent  LI 

Syn-SX  22  Deodorizer   CI 

Syn-X  Concentrate    A3 

Synfect  Virucide  Dl 

SE-666  Al 

SYN#9676A  Al 

Tar-Rid Kl 

Tef-Rel  Fluorotelomer  Lubricant  H2 

Tef-Tape  Pipe  Thread  Sealer   H2 

Thermodyne CI 

Tring    A4 

TX-12 Al 

Ultra-Lux  Al 

Ultra-Lux  Concentrate Al 

V-Lube  Belt  Dressing  PI 

Portage  Synergetics 

Body  Mate  Body  &  Hair  Shampoo   E4 

Doctor's  Choice  Lotion  Soap   E4 

Embrace  Lotion  Soap   E4 

Fabuloid  C2 

Hex-Lube H2 

Killocide    F2 

Lube-Life  H2 

Orthium  Antiseptic  456  El 

RVI#22    A2 

Sgt,  Cling CI 

Soothe  Lotion  Soap  E4 

Porter  International 

T-l  Thinner  PI 

T-10  Thinner  PI 

T-ll  Thinner  PI 

T-12  Thinner  PI 

T-13Tarset  Thinner   PI 

T-15  Thinner  PI 

T-2  Thinner  PI 

T-23  Thinner  PI 

T-24  Thinner  PI 

T-27  Thinner  PI 

T-3  Thinner  PI 

T-4  Thinner  PI 

T-5  Thinner  PI 

Porter  Paints  Courtaulds  Coatings 
Inc. 

Heavy  Duty  Thinner  5143    PI 

Spraying  Thinner  5131   PI 

Thinner  5132  PI 

PortionPac  Chemical  Corp. 

DepotPacS  Cleaner  Degreaser    CI 

Germicidal  Detergent    Dl 

Mop-Pac Al 

PortionPac  Germicidal  Detergent 

QX204 Dl 

Pot&PanPac  10   Al 


SaniPac  10  Sanitizer  No.  1610  D2 

Scrub-Pac Al 

Porto-Blast  Inc. 

"El  Macho"   PI 

"Mr.  Foamy"  Al 

King  Foam  A1.P1 

KK    A4 

Lift-Off    Al 

Penetrate    Al 

Posey,  T.  J.,  Inc. 

Spontaneous  Emulsifier Al 

Sunshine  Brite  Al 

Tru-Blue  150  Al 

Tru-Blue  50  Al 

Tru-Green  150  Al 

Tru-Green  50  Al 

Positive  Formulators,  Inc. 

Killmaster    F2 

Killmaster  II    F2 

Pow  Laboratories 

Pow  Acid  Drain  Opener  LI 

Powdered  Products  Company,  The 

Clean  Bright  Concrete-Cleaner A4 

Di-Wa-Co  Red  Label    Al 

Di-Wa-Co  Red  Label  Chlor-Bright    ....  Al 

Po-Po  Powdrd  Hand  Cleaner  WH-1  ....  C2 

Ultra-Kleen  Acid  Aluminum  Cleaner  ..  A3 

Ultra-Kleen  Additive  F-40   Al 

Ultra-Kleen  All  Purpose  Cleaner  A4 

Ultra-Kleen  Heavy  Duty  Steam  Clnr.  A 1 

Ultra-Kleen  Power  Cleaner A2 

Ultra-Kleen  40%  Liquid  Hand  Soap    ....  El 

Powell  Company,  Inc.,  The 

Big  Red  Cleaner   Al 

K  C  Cleaner Al 

Lo-Suds  Concentrated  Cleaner  Al 

Poco  Grease  Go  Drain  Digestant  ....  A1.L1 

Poco  Neutral  Cleaner   Al 

Poco-Sol  Germicidal  Bowl  Cleanse  ....  C2 

Safety  Clean    A4 

TC-450  Special  Lo-Suds  Concentrate  A4 

Power  Chem  Industrial  Supply  Co. 

Liquid  Steam  Cleaner  Concentrate  Al 

Power  Chemical 

Degrease-It Al 

F-864  Al 

PA-114  A3 

PA-340  Al 

PA-848  A3 

PC-m  A3 

PC-113  A2 

PC-2902  Al 

PC-539  A3 

PC-622  A2 

PC-710  A2 

PL-100  Al 

PL-1000  A4 

PL-182  Al 

PL-190  A4 

PL-204  A4 

PL-5000  A2 

PL-522  Kl 

PL-962  Al 


Power  Chemical  Corporation 

Grill  And  Oven  Cleaner   A8 

GPC  Super  Concentrate    Al 

Power  Brite  A3 

Power  Sudz  86    Al 

Score  2  Al 

Steam  L-276    A2 

Power  Chemicals  Inc. 

Aqua  Plus  2  G2 

Aqua-Plus    G2 

Aqua-Plus  Pro-44    Gl 

Blend-Dex  Dyno  Stix   G6 

Blend-Dex  2    G6 

Blend-Dex  3    G6 

Boiler  Power  2    G7 

Boiler  Power  3    G7 

Boiler  Power  440    G6 

Boiler  Power  480    G6 

Boiler  Power  505    G6 

Boiler  Power  540    G6 

Boiler  Power  580    G6 

Boiler  Power  610    G6 

Boiler  Power  640    G7 

Boiler  Power  645    G7 

Boiler  Power  680    G7 

Boiler  Power  730    G6 

Boiler  Power  750    G6 

Boiler  Power  780    G6 

Boiler  Power  780-2  G6 

Boiler  Power  840    G6 

Boiler  Power  880    G7 

Eco  Blend    G7 

Flake-Aide  G6 

Neutramine    G6 

Oxytrol  2010  G6 

Oxytrol  2020  G6 

Poly  Power  400  G6 

Poly  Power  451  G6 

PowerPhos  900    G2 

Pro-Cat  HI  G6 

Pro-Cat  H2 G6 

Pro-Cat  SS  G6 

Pro-Cat  ST G6 

Steamline  Treatment  BAS-25  G6 

Stcamline  Treatment  BAS^IO  G6 

Steamline  Treatment  CC-1   G6 

Steamline  Treatment  CC-2  G6 

Steamline  Treatment  CC-4  G6 

SST-95  G6 

Tower  Power  606   G7 

Tower  Power  706   G7 

Volamine  G6 

Power  Chemicals,  Incorporated 

Boiler  Compound  301  G6 

Boiler  Compound  51  G6 

Boiler  Water  Treatment  320  G6 

Boiler  Water  Treatment  321  G6 

Boiler  Water  Treatment  322  G6 

Boiler  Water  Treatment  323  G6 

Boiler  Water  Treatment  324  G6 

Boiler  Water  Treatment  325  G6 

Boiler  Water  Treatment  326  G6 

Boiler  302   G6 

Cooling  Water  Treatment  35    G7 

Cooling  Water  Treatment  987    G7 

Liquid  Boiler  Compound  50  G6 

Liquid  Boiler  Compound  57  G6 

Liquid  Boiler  Water  Treatment  551  ....  G6 

Liquid  Boiler  Water  Treatment  552  ....  G6 

Liquid  Boiler  Water  Treatment  553  ....  G6 

Liquid  Boiler  Water  Treatment  554  ....  G6 

Liquid  Boiler  Water  Treatment  555  ....  G6 

Liquid  Boiler  Water  Treatment  556  ....  G6 

Liquid  Boiler  Water  Treatment  557  ....  G6 

Special  Dry  Compound  32  G6 

Special  Liquid  Compound  52  G6 
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Power  Cleaning  Equipment 

PC-625  Al 

PC-700  Al 

PCX-20    A4.C1 

PCX-25    Al 

Power  Dynamics  Corporation 

Hydrodyne  7   G6 

Power  Engineering  Company 

0335  G2.G6 

0336  Gl 

2203  G6 

2207  G6 

2208  G6 

2209  G6 

2211  G6 

2230  G6 

2280  G6 

2284  G6 

2301  G6 

2302  G6 

2303  G6 

2304  G6 

2315  G6 

2361  G6 

2362  G5 

2363  G5.G6 

2383  G5 

3241  G6 

3242  G6 

3243  G6 

3251-30   G6 

4691  G7 

4692  G7 

5425  A3 

7414  G7 

7416  G7 

7418  G7 

7419  G7 

8230  ."...    G7 

Power  Group,  Inc.,  The 

Pwr-Corr  10  G6 

Pwr-Corr  11  G6 

Pwr-Corr  30  G6 

Pwr-Corr  31  G6 

Pwr-Corr  40D   G6 

Pwr-Treat  80D  G6 

Pwr-Treat  82D  G6 

PWR-Corr40 G6 

PWR-Corr42D   G6 

PWR-Treat  50  G6 

PWR-Treat  60  G6 

PWR-Treat  80  G6 

PWR-Treat  82  G6 

Power  Kleen 

Food  Industry  Sanitizing  Lotion  Soap  ..  E2 

Power  Kleen  Corp. 

"Ortho-Lene"  Concentrated  Sewer 

Deod CI 

All-Purp  Neutral  Cleaner   Al 

Amaze  Cleaner-Degreaser Al 

Contact  Fly  &  Insect  Spray    Fl 

Defoam-C    Q5 

Electrosolv  Electrical  Motor  Cleaner  ..  K2 

EZ  Suds  Hand  Dishwashing  Powder  ..  Al 

Gold  Kat    CI 

Hexsol  Mild,  Neutral  Liquid  Hand  Soap  El 

Hydro-Kleen    A2 

I-O-Dine  Disinfectant-Sanitizer-Det- 

ergnt   D2 


Kleen-Kwik  H.D.  Steam  Cleaning 

Compound A2 

Krystal-Blu  Cleaner-Dgrsr  &  Wax 

Stripper  A4 

Mitey  Mite Al 

Nu-Pine   CI 

Nu-Trol  All  Purpose  Cleaner  Al 

Odo-Mint  Odor  Disnftnt  Deo.  Sntzr    ..  CI 

P.K.4  Ammoniated  Wax  Stripper CI 

P.K.5  All-Purpose  Cleaner  &  Degreaser  A4 

Power-Lac  Cone.  Liquid  Acid  Cleaner  A3 

Resi-Due    F2 

SanitizerP  D2 

Spray-A-Way  Spice  Room  Deodorant  CI 

Ultra-Blue  Concrete  Cleaner CI 

Power  Line  of  America 

Dynasyl    Al 

Green  Clean  Al 

Luster  Al 

Power  Plus  Al 

Power  Plus-9  Al 

Regal   Al 

Power  Plant  Associates 

Adjunct  PL    G6 

BWT-OSU-Dry  G6 

BWT-OSU-L  G6 

CTT-1085    G7 

CTT-1085  LP    G7 

CTT-1085  PM  G7 

Formula  BWT  100-Boiler  Water  Treat- 
ment      G6 

Formula  BWT  430  H  Oxygen  Scaven- 
ger    G6 

Formula  BWT  800    G6 

Formula  CS  1065    G7 

Formula  RLT  D-20  Return  Line  Treat- 
ment      G6 

P.P.A.  All  Purpose  Cleaner    Al 

Powerful  Boss  of  Nevada,  Inc. 

Powerful  Boss  All  Purpose  Cleaner  ....    CI 
Powerful  Boss  Grill  &  Oven  Cleaner       A8 

Powerful  Boss,  Inc. 

Powerful  Boss  2000    CI 

Powerful  Boss  3000    CI 

Powerline  Chemical&Janitorial 
Supply  Inc 

Power  Plumber    LI 

Powerpack  Enterprises 

Challenge  Cleaner-Degreaser   A4 

Powers  Regulator  Company 

Powers  620    G6 

Powers  622    G6 

Powertron  International  Corp. 

Contaquick  K2 

Lano  Creme  E4 

Lano  Grit  E4 

Liquid  Grease    H2 

Moly  Lube  H2 

P.D.-41  H2 

Power  Duzit  A8 

Powerzyme    L2 

Sparkle  CI 

Sparkle  Glass  Cleaner  CI 


Pratt-Gabriel  Division 
Miller  Chem.  &  Fert.  Corp. 

Diazinon  4-OS  Insect  Spray  F2 

DP-2  Special  Insect  Spray    F2 

EC  5  Malathion  Spray    F2 

Pratt  Cygon  2-E  Systemic  Insecticide   ..  F2 
Resmethrin  EC  26  Insect  Spray  Fl 

Praxis  Enterprises 

Super  Turbo  No.333  Food  Machinery 
Grease  HI 

Precise  Chemical  &  Equipment  Ltd. 

Doodle  Bug  Vandalism  Mark  Remover   CI 

Full  Blast  Residual  Insecticide  F2 

Hurry  Upl  Foaming  Clnr  Dsnfctnt  & 

Deod CI 

Hurry  Upl  Foaming  Clnr,  Dsnfctnt  & 

Deod F2 

No  Friction  Silicone  Spray  HI 

Sir  Disinfectant  Deodorant  C2 

Sleek  Stainless  Steel  Compound    CI 

Sock  It  To  1m  Insect  Killer    F2 

The  Answer  CI 

Them  Dirty  Ovens  Oven  Cleaner A8 

Ton  Insecticide    F2 

Precision  Bearing  Company 

Food  Machinery  Grease   HI 

Precision  Blend  Inc. 

Gleam C2 

Grease-Away  A4 

H.D.  Smoke  Away    A8 

Heavy  Duty  Grease  Away    A4 

Hi-Foam  A4 

Phos-Clean  C2 

Zap  LI 

Precision  Chemical,  Inc. 

Complete   A3 

Ensure  No-Rinse  Sanitizer   D2 

Fat-Solve  Al 

Foamy  Lube HI 

Food  Grade  Oil  HI 

Force    CI 

Glass  Cleaner CI 

Glide    H2 

Hydro-Clean    C2 

Oven  and  Grill  Cleaner A8 

Power  Pac    Al 

Premium    CI 

Red  Hot  LI 

Results  A1.Q1 

Sani-Clean  A4 

Sani-Gard  El 

Stainless  Steel  Cleaner   A7 

X-Cel  Bl 

Precision  Chemicals/ 

Div.  of  Atlantic  Chemical  & 

Equipment  Co 

Algaecide  Liquid  205   G7 

B-121  G6 

B-140  G7 

BL-130 G6 

BL-135  G6 

BL-137  G6 

BL-150  G6 

BL-151  G6 

BL-1512  G6 

BL-160  G6 

CL-135  G6 
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CL-401  Cooling  Water  Treatment   G7 

CL-402  G7 

Formula  C-235    A3 

Precision  B-l  10  G6 

Precision  B-144  G6 

Precision  BL-1 31  G6 

Precision  BL-133 G6 

Precision  BL-1 35-S  G6 

Precision  BL-1 39  Boiler  Water  Treat- 
ment      G6 

Precision  BL-153 G6 

Precision  BL-1532 G6 

Precision  BL-1 64  Boiler  Water  Treat- 
ment      G6 

Precision  BL-170-C G6 

Precision  BL-1 80  Closed  System  Treat- 
ment      G7 

Precision  BL^04  Boiler  Water  Treat- 
ment      G6 

Precision  BL^»04-P  G6 

Precision  BL-504  Boiler  Water  Treat- 
ment      G7 

Precision  BL-504-S  Boiler  Water  Treat.  G7 

Precision  C-230  G7 

Precision  CL-153 G6 

Precision  CL-1532 G6 

Precision  CL-211-M  G7 

Precision  CL-2151  G7 

Precision  CL-406 G7 

Precision  CL-407 G7 

Precision  CL-408  Cool.  Twr.  Trt G7 

Precision  CL-410  Cool.  Twr.  Trt G7 

Precision  Formula  MC-78 Al 

S-45  Scale  Remover  (Liq)    A3 

Precision  Chemicals,  Inc. 

Precision  XL-79    A4 

Precision  Industrial  Coatings,  Inc. 

2181-T-5  Urethane  Reducer  PI 

Precision  Laboratories,  Inc. 

Acid  Cleaner  Concentrate  A3 

Belt  Dressing  PI 

Cling    Kl 

Cling  (Aerosol)  Kl 

Cling  (Bulk)    Kl 

Delight  Al 

Dermi-Surge  Triclosan  Liquid  Soap El 

E  101  Electronic  Solvent  Degreaser  ....    K2 

Foam  Additive  Al 

Go    LI 

GW-61   LI 

Hand  Shield  E4 

Hantex  Cleansing  Cream    E4 

L.A.B.  Liquid  Alive  Bacteria  L2 

Lemon  Scented  Sterene  Disinfectant 

Deod C2 

Liquid  Hand  Soap  15% El 

Liquid  Hand  Soap  40% El 

Lube-2   H2 

Lustre  A7 

Mint-O-Green    CI 

Multi  2000  H2 

Orange  Hantex  E4 

Paint  &  Varnish  Stripper    C3 

Penetral    H2 

Penetral-Industrial  Penetrant  H2 

Power  "O"   A4 

Power  Foam CI 

Power-Gel    CI 

Precision  Concrete  Clnr-Hvy-Dty  Fir 

Clnr  CI 

PL  Stop  Odor  Control  Chemical  Gran- 
ules       CI 

PL-Concentrate   Al 

PL-Laundry  Detergent Bl 

PL-Mud-Flo  LI 


PL-Teflex  HI 

PL-100  K2 

PL-109  Kl 

PL-200  A4 

PL-34-P  H2 

PL- 345  A3 

Ramrod    LI 

Real-Ease  H2 

Respond  A4 

Rhino  LI 

Roughtex   E4 

Sana  Clean  Special  Formula  C2 

Scentamint  Disinfectant    CI 

Sewage  Enzymes  L2 

Smash    F2 

Spray  And  Wipe   CI 

Steam  Clene A2 

Sterene  C2 

Super  L.I.M    CI 

Super  Sanaclean    C2 

T-K-O    Fl 

The  Better  Way  El 

Toro  Kl 

Vangel   CI 

Victory  CI 

View CI 

Precision  Supply 

Belt  Save  Belt  Dressing   PI 

Cool  'N  Cut H2 

D  Grease  II    CI 

D  Grease  Jelled  Degreaser  CI 

Dri-Mol    H2 

Glove  E4 

Glove  Skin  Shield  Invisible  Coating   ....  E4 

Grime-Off   CI 

Instant  NF  Pntmt,  Lbrcnt,  &  Dmstmt      H2 

No  Seize    CI 

S.S.  1   K2 

Shine  Glass  Cleaner   CI 

Slide  Silicone  Spray   HI 

Strip  Away C3 

Super  Lube  Red  Spray  Grease  H2 

SD-1200  Al 

Preferred  Distributors,  Inc. 

Nutty  Green  E4 

Nutty  White  E4 

Pearl  Green    E4 

Pro  Link  All  Purpose  Cleaner    CI 

Pro  Link  Creme  Cleanser  A6 

Pro  Link  Food  Service  Sntzng  Lotn. 

Clnsr  E2 

Pro  Link  Liquid  Enzymes  CI 

Pro  Link  0%  Acid  Bowl  Cleaner  C2 

Pro  Link  20%  Total  Restroom  Cleaner  C2 
Pro  Link  23%  Heavy  Duty  Bowl 

Cleaner   C2 

Pro  Link  9.5%  Clinging  Bowl  Cleaner     C2 

Pro  Link  9%  Daily  Bowl  Cleaner    C2 

Pro-Link  Apple  Dry  Air  &  Fabric 

Deodrzr  CI 

Pro-Link  Baby  Pwdr  Dry  Air&Fbrc 

Deodrzr  CI 

Pro-Link  Baseboard  Stripper    CI 

Pro-Link  Disinfectant  Spray  CI 

Pro-Link  Flying  Insect  Killer  F2 

Pro-Link  Germicidal  Cleaner  C2 

Pro-Link  Glass  Cleaner CI 

Pro-Link  Oven  &  Grill  Cleaner  A8 

Pro-Link  Stainless  Steel  Cleaner   CI 

Pro-Link  Stainless  Steel  Cleaner  Wtr 

Bs    A7 

Pro-Link  Tradewinds  Dry  Air&Fbrc 

Deodrzr  CI 

Pro-Link  Vandalism  Remover   CI 

Preferred  Industries  Corp. 

"Synergized"  Digester  Plus  L2 


A.C.T.  Acid  Cleaning  Trtmnt  Ready  to 

Use    A3 

All  Purpose  Cleaner    CI 

Anti-Seize  Compound  H2 

Battery  Terminal  Cleaner  and  Protector   PI 
Break-Out  One-Shot  Dm  Opnr  w/Odor 

Blnkt  LI 

Chlorotron   Al 

Citrus  Grit  E4 

Citrus  Lotion  Hand  Cleaner  E4 

Clean  and  Thaw    A5 

Coconut  Hand  Soap    El 

De  Aqua  Lube  H2 

Digestant  2500  L2 

Digestor  Supreme   L2 

Double  Down    F2 

Dry-Moly  Lube  H2 

E-ZTap  H2 

Energizer  Grease  Trap  Maintauier  CI 

Glass  &  Plastic  Coating   CI 

Grease  &  Odor  Solv-It   CI 

Grease  Cutter A4 

Heavy  Duty  Penetrating  Oil  H2 

Hot  Stuff  LI 

Liquitron    LI 

MAD.  Macro  Alkaline  Degreaser    ....    A4 

Meda-Derm   E4 

Non-Flammable  Safety  Solvent   K2 

Oven  and  Smokehouse  Cleaner   A8 

P&D  Stripper C3 

Pent-Tel  Nut  &  Bolt  Loosener  Penetrant  H2 

Powdered  Hand  Soap   C2 

Red  Grease    H2 

Run  Away   LI 

Silicone  Release    H2 

Skin  Shield    E4 

Super  Hot  Stuff  LI 

Sur  Quat  Lemon   A4 

Sur  Quat  Mint  Disinfectant  Deod. 

Cleaner   CI 

Sur  Quat  Pine    CI 

SUR  Foaming  Disinfectant  Cleaner  ....    CI 

SUR  32  Disinfectant  Deodorant  CI 

SUR  32  Germicidal  Spray  &  Wipe 

Cleaner   CI 

Terminate  W.P.  Wettable  Powder  bi- 
sected  F2 

Terminate  20  Fl 

Terminator  Fl 

Ultra  Solve K2 

Ultra-Pure    K2 

Vandal  X-It   CI 

Vision  Glass  Cleaner CI 

Vision  32  CI 

10%  Disinfectant  Sanitizer  D2 

Preferred  Pioneer  Systems 

All  Purpose  Cleaner    CI 

Bathroom  Cleaner  C2 

Premier  Chemical  Corporation 

Advantage   Ql 

Biosol  CI 

BW  Special   A2 

Chlorinated  Eggkleen   Ql 

Citrisol  CI 

Descale A3 

Finish  Al 

Foamklor  Al 

Hydrocon  B200  G6 

Liquid  Hand  Soap  El 

Liquiklor   Al 

Liquiterg    Al 

M-S-R-C    A3 

Montex  3A  Al 

Monti  AC    Al 

Monti  AC  505  Al 

Monti  Klor  Cleaner  #3   Al 

Monti  Tone  114 A2 

Monti  Tone  135 A4 
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Monti  Tone  228 A2 

Monti  Tone  232 A2 

Monti-Base  Cone A1.H2 

Oxi-Foam  Al 

Oxiklor A1.Q1 

Premchem  116  Al 

Premchem  120  Al 

Premchem  123  Ql 

Premchem  131  Al 

Premchem  133  A2 

Premchem  133L    A4A8 

Premchem  134  A2 

Premchem  135  A2 

Premchem  135G    A2 

Premchem  136  A4 

Premchem  146  A2 

Premchem  146L    A2 

Premchem  1811  Al 

Premchem  216  A4 

Premchem  217  A4 

Premchem  225  Al 

Premchem  227  Al 

Premchem  502  A2 

Premchem  516  A1.B1 

Premchem  545  A3 

Premchem  546  A3 

Premchem  846  A2 

Premfome  1021   Al 

Premfome  1022  Al 

Premfome  1722  Al 

Premkleen  1522  Al 

Premkleen  1612  A4 

Premkleen  1712  A4 

Premkleen  1814  Al 

Premkleen  1815  Al 

Premklor  1305  Al 

Premklor  1321  Ql 

Premklor  1331  A2 

Premklor  1502  Al 

Premklor  205  Al 

Premklor  207  Al 

Premklor  501  Al 

Premloobin    H2 

Premloob  66    Hi 

Premloob  67 HI 

Premloob  69    H2 

Premloob  71    H2 

Premloob  75    H2 

Premquat  993 D2 

Premscale  1545  A3 

Premscale  155  A3 

Premscale  1551   A3 

Premscale  1644  A3 

Premscale  1645  A3 

Premshield-1    G5.G7 

Premsoke  1131    Al 

Premsoke  1641    A2 

Premspral611  Al 

Premsteem  1004    Al 

Premsteem  1005    Al 

Premsteem  1631    A4 

Premstrip  1648    A2 

Premstrip  1649    A2 

Remove   A3 

Saf-Klor  Al 

Sanpan  Al 

Sewer  Cleaner  LI 

Premier  Chemicals,  Inc. 

All  Purpose  Cleaner   A4 

Concentrated  Liquid  Hand  Soap 

For.No.Two  E4 

Heavy  Duty  Cleaner  Degreaser    A4 

Heavy  Duty  Phosphate  Free  Indust 

Cleaner   A4.C1 

Premier  Solvent  Degreaser  Kl 

Spntz's  Shine  A4 

Strippette   A4 

Super  Cone.  Liquid  Hand  Soap 

For.No.One  E4 


Premier  Industrial  Corporation 

Contax  n  K2 

V-Belt  Conditioner  91830 PI 

Premier  Products  &  Service  Inc. 

Citrus-Cide    CI 

Premiere  Product  Distributors 

SCR-250-Odor  Control  CI 

Premium  Supply  Company,  Inc. 

Aqua-Guard  H2 

Boil-Out  A2 

Brake  Clean  Kl 

Carbaway  PI 

Centerlube  Graphite  Lube  H2 

Contac   K2 

Dri-Mol    H2 

Dri-Mol  Lubricant  H2 

Erase    CI 

Finish-Up  E4 

Frost  Bite  PI 

Insect-O-Fog   Fl 

Liquid  Grease    H2 

Lock  Out   F2 

Melt  Away  CI 

O-Gear  H2 

Open  Up  Drain  Opener LI 

Oven  Cleaner A8 

Premium  Odor  Control   CI 

PCC  Gel  Degreaser  Kl 

PCC  Gel  Degreaser  Kl 

PD-80  H2 

PSC  79  K2 

Release H2 

Showcase  A7 

Silicone  Spray  HI 

Stop  Seize   H2 

Strip  It   C3 

Tub  &  Tile C2 

Prentiss  Incorporated 

Prentox  Carbamate  1.5  EC  F2 

Prentox  D.D.V.P.  Five    F2 

Prentox  Diazinon  Emulsifiable  Cone.    ..  F2 

Prentox  Diazinon  1 E  Insecticide    F2 

Prentox  Diazinon  4E  Insecticide    F2 

Prentox  Diazinon  4S  Insecticide F2 

Prentox  Dursban  2E  Insecticide  F2 

Prentox  Dursban  4-E  Insecticide    F2 

Prentox  Emulsifiable  Spray  Cone.  #96     Fl 

Prentox  Exciter   Fl 

Prentox  Fog  and  Mill  Spray  Fl 

Prentox  Fogging  Concentrate  #1    Fl 

Prentox  Fogging  Insecticide  PF  Fl 

Prentox  Insect  Spray  "A"   Fl 

Prentox  Insect  Spray  "B"    Fl 

Prentox  Insect  Spray  and  Fogging  Cone.  Fl 

Prentox  Perm-X  IE  F2 

Prentox  Prenbay  1%  Oil  Solution    F2 

Prentox  Pyrifos  Residual  Spray   F2 

Prentox  Pyronyl  Crop  Spray  Fl 

Prentox  Pyronyl  Fogging  &  Contact 

Spray  Fl 

Prentox  Pyronyl  Insect  Spray&Fog  Cone 

#2    Fl 

Prentox  Pyronyl  Oil  Concentrate 

#12294-A    Fl 

Prentox  Pyronyl  Oil  Concentrate 

#1233-A    Fl 

Prentox  Pyronyl  Oil  Concentrate  #15A  Fl 
Prentox  Pyronyl  Oil  Concentrate  #3610  Fl 
Prentox  Pyronyl  Oil  Concentrate  #525  Fl 
Prentox  Pyronyl  Oil  Concntrt. 

OR-3610-A  Fl 

Prentox  Pyronyl  Spray  Concentrate  Fl 


Prentox  Pyronyl-Diazinon  Emulsfbl. 

Cone F2 

Prentox  PBO-8    PI 

Prentox  Residual  Concentrate  DV-One     F2 

Prentox  Residual  Insect  Spray  #2 F2 

Prentox  Residual  Spray  (C/0.5%  Diazi- 
non)    F2 

Prentox  Residual  Spray  c/Propoxur   F2 

Prentox  Resmethnn  0.5%  RTU    Fl 

Prentox  Resmethnn  3%    Fl 

Prentox  Vapon  2  F2 

Prentox  Vapon  20%  Emulsifi.  Concen- 
trate    F2 

Prentox  Vapon  4E  F2 

Prentox  5  LB  Malathion  Spray F2 

Presco  Food  Products,  Inc. 

Grease  Remover    A2 

Super-Cleanser A2 

Two-In-One  Cleanser   Al 

Prescott  Chemical,  Inc. 

Chain  Lube  CL  H2 

Citncsol   CI 

Isophene  HM  D2 

Isophene  HM  D2 

Isophene  WX  D2 

Phosphoric  Acid  Cleaner    A3 

Pres  Terge  ACL  Pdr Al 

Pres  Terge  RD  Pdr Al 

Septan  10  D2.Q3 

Septan  210  D2.Q3 

Septan  3.2.  D&F  CI 

Septan  7.5    A4 

Septan-15  D2.Q3 

Septan-33A    D2 

Septan-451  CI 

Septan-51P  D2 

Solophen  HF  Al 

Solophene  AL   A4 

Solophene  CA  Al 

Solophene  CBP  Al 

Solophene  EAL  Al 

Solophene  EWP Ql 

Solophene  FAC  Al 

Solophene  FCM    Al 

Solophene  H- 100  Al 

Solophene  H-595  Al 

Solophene  Haw  Al 

Solophene  HTL  Al 

Solophene  LRS   Al 

Solophene  Super  Cone   Al 

Solophene  SSA   A3 

Solophene  STL   Al 

Soloterge  CL  Al 

SolotergeDB  Al 

Soloterge  HD A2 

Prescott,  J.L.,  Company 

Dazzle  Heavy  Duty  Laundry  Detergent    B 1 

Rainbow  Bleach    B1.C1 

Rainbow  Heavy  Duty  Laundry  Deter- 
gent      Bl 

Preservative  Paint  Co. 

Pro-Clean  70  Al 

Press  Kleen  Chemical  Products 

Kleen  Away  Concentrate    Al 

Spray  Kleen  Concentrate    Al 

Pressure  Equipment  Company 

Aqua  Blitz  A4 

Clean    Al 
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Pressure  Techniques  International 
Corp. 

1210  A2 

Pressure  Vessel  Service  Inc. 

Chelated  Sodium  Hydroxide  A2 

Phosphoric/Nitric  Acid  Blend  A3 

PVS  Acid  Blend   A3 

PVS  CQ>  Cleaner Al 

PVS  Foam  Cleaner  Al 

Pressure-Lube,  Inc. 

Jax  Battery  Saver  and  Cleaner  PI 

Jax  Chain  &  Cable  Lubricant  H2 

Jax  Dry-Slide HI 

Jax  Food  Grade  Penetrating  Oil  HI 

Jax  Lift  Truck  And  Sliding  Tandem 

Lub H2 

Jax  Magna-Plate  36-2  (Aerosol)  HI 

Jax  Magna-Plate  78  Aerosol  HI 

Jax  Magna-Plate  86  Aerosol  HI 

Jax  Non-Toxic  Lube  HI 

Jax  Penetrating  Oil H2 

Jax  Spray  Lube  for  Open  Gears  H2 

Jax  Spray-Kote    PI 

Prestige  Labs.,  Inc. 

Achro-Wash  Al 

Achromatic  H.  D.  Power  Cleaner Al 

Air  Life   CI 

Cherry  Odor  Control  CI 

Citri  Chem  CI 

Clean  All  Multi  Purpose  Foam  Cleaner  CI 

Clear  View  CI 

DA.L.  Lubricant  Penetrant H2 

Drainzit    CI 

E-Z  Flow  Liquid  Drain  Opener  &  Maint.  LI 

Easy  Way LI 

Envir-O-Care  CI 

Enzy  Matic    L2 

Enzymatic  L    CI 

FMC  MM4  Food  Management  Cleaner  A4 

Heaven  Scent  CI 

HD-221    CI 

L.S.R.  Delimer    A3 

Liquid  Enzymatic   CI 

Love  It  Al 

Marlene   Al 

MolyFilm   H2 

Mop  &  Strip    A4 

Mystic  Degreaser A4 

MM8  Cleaner,  Disinfectant  Deodorizer  Dl 

Navy-22  A7 

Navy-22  All  Purpose  Polish  A7 

Non-Acid  Coilex  A4 

NBC  Industrial  Degreaser  Cleaner  Al 

O.G.C A8 

Perfect   El 

Prestige  Clean   A4 

Prestige  Clean   Al 

Pure  Lube    H2 

Quats  New  Cleaner,  Disinfectant  Deod.  Dl 
Sani-Pure  Disinfectant-Sntzr.  Deodor- 
izer      D2 

Scrubs-It CI 

Shine    A7 

Show  Case  CI 

Show  Case  50   CI 

Stay  Dry  Pipe  Insulation  PI 

T&G  Plus    A3 

Tamarac  Pot  &  Pan  Washing  Detergent  Al 

Terazz    A4 

Tough  Touch  Mechanics  Hand  Soap  ..  Al 

Tulip  Bowl  Cleaner C2 

TEC  Creamedic  El 

Wally   A4 

Wonder    E4 


Prestige  Products 

dyn-O-mite A8 

Back  Off   L2 

Mighty  Marc  Al 

See  CI 

Preston  Dist.  Co. 

Ultimate  Al 

Price  Research  Ltd. 

Ami-Ox   A3 

BWT-200  Boiler  Water  Treatment  G6 

Cleaner  137  A4 

CLT-77  Condensate  Line  Treatment   ..    G6 
CWT-600  Cooling  Tower  Treatment  ..    G7 

Dry  Sulfuric  Acid  LI 

Heavy  Duty  Acid  Drain  Cleaner   LI 

M-126-X    A4.A8 

Non-Pyro  K2 

Odor  Control  Liquid  Cherry  CI 

Odor  Control  Liquid  Lemon  CI 

Odor  Control  Liquid  Mint    CI 

Odor  Reactant  CI 

Oxygen  Control-Liquid  LI 

Safety  Solvent  K2 

Spray  &  Wipe  CI 

Uni-Pol    A7 

Pride  Chemical  &  Supply  Co. 

Bold  CI 

Green  Leaves  CI 

Guardian    CI 

Porcelain  &  Bowl  Cleaner   C2 

Pride  Concentrate    A4 

Sentry  A4 

V-Detergent  A4 

Pride  Laboratories,  Inc. 

Assassinate  JJ.  Insecticide   F2 

Blast  Heavy-Duty  Floor  Cleaner   CI 

Kwik  Kleen  Powdered  Hand  Soap  C2 

Powerhouse  Powdered  Cleaning  Com- 
pound        A4 

Pride  Bowl-O  Tile  &  Porcelain  Clnr.       C2 
Pride  De-Clog  Drain  Conditioner  & 

Clnr LI 

Pride  Unclog  LI 

Space  Shot  Sewer  Solvent    LI 

Prillaman  Chemical  Corporation 

Sodium  Hypochlorite  Solution  D2.G4 

SB^»17  PI 

Prime  Chemical  Division 

AF317L    A3 

D100    A4 

HTS  203P   A2 

LC116P  Al 

Super  Det Bl 

Prime  Chemicals 

AT  306-L A3 

CW-107-P   Al 

D-100  Al 

D-100  "Freezer  Mix"    A5 

Green  Clean  A4.C1 

HTS-203P   A2 

Liqui-Base  with-107   Al 

Prime  Laboratories,  Inc. 

"Spotless" Al 


Belt  Grip    PI 

C-Thru  CI 

Degreasing  Solvent  Spray  Kl  JC2 

Derma-Suds  El 

Flush-Away  Water  Soluble  De- 
greaser    C1JC2 

Glide  Lube  Silicone  Lubricant  HI 

Glisten   A4 

Grime  Stopper  A4 

Irish  Mist  CI 

Multi-Klean  Al 

Nut  Breaker  Multipurpose  Penetrant   ..    H2 

Power-House  A4 

Prime-Grease  Grease  Gun  in  a  Can  ....    H2 

Rust  Off  CI 

Seal-It PI 

Sila-Guard   G3 

Speedy  Spray  Al 

Spray  Klean  Kl 

Steam-Klean    Al 

4-Way  Pen-A-Lube  H2 

Prime  Market  Distributors  Inc. 

Attack  Insect  Killer  F2 

Catch 'em  Residual  Insecticide    F2 

Clear-Thru  CI 

D-Ox    A3 

Do-It-All    C2 

Fabric  Softener   B2 

Hot-Shot  Prilled  Drain  Opener  LI 

Infinity  Neutral  Cleaner    A4 

Lemon  Scented  Fine  Shine  A7 

Lemon  Tree  CI 

Liquid  Laundry  Booster   Bl 

Liquid  Laundry  Emulsifier  A4 

Liquid  Laundry  Sour B2 

Magnum  HD  Steam  Cleaner Al 

Mark  Remover CI 

Meat  Room  Cleaner    Al 

Odor  Control  Granulars    CI 

Orange  All  CI 

Orange  Tuff  Guy  E4 

Porcelain  Cleaner    C2 

Prep  Scrub  A4 

Prime  Nut  &  Bolt  Loosener  Penetrant     H2 

Prime  Plus  CI 

Prime  Plus  Glass  &  Utility  Cleaner  ....    CI 

Prime  Tyme  E4 

Prime-A-Foam  Acid  Foaming  Cleaner     A3 

Prime-A-Foam  Foaming  Cleaner  Al 

Prime-A-Foam  D  A4 

Prime-A-San    D2 

Prime-Free  Oven  &  Griddle  Cleaner  ..    A8 

Prime-Kill  Roach  Killer   F2 

Prime-N-Zyme  L2 

Prime-Tone    K2 

PMD  Total  Release  Fogging  Insecticide  F2 

PMD  635  Cleaner-Degreaser   A4.A8 

PMD-Formula  6247    A4.A8 

PMD-227  Special  Heavy  Duty  Cleaner   A4 

PMD-227  Special-E    A4 

Silicone  Lube HI 

Single  Shot    LI 

Soft  Guy  Hand  Cleaner E4 

Speedi  Acid  Drain  Opener  LI 

Springtime  Bl 

Sur-Gent  Antiseptic  Lotionized  Soap  ....  El 

Suspend   Al 

System  3  P&B  Porcelain  &  Bowl 

Cleaner   C2 

Tiger  Germicidal  Detergent    A4 

Tomcat  II  Concrete  Cleaner  A4 

Tropical  Hair  &  Body  Shampoo    E4 

Tuff  Guy   E4 

Prime  Solutions,  Inc. 

Aqua- Vent  Ventilator  Cleaner-Dgrsr 

Cone A4.A8 

Low  Foam  Cleaner/Degreaser    Al 

Prime  Acid  Tile  and  Wall  Cleaner A4 
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Prime  Anti-Crawl  Residual  Insecticide  F2 

Prime  Bath  And  Tile  Cleaner  C2 

Prime  Cage  Cleaner  &  De-Sealer A4 

Prime  Disinfectant  &  Deodorant    CI 

Prime  Disinfectant  Foam  Cleaner CI 

Prime  Drain  Cleaner  (Enzyme  Type)  ....  L2 
Prime  Liquid  Pot  &  Dishwashing  De- 
tergent    Al 

Prime  Long  Shot  D  Wasp  &  Hornet 

Killer  F2 

Prime  Oven  And  Grill  Cleaner A8 

Prime  Safety  Solvent Kl 

Prime  Silicone  Lubricant  Spray   HI 

Prime  Spot  Remover  Kl 

Prime  Stainless  Steel  Cleaner  A7 

Prime  Super  All  Purpose  Cleaner CI 

Prime  Tile  and  Grout  Cleaner    A4 

Prime  Vandalism  Mark  Remover  Kl 

Pnme-Zyme  II  L2 

Primrose  Oil  Company,  Inc. 

210  Uni-Vis  Industrial  Hydraulic  Oil  ..  H2 

216  Food  Grade  Hydraulic  Oil  Heavy  HI 

216  Food  Grade  Hydraulic  Oil  Light  ..  HI 

216-G  Food  Grade  Gear  Oil  140  HI 

314  White  Food  Grade  Grease  No.  2  HI 
510  Primrose  Plus  EP  Multi-Purp  Gear 

Lub   H2 

510-M  Armor  Plate  EP  Gear  Lube 

w/Moly-D  H2 

548  Armor  Plate  Chain  and  Cable  Lube  H2 

620  Quik-Solv  CI 

Prinova  Co.  Inc. 

Activfoam    C2 

Ladrin  Ecolo  Blend  Bl 

Ladrin  Ecolo-Break  Plus  Bl 

Ladrin  Ecolo-Det  Bl 

Ladrin  Ecolo-Det  S  Bl 

Ladrin  H-Chlor  B  Bleach  Bl 

Ladrm  Super  Sil    Bl 

Ladrin  XP-12  Bl 

Nova  Sheen  CI 

R.T.U.  Starch  B2 

Swifty    A4.A8 

Pripak 

Pripak  102  G6 

Pripak  103  G6 

Pripak  104  G6 

Pripak  106  G6 

Pripak  107  G6 

Pripak  108  G6 

Pripak  110  G6 

Pripak  HI   G6 

Pripak  124  G6 

Pripak  125  G6 

Pripak  126  G6 

Pnpak  138  G6 

Pripak  142  G6 

Pnpak  150  G6 

Pripak  151    G6 

Pripak  154  G6 

Pnpak  165   G6 

Pripak  166  G6 

Pripak  167   G6 

Pripak  224  G7 

Pripak  225  G7 

Pripak  226  G7 

Pnpak  227  G7 

Pnpak  228  G7 

Prism  Integrated  Sanitation 
Mngmt.,  Inc. 

All  Purpose  Cleaner  and  Degreaser  319  CI 

Glass  and  Multi-Surface  Cleaner  310  CI 

Liquid  Hand  Soap  318    El 


Oven  and  Grill  Cleaner  282  Al 

Prism  Disinfectant  Cleaner  320   A4.C1 

Prism  General  Purpose  Cleaner  Powder 

366    CI 

Prism  Hood  and  Duct  Cleaner  321     ....  Al 

Soak  Cleaner  Inhibitor  A  016 Al 

Soak  Cleaner  Inhibitor  B  016  Al 

Soak  Cleaner  Neutralizer  012  A3 

Soak  Cleaner  005    A2 

Soak  Cleaner  008    Al 

Stainless  Steel  Polish  324  CI 

Tile  and  Porcelain  Cleaner  314    C2 

Prison  Industry  Authority 

Deodorizer-Sanitizer  1801    D2 

Pine  Quat/1 757-Cleaner,  Deod.  and 

Disnf  CI 

Private  Label  Chemicals,  Inc. 

APC  Super  Concentrate    A4 

APC  173    A4 

Boil  Out  Compound   A2 

Breakthrough  Al 

Breakthrough  ID   A4 

C-S  Liquid  Dishwash   Al 

De-Spot   Bl 

De-Stone   Al 

Defoamer  Al 

Degreaser  #696   A4.A8 

E-Z  Clean  Powdered  Floor  Cleaner  ....  Al 

Foam  Boost  Al 

Foamy  Grease  Release   A4 

Fry  Cleaner  #692 A2 

Fryer  Cleaner -. Al 

Grease  Release    A4 

GFC  A4 

Hand  Dishwashing  Liquid    Al 

Heavy  Duty  Cleaner  #607    A4 

Heavy  Duty  Dishwash    A2 

Heavy  Duty  Dishwash  CI  A2 

Heavy  Duty  Fry  Clean  Powder    A2 

High  Foam  Cleaner  #1 16   Al 

High  Suds  Liquid  Dishwash  Al 

Hood  Degreaser  A8 

Laundry  Detergent B2 

Lime  Solvent  A3 

Liqui-Chlor  Chlorinated  Degreaser    ....  Al 

Liqui-Chlor  Plus   Al 

Liquid  Automatic  Dishwash  Al 

Liquid  Hand  Cleaner El 

Liquid  Smokehouse  Cleaner  A8 

Mark  Ten  D2 

Mark  25  D2 

Neutral  Cleaner  #1 38    CI 

New  Shine  Concentrate CI 

New  Shine  Stainless  Steel  Clnr.  &  Pol- 
ish     CI 

Orange  Citrus  Degreaser CI 

P-101  Special  Degreaser  A4.A8 

P- 104  General  Purpose  Cleaner  Al 

P-109  All  Purpose  Cleaner  A4 

P-202  General  Purpose  Powder   Al 

P-234  Machine  Dishwashing  Compound  Al 

P-240  Chlorinated  Dishwash    Al 

P-256  All  Purpose  Powder  Al 

P-310  Acid  Cleaner A3 

P-315  White  Bowl  Cleaner C2 

P-319  Lime  Be  Gone    A3 

P-372  Heavy  Duty  Acid  Cleaner  A3 

P-468  Floor  Cleaner   A4 

P-541  Floor  Cleaner   A4 

P-602LSC#3  Al 

P-603  Heavy  Duty  Cleaner Al 

P-603A  Foaming  Heavy  Duty  Cleaner  A 1 

P-612  Oven  And  Grill  Cleaner A4.A8 

P-614  Grill  Cleaner  A4.A8 

P-620  Floor  Cleaner   A4 

P-635  Foaming  Cleaner    Al 

P-733  Window  Cleaner  Concentrate    ..  CI 

P-909  Liquid  Hand  Soap  20  El 


P-915  Liquid  Hand  Soap  40  El 

P-933  Ready  to  Use  Liquid  Hand  Soap    El 

Pot  &  Pan  Wash   Al 

Power  Washer  Compound  #174  Al 

Product  120  Al 

Product  170  Al 

Product  664  A4.A8 

Product  970  E4 

PLCQuat Dl 

PLCQuatI    Dl 

PLC  Quat  II  Dl 

Sanihand  Hand  Cleanser  and  Sanitizer     E2 

Soak  Off  Boil  Out  Compound   A2 

Working  Hard   Al 

Private  Label  Laboratories 

All  Purpose  Cleaner  Degreaser Al 

Bottle  Wash  Al 

Digest L2 

Discide  256   A4 

Discide  32   A4 

Discide  64   A4 

Pro  Blenders  Incorporated 

Desolve    Al 

Hypo-Chlor   Al 

Pro-Chlor  A2 

PN-10  Acid  Cleaner  Concentrate  A3 

Super  Clean  Al 

Pro  Chem  Industrial  Inc. 

Pro  Klean  A4 

Pro  Chem  Technologies/ 
Div.  of  Ever-Last  Supply  Co. 

ChloroKleenP  Al 

Conquer  Heavy  Duty  Concrete  Floor 

Clnr  A4 

Dermascrub  Iodine  Hand  Cleaner-Sani- 

tizer  E2 

Omni  Dgrsr  Multi-Purp  HD  Oil  &  Grse 

Rmvr  Al 

Pro  CIP  Acid  A3 

Pro  Foamer  Neutral  Foam  Cleaner-Ad- 
ditive    Al 

ProGPC    Al 

Pro  Liquid  CIP+C  Al 

Pro  San  Q    D2 

Pro  Wash  P  65    A2 

Scale  Solv  Foamer    A3 

Pro  Chem,  Inc. 

Action    A8 

Alive    L2 

Aqua  Aid  603   G7 

Aqua  Aid  603X  G6 

Aqua  Aid  617   G7 

Aqua-Cide    F2 

Ban  El 

Blast  Off   K2 

Brite  CI 

Brite  CI 

Bug-Out  Room  Fogger  Fl 

Bulls  Eye  Flying  &  Crawling  Insecticide  F2 

Citra-Solv    CI 

Citron  Heavy  Duty  Grit  Hand  Cleaner     1-4 

Clear  Seal  Clear  Silicone  Sealer PI 

Coil  Care  Al 

Coil  Care  A4 

Coil  Quick  PI 

Defoamer  Al 

Deocept  Hospital  Disinfectant  Deodo- 
rant        C2 

Double  Action  F2 

Down  &  Out  LI 

Dri  Lub  Fluorotelomer  Lubricant  H2 
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Dri  Slide    H2 

Enta-Cide  F2 

Foam-It-Away  CI 

Foamy    HI 

Futron    Al 

Garbcide F2 

Grease  Gun   H2 

Grease  Gun  Dry    H2 

Grease  Gun  X-tra    H2 

Grout  Renovator  PC-57    C2 

Hand  Guard  E4 

Hi-Temp H2 

Indusol  Al 

Knock  It  Off  K2 

KonKleenPC-196   CI 

Kut-It  E4 

Lemon  Solv  A4 

Lub-All    H2 

Magic  Heavy  Duty  Cleaner   CI 

Mark-Out  CI 

Medi-Clean    C2 

Meter  Insecticide  F2 

Micro-Stat  Glass  Treatment   CI 

Moly-Lub H2 

New  Improved  Sentinel    C2 

Odor  Blanket  CI 

Odor  Oxidizer  CI 

Odor-Abate    CI 

One  Step    CI 

Oven-Lite  A8 

Oxall    A3 

Pro  Lub   HI 

Pro-Chem  Soapcream   El 

Pro-Strip  Paint  &  Varnish  Remover  ....    C3 

Pure  Solv  K2 

Quick  Clean  Hand  Cleaner  E4 

Ram  Rod   LI 

Red  Hot  LI 

Safety  First    Jl 

San-O-Kleen    C2 

Sani-Lube  Food  Equipment  Lubricant  HI 
Sentinel  Grmcdl  Spr  &  Wipe  Cln&Surf 

Deod   CI 

Slip-Ez  Silicone HI 

Solv-Al!  CI 

Solvex    K2 

Solvex  Safety  Solvent  K2 

Solvex  Super  Safety  Solvent    K2 

Solvitene    K2 

Sparkle  Glass  and  Plastic  Cleaner   CI 

Steam-It  A4 

Steel  Shield  CI 

Sun  Burst  A4.C1 

Super  Seal  White  Silicone  Sealer PI 

Sure  Grip  PI 

SFX  #1  PC-502  Fl 

Temp-Plate  Multi-Purpose  Wtr.  Resist 

Lub   H2 

Tender  Touch  Hand  &  Body  Lotion   ....  E4 

True  Grit   E4 

Ultra-Temp    H2 

White  Lube  H2 

XL-866 H2 

Zap-Em    Fl 

4  N  1  Penetrating  Oil  &  Demoisturant    H2 

Pro  Chemical  Co. 

Pro  500    Al 

Pro  Chemical  Products,  Inc. 

Concentrated  Wash  Al 

Pro  No.2  EP  Red  Lithium  Complex    ..    H2 

Pro  Chemicals,  Inc. 

Pro  Acid  #62  A3 

Pro  Ad-Jel   Al 

Pro  Bleach  #600   Bl 

Pro  Blitz    A2 

Pro  Blitz- WBC    A2 


Pro  Blitz-200  A2 

Pro  Blitz-900  A2 

Pro  Center  A3 

Pro  Center-LVW  A3 

Pro  Center-200    A3 

Pro  Chlor  125   B1JD2 

Pro  Circuit  Al 

Pro  Circuit-LV Al 

Pro  Circuit-200   Al 

Pro  Conversion   A2 

Pro  D-Solv#501    Al 

Pro  Dine-San  Plus  D2 

Pro  Drive  Al 

Pro  Drive-EC  Al 

Pro  Drive-IOOL  Al 

Pro  Drive-200   Al 

Pro  Drive-50   Al 

Pro  E.H.D.L.  Detergent Bl 

Pro  E-Z  Glide- 300 HI 

Pro  Egg  Wash  Ql 

Pro  Field-P    CI 

Pro  Field-P-HD  CI 

Pro  Field-IOOL    A4 

Pro  Field-200  A4 

Pro  Field-700L   A4 

Pro  Flanker   A2 

ProFoam-100   Al 

ProFoam-lOOS   Al 

Pro  Guard    A3 

Pro  Guard-N2    A3 

Pro  Guard- VC  A3 

Pro  Guard-150  A3 

Pro  Guard-200  A3 

Pro  Guard-200LF    A3 

Pro  Guard- 300  A3 

Pro  H.D.  Break   Bl 

Pro  Hand-San    El 

Pro  Handidyne E3 

Pro  I-San   E2 

Pro  Lateral  A3 

Pro  Line  Al 

ProLine-HD    Al 

Pro  Line-XF Al 

ProLine-200F   Al 

Pro  Line-200XF Al 

ProLine-300F  Al 

Pro  Pass  A3 

Pro  Pass-ECN   A3 

Pro  Pass-200   A3 

Pro  Pass-200LF  A3 

Pro  Pursuit  A2 

Pro  Pursuit-LF  A2 

Pro  Pursuit-200  A2 

Pro  Pursuit-200LF  A2 

Pro  Pursuit- 300  A4 

Pro  Quat  1000  D2 

Pro  Regulate   Al 

Pro  Return  A2 

Pro  Retum-200    A2 

Pro  Run   H2 

Pro  Safety    Al 

Pro  Safety-EC   Al 

Pro  San  Clean   D2 

Pro  Score  A2 

Pro  Score-HD    A2 

Pro  Score-200LV A2 

Pro  Score-650   A2 

Pro  Snap    Al 

Pro  Sparkle    Al 

Pro  Tackle  A2 

Pro  Tackle  L-3    Al 

Pro  Tackle-200    A2 

Pro  Team  Al 

Pro  Team-CL Al 

Pro  Team-CLE    Al 

Pro  Team-EC  Al 

ProTeam-G.B Al 

Pro  Team-Spec    Al 

ProTeam-200   Al 

Pro  4-Quat  Sanitizer  D2 

Profield    A2 

Profoam-lOOX  Al 


Propass-300  A3 

Prorun-200  H2 

Proscore-200   A2 

Protackle-400  A1.A2 

ProAcid  #750 A3 

ProAll  Fabric  Bleach Bl 

ProBleach  #6  Bl 

ProBrite  Shine  A3 

ProDefense E3 

ProDefoamer-S    A1.Q1 

ProFoam  All    Al 

ProFoamHD-33    Al 

ProFoam  Klor-NP  Al 

ProGrease  Release  Al 

ProGuard-LV  A3 

ProHand-Dip  Sanitizer   E3 

ProLift-Off A4 

ProLine-XFNP  Al 

ProLiqui-Soft  B2 

ProLiquid  Sour    B2 

ProLuster  Al 

ProOxygen  Scavenger  G6 

ProPowerhouse   A4 

ProQuat-10 D2 

ProQuat-125 D2 

ProQuat-32 D2 

ProQuat-45  D2 

ProQuat-90 D2 

ProSafety  Chlor  Al 

ProSani-Guard  E2 

ProShield  E3 

ProShur-San  E2 

ProSmoke  House  Cleaner  #1    A2 

ProSuper  Break  Bl 

ProSuperDet  Bl 

ProSupreme  Bl 

Pro  Clean  of  PA 

All-Purpose  Cleaner   A4 

Pro  Shot  Aerosol  Corp. 

Micro  Maid  Microwave  Foam  Cleaner    CI 

Pro  Solutions  Company/ 

A.  Div.  of  Long  Chemical,  Inc. 

Resolve    CI 

Pro  Tec  Chemical  Company 

Alkalinty  Builder G6 

Boiler-Tec  Formula  GP  LP G6 

Boiler-Tec  Formula  GP  NP   G6 

Boiler-Tec  Formula  GP  PNN  G6 

Boiler-Tec  Formula  GP  SNNL  G7 

Boiler-Tec  Formula  GP  SNNL-D G7 

Boiler-Tec  Formula  GP  ULB  G7 

Steam-Line-Tec  Formula  SLT-Y   G7 

Steam-Line-Tec  Formula  SLT-YY  G7 

Tower  Tec  7654    G7 

Tower-TEC  Formula  MMM  G7 

Pro  Tex,  Inc. 

Five  Star    H2 

Glass  Plus    CI 

Rough  Touch  E4 

Rough  Touch  w/Volcanic  Pumice  Hand 

Clnr E4 

Soft  Touch  Hand  Cleaner  E4 

Pro-Q 

Citrus  Plus  CI 

Pro-Tech  Industrial  Chemical  Co., 
Inc. 

14-43L  Al 
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Pro-Tech  Livestock  Corp. 

Neutra-Scent    CI 

Pro-Tex-AII  Company 

Bactosol  D2 

Beta-Phene  128  A4 

Bole-Glo    C2 

Chef  Oven,  Griddle  &  Fryer  Cleaner  ..  A8 

Clean  Green  Laundry  Detergent  Bl 

Di-Bug  Fl 

Discover  Non-Butyl  Cleaner  Degreaser  CI 

Dri-Lan  Laundry  Bleach  Bl 

Film  Go  Rim  &  Scale  Remover   A3 

GE  500  Solvent  Cleaner  A4 

High  Foam  Meat  Room  Geaner    Al 

Klens-O-Matic  A4 

Laundry-Tergent    Bl 

MJ-112  Cleaner  Al 

Stainless  Steel  Clnr  &  Polish  Lemon 

Sctd  A7 

Water  Base  Stainless  Steel  Pish  and 

Clnr  A7 

Zip  Spray  Spray  &  Wipe  Cleaner    CI 

Processor  Supply 

Golden  Geaner  Al 

Liquid  Concrete  Cleaner  A4 

Prochem  International  Corporation 

C-Plus  Degreaser  Al 

Quicksol  A4 

Procter  &  Gamble 

Bowl  Quick  C2 

Clean  Quick  A4 

Clean  Quick  Chlorinated  Sanitizer  Clnr.  D2 

Clean  Quick  Chlorine  Sanitizer   D2 

Clean  Quick  Glass  Cleaner  Concentrate  CI 
Gean  Quick  Liquid  Quaternary  Sani- 
tizer      D2 

Clean  Quick  Quaternary  Sanitizer   D2 

Comet  Geanser  with  Gilorinal  G    CI 

Comet  Geanser  with  Chlorinol    CI 

Comet  Institutional  Pack  with  Chlorinol  A6 

Comet  Liquid  Institutional  Pack  A6 

Cream  Suds  A4 

Foodservice  Formula  Joy   A4 

Industrial  Strength  Spic  &  Span 

w/Bleach  Al 

Industrial  Strength  Spic  and  Span  Liquid  CI 
Institutional  Comet  Clnsr.  w/Chlorinol 

G  CI 

Institutional  Formula  Tide    A4.B1 

Institutional  Pack  Spic  and  Span   CI 

Ivory  Soap  C2 

Kirk's  Coco  Hardwater  Castile  C2 

Lava  Hand  Soap   C2 

Liquid  Ivory  Soap  (Institutional  Pack)  ..  E4 

Liquid  Safeguard  with  Moisturizer E4 

Orvus  K  Liquid  A1.E1 

Orvus  WA  Paste   Al 

Professional  Line  Dawn   A4 

Safeguard  E4 

Spic  and  Span  Heavy  Duty  Degreaser      CI 

Product-Sol  Inc. 

Hand  Wash  And  Sanitizer    E2 

Production  Chemical  Company 

P.C.  2042  Al 


Production  Crew  Chemicals 

Multi-Quat  128   Al 

Multi-Quat  256   A4 

Multi-Quat  64   Al 

Pro-Con  Clear  Disinfectant/Sanitizer  ..  D2 

Pro-Con  Green CI 

Pro-Con  Pink  Al 

Pro-Con  Power-Foam  Plus  Al 

Pro-Con  Purple   Al 

Pro-Con  Red   Al 

Visclean  C2 

Production  Maintenance  &  Supply 

Metal  Cond.  30-K  A3 

PM  Car  Gean   Al 

PM  Cleaner  Additive  3  C  Al 

PM  Geaner  Chlor  Liquid  Al 

PM  Geaner  Chlor  Plus  Al 

PM  Cleaner  Chlor  Plus  Three    Al 

PM  Geaner  Chlor  Plus  Two    Al 

PM  Cleaner  Chlor  Plus  100   Al 

PM  Cleaner  FA-22A  Al 

PM  Cleaner  Liquid  Chlor  Plus  Al 

PM  Cleaner  LD  25   Bl 

PM  Geaner  LDC    LI 

PM  Geaner  126  AE  A2 

PM  Geaner  210A  Al 

PM  Cleaner  212A  Al 

PM  Geaner  215  A    Al 

PM  Geaner  215  LF    Al 

PM  Geaner  222C  CI 

PM  Geaner  223  C    A2 

PM  Geaner  225  C    A2 

PM  Geaner  226  C    A2 

PM  Cleaner  301  C    A2 

PM  Geaner  302  C    A2 

PM  Cleaner  304  C    A2 

PM  Cleaner  308C  A2 

PM  Geaner  317  AS    Al 

PM  Geaner  401  A    Al 

PM  Geaner  402  A   Al 

PM  Geaner  403A  Al 

PM  Geaner  404  A    Al 

PM  Geaner  406  A    A4 

PM  Geaner  412  C    A2 

PM  Geaner  416  C    Al 

PM  Geaner  418  C    A4 

PM  Conditioner  FM   G2 

PM  Defoamer  S Al 

PM  Deodorant  AR    CI 

PM  Jelling  Agent    Al 

PM  Lectro  Solv  K2 

PMLoobJ  H2 

PM  Metal  Conditioner  No.  1  A3 

PM  Metal  Conditioner  No.2  A3 

PM  Metal  Conditioner  No.3  A3 

PM  Metal  Conditioner  25  E  A3 

PM  Rust  Stripper  C    A2 

PM  Strip  Add    Al 

PM  Stripper  203  GH A2 

PM  Stripper  204  DS  Al 

PM  Stripper  208-NA A2 

PM  WT  17 G6 

PM  WT-12 G6 

PM  WT-14 G6 

PM  WT-15 G7 

PM  WT-16 G7 

PM  WT-18 G7 

PM  WT-22 G7 

PM  WT-34 G6 

PM  WT-35 G6 

PM  WT-66 G7 

PM  WT-7E   G6 

PM  WT-77 G7 

PM  WT-8 G7 

PM  WT-8F   G7 

PM  WT-8P   G7 

WT-55   G6 

WT-6  G6 


Productive  Chemicals,  Inc. 

ACC-233  Air  Conditioner  Geaner Al 

BCD  Disinfectant  #10  D2 

CC-31  Coil  Cleaner A3 

DO-104    CI 

IA-200   A3 

LDDC-89  Al 

LSDO-88  Liq  Sulfc  Swr&Dm  Opnr  Sulf 

Snk    LI 

PC-33  Al 

Silicone  Spray  HI 

SE-75  Safety  Solvent  Degreaser Kl 

SECC-33   Ql 

SF-400  Al 

SF-500  Al 

TBC-77    C2 

Products  Chemical  Company 

Acid  Cleaner  HCL    A3 

All  Purpose  Cleaner   A4 

Aqua  Brite  C2 

Bar  Glass  Wash  Al 

Blackout  C2 

Blue  Beauty  Stripper  &  Degreaser CI 

Blue  Diamond  A6 

Citrus  Power   CI 

Clean  Edge    CI 

Gear  Vision CI 

Gear  Vision  Toilet  Bowl  Cleaner   C2 

Gear  Vision  Tub  and  Tile  Cleaner   ....  CI 

Cling  &  Clean  C2 

Clinging  Aqua  Brite   CI 

Concrete  Floor  Geaner  A4 

Cool-R  A5 

Counterbalance    CI 

Cove  Kleen   CI 

Defoamer  Al 

Dish  Wash  Detergent   Al 

Dram  Maintainer  CI 

Drain  Opener  LI 

Emerald  Brite    Al 

Green  Genie  Bowl  Clnr.  w/Mint  Fra- 
grance     CI 

Grill  Geaner   A8 

Hand  Soap  RTU   E4 

Heavy  Duty  Concentrate CI 

Heavy-Duty  Cleaner-Degreaser   ....    A4.A8 

Hood  Degreaser A8 

Lemon  Fresh  U  A4.C1 

Lift  Station  Geaner CI 

Lotion  Hand  Soap  E4 

Neutra-Rinse   Al 

Orange  Blossom    CI 

Orange  Blossom  II    CI 

Oven  Cleaner A8 

P  C  C  22  A2 

Phosphoric  Acid  Detergent  A3 

Pine  Deodorant  Cleaner    CI 

Pine  Scent  Bathroom  Cleaner  C2 

Pine  Scent  II   CI 

Pro  Gem  200  Germicidal  Geaner    ....  A4 

Prodine  D2 

Sanitizer  JJ  D2 

Sanitizer  JJ  D2 

Scrub  Soap CI 

Sgt  Ging CI 

Shazam  Spray  &  Wipe  CI 

Simple  Degreaser    CI 

Soap  Scum  Remover CI 

Sparkle  Dishwash   Al 

Spray  Foam  Al 

Stainless  Steel  Cleaner  &  Polish   A7 

Steam  Pressure  Concentrate   Al 

Super  Power  Steam  Concentrate    Al 

Super-Solver   A4 

Ultra-One  Al 

Wintergreen  Disinfectant-Geaner-Deod.  CI 
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Products  Research  &  Chemical 
Corporation 

Permapol  RC  1    PI 

Permapol  RC  2  Pts  A  B  &  Color  Pk  PtC 

Wht  PI 

Permapol  RC  2SL  Aluminum  Gray  Pts 

A3.&C  PI 

Permapol  RC  2SL  Black  Parts  A,B,  & 

C  PI 

Permapol  RC  2SL  Bronze  Parts  A3,& 

C  PI 

Permapol  RC  2SL  Limestone  Parts 

A3.&  C   PI 

Permapol  RC  2SL  Off-White  Parts 

A3.&  C  PI 

Permapol  RC  2SL  Pine  Parts  A3,  &  C  PI 
Permapol  RC  2SL  Pts  A  B  &Color  Pk 

PtC  Wh  PI 

Permapol  RC  2SL  White  Parts  A3.& 

C   PI 

Permapol  RC  270  Reservoir  Seal  WH 

A/B/C   PI 

Permapol  RC  270  Rsrvr  Seal.  Pine 

A/B/C   PI 

Permapol  RC  270  Rsrvr  Slnt  AlumGry 

A/B/C   PI 

Permapol  RC  270  Rsrvr  Slnt  Bronze 

A/B/C    PI 

Permapol  RC  270  Rsrvr  Slnt  Lmstn 

A/B/C   PI 

Permapol  RC  270  Rsrvr  Slnt  Off-Wh 

A/B/C   PI 

Permapol  RC  270SL  Bronze  Parts 

A3.&C   PI 

Permapol  RC  270SL  Pine  Parts  A.B.& 

C  PI 

Permapol  RC  270SL  Rsrvr  Slnt  Blk 

A/B/C   PI 

Permapol  RC  270SL  Rsrvr  Slnt 

Off-WhA/B/C  PI 

Permapol  RC  270SL  Rsrvr  Slnt  WH 

A/B/C   PI 

Permapol  RC-2  A/B  &  Color  Pack  C 

Black  PI 

Permapol  RC-2  A/B  &  Color  Pk  C  Alum 

Gray    PI 

Permapol  RC-2  A/B  &  Color  Pk  C  Off- 

White PI 

Permapol  RC-2  Pt  A&B  &  Color  Pk  PtC 

Bmz PI 

Permapol  RC-2  Pt  A&B  &  Color  Pk  PtC 

Pine  PI 

Permapol  RC-2  PtA&B  &  Color  Pk  PtC 

Lmstn    PI 

Permapol  RC-550  Black  Pt.  A/B   PI 

Permapol  RC-550  Gray  Pt.  A/B  PI 

Permapol  RC1  Al-Gray PI 

Permapol  RC1  Black PI 

Permapol  RC1  Bronze    PI 

Permapol  RC1  Drk  Bmze  PI 

Permapol  RC1  Limest  PI 

Permapol  RC1  Off  White  PI 

Permapol  RC1  Pine PI 

Permapol  RC270SL  Rsrvr  Slnt  Al  Gry 

A/B/C   PI 

Permapol  RC270SL  Rsrvr  Slnt  Lmstn 

A/B/C   PI 

PERMAPOL  RC  270  RESERVOIR 

SEAL  BLK  A/B/C  PI 

Professional  Chemicals  Co. 

Pro.  All  Purpose  Cleaner    CI 

Pro.  All  Purpose  Cleaner  Concentrate      CI 

Professional  Chemists,  Inc. 

Realclean  Spray  Concentrate    CI 


Professional  Cleaning  Services/ 
&  Supply  Corporation 

Hands  Down  Medicated  Lotion  Soap    ..  El 

Pro  Ink  Remover  A2 

Pro-Chem  Formula  800 Al 

Professional  Cleaning  Supply,  Inc. 

Blue  Max  All  Purpose  Cleaner A4 

Heavy  Duty  All  Purpose  Cleaner  Al 

Release  Heavy  Duty  Degreaser    CI 

Smokehouse  Cleaner  A2 

Professional  Cleaning  Systems,  Inc. 

PC-2  Al 

PC-20  Al 

PC4  Al 

Professional  Maintenance  Center, 
Inc. 

PMC  Flying  Insect  Killer  Fl 

PMC  Glass  &  Utility  Cleaner    CI 

PMC  910  Disinfectant  Bowl  Cleaner  ..    C2 
Silicone  Lubricant  Spray H2 

Professional  Maintenance  Supply 

Big  Dutch    Al 

Big  Dutch  II    Al 

Orange  Stuff   CI 

Professional  Pest  Management/ 
A  Division  of  Zoecon  Corporation 

Gencor  5E  F2 

Safrotin  Emulsifiable  Concentrate  Inset.  F2 

Safrotin  Roach  Plus  Emulsifiable  Cone.  F2 

Safrotin  1%  Aerosol   F2 

Zoecon  Gencor  9%  Emulsifiable  Cone.  F2 

Zoecon  Gentrol  E.C.  IGR  F2 

Zoecon  Gentrol  IGR  Concentrate  F2 

Professional  Products  DivJ 
Schroeder  Corporation 

C-101  CI 

Professional  Supply 

Hi-Power  Bl 

Power-Pro    CI 

Pro-Foam  Al 

Professional  Pro-Suds  Al 

Professional  System  Supply 

Disinfectant  Cleaner   A4 

Meat  Room  Cleaner  New  Heavy  Dty 
BlazOff   Al 

Professional's  Choice 

Penetrating  Oil H2 

Top  To  Bottom   E4 

Profits  Up,  Inc. 

Clean  Scene  Foamacid  Extra    C2 

Clean  Scene  Super  Foam  Oven  &  Car- 
bon Cln  A8 


Progress  Chemical  &  Maintenance 

Products 

Division  of  S  &  A  Products,  Inc. 

Pro  Ceram-Glo  Bowl  Cleaner C2 

Pro  Creme-Glo  Cream  Cleanser  A6 

Progress  Chemical  Co.,  Inc. 

Blend  17    Ql 

Blend  17  WA  Egg  Detergent  Ql 

Blend  5  Egg  Detergent  Ql 

DE  1  Egg  Detergent  Ql 

DE  2  Antifoam  Formula  Q5 

DE  3  Detergent  Booster  Ql 

DE  4  Egg  Destainer   Q2 

Foam-Away  Q5 

Klor  Plant  Cleaner Al 

Linear  Alkane  Sulfonate  Al 

Power  Terge  Egg  Detergent  Ql 

Power  Terge  Formula  Ql 

Power  Terge  Plus  Formula  Ql 

Pro-San  10  D2 

Pro-White  Egg  Detergent   Ql 

PCC  CIP  Cleaner   A2 

PCC  CIP  Cleaner  300  A2 

PCC  Detergent  Booster A1.Q1 

PCC  EG-Terge    Ql 

PCC  Foamadd  A4 

PCC  Klor  150  Plant  Cleaner    Al 

PCC  Liq.  Milkstone  Remover  Conctrt  A3 

PCC  Liquid  Hand  Soap    El 

PCC  One  Step  Detergent    Al 

PCC  Plant  Cleaner  P- 196  Al 

PCC  Plant  Cleaner  P- 296  Al 

PCC  Plant  Cleaner  100  Al 

PCC  Plant  Cleaner  200  Al 

PCC  Plant  Cleaner  30  Al 

PCC  Plant  Cleaner  8  Al 

PCC  Plant  Cleaner  80  Al 

PCC  Plant  Cleaner  99  A2 

PCC  Shackle  Bright    A2 

PCC  Shackle  Cleaner   A2 

PCC  Shackle  Cleaner  CC  A2 

Spray  Clean  A4 

Progress  Chemical  Inc. 

L- 365  Parts  Washer  Compound  Al 

Progress  Industries,  Inc. 

Hi-Ack  Al 

Progressive  Systems,  Inc. 

L-1110  H2 

L-1210  El 

L-1220  El 

L-1300  Al 

L-1320  Al 

L-1331   Al 

L-1810  Al 

L-1815  A4 

L-1822  A4 

L-1830  Al 

L-1840  A2 

L-1850  Al 

L-1910  Al 

L-1940  Al 

L-1990  Al 

Prokrete  Industries 

Probond  Epx  1.5G  Epx  Jnt  Seal  A&B 

(Grey)  PI 

Profilm  PI 

Promar  Chemicals  Inc. 

Cleaner  Chlor  Liquid    Al 
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Cleaner  Chlor  SF  Plus    Al 

Cleaner  212  A  Al 

Cleaner  402  A  Al 

LoobJ   H2 

Stripper  204  DS Al 

Promerca 

Destroyer  L2 

Propak  Corporation 

D-Zil  IV  Liquid  Soap  A4 

Prosclean,  Incorporated 

Acid  P-22 A3 

Acid  P-33 A3 

Foam-0    Al 

General-L-  A4 

Implace  L-P  A2 

Machine  Spray A2 

Ruster-P-99    A2 

Safe  General  101  Al 

Sewer  Cleaner  9    LI 

Smoker  L-A  A2 

Smoker-P-88   A2 

Tree  Wash  A2 

Prosco,  Incorporated 

AC-23  LF  Acid  Cleaner  A3 

AC-26  Fast  Acid  Cleaner  A3 

AC-30    A3 

Cleaner  No.  661-L    Al 

CC-500  Boil  Out  Cleaner  A2 

Grease  Gun   H2 

HD-235  Heavy  Duty  Cleaner  A8 

Rough  Touch  Hand  Cleaner  E4 

Safety  Solvent  K2 

Spray  Clean  67   Al 

SC-108A    Al 

250  Liquid  Cleaner  CI 

258  Liquid  Cleaner  A4 

401-L  Cleaner  Al 

Protection  Plus 

Shake  "N"  Shine  CI 

Protective  Chemicals,  Inc. 
See  Productive  Chemicals,  Inc. 

zz 

Protective  Treatments,  Inc. 

E-777  Panel  Sealant    PI 

PTI  #  MBT-900 PI 

Provimi  Inc. 

Acid  Cleaner  #3    A3 

Cleaner  #1   A4 

Foam  Cleaner  #2  Al 

ProChem  Specialty  Products  Inc. 

Active CI 

Bolt    A1.B1 

GP-1  A4 

Lo  Sudz  w/B leach  Bl 

Pro  Blast   Al 

Pro  405    A4.A8 

Pro  500    A4 

Pro  505    Al 

Steam  Power  Liquid   Al 


ProClean  Chemicals  Inc. 

De-Greaser  Cleaner  Al 

Pan  Dazzle  Pink  Hand  Dishwash  Lotion  A 1 

Pro  200  Cleaner/Sarutizer  D2 

ProClean  All  Purpose  Cleaner   A4 

ProClean  Floor  and  Concrete  Cleaner  A4 
ProClean  Furniture  Polish  w/  Lemon  Oil  CI 
ProGean  K-Pow  Oven  and  Grill 

Cleaner   A8 

ProClean  Pink  Lotion  Hand  Dishwash     A 1 

ProClean  Spray  Disinfectant  CI 

ProClean  Stainless  Steel  Cleaner  &  Pish  A7 
Startling  Hand  Soap    E4 

ProClean  Inc. 

All-Purpose  Cleaner   A4,C1 

Floor  And  Concrete  Cleaner A4 

Freezer  Clean A5 

Industrial  Degreaser-Cleaner Al 

K-Pow   A4.A8 

Pot  Licker   Al 

Pro-200    D2 

Startling  Hand  Soap    El 

Stripper    CI 

Window  Cleaner  Polish    CI 

ProClean,  Inc. 

Pro  200  Bar  Glass  Sanitizer  D2 

ProSoCo,  Inc. 

Heavy  Duty  Concrete  Cleaner    A3 

Sure  Klean  Concrete  Poultice  CI 

Sure  Klean  Degreaser  &  Etch    A3 

Sure  Klean  Grout  and  Tile  Cleaner  ....  A4 
Sure  Klean  Heavy  Duty  Paint  Strip- 
per    C3.P1 

Sure  Klean  Limestone  Afterwash  A3 

Sure  Klean  Liquid  Marble  Cleaner    ....  CI 

Sure  Klean  509  Paint  Stripper   C3 

Sure  Kleen  Smoke  Remover Al 

Sureklean  Limestone  Prewash    Al 

600  Detergent  Masonary  Cleaning 

Compound A3 

Prudential  Chemical  Corp. 

Aluminum  &  Stainless  Steel  Cln.  & 

Brtnr.  A3 

Arctic  Clean A5 

Bake  Pan  Cleaner   Al 

Clean  It-All  Purpose  Cleaner  #1    Al 

Clean-It    Al 

Clean-It  Heavy  Duty  All  Purpose 

Cleaner   Al 

Coil  Cleaner  &  Brightner  A3 

Concentrated  Inhibited  Chemical 

Cleaner   A3 

Concrete  Floor  Cleaner  CI 

Drain  Cleaner  Enzyme  Type    L2 

Drain-Flo  LI 

Emulsifiable  Cleaner  Kl 

Emulsifiable  Degreaser  Kl 

Extra  Strenght  Hvy  Duty  Wtr  Soluble 

Cln  Al 

Flo-Go  No.  308  CI 

Foam  Kleen  Al 

Foam-Solv  Concentrate  Cleaner-De- 

greaser  Al 

General  Purpose  Liquid  Cleaner Al 

Germicidal  Cleaner  CI 

Hand  Soap  El 

Heavy  Duty  Miracle  Kleen  A2 

Heavy  Duty  Steam  Cleaning  Compound  A2 

Ice  Melting  Compound  CI 

JT-650    A4 

Liquid  Alive  Bacteria   L2 

Liquid  Hand  Soap  40%  Concentrate   ....  El 


Liquid  Solvent  Non-Flammable  Cleaner  A4 

Miracle  Kleen    Al 

Miracle  Kleen  with  Deodorizer   CI 

Miracle  Kleen  Plus  A4 

Neutral  Cleaner  Al 

Organic  Acid  Detergent    A3 

Packing  House  Cleaner  Al 

Pine  Odor  Disinfectant   CI 

Prudential  Agricultural  Enzyme  L2 

Prudential  Bacterial  Enzyme L2 

Prudential  Butyl  Power  Cleaner  A4 

Prudential  Concrete  Cleaner  A4 

Prudential  Controlled  Suds  Bl 

Prudential  Deodorant  Granules  CI 

Prudential  Germicidal  Cleaner  Dl 

Prudential  Lemon  Hand  Soap  El 

Prudential  Odor  Control  Granules   CI 

Prudential  Powdered  Cleaning  Com- 
pound        A4 

Safety  Solvent  Kl 

Sewer  Solvent    LI 

Super-Kleen  A4 

Synthetic  Cleaner    A4 

Three-Gly CI 

Public  Health  Equipment  &  Supply 
Co. 

pH  Pyrethrum  Concentrate  7243    Fl 

pH  Pyrethrum  Oil  Concentrate  3610  ....  Fl 

Puget  Sound  Specialties,  Inc. 

Rough  Touch  Hand  Cleaner  E4 

Soft  Touch  Hand  Cleaner  E4 

Pulmore 

Slipmor    HI 

Puratex  Company 

Sodium  Hypochlorite  Solution  D2.G4 

Purdue  Frederick  Company,  The 

Betadine  Skin  Cleanser  Foam  E2 

Betadine  Surgical  Scrub/Skin  Clnsr  E2 

Purdy  Products  Co. 

Stera-Sheen  Green  Label  Sanitizer  & 


Clnr 


D2 


Purdy  Products,  Inc. 


Hospital  Surface  Disinfct.  Room 

Deodrzr  CI 

Oven  Cleaner Kl 

Steel  Brite    A7 

Trophy  All  Purpose  Cleaner  A4.A8 

Trophy  Boil  Out   A2 

Trophy  Brute  CI 

Trophy  Challenge   Al 

Trophy  Concentrated  Toilet  Bowl  Clnr.  C2 

Trophy  D-Lime-It   A3 

Trophy  Factor   Al 

Trophy  Foaming  Grease  Remover  Al 

Trophy  Force  1    Al 

Trophy  Freezer  Cleaner    A5 

Trophy  Glo    Al 

Trophy  H.D.  Garage  Floor  Cleaner  ....  CI 
Trophy  Heavy  Duty  Cleaner  Dgrsr- 

Stripper  CI 

Trophy  Impact  Al 

Trophy  Impact  CL Al 

Trophy  KC-36  Al 

Trophy  Liquid  Hand  Soap    El 

Trophy  No-Bac   D2 

Trophy  No-Bac  Plus  D2 

Trophy  Non-Butyl  H.D.  Cleaner  De- 
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greaser  Al 

Trophy  Pine  Oil  Deodorant  Cleaner  ....  CI 

Trophy  Porcelain  Grout  Tile  Bowl  Clnr.  C2 

Trophy  Renovator  A4 

Trophy  Rinse  Aid  500    Al 

Trophy  Spray  Cleaner  C2 

Trophy  T-32    Al 

Trophy  Titan   Al 

Purdy,  N.B.  Products  Company 

Chlorinated  Par  Al 

Par  French-Fryer  &  Filter  Cleaner  Al 

Regular  Dairy  Par  Al 

Thoro-Cleen  Al 

X-Ton A3 

Pure  Air  Restaurant  Services,  Inc. 

General  Purpose  Cleaner CI 

Pure  Corporation 

"Big-Bubba"    CI 

"GotYa"    Fl 

"Manufacturers"  Belt  Dressing  PI 

"Manufacturers"  Contact  Cleaner  K2 

"Manufacturers"  Four  Way  Spray    H2 

"Manufacturers"  Grease  Gun  (Red)  ....    H2 
"Manufacturers"  Plexiglass  Cleaner  ....    CI 

"Manufacturers"  Safety-Solvent  K2 

"Manufacturers"  Stainless  Steel  Cleaner  A7 
"Manufacturers"  Waterless  Hand 

Cleaner   E4 

"OJ"  Concentrated  Cleaner  CI 

"OJ"  50    CI 

"004"   CI 

Aloe-Sheen  Dishwashing  Concentrate      Al 

Attack  Penetrating  Oil  H2 

ABAC  Disinfectant  and  Deodorant   ....    CI 

Bestuff  CI 

Blanket CI 

BTC-10    D2.Q3 

Chlorinated  Machine  Dish  Wash  Com- 
pound        Al 

Dead  Eye  Wettable  Powder  Insecticide    F2 

Deo-Gran  CI 

Digest-Al  CI 

Dri-Film  Lubricant   H2 

DGO CI 

Eats-It  Bacterial  Digestant    CI 

Foam  X   CI 

Foaming  Smoke  House  Cleaner  Al 

Four-Way  Germicidal  CI 

General  Purpose  Neutral  Cleaner  Al 

Germifoam  CI 

Glis'n   CI 

Husky A4.C1 

LimeX A3 

Liquid  Hand  Cleaner El 

Magic  Glo   A7 

Magic  Glo  Stainless  Steel 

Cleaner&Polish  A7 

No-Ox    CI 

Open  Wide  Drain  Opener  LI 

Oven  Cleaner A8 

Pink  Lady  Bowl/Tile  Porcelain  Cleaner  C2 

Pure's  Bowl  Cleaner  C2 

Pure's  33  Plus    E4 

Pureplex  2300   H2 

Reprosolve  Al 

Residual  Insecticide F2 

Safety  Solvent  K2 

Sewer  Solvent  LI 

Soft  Touch  E4 

Space  Spray  Fl 

Stay-Lube H2 

Strike  Roach  and  Ant  Killer  Fl 

Tornado   CI 

Tuff-Stuff E4 

Tuff-Stuff  Hand  Clnr.  w/Volcanic  Pum- 
ice    E4 


Universal  Cleaner   CI 

ZOff    A8 

3  A-K A4.A8 

Pure-Chem  Products  Company 

Bottle  Sheen    A2 

Clean  Away  Al 

E-Z  Clean    Al 

PurChlor  Al 

Pur  Lac    A3 

PureCirQ  Al 

PC  Chain  Lube  41     H2 

PC  Conveyor  Lube   H2 

PC-VL   A2 

PC-50  A2 

PC-51  Al 

PC-52  Al 

PC-53  Al 

PC-54  Al 

PC-55  A3 

PC-6  Al 

Purex  Industrial 

All  Fabric-All  Color  Dry  Bleach   Bl 

All  Purpose  Concentrated  Cleaner  A4 

All  Purpose  Liquid  Dutch  Ammon.  Clnr  CI 

All  Purpose  Low  Foam  Cleaner  A4 

All  Purpose  Spray  Cleaner  CI 

All  Purpose  Water-Based  Degreaser    ..  Al 

Ammoniated  Wax  and  Finish  Remover  CI 

Blue  Sky  Glass  Cleaner    CI 

Brillo  Bowl  Cleaner   C2 

Brillo  Pine  Creme  Deodorant  Cleaner  CI 

Brillo  Pinosan    Dl 

Brillo  Vanquish  C2 

Brillo  Window  Cleaner  CI 

BCQ  Non-Acid  Bathrm  Cln/Dsnfct  ....  C2 

Cancel  Malodor  Counteractant  C2 

Clean  Hands  Antiseptic  Soap  El 

Clean  Hands  Lotionized  Soap    El 

Cold  Room  Cleaner A5 

Compare A4 

Detail  All  Purpose  Cleaner  A4 

F-37  Multipurpose  Acid  Cleaner   A3 

Foaming  Cleaner  Degreaser  Al 

Franklin  Award  Q-300  Germicidal 

Dtrgnt   A4 

Franklin  Award  Thick  N-Acid 

Bwl&BathClnr   CI 

Franklin  AQ  +  D2 

Franklin  Blu-Lite  C2 

Franklin  Clearinse  Foaming  Cleaner- 

Dgrsr  Al 

Franklin  Complex  D-L   CI 

Franklin  Disappear    C2 

Franklin  Dutch CI 

Franklin  Film  Bust.  Bsboard  Cln&Wax 

Strp   CI 

Franklin  Formula  707  Al 

Franklin  Formula  900  A4 

Franklin  Friendly  Air    C2 

Franklin  G-O-E-S   CI 

Franklin  Handkleen  Powdered  Hand 

Soap    C2 

Franklin  NBD  Non-Butyl  Degreaser   ..  Al 

Franklin  Pink  Storm  Lotion  Hand  Soap  El 
Franklin  Polypower  Indstr  Stmth  Hnd 

Cln  El 

Franklin  Q128  Germ  Dtrgnt  &  Deod  ..  Al 

Franklin  Sani-Turge  128  Dl 

Franklin  Saniturge  256   CI 

Franklin  Sentinel  A4J31 

Franklin  Seventy-7    A4 

Franklin  Speedsope  CI 

Franklin  Stainless  Steel  Clnr  Maintainer  A7 

Franklin  Superscope   A4 

Franklin  Swat  Prof  Stmth  Ant&Roach 

Kill    F2 

Freezer  Cleaner  A5 

Fresh-Up  Malodor  Cntract  Seabreeze 


Frag CI 

Fresh-Up  Malodor  Counteractant  C2 

General  Q+    D2 

Hi-Genic    C2 

Institutinal  Stainless  Steel  Clnr  &  Pish     A7 

Institutional  Bab-O  Cleanser A6 

Institutional  Heavy  Duty  Detergent  ....    Bl 
K  3359  All  Purpose  Water-Based  De- 
greaser      Al 

K  3377  Heavy-Duty  Cleaner-Degreaser  A4 

Liqui-Foam    A4 

Malodor  Counteractant   CI 

Missile  Space  Insecticide   Fl 

Multipurpose  Acid  Cleaner  A3 

Non-Ammoniated  Wax  and  Finish  Re- 
mover        A4 

Non-Butyl  Degreaser Al 

Old  Dutch  Cleanser  Super  Profess 

Stmgth A6 

One  Moment  Foamy  Cleaner  &  Disin- 
fectant      CI 

Premier  Waterless  Hand  Cleaner 

w/Pumice    E4 

Premier  Waterless  Hand  Clnr  with  La- 
nolin      E4 

Purex  Quick  Clean  Degreaser-Cleaner  Al 
Quik-Off  General  Purpose  Cleaner    ....    A4 

Ship  2000  Foaming  Degreaser  Al 

Ship  2000  Germicidal  Detergent   A4 

Ship  2000  Lotion  Handsoap  El 

Ship  2000  Malodor  Counteractant   C2 

Ship  2000  Multi-Purpose  Low  Foam 

Cleaner   A4 

Ship  2000  Pine  Deodorant  Cleaner   ....    CI 

Swat  Residual  Insecticide  F2 

Trend-X  Beads    A4 

Vangard  Disinfectant  &  Deodorant 

Spray  CI 

Water  Rinsable  Degreaser CI 

1-128  Quaternary  Disinfectant  Cleaner  Dl 
1-256  Quaternary  Disinfectant  Cleaner  CI 
3350  Mutli-Purpose  Germicidal  Cleaner  Dl 

Purina  Mills,  Inc. 

All-Purpose  Cleaner   A4 

Assault  Mouse  Place  Pack   F3 

Assault  Rat  Place  Pack  F3 

Cygon  2E F2 

Disinfectant  Q3 

Egg  Cleaner Ql 

Mouse-A-Rest  Pellets   F3 

Powdered  Hand  Cleaner  C2 

Punna  Acid  Cleaner  A3 

Purina  Acid  Cleaner  F.G A3 

Purina  Acid  Cleaner  HD  A3 

Purina  Acid  Cleaner  LP   A3 

Purina  Alkaline  Cleaner   Al 

Purina  Ammoniated  General  Purpose 

Clnr CI 

Purina  Annihilator  Dl 

Purina  Annihilator  Sup  CD 

Germ.Det.&Deod   A4 

Purina  Antiseptic  Hand  Cleaner  E2 

Purina  Bowl  Clean    C2 

Purina  Brand  Assualt  for  Mice F3 

Purina  Brand  Liquid  Automatic  Pan 

Clnr  Al 

Purina  Caustic  Cleaner  116    A1.Q1 

Purina  Caustic  Cleaner  25P   A2 

Purina  Caustic  Cleaner  60P   A2 

Purina  Caustic  Cleaner-294    A2 

Purina  Chlorinated  Cleaner Dl 

Purina  Conveyor  Lubricant Al .H2 

Purina  CW-1    Al 

Purina  D-P  Cleaner  Al 

Purina  Dairy  Cleaner-MT  Al 

Purina  Descaler  A3 

Purina  Disinfectant  Concentrate  4X    D2.Q3 

Purina  Drain  Pipe  Opener  LI 

Purina  DW-1   Al 

Purina  Egg  Cleaner-1    Ql 
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Punna  Egg  Rinse Q4 

Purina  Fast  Clean   A4 

Purina  Floor  Geaner  A4 

Punna  Fly-A-Rest  Aerosol   Fl 

Purina  Fly-A-Rest  Insecticide  Mist    Fl 

Punna  Food  Industry  Insecitcide  Cone.    Fl 

Purina  Fryer  Cleaner  A2 

Punna  FM-100    Al 

Purina  General  Cleaner  (Powdered)  ....    Al 

Purina  General  Purpose  Cleaner Al 

Purina  Glass  Clean   CI 

Purina  Hand  Cleaner  El 

Punna  Hard  Hitter  Aerosol  Fl 

Purina  Hard  Hitter  Aqueous  Spray F2 

Purina  HPC-Hi  Foam   Al 

Purina  I-O-Concentrate  D2 

Purina  Insecticide  Mist   Fl 

Purina  Iodine  Concentrate  3.5    D2 

Purina  KS-27  Al 

Punna  KS-30  Al 

Punna  KS-30  Part  B  A4 

Purina  Last  Stop  for  Mice    F3 

Purina  Liquid  Alkaline  Cleaner    Al 

Purina  Liquid  Detergent   Al 

Punna  Odor  Control   CI 

Purina  Quaternary  Disinfectant D2.Q3 

Punna  Rat  Control  Pellets    F3 

Punna  Rat/Mouse-A-Rest  Place  Pack    ..  F3 
Purina  Reiort  and  Cooling  Water  Cond.  G5 

Purina  Rinse  Aid  A1.G5 

Purina  Roach  and  Ant  Killer    F2 

Punna  Roach-A-Rest F2 

Purina  Sanitizer  (Chlorinated)    D2 

Purina  Sanitizer  0-40 D2 

Purina  Set'n  Go  Flea  Fogger    Fl 

Punna  Space  Mist  Insecticide Fl 

Purina  Stainless  Steel  Polish/Lub HI 

Punna  Super  Fly-A-Rest  Aerosol  Fl 

Punna  400  LD  Concentrate    Al 

Rat-A-Rest  Pellets  F3 

Roach  &  Ant  Insecticide F2 

Puritan/Churchill  Chemical 
Company 

#4930  Oven  &  Grill  Cleaner   A8 

"Kilroy  Was  Here"    CI 

mE-2    E2 

Aero-Brite   CI 

Bioprep    E2 

Brite-N-Klean    Al 

Buddy    E4 

Cherry  Bomb  Insect  Killer  F2 

Chum  El 

Churchhill  L200    Al 

Churchhill  L219    Al 


Church 
Church 
Church 
Church 
Church 
Church 
Church 
Church: 
Church 
Church 
Church 
Church 
Church 
Church 
Church 
Church 
Church 
Church 
Church 
Church 
Church 
Church 
Church 
Church 
Church 
Church 


11L141  Al 

11L210  Al 

11L211  A4 

11  L212  Al 

11  L217  Al 

11  L220  Al 

11L222  Al 

11L225  Al 

UL250 Al 

11L323  Al 

11  L332  A2 

11L334  Al 

11  L335 Al 

11  L401/D'Greaser  CI 

11  L503  A3 

11 L509  Dl 

11  L520  A3 

11  L602  Al 

11L700  B1,D2,G4,G7,Q4 

11  L750  D2 

11  L752  D2 

L943  H2 

11  P125  A2 

11P135  A2 

11  P204  Al 

11  P205  A2 


Churchill  P221     Al 

Churchill  P231    Al 

Churchill  P247    Al 

Churchill  P300    Al 

Churchill  P301     A1.Q1 

Churchill  P304    Al 

Churchill  P329    A2 

Churchill  P330    A2 

Churchill  P333    Al 

Churchill  P375    A2 

Con-Clean   CI 

Croaks   F2 

Dazzle  Clean  CI 

Decamine  D2.Q3 

Dermagene  El 

Dirge    F2 

E-Z  Clean    A6 

Envoy  CI 

Ferromin    A2 

Finesse  Iodine  Clnr  Disinfectant 

Sntzr  D2.E3 

Foam  Rejuvenator  C2 

Foretell  #2005  Al 

Foretell  #2200  A1.Q1 

Foretell  #4529  A1.H2 

Foretell  #4738   A1.H2 

Foretell  #5000  Al 

Foretell  #6500  Al 

Foretell  #6844  A1.Q1 

Forte Al 

FPT  (7055)    Al 

Galahad   CI 

Glycolin  C2 

Gossamer  B2 

Gotcha   Al 

H.D.C A4 

Here  and  Now  Tub,  Tile,  Bowl  &  Grout 

Cln  C2 

Husky C2 

Keng  Klean   A4.C1 

Lemon  Tuffer    A7 

Lime-X  Lime  Scale  Remover  A3 

Mintene-5 CI 

Natural  Helper  CI 

Neutra-Clean  LF  CI 

Old  Castle    Al 

Orion  D    Al 

Pine  Jel    B2 

Powertex    A4 

Pur-Air  Concentrate    CI 

Pureen    C2 

Purge   C2 

Puri-Clean   Al 

Puri-Lube  HI 

Punbrute    Al 

Puribrute  Classic  Al 

Punbrute  CL   Al 

Puribrute  CL  3  Al 

Purifoam    Al 

Puritan  #120  Laundry  Bleach  Bl 

Puritan  #2885    D1.Q4 

Puritan  #3470    Dl 

Puritan  #3845    HI 

Puritan  #3853    CI 

Puritan  #3854    CI 

Puritan  #4529    A1.H2 

Puritan  #4738    A1.H2 

Puritan  #5630  Insecticide  Fl 

Puntan  #7404    A4 

Puntan  #7405    A4 

Puritan  #7406    Al 

Puritan  #7431    A4 

Puritan  #7543    Al 

Puritan  #7545    Al 

Puritan  #7551  Star  Power  FP-Bulk   ....    Al 

Puntan  #7930    Al 

Puritan  #7943    H2 

Puritan  #7944    H2 

Puritan  A-76    Al 

Puritan  L   Al 

Puritan  Lemon-Clean    CI 

Puritan  NRQ-128 D2 


Puritan  PM-76  Al 

Pyro-Jet   A2 

Pzazz   C2 

Quatramine-A    D2 

Quintet  Delimer A3 

Quintet  Descaler   A3 

Quintet  DeCarb  Al 

Quintet  HW  Al 

Renown  Antiseptic  Hand  Cleaner    E4 

Rifle  A8 

Rifle  Concentrate Al 

Rifle  RTU   A8 

Robust   A4 

Salvo    Al 

Sani-Shine   A7 

Sanogen  Al 

Save  Al 

Shelf  &  Counter  Cleaner    Al 

Siren  Fl 

Sludge  Hammer LI 

Smoke-Klean  Al 

Solvol  Kl 

Speedet  Liq.  Laundry  Bright.  &  Stn 

Rmvr  Bl 

Speedet  Liquid  Laundry  Booster   Bl 

Speedet  Liquid  Laundry  Break  Bl 

Speedet  Liquid  Laundry  Detergent Bl 

Speedet  Liquid  Laundry  Oxy  Stain  Re- 
mover      Bl 

Speedet  Liquid  Laundry  Softener B2 

Speedet  Liquid  Laundry  Softener/Sour  B2 

Speedet  Liquid  Laundry  Sour  Bl 

Speedet  Softener  Sanitizer   B2 

Spray-Fex  CI 

Star  Power  Al 

Star  Power  (Bulk)  Al 

Star-San  D2 

Subtrack  CI 

Super  Puribrute  Al 

Super  Speedet    Al 

Super  Starlite  Al 

Superb   A1.Q1 

T.P.C.I  Al 

T.P.C.B    Al 

T.S.R.  Tile  Scum  Remover CI 

T.S.R.  Tile  Scum  Remover  &  Terrazzo 

Cln A4 

Teknite  Al 

Teiminator  CI 

Third  Shift  CI 

Thrust Al 

Top  Secret  A4 

Triple-Play  CI 

Triumph  A4 

Trophy  CI 

Ultra  San  50    D2 

Ultrabrute  Al 

ULV  Double  Action  Insecticide  F2 

Valiant  CI 

Waste-Urn  Ready  To  Use  F2 

Zot   LI 

Purity  Chemical  Company 

Activ  Vm    Al 

Activ  800  Al 

All  Purpose   Al 

Degreaser-10   A4 

Degreaser-12   Al 

Degreaser-16   Al 

Foaming  Meat  Room  Cleaner Al 

Freezer  Cleaner  A5 

Golden  Ram  All  Purpose  Cleaner    Al 

Golden  Ram  Degreaser  Al 

Golden  Ram  Degreasing  Handsoap   El 

Golden  Ram  Glass  Cleaner  Plus    CI 

Golden  Ram  H.  D.  Degreaser Al 

Golden  Ram  Pink  Lotion  Dish  Deter- 
gent    Al 

Golden  Ram  Pink  Lotion  Handsoap  El 

Golden  Ram  Pot  and  Pan  Soap    Al 

Orange  Power   A4 
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Oven  &  Grill  Cleaner  A8 

Pink  Dish  Soap  Al 

Pink  Hand  Soap El 

Pot  &  Pan  Soap  Al 

Solo  Plus   E2 

Stainless  Steel  Cleaner   CI 

Purity  Condiments,  Inc. 

Golden  Ram  Sanitizer  D2 

Residual  Insect  Spray  F2 

Purity  Laboratories,  Inc. 

BWT-SRL  G6 

BWT-108SC    G7 

BWT-15  G7 

Puro  Chemical  Company 

Blue  Tint  Toilet  Bowl  Cleaner  C2 

Bole  Honey  C2 

Drain-A-Go-Go  LI 

Drain-Away  LI 

Miracle  Thick  Toilet  Bowl  Cleaner  ....    C2 

Perfumed  Deodorant  Blocks  C2 

Puro  C2 

Sana-Bole C2 

Sana-Bole  Emulsion  Toilet  Bowl  CI.  ..    C2 
Sana-Bole  Liq.  Drain  Pipe  Clnr  & 

Maintnr  LI 

Toilet  Bowl  Deodorant  C2 

Wall  Block  Deodorants  C2 

Purolite  Company 

A-300E  Purolite  Ion  Exchange  Resins  ..  PI 
C-100  Ion  Exchange  Resin  PI 

Pyramid  Chemical  Mfg.  Inc. 

Pyramid  Blue  Liq.  Organic  Cleaning 


Cone. 


A1.E1 


Pyramid  II  Inc.  Chemicals  & 
Equipment 

HD  2000  Concentrated  Degreaser 
Cleaner   A4.A8 

Pyramid  Products 

Challenger  Al 

Drain  Patrol  L2 

Odor  Patrol    L2 

Power  Plus  HD   A4.A8 

Rapidzyme  L2 

Superzyme-8    L2 

Thrust H2 

Q-Pak  Corp.,  The 

Bleach  by  Beacon  Bl 

Quaker  Chemical  Co.  Inc. 

"Wipe  Out"   C1.A8 

Ammoniated  Oven  Cleaner A8 

Chem-Terge  A4.A8 

Foamy    CI 

Oven  &  Grill  Cleaner  A8 

Quaker  Syn  Concentrate  A4 

Speed  Quat  Disinfectant  A4 

Spray  Silicone  Release   HI 

Stainless  Steel  and  Metal  Polish    A7 

Quaker  Chemical  Corporation 

Quaker  CL-401    H2 

Quaker  CL-402  H2 


Quaker  CL-404  H2 

Quaker  CL-405   H2 

Quaker  CL-407  H2 

Quaker  CL-410   H2 

Quaker  CL-412  H2 

Quaker  CL-41 3   H2 

Quaker  CL-414  H2 

Quaker  CL-415   H2 

Quaker  CL-420  H2 

Quaker  L-301    A4 

Quaker  L-302    A4 

Quaker  L-303    Al 

Quaker  L-304    A4 

Quaker  L-305    Al 

Quaker  L-306    A3 

Quaker  L-307    A3 

Quaker  L-308    A3 

Quaker  L-309    A1.Q1 

Quaker  L-310    A2 

Quaker  L-312    Al 

Quaker  L-314    Al 

Quaker  L-315    Al 

Quaker  L-317    A2 

Quaker  L-320    A3 

Quaker  L-325    A2 

Quaker  L-340    A4 

Quaker  L- 343    Al 

Quaker  L- 344    A3 

Quaker  L- 345    Al 

Quaker  L- 347    Al 

Quaker  L-349    K2 

Quaker  L-350    Bl 

Quaker  L- 353    K1JC3 

Quaker  L-354    A3 

Quaker  L-356    Al 

Quaker  P-201  Al 

Quaker  P-202 Al 

Quaker  P-203 Al 

Quaker  P-204 Al 

Quaker  P-205 A2 

Quaker  P-206 Al 

Quaker  P-207  Sanitizer/Disinfectant  D1.Q4 

Quaker  P-208 Al 

Quaker  P-209 A2 

Quaker  P-209M  A8 

Quaker  P-210 Al 

Quaker  P-211  Al 

Quaker  P-213 Al 

Quaker  P-214 Al 

Quaker  P-215 Al 

Quaker  P-216 A2 

Quaker  P-21 8 Al 

Quaker  P-220 A2 

Quaker  P-221  A2 

Quaker  P-222 A2 

Quaker  P-225 A2 

Quaker  P-227 Al 

Quaker  P-229 Bl 

Quaker  P-230 Al 

Quaker  P-234 A2 

Quaker  P-235 A1.Q1 

Quaker  P-236 Al 

Quaker  P-244 Ql 

Quaker  P-251  A2 

Quaker  P-255 A2 

Quaker  P-256 Al 

Quaker  P-258 A2 

Quaker  P-259 A4 

Quaker  P-260 Al 

Quaker  P-262 Al 

Quaker  S-102 D2 

Quaker  S-104  Disinfectant  D2 

Quaker  S-105 Dl 

Quaker  S-109 D2 

Quaker  S-110 D2 

Quaker  S-112 D2 

Quintolubric  822-220    H2 

Quintolubric  822-300    H2 

Quintolubric  822-450    H2 

Solvo  Clean  75-MTA   Al 

Solvo  Clean  75-PC  A4 

Solvo  Clean  78-ISC    Al 


Qualichem  Incorporated 

Glass  Cleaner CI 

Spray  &  Wipe   CI 

Qualified  Aero-Chem  Inc. 

Glass  Cleaner CI 

Heavy  Duly  Glass  &  All  Surface 

Cleaner   CI 

Quali-Sil    HI 

R.P.M H2 

Qualified  Laboratories,  Inc. 

All  Purpose  Cleaner   CI 

Citra-Scrub  Hand  Cleaner  with  Pumice    CI 

Quali  Hospital  Cleaner  A4 

Quali  Septic  Degreasing  Cleaner  Al 

Quali-Scrub  E4 

Quali-Sil  Silicone  Spray  HI 

Quali-Smooth    E4 

Safety-Sol«ent  Kl 

Skin  Shield  Cream    E4 

Stainless  Steel  and  Metal  Polish    A7 

Super-Solv  K2 

Touch-Up  All  Purpose  Cleaner    CI 

TFE  Fluorocarbon  Lubricant    H2 

Qualis  Veterinary  Products 

Iodine  Disinfectant  #501  D2 

Liquid  Hand  Soap  E4 

Qualis,  Inc. 

A-P-C  All  Purpose  Cleaner    A4A8 

Digi-Kleen-100   E2 

Dionne  Insecticide  Spray  Concentrate  ..  Fl 
DiGi-Kleen  Hand  Soap  E2 

Qualitech  Systems,  Inc. 

Drain-Eze L2 

Drain-Eze  U  L2 

Drain-Eze  m  L2 

Eliminator    L2 

Eliminator  U    CI 

Eliminator  IH  CI 

Quality  Chem  Products 

A.C.30  #B1001   A3 

A-1013Foamer  A2 

A-1112-Endlich  A2 

A-1112A-Endlich  Additive  Al 

A-1199Soak  Al 

A-1231  Ultra  Clean  A2 

A-1231  XP A2 

A-1231A  Ultra  Clean  Additive Al 

B-1219-TankenSchein   Al 

BecoLubell    H2 

Blitz  L#B1017  Al 

Builder  Bl 

BE-CO  Lube  4    H2 

Chlor  Clean  Al 

Clean  A.C.  #A1041X   Al 

Clean  Deluxe  #A1043  Al 

Con  Clean  #A  1061    CI 

Con  Clean  HD  #A1065  CI 

Conveyor  Lube   H2 

Dri  Bleach  Bl 

Exceed  Al 

Exceed  LF  Al 

Exceed  Plus  A4 

Fabri-Suds   B2 

J  Magnum   Bl 

Lube  Deluxe   H2 

Lube  Special  LF   H2 

Machine  #1  #A  1205   A2 
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Magna-Scrub  A4 

Magnum  Liquid  Laundry  Detergent  ....  Bl 

Maxim   Bl 

Mild  Al 

Saluta#B1187  Al 

Softener  B2 

Sour  Bl 

Spray  Chlor  A2 

Spray  Chlor  X  A2 

Spray  L  #1215  Al 

Tuff-Scrub  A4 

Ultra  Break    Bl 

Ultra  Suds   Bl 

Whitener7%   Bl 

Quality  Chemical  Company 

Anti-Crawl  Residual  Insecticide  F2 

Blue  Strip  Degreaser  CI 

Citrisol  CI 

Energetic  Neutral  Cleaner A4 

Quality  Chemical  Company 

Heavy  Duty  Degreaser   Al 

Quality  Chemical  Company 

Live  Bacteria  Digester    L2 

Quality  Chemical  Company 

Neutral  All  Purpose  Cleaner-Degreaser  Al 

Quality  Chemical  Company 

Non  Butyl  Cleaner    Al 

Quality  Chemical  Company 

Non-Butyl  Cleaner  Degreaser  Deodo- 
rant      Al 

Quality  Chemical  Company 

Pine  O1I-8O    CI 

Quality  Chemical  Company 

Quick  Suds  Degreasing  Cleaner  Al 

Quality  Chemical  Company 

Simple  Solution  D2 

Speed  Sol  A4 

Speed  Sol  Extra  A4 

Quality  Chemical  Products,  Inc. 

Perfect  All  Purpose  Cleaner  CI 

Quality  Chemical  Supplies,  Inc. 

Enzyme  2000  L2 

Enzyme  800  L2 

Revelation-50-10  Al 

The  Right  Stuff  (Liquid)  CI 

The  Right  Stuff  Powdered  Enzyme  L2 

Quality  Compounding  Co.,  Inc. 

Number  55  Wildcat  Cleaner  Al 

Number  55  Wildcat  Cleaner  Kit Al 

Quality  Labs. 

Heavy  Duty  Stripper  Cleaner  &  De- 
greaser    CI 

Q.  L.  Concentrate   Al 


Quality  Lubr.  &  Supply  Co. 

Tef-Tuff  H2 

Quality  Maintenance  Supplies 

Q-Sorb  Jl 

Quality  Maintenance  Supply  Co. 

Deep  Fat  Fryer  Cleaner A2 

SS21  Heavy  Duty  Cleaner   Al 

Quality  Products 

Clean-Quat  Dl 

Foam-Away  CI 

Quality  Specialty  Products  Corp. 

Blue  Power   CI 

Clout  Non-Butyl  Degreaser    Al 

Degreaser-50  Al 

Magic-100   CI 

Neutra-Salt  CI 

Perfect  Blue  CI 

Tile  &  Grout  Cleaner   CI 

Quality  Supply  Company 

Dissolve  A4 

Ream   LI 

Quality  Wholesale 

Foaming  Glass  &  Utility  Cleaner CI 

Jelled  Vandal  Mark  Remover  CI 

QualiChem,  Inc. 

Formula  5000    A3 

Formula  5023    A3 

Formula  5024    A3 

Formula  5030    LI 

Formula  5040    A3 

Formula  5056    A3 

Formula  5205    CI 

Formula  5208    CI 

Formula  5210    CI 

Formula  5213    Al 

Formula  5215    CI 

Formula  5216    CI 

Formula  5216-A    CI 

Formula  5218    CI 

Formula  5220    CI 

Formula  5226    Al 

Formula  5240    CI 

Formula  5247    Al 

Formula  5250    CI 

Formula  5253    CI 

Formula  5262    Al 

Formula  5300    Al 

Formula  5301    A2 

Formula  5343    CI 

Formula  5348    CI 

Qualstock 

Egg-DQ   Ql 

Klenz  Rite   Ql 

Pac  A3 

Pac  Plus  A3 

QualChem  Corporation 

D-Lime-R A3 

Formula  QC-690  Al 

Formula  QC-94  Al 

QC  146    Al 

QC419    A3 


QC429    A3 

QC  442    A2 

QC451    Al 

QC-173    Al 

QC-200    D2 

QC^O    H2 

QC-M3    Al 

QC^t9    A4 

Quantum  Marketing  Inc. 

All  Purpose  Grease  H2 

Quantum  Products,  Inc. 

Fry  Kettle  Cleaner A8 

Heavy  Duty  Degreaser   A4A8 

Quantex-APC  All  Purpose  Cleaner     A4,C1 

Quantex-Neutral  Cleaner Al 

Quantum-60  Acid  Cleaner  And  Descaler  A3 

Quantum  Syntax  Enterprises,  Inc. 

Super-X  Cleaner-Degreaser    CI 

Quarzite,  Inc. 

All  Purpose  Cleaner   Al 

Low  Foam  Cleaner  Al 

Low  Foam  Heavy  Duty  Cleaner Al 

Solvent  Degreaser  Water  Rinseable  ....  Kl 

Quatic  Southern,  Inc. 

Q  Clean   G2 

Q  Clean-1    G2 

Q-Clean  S    G2 

Q-Clean  SI    G3 

Q-Clean  Z  G2 

Q-Clean-P  Granular G2 

Q-Clean-P  Liquid   G2 

Series  4015    G6 

Series  4015  D    G6 

Series  4017    G6 

Series  4017  D    G6 

Series  4030D  G6 

Series  4035D  G6 

Series  4040D  G6 

Series  4095    G7 

Series  5101    G6 

Series  5101D  G6 

Series  5102    G6 

Series  5102D  G6 

Series  5103    G6 

Series  5103D  G6 

Series  5104    G6 

Series  5 104D  G6 

Series  5105    G7 

Series  5105D  G6 

Series  5114   G6 

Series  5114D  G6 

Series  5301    G7 

Series  5301  D   G7 

Series  5304    G6 

Series  5309   G7 

Series  5311    G7 

Series  5312    G6 

Series  5401    G6 

Series  5402    G6 

Series  5404   G6 

Series  5404D  G6 

Series  5414   G6 

Series  5414D  G6 

Queen  City  Supply,  Inc. 

Affirm    Bl 

Alkali  Plus  B2 

Alkali  Plus  Liquid  Bl 

Expo  Bl 

Oxy-Bleach    Bl 
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Q.C.  Special B2 

Satin-Fluff  B2 

Sour/Soft   B2 

Syndet   Bl 

Tuff  Stuff  H  Bl 

White  Lightening Bl 

Wizard  Laundry  Detergent  Bl 

Quemco  Laboratories 

CQ-8    G6 

Q-103  G6 

Ques  Industries,  Inc. 

Alkine-A    G7 

Boiler  Water  Treatment  1101  G6 

Boiler  Water  Treatment  1103  G6 

Boiler  Water  Treatment  1104  G6 

Boiler  Water  Treatment  1 106  G6 

Boiler  Water  Treatment  1110  G6 

Boiler  Water  Treatment  1112  G6 

Boiler  Water  Treatment  1114  G6 

Boiler  Water  Treatment  1115  G6 

Boiler  Water  Treatment  1119  G6 

Boiler  Water  Treatment  1121  G7 

Boiler  Water  Treatment  1122  G7 

Boiler  Water  Treatment  1201  G6 

Boiler  Water  Treatment  1202  G6 

Boiler  Water  Treatment  1220  G6 

Chain  Lubricant  6109  H2 

Closed  System  Treatment  4102   G6 

Closed  System  Treatment  4108    G7 

Cooling  Water  Treatment  2101    G7 

Cooling  Water  Treatment  2120    G7 

Cooling  Water  Treatment  2120-ALK  ..  G7 
Domestic  Water  Treatment  4103   ..    G2.G6 

Freezer  Floor  Cleaner  6108    A5 

Hardness  &  Iron  Control  4101  G2 

Iron  Sequestrant  4110  G2.G6 

Lubricant  6115    H2 

Potable  Water  Corrosion  Control  41 14  G3 

Powder  Detergent  6120  Al 

Q  22EP    G6 

Q  3000  G7 

Road  Film  Remover  6136    Al 

Road  Film  Remover  6137    Al 

Steam  Line  Treatment  1 127  G6 

1 108  Decharacterized   G6 

Quest  Chemical  Corporation 

d-Greaz    CI 

d-Greaz  (Liquid)   CI 

A-Z  Degreaser  CI 

Air  Scent  CI 

Aurora   C2 

Autumn  Counteractant    CI 

APC  A4 

APC  (Liquid)  CI 

Banish    C2 

Blanco  Aqua-Lub   H2 

Blanco  Fogasol  II  Total  Release  Insect.  F2 

Blanco  Free  Anti-Seize  H2 

Blanco  Gear-Lube  H2 

Blanco  Lube  Lubricant  Spray  H2 

Blanco  Strip-Eze  Heavy  Duty  Cleaner  A4 

Blanco  Tuf  Stuff  Oven  &  Grill  Cleaner  A8 

Blast  LI 

Bleach    Bl 

Blitz  Fl 

Blue  Magic  RTU  CI 

Boil  Out  Al 

Breezy  Spice  Air  Freshener   CI 

Brilliance  CI 

Brite  Tile  &  Grout  Cleaner CI 

Bubblegum  Counteractant  CI 

Cannon  Al 

Challenge  Grease  Spray   H2 

Cherry  Counteractant    CI 

Cinnamon  Counteractant CI 

Citra  Cream  E4 


Citra  Tuff E4 

Citra-Sheen   CI 

Clear  Brite  Al 

Crunch  CI 

CS101  Roach  &  Ant  Spray    F2 

D'Grit  E4 

D'Soothe    E4 

De-Ice    CI 

Defense  Metal  Parts  Protector   H2 

Digest CI 

Duel  Flying  &  Crawling  Insect  Killer  ..  F2 

Dynamite  A4 

Excel    CI 

Extend   A7 

Flash  EF    H2 

Flog   CI 

Flog  Engine  Degreaser  Kl 

Four-Way  H2 

Freezer  Cleaner  II  A5 

Fresh  Mint  Air  Freshener  CI 

Fresh-N-Up   CI 

Freze-It  Chewing  Gum  Remover  PI 

Getaway  Al 

Glow    CI 

Graffiti  Gone  CI 

Grip   C2 

Grit E4 

Hi  Foam  CI 

HD  Blue A4 

HD  Cleaner  Al 

Jel-O-Solv   CI 

Kleen  All  CI 

Knockout  E4 

Kwrk  Kool  PI 

Lectrasolv    K2 

Lemon  Disinfectant  CI 

Lemon  Lime  Air  Freshener    CI 

Marks-Off  Whitewall  Cleaner    CI 

Maxi  Glo  A4 

Moliguard    H2 

MSC  LI 

Northwoods  Grease  Al 

Nuchain   H2 

Off  PI 

Open  Up    LI 

Orange  Blossom  Air  Freshener    CI 

Orange  Solv  CI 

Orange  Solv  Plus CI 

Pen  Lube   H2 

Penetrex  H2 

Pierce  H2 

Pine  Disinfectant  CI 

Pistol    CI 

Pow   E4 

Power  E4 

Power-Solv    A4 

Powerhouse  A4.C1 

Pro  Hook  &  Trolley  Cleaner    A2 

Punch  E4 

PCA  Hi-Purity  Safety  Solvent   K2 

PT-100  C2 

Quickleen  K2 

Quik-Kill  Fly  &  Mosquito  Spray  F2 

Quikleen  K2 

Rid  Of  F2 

Ruthless  C3 

Ruthless  Paint  Remover  C3 

Sani-Lube HI 

Sheen  CI 

Sheen  Glass  Cleaner  CI 

Shotgun   Al 

Showtime  A7 

Sili  Lube   HI 

Silicone  Mold  Release  Spray   H2 

Slick  H2 

Slip-Not  Belt  Dressing  PI 

Soft    B2 

Soothe    E4 

Spring  Mist   CI 

Stakill  F2 

Strike  Force  CI 

Suave  El 


Success CI 

Sudsy  Ammonia    CI 

Superthene  CI 

Tar  Baby   CI 

Thrifty  Cherry  CI 

Thrifty  Lemon  CI 

Thrifty  Mint CI 

Thrifty  Pine  CI 

Tool  Kit  H2 

Tufstuff   A8 

Vizol  26  C2 

Wedge   CI 

Weldaid   PI 

Wham CI 

Zip  Citrus  Cleaner  &  Degreaser CI 

100  Disinfectant    D2 

Quest  Chemical  Corporation 
See  Blanco  Chemical 

ZZ 

Quick  Clean  Products  Co.,  Inc. 

No.  6001  Pure  Soft  Lotion  Hand  Soap     E4 
Pure  Energy  E4 

Quick  Engineering  Company 

Quick  Clean  Type  A  Al 

Quincy  Compressor/ 

A  Division  of  Colt  Industries 

Quin-Syn-F   HI 

Quint  Corporation 

4705  A3 

4735  G2.G5.G6 

4737  G5.G7 

4738  G5.G7 

4739  G5.G7 

4745  G5.G7 

4746  G7 

4750  G7 

4751  G7 

4752  G5.G7 

4764  G5.G6 

4765  G5.G6 

4766  G7 

4767  G5.G6 

4768  G7 

4780  G5.G7 

4781  G5.G7 

6710  G6 

6715  G6 

6720  A3 

6725  G6 

6727  G6 

6735  G6 

6736  G6 

6737  G6 

6740  G6 

6741  G6 

6742  G6 

6743  G6 

6744  G6 

6745  G6 

6750  G6 

6751  G6 

6752  G6 

6760  G6 

6763  G6 

6770  G6 

6774  G6 

6779  G6 

6780  G6 

6781  G6 

6782  G6 

6783  G6 
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6784  G6 

6786  G6 

6787  G6 

Quintex  Corporation 

Acid  Cleaner  140-LF    A3 

All  Purpose  Cleaner  428  Al 

Chaparral  Deluxe  Laundry  Compound  Bl 

Chaparral  Liquid  Dish  Detergent  Al 

Chapparral  Klean-All    Al 

Clearstone  Acid  Detergent   A3 

D-Pure  Acid  Cleaner A3 

D-Pure  BC-85    A2 

D-Pure  FC-75    A2 

D-Pure  Mor-Foam  Al 

D-Pure  SA-96   A3 

Dignify  A3 

Liquid  Circulate A2 

MC- 15  Manual  Cleaner    Al 

Powdered  Circulate  Al 

SA-60 A3 

470-HF A3 

Quip  Laboratories,  Inc. 

Acid  50-W  A3 

Acid  75-W  A3 

Bio  Gard  128  Al 

Bio  Gard  256  A4 

CLP.  Acid  45   A3 

Chlordet  Al 

Foam  Kwik   Al 

Food  Lubricant   HI 

Formula  3950    A2 

Formula  6212  X    Al 

Formula  6455    A2 

Iodex  AR/18    D2.E3 

Iodex  GS/25 D2 

Iodex  Hand  Soap  E2 

Liqui-Glo  Al 

Novadex  D2 

Novadex  128  A4 

Power  Wash  HD  Al 

Power-Wash Al 

Power-Wash  D    Al 

Powersperse  6278   A4 

Powersperse  6288   Al 

Powersperse  6295   A5 

Quip-Glide  H2 

Sani-Gard  CD    D2 

Sani-Plex  128    Al 

Sani-Plex  256    A4 

Spray  KleenHV   Al 

Spray-Kleen  LV    Al 

Transport   A4 

Quipu  Corporation 

Q-Mist  Air  SanitizerfHospital  Type)   ..  CI 

Q-Mist  Bug  Killer  Fl 

Q-Mist  Insecticide  Indust.  Type  F2 

R  +  R  Square  Company 

Hand  Soap-R  247    El 

Nu  Clean-R  Degreas-R  149   A4 

R&D  Products  Corporation 

Big  G  A4 

Citrosene  10 CI 

L-Tox  Spray    Fl 

R&D  Liquid  Steam  Concentrate Al 

R&D  Truck  Soap    Al 

R  &  G  Company,  Inc. 

100%  RTV  Silicone  Rubber  Adhsv  Seal 

Alum  PI 

100%  RTV  Silicone  Rubber  Adhsv  Seal 


Blk PI 

100%  RTV  Silicone  Rubber  Adhsv  Seal 

Clr  PI 

100%  RTV  Silicone  Rubber  Adhsv  Seal 

Wht  PI 

R  &  H  Enterprise  Co.,  Inc. 

AG  Detergent    Al 

AGP  Al 

Foam  Add   Al 

Gre-Sol Al 

LCMR   A3 

LCMR  Concentrate  A3 

LCMR  Concentrate  Low  Foam    A3 

LCMR  Low  Foam A3 

Power  A4 

RH-55    G6 

RHS-90    G6 

Sani-Clean  II  Dl 

Sani-Ten D2.E3 

Shiny  Brite    A3 

Soak-Lean   Al 

Strip  Away A2 

Super  AGP Al 

Super  Chlor  Al 

Super  Heat  Drain  Pipe  Opener  LI 

Wash  Brite Bl 

R  &  K  Chemical  Co. 

L-100  Al 

L-352  Degreaser   Al 

8  Up  Al 

R  &  M  Regulatory  Services 

R  &  M  30-3  Pyrethrin  E.C Fl 

R  &  M  Sales  and  Service 

Cherry  Sewer  Degreasor  CI 

R  &  M  Specialty  Products 

Vetmate  Canine  Parvovirus+DualQuat 
Dsnf Al 

R  &  P  Chemicals 

Shi-nee  Industrial  Strength  All  Purp  CI    A4 

R  &  P  Laboratory,  Inc. 
See  Aquatherm,  Inc. 

zz 

R  &  R  Chemicals 

Mean  Green  Al 

R  &  R  Manufacturing  Co. 

Hi-Trac-Lube  H2 

R  &  R  Sales  &  Service 

#51  Concentrate  A4.A8 

R  &  R  Sales  Company 

R  &  R  Brand  Solvent  Cleaner  & 
De-greaser K1JC2 

R  &  R  Supplies,  Inc. 

Rough  &  Ready  All  Purpose  Cleaner      A8 


R  A  C  C  O  Chemical  Corp. 

151  G6 

172  G6 

193  G6 

R  B  Chemical  Company 

All  Right   A4.A8 

Germx  LC   A4.C1 

Hand  &  Hand    El 

Hand  &  Hand  Antiseptic  Lotion  Hand 

Soap    El 

Hot  Shot    Bl 

Peel    A3 

R-B  Concentrate    A4 

R-B  212  Al 

R-B  212A    Al 

Rapid   Al 

Rowdy  CI 

Shine    Al 

Vigor   El 

R  B  Paper  &  Chemicals 

Antiseptic  Luxury  Hand  Soap    El 

Big  Red  Neutral  All  Purpose  Clnr  Cone.  A4 

Blue  Windo  Glass  Cleaner  CI 

Floor  Detergent  General  Purpose 

Cleaner   A4 

Foaming  Meatroom  Clnr  Mt  Cut.  Areas  Al 

Pine-Odor  Disinfectant  Cleaner   CI 

R  B  Lemon  Disinfectant  Cleaner  C2 

R  B  Mint  Disinfectant  Cleaner CI 

Ready-To-Use  Hand  Soap    El 

Super  Kleen  Cleaner-Degreaser  ....    A4.A8 

R  B  Products  Corp. 

Bond  Breaker  (Aerosol)   C3 

Bond  Breaker  (Liquid)    C3 

Liquid  Eraser  C3 

R  F  B  Associates  Inc. 

"Kitchen  Magic"   Al 

Grill  Magic    A8 

R  G  K  Industries,  Inc. 

Line  Cleaner  I  A2 

Line  Cleaner  II    Al 

Premium  Line  Lube  Formula  202    H2 

RGK-Quat  12.5  D2 

RGK-Quat  9    D2 

Spray-Kleen  A4.C1 

R  K  Chemical  Systems,  Inc. 

Baygon  Residual  Spray  F2 

Diazinon/Pyrethrin  Residual  Spray F2 

Dursban/Pyrethnn  Residual  Spray   F2 

General  Purpose  Spray   Fl 

General  Purpose  Spray  Plus  Fl 

Pyrethrins  Fogging  Concentrate  3610    ..  Fl 

R  M  C  Products  Co.,  Inc. 

RMC  Super  Bar F3 

R  M  C  Products,  Inc. 

First  Choice  Cleaner  Al 

First  Choice  Dishwashing  Liquid  Al 

First  Choice  Food  Equipment  Cleaner 

n Al 

First  Choice  Food  Equipment  Cleaner 

D   Al 

First  Choice  Hand  Soap   El 

First  Choice  Sanitizer  D2 

Toilet  &  Fixture  Disinfectant/Cleaner  C2 
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R  P  Sales,  Inc. 

No.  Ill  H.D.  Cleaner-Degreaser  ..    A4.A8 
R  S  P  Private  Label  Packaging 

RSP  1%  PCMX  E-2  Sanitizing  Hand 
Clnsr  E2 

R  X  Chemical  Co.,  Inc. 

All  Purpose  Cleaner   Al 

RT- 100  Liquid  Descaler  A3 

RT- 150  Liquid  Inhibitor  G2.G5 

RT-160  Dry  Inhibitor   G2.G5 

R  2  Chemical  Specialties  Co. 

Acid  Detergent    A3 

Alk  Rust  Stripper    A2 

Boil  Out  A2 

Chloro  CIP    Al 

Chloro  Liquid    Al 

Chloro  Manual  Cleaner Al 

Egg  Tergent  Plus  Ql 

Heavy  Duty  Cleaner  Al 

Pan  Wash  Al 

Power  Tergent  Al 

Steam  Kleen    Al 

Super  Lubrite  Conveyor  Lubricant  H2 

R.  &  E.  Martin 

Marsolv    A4 

Remkleen  Can-Do  Kl 

RemkleenWS   Kl 

R.C.  Specialty  Industrial  Corp. 

"High  Concentrate"  Sil  Lub&Mold  Re- 
lease      HI 

"Plastic  Proof  K2 

Pure  White  Food  Grade  Grease   HI 

Super  Pure  Concentrate Al 

R.M.  Services  Co.,  Inc. 

Acid  Rinse  A3 

Alkali  100   A2 

Antimicrobial  Hand  Soap  El 

Anty-Bac  II   D2.G4 

Assure   Al 

ACS-220    D2 

AR-101    A3 

Brute-Chlorinated    Al 

Case  Wash  Al 

Complete   Al 

De-Scale A3 

Deck  Detergent   CI 

Floor  Cleaner A4 

Foam  Acid  A3 

Foam  Klor  Al 

Foam  Klor  JJ  Al 

Foamy  Acid  Cleaner  A3 

G.P.-200  Cleaner  Al 

General  Purpose  Cleaner Al 

GP  Acid  A331 

Hand  Sanitizing  Hand  Soap   E2 

Heavy  Duty  Acid    A3 

Heavy  Duty  Floor  Cleaner  A4 

Hi-Strength  Acid  C.I.P A3 

High  Foam  Alkali  #  20  Al 

High  Foam  Alkali  #  80  A2 

High  Foam  Alkali  #30    Al 

Hydro-Treat  A1.G5 

Jell  Kote Al 

Jet  Pressure  Wash  Detergent  (M.R.  337)  Al 

Kleen  Klor  Al 

Kleen  Klor  Al 

Klor  Wash  Al 


Laundry  Sour A3 

M.R.  200  A4 

M.R.  44  Delimer  A3 

M.R.  489  A4 

M.R.  544  Cream  Hand  Soap    El 

M.R.  747   A4.A8 

M.R.  88   G6 

M.R.L.  Acid  Cleaner A3 

M.R.L.  Acid  Cleaner  Concentrate   A3 

M.R.L.  General  Meat  Packing  Cleaner  Al 
M.R.L.  Heavy  Duty  Smoke  House 

Cleaner  A2 

M.R.L.  Liquid  Alkali  Cleaner    A2 

M.S.R.  Acid A3 

Multipurpose  Cleaner   A131 

MRL  Germicidal  Concentrate D2.Q3 

MRL  Germicidal  Detergent  II    D2 

MRL  Germicidal  Detergent-I  D2 

MRL  QAS  40   D2 

NP  Foam  Acid A3 

NP  Foam  Klor  Al 

NP447  Al 

NP-100  Al 

NP-101  Acid   A3 

NP-155  General  Purpose  Cleaner  Al 

NP-200  Al 

NP-347  Al 

NP-900  Detergent/Disinfectant  D2 

01  Smokey  A2 

P.E.T.  Lube  200    HI 

Pace  A2 

Pan  Cleaner  Al 

Plastic  Cleaner  5  Al 

Power  Kleen  1000  A2 

Power  Kleen  507  CI 

Power  Kleen  508  Al 

Prevent  Al 

Prime  Al 

Prime  A1.B2 

Q-Hand  Dip  E3 

Q-San  Plus  D2.Q3 

QAS-30   D2 

R.M.S.  Acid  Sanitizer  D2 

R.M.S.  Bleach  A 131 

R.M.S.  Laundry  Detergent  Bl 

R.M.S.  TY  Lube  HI 

R.M.S.  300    A2 

R.MS.-450    Al 

RMS  Hand  Soap  El 

Sheen  I  A2 

Sheen  IV   A2 

Sheen  Plus  100   A2 

Sheen  25    Al 

Slick  Lube  H2 

Slick  Lube  250   Al 

Slick  Lube  250  A   Al 

Smoke  House  Cleaner  #35  A8 

Super  Foam  Al 

Super  Foam  Alkali    Al 

Sure  Extra    Al 

Sure-CLP Al 

SL  120  Detergent    Al 

Task  A2 

TY  Lube  Plus    HI 

Viking  1000  Conveyor  Lube    H2 

Viking  3000  Conveyor  Lube    H2 

Viking  4000  Conveyor  Lube   H2 

Zero-Freeze  A5 

160  Sanitizer  D2 

175-A  Disinfectant   D2.E3 

647  Al 

710  Al 

747  Al 

847  Al 

R-S  Industries  Inc. 

1330  G2 

4242  G6 

4443  G6 

8280  G6 

8301  G6 


8302  G6 

8304  G6 

8361  G6 

R-Square  Chemical  &  Coating,  Inc. 

A-Bryte   A3 

Alklor Al 

Brute    Al 

Bryte  Shine    Al 

Can-Can  Al 

Cherry  Odor-Mask    CI 

Dermaphene  Hand  Cleaner  El 

Dermaphene  Hand  Cleaner  El 

Dissolve*  Al 

Dry-Bleach  Bl 

ECS  Concentrate  Al 

ECS  Labor  Saver A2 

ECS  Liquid  Disinfectant  D2.Q3 

ECS  6000    A3 

ECS-1500    Al 

ECS-225    Al 

ECS-2500    Al 

ECS-2500Plus    Al 

ECS-4444  Cleaner/Lubricant    H2 

ECS-5050    Al 

ECS-7000    A3 

Foam  Power Al 

Jet  Power  A2 

Lift  Hand-Cleaner  E4 

Liquid  C.I.P.  Cleaner    Al 

Mor-Chlor  D2 

Rave  Advantage    Al 

Rave  Alka  Foam  Al 

Rave  Alka  Foam  Plus  Al 

Rave  Anti-Corrode  I  Al 

Rave  Anti-Corrode  II    Al 

Rave  Bubbles Al 

Rave  Chlorinated  General  Cleaner  Al 

Rave  CIP-Plus  Al 

Rave  Foam-Powder  Al 

Rave  Gleam  &  Glow    Al 

Rave  Grease-Out  Al 

Rave  Grime-Away Al 

Rave  Hi-Alk    A2 

Rave  Klor  #5  Al 

Rave  Knock-Out   A2 

Rave  Liquid  Alk  Hi  Foam   Al 

Rave  No  Korrose Al 

Rave  Pearl  El 

Rave  Rite-Cross A2 

Rave  RP-590  A2 

Rave  Safe-Lube  H2 

Rave  Shine Al 

Rave  Synergist Al 

Rave  Vangard    A2 

Rave-CLP.  Acid  A3 

Rave-Extra  Al 

Rave-HD.  Foam  Al 

Rave-Hi-Lube    HI 

Rave-Hydroxy  A2 

Rave-Power  Plus  Al 

Rave-RH-120  Shell  Egg  Cleaner  Ql 

Rave-Slide  HI 

Rave- Vanilla   CI 

Rave-1234   Al 

Rave-1235   Al 

Ravesan  #1    D2.Q3 

RA-101    Al 

RA-102  General  Purpose  Powder Al 

RA-103    Al 

RA-122    Al 

RA-123    Al 

RA-125  Manual  Cleaner  Al 

RA-150  Powder Al 

RA-43  General  Cleaner Al 

RB-104    A2 

RB-105    Al 

RB-106    Al 

RB-124  Cleaner  Booster A2 

RB-160  Powder  Al 

RB-70/30  Shackle  Cleaner  A2 
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RBB-115  Lubricant  H2 

RBB-116   H2 

RBB-1 18  Lubricant  A1.H2 

RC-107    A3 

RC-126  Acid  Qeaner  A3 

RCC-100  Laundry  Detergent   Bl 

RD-113    A4 

RD-50M  Floor  Qeaner  A4 

RFB-1 21  Foam  Booster   Al 

RFB-701  Foam  Booster   Al 

RH-112    Ql 

RH-1 14  Shell  Egg  Wash  Detergent  ....  Ql 

RP-170  Detergent   Al 

RP-175  All  Purpose  Cleaner Al 

RP-180  Cleaner  Al 

RP-185  General  Qeaner  Al 

RP-190  Neutral  Detergent Al 

RP-1 92  Neutral  Qeaner  Al 

RP-195  General  Qeaner  Al 

RP-215  Hi-Foam  Power  Al 

RP-245  General  Qeaner  Al 

RP-339  Al 

RP-405  HF  Acid  A3 

RP-405C  Concentrated  Acid  Qeaner  ..  A3 

RP-500CL   Al 

RP-545  Cone A8 

RP-565  H.D.  Cleaner   A2 

RP-585C.L.    Al 

RP-585NP   Al 

RP-703  Chelate  Al 

RP-716  Jell  Liquid    Al 

Safe-N-Kleen  Al 

Safe-T-Steam  Al 

Scat    A4 

Scram  Al 

Sof-Tex  Hand  Cleaner    El 

Softsuds  Hand  Cleaner   El 

Spec-Chlor  Al 

Super-C    Al 

Tray  Wash  Al 

White  Chi  35  USP HI 

70/30  Extra   Al 

Raban  Supply  Company 

Concentrated  Cleaner   Al 

R.S.C.  Liquid  Soap  El 

Racine  Paper  Co.,  Inc. 

Bio-Kleen Al 

CD   D2 

Drain-Away  LI 

Liquid  Sanitizer  Disinfectant    D2 

Multi-Purpose  Industrial  Degreaser-Qnr  A 1 
Ready-to-Use  Non-Flammable  Solvent 

Dgrsr  Kl 

Super  Solv  #2   A4A8 

Radiant  Chemical 

Chem  Glo    Al 

Crystal   Bl 

Greaseaway  Al 

Hercules  A8 

Liquid  Pan  Perfect Al 

Liquid  Quasat    Al 

Pan  Perfect Al 

Pink  Power    Al 

Scale  Away   A3 

Surge   A4 

Radiant  Chemical  Group 

Formula  442  Liquid  Caustic  Concen- 
trate    A2 

Hot  Foam  A4 

429  Acid  Brite  A3 


Radiator  Specialty  Company 

Gunk  Green  Concentrated  Cleaner  ..  A4.C1 

Rae-Cor  Distributing  Co. 

Wipe-Out  Cleaner/Degreaser    A4.A8 

Raechem  Products,  Inc. 

Big  Bear HI 

Breakdown  Al 

Clean-Sept  Al 

White  Mineral  Oil  HI 

Raeco  Products  Inc. 

FPM  Grease  HI 

Raider  Oil  &  Chemical  Company 

Agualube  HI 

Raider  White  Food  Grade  Grease    HI 

RXL  Agulube-50 HI 

RXL  Artie/Fire  Grease  HI 

RXL  Artie/Fire  Series  Oil HI 

RXL  Envir  Lube  Oil  H2 

Rainbow  Unlimited  Maintenance 
Supplies 

Rainbow  Bowl  Qeaner  C2 

Rainbow  m  A4 

Ram  Enterprises 

Bia-Fil   CI 

Ram   CI 

Ram  Enterprises,  Inc. 

Bac-Up  L2 

Kitchen  Kare  Concentrate  Al 

Knock  Out  L2 

Lem-O-Nal  A4 

Lotion  Hand  Cleaner El 

Rage  Fl 

Ram  Defoamer    Al 

Ram  Foam-Kutter  Al 

Ram  Sani-Brite   CI 

Ram  Super  Sani-Sol    C2 

Ram  SC-Ram    F2 

Ram  Total   CI 

Release  Al 

Super  Clean-All  A4 

Surgicide   El 

Tuff  Stuff Al 

Tuff-stuff  n Al 

Ram  Labs  Inc. 

CIP  Alkaline  Cleaner   A2 

R-99  Al 

Ram-50    A3 

Ram-90    A2 

Ramar  Chemicals 

ABC  Cleaner  #1    Al 

Ramco  Chemicals,  Inc. 

Derusterl  C2 

Klenalum  JJ  A3 

Miracle  Shine    CI 

Nuklean   Al 

Ramco  Air  Perfume    CI 

Ramco  Dishwashing  Comp.  Liq Al 

Ramco  Do-All  A4.C1 

Ramco  Electroklean  A    K2 


Ramco  Liquid  Hand  Soap E4 

Ramco  Odor  Controller CI 

Ramco  Rapid  Klean    A4 

Ramco  SCC-Steam  Cleaning  Compound  Al 

Ramco  Specialty  Products 

Anti-Seize  2400  H2 

Attack  JJ  Degreaser  and  Declogger   ....  CI 

Attack  Organic  Citrus  Base  Degreaser  CI 

Citra-Zapp   CI 

Epiderm  Invisible  Skin  Shield  Cream   ..  E4 

Goliath  C2 

Happy  Hands  E4 

Kapow  Plus  All  Purpose  Qeaner CI 

Klass  10+1  Glass  &  Utility  Cleaner    ..  CI 

Klass-10+1  CI 

Molytex   H2 

NC-300    A4 

Odor-Rif  Germicidal  Foaming  Cleanser  C2 

Piranamite   A4.C1 

Ram  Strip  Paint  &  Varnish  Stripper    ..  C3 

Ramco  PS-2  H2 

Seal-It  Pipe  Thread  Sealer   PI 

Stamp-Out  Drain  Declogger  CI 

SynlubeTG-50   HI 

SSD-92    CI 

SW^4   K2 

SW-77  Contact  Cleaner  with  Silicone  K2 

Tel-Tek    H2 

Tool-Cool  Tapping  Fluid    H2 

True  Grip  Belt  Dressing  PI 

TRX  FG-400  HI 

TRX  FGS  Lube  Oil    HI 

TRX  Synlube  Grease    HI 

TRX  400  Food  Grade  Grease  HI 

TRX-FG  Hi-Low  Synthetic  Oils    HI 

TRX-FG-600  Hi-Low  Grease  HI 

TRX-200   H2 

TRX-200  Non-Flammable  Red  Spray 

Grease  H2 

TRX-200  Red  Spray  Grease  H2 

TRX-300   H2 

Un  No.  2  K2 

Winner  E4 

Z-Way   H2 

Z-Way  Penetrant-Lubricant H2 

Ramrod  Distributors,  Inc. 

Orange  Fresh  A4 

Ran/Scott  Enterprises 

Freez-O-Clean  A5 

Freez-O-Clean  De-icer   A5 

Ranco  Chemical 

All  Purpose  Cleaner   Al 

AC  30    A3 

Blitz  CI 

Blitz  F   Al 

Blitz  L  A4 

Can  Wash    Al 

Clean  Deluxe  Al 

Coconut  Handsoap    El 

Dynamist   Al 

Endlich  A2 

Exceed  Plus  Al 

Exceel    Al 

Foamer  A2 

Glass  Cleaner CI 

Hook  &  Roller  Cleaner A2 

Liquichlor    Al 

Machine  L  Al 

Mild  Al 

Saluta  Al 

Spray  Klor  A2 

Tray  Wash  Al 

1032  Acid    A3 
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Randall's  United  Petroleum 
Company,  Inc. 

"C#362"  Grease  H2 

Randall's  White  Grease  #2  H2 

Randik  Paper  Company 

Laundry  Detergent B2 

Ranger  Chemicals,  Inc. 

All  Purpose  Cleaner   A4 

Auto  Dish    Al 

Bee-10   C2 

Big  Bear  Cleanser  Degreaser  Al 

Cling  Green  C2 

Det-Solv  A4 

Endscale CI 

Liquid  Drain  Opener LI 

Safe  Bowl  Cleaner    C2 

Stainless  Steel  Cleaner  and  Polish   CI 

Ranger  Products  Inc. 

Mustang  CI 

Premium  Penetrant    H2 

Scanner  and  Holographic  Magic    CI 

Rapid  Chem  Industries 

AB-382  Alkalinity  Booster  G6 

BH-922  Boiler  Water  Treatment    G6 

BH-924  Boiler  Water  Treatment    G6 

BL-921  Boiler  Water  Treatment G6 

BL-923  Boiler  Water  Treatment G6 

OL-561  On-Line  Cleaner   G6 

OL-562  On-Line  Cleaner   G6 

RL-291  Return  Line  Treatment    G6 

RL-292  Return  Line  Treatment    G6 

Rapid  Chemical  &  Color  Company 

Clor#1300  Al 

Conveyor-Ease H2 

Conveyor-Ease- 1   H2 

Cos  All  Purpose  Steam  Clng  Comp  ....  Al 

Cos  Concrete  Floor  Cleaner  A4 

Cos  Heavy  Duty  Steam  Clng  Comp    ..  A4 

Foam-Up   Al 

Industrial  Creamedic  El 

Liquid  Spec  A2 

Rapid  Floor  Clean  II  A4 

Rapid  Spec A2 

Rapid  Tile  Cleaner    Al 

Rapid-Glide  H2 

Rapidsol  Al 

Rapidsol  100   Al 

RapidPurge 

HM-2000-S   K3 

Rasar  Industries 

Blue  Blaze  A4.A8 

Red  Ripper A4 

Rath  Packing  Company,  The 

"G"  Cleaner  A2 

All  Purpose  Farm  Detergent  Al 

AC  Cleaner   Al 

General  Purpose  "C"  Cleaner  A2 

General  Purpose  Cleaner Al 

GP  "S"  Cleaner  Al 

GP  "W"  Cleaner   Al 

Mesh  Glove  Cleaner  Al 

Rail  Car  Cleaner  Al 


Revolving  Smokehouse  Cleaner  Al 

S  &  S  Cleaner  Al 

Scouring  Powder  A6 

Smokehouse  500  Cleaner  A2 

Stainless  Steel  Cleaner   A3.A6 

Tankhouse  Cleaner  A2 

Tree  Cleaner   Al 

Trolley  Cleaner  Al 

Ravan  Products,  Incorporated 

A-Bryte    A3 

Acid  Sanitizer   D2 

Alka-Foam  Al 

Alklor Al 

All  Purpose  Cleaner  (Liquid)  Al 

All  Purpose  Cleaner  (Powder)    Al 

AA  Plus  Fly  Spray   Fl 

AA106  Chain  Lub  &  Cleaner HI 

Betty's  Pink  Lotionized  Hand  Soap   El 

Blue  Flame  H.D.  Sewer  Solv.  &  Drain 

Opnr   LI 

Bright  Glo  Stainless  Steel  Cleaner  A2 

Bright  Line    Al 

Bright  Line  Special  A2 

Brute    Al 

Bryte  Shine   Al 

Bryte-All   A3 

Can-Can  Al 

Centralized  Cleaner-Detergent   Al 

Cherry  Odor-Mask    CI 

Chlorinated  Machine  Dishwash  Deter- 
gent      Al 

Clean-N-Fresh  El 

Concentrated  Fabric  Softener/Sanitizer     B2 

Deep  Fat  Fryer  Cleaner A2 

Dermaphene  El 

Dermaphene  Hand  Cleaner  El 

Descaler  A3 

Detergent/Disinfectant  #32  D2 

DetergentvOisinfectant  #45  D2 

Detergent/Disinfectant  #90  D2 

Dissolve*  Al 

Dissolvex  Plus  Al 

Dry  Laundry  Bleach   Bl 

Dry-Bleach  Bl 

E-ZrClean    Al 

Econo-Clean    Al 

Enviro  Plus    D2 

Enviro  256  D2 

Enviro  256  Detergent/Disinfectant  Dl 

ECS  Belt  Dressing    PI 

ECS  Big  Boy  Al 

ECS  Bole*  C2 

ECS  Bright  Glow    Al 

ECS  Bryte  Shine  Al 

ECS  Circuit  Board  Cleaner K2 

ECS  Complete  Al 

ECS  Concentrate  Al 

ECS  Extra  Power    A2.C3 

ECS  Final  Touch  Al 

ECS  Foam  Add  Al 

ECS  Glass  Cleaner   CI 

ECS  Ulide  A1JL2 

ECS  Graphite  Penetrant  &  Lubricant  ..    H2 

ECS  Imperial  Al 

ECS  Jet  Power A2J31 

ECS  Jet  Power  B-Gone  HD  Cleaner  ..    A2 

ECS  Labor  Saver A2 

ECS  Labor  Saver  Cloro  Cleaner    Al 

ECS  Liquid  Disinfectant  D2 

ECS  Miraclean    A4 

ECS  Moisture  Guard  Lube  H2 

ECS  Multi-Purpose  Insecticide  Fl 

ECS  Nutra  Kleen Al 

ECS  Penalube   H2 

ECS  Pink  Scrub  Soap  Al 

ECS  Residual  Insecticide   F2 

ECS  Rust  Protector  CI 

ECS  Safe-T-Steam    Al 

ECS  Safety  Solvent  K2 

ECS  Silicone  Textile  Spray    HI 


ECS  Super  Pine CI 

ECS  Super  Power  A2 

ECS  111     Al 

ECS  140    Al 

ECS  224    A2 

ECS  230    A2 

ECS  250    Al 

ECS  455    Al 

ECS  466    Al 

ECS  517    El 

ECS  6000    A3 

ECS  615    A3 

ECS-1500    Al 

ECS-2000    Al 

ECS-225    Al 

ECS-2500    Al 

ECS-2500Plus    Al 

ECS-325    Al 

ECS-4444  Cleaner/Lubricant    H2 

ECS-5050    Al 

ECS-5555    A1JL2 

ECS-5555Plus    A1K2 

ECS-7000    A3 

Fabric  Softener/Sanitizer  #10  B2 

Fabric  Softener/Sanitizer  #5   B2 

Final  Touch  Al 

Foam  Add  Concentrate  Al 

Foam  Power Al 

Germ-I-San  Disinfectant  D2 

Get-All  Al 

Hand  Dip  #10    E3 

Hand  Dip  #75    E3 

Iodine  Disinfectant    Dl 

Jet  Power  A2 

Lift  Hand-Cleaner  E4 

Liquid  CLP.  Cleaner    Al 

Mor-Chlor   B1,D2,G4,G7,Q4 

MC-525   B1,D2.G4.G7.Q4 

Odor  Terminator  Concentrate  CI 

Odor  Terminator  Ready-To-Use  CI 

Odorless  Concrete  Cleaner  Special    ....    A4 

Pine  Disinfectant  #32   CI 

Prime  Time   Al 

PLS  Super  C  Al 

Ra-Odyne  D2 

Ravan  Bleach D2 

Ravan  Hand  Dip  #10    E3 

Ravan  Hand  Dip  #75    E3 

Ravan  Hand  Sanitizing  Cleaner  E2 

Ravan  Odor  Control    CI 

Ravan's  Ra-Dyne  Concentrated  Iod- 
ine    D2.E3 

Rave  Acid  Concentrate  A3 

Rave  Adhere   Al 

Rave  Advantage    Al 

Rave  Alka  Foam  Al 

Rave  Alka  Foam  Plus  Al 

Rave  Alkelate    Al 

Rave  Alkelate  Plus    A2 

Rave  Anti-Corrode  I  Al 

Rave  Anti-Corrode  U    Al 

Rave  Bubbles Al 

Rave  C.I.P.  Acid  A3 

Rave  Chlor-Alkelate  A2 

Rave  Chlorinated  General  Cleaner  Al 

Rave  Circulate  Al 

Rave  CIP-Plus  Al 

Rave  Foam Al 

Rave  Foam-Powder  Al 

Rave  Gleam  &  Glow    Al 

Rave  Grease-Out  Al 

Rave  Grime-Away Al 

Rave  Hi  Foam  Acid    A3 

Rave  Hi-Alk    A2 

Rave  Hi-Alkelate  A2 

RaveKlor#5  Al 

Rave  Knock-Out  A2 

Rave  Liquid  Acid  Cleaner   A3 

Rave  Liquid  Alk  Extra  Duty    A2 

Rave  Liquid  Alk  Hi  Foam   Al 

Rave  Liquid  Alk  Shackle  Cleaner   A2 

Rave  Lub  and  Clean  A1.H2 
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Rave  Lubri-Glide A1JL2 

Rave  Neutra  Scrub    Al 

Rave  Neutral  C.RP Al 

Rave  No  Korrose  Equipment  Cleaner  Al 

Rave  Ortho  Clean  Al 

Rave  Pearl   El 

Rave  Premium  APC   Al 

Rave  Rite-Cross A2 

Rave  RP-590  A2 

Rave  Safe-Lube  H2 

Rave  Shine Al 

Rave  Solvel   A4 

Rave  Super  Klor  Al 

Rave  Super  Klor  Suds Al 

Rave  Super-Alkelate  A2 

Rave  Synergist Al 

Rave  Ultra  Scrub Al 

Rave  Vangard   A2 

Rave  Vanilla   CI 

Rave-Alko   Al 

Rave-Extra  Al 

Rave-H.D.  Foam  Al 

Rave-Hi-Lube    HI 

Rave-Hydroxy  A2 

Rave-I-Cide  Hand  Soap    E2 

Rave-Power  Plus  Al 

Rave-RH-120  Shell  Egg  Cleaner  Ql 

Rave-Slide  HI 

Rave-1000   A2 

Rave-1235   Al 

Ravesan  #1    D2.Q4 

RA-101     Al 

RA-102    Al 

RA-103    Al 

RA-122    Al 

RA-123  Neutral  Cleaner  Al 

RA-125    Al 

RA-150  Powder Al 

RA-205  General  Cleaner Al 

RA^3  General  Cleaner Al 

RB-104    A2 

RB-105    Al 

RB-106    Al 

RB- 124  Cleaner/Booster  A2 

RB-160  Powder  Al 

RB-70/30  Shackle  Cleaner  A2 

RBB-115  Lubricant  H2 

RBB-116   H2 

RBB-1 18  Lubricant  A1JL2 

RC-107    A3 

RC-126  Acid  Cleaner  A3 

RCC- 100  Laundry  Detergent    Bl 

RD-113  Concrete  Floor  Cleaner A4 

RD-50M  Floor  Cleaner  A4 

RFB-121    Al 

RFB-701  Foam  Booster   Al 

RH-112    Ql 

RH-114  Shell  Egg  Wash  Detergent  ....  Ql 

RP-A11  Purpose  Cleaner  Al 

RP-1 70  Detergent   Al 

RP-175  All  Purpose  Cleaner Al 

RP-180  Cleaner  Al 

RP-185  General  Cleaner  Al 

RP-1 90  Neutral  Detergent Al 

RP-192  Neutral  Cleaner   Al 

RP-195  General  Cleaner  Al 

RP-215  Hi-Foam  Powder  Al 

RP-220  CI 

RP-221  CI 

RP-245  General  Cleaner  Al 

RP-302  Ql 

RP-305  All  Purpose  Low  Foam  Al 

RP-339  Al 

RP-339  Special   Al 

RP^05  Acid  Cleaner    A3 

RP-W5  HF  Acid  A3 

RP-W5C  Concentrated  Acid  Cleaner  ..  A3 

RP-500CL   Al 

RP-505  Chlorinated  Heavy  Duty 

Cleaner  A2 

RP-515  Chelated  Heavy  Duty  Cleaner  A2 


RP-525  Smoke  House  Cleaner  A2 

RP-543  A2 

RP-545  Cone A8 

RP-545M  A2 

RP-565  H.D.  Cleaner   A2 

RP-575  Heavy  Duty  Foam  Cleaner  ....    Al 

RP-585C.L Al 

RP-585NP   Al 

RP-70 3  Chelate  Al 

RP-715  Jell  Additive  Al 

RP-716  Jell  Liquid    Al 

RPB  900    G6 

RPB  920    G6 

RPB  930    G7 

RPB  940    G7 

RPB  950    G6 

RPT  931    G7 

RPT  933C   G7 

Safe-N-Kleen  Al 

Safe-T-Solv   A4.C1 

Safe-T-Steam  Al 

Samtizer  "R"   Dl 

Santi-Wash E2 

Santi-Wash  Hand  Soap  E2 

Scat    A4 

Scram  Al 

Sno-Flo    Bl 

Sodium  Hypochlorite    D2 

Sof-Tex  Hand  Cleaner    El 

Softsuds  Hand  Cleaner  El 

Spec-Chlor  Al 

Special  AA  Fly  Spray  Fl 

Super  Diazinon  Spray  F2 

Super  Fog  Spray   Fl 

Super-C   Al 

Tray  Wash  Al 

White  Oil  35  USP  HI 

70/30  Extra   Al 

Rawleigh,  W.  T.  Company,  The 

Degreaser  Concentrate    Al 

Super  Cleaner  Concentrate  CI 

Superior  Bowl  Cleanser    C2 

Rawn  Company,  Inc. 

Cable  Cleaner   K2 

Chloro-Clean  K2 

Cleaner  Lube  H2 

Contact  Cleaner  K2 

Electronic  Component  Cleaner  K2 

Food  Safe  Silicone    H2 

Super  Wash  K2 

Tefrawn   H2 

TF  Degreaser  K2 

TF  Solvent  K2 

Ray  Camp,  Incorporated 

Adjunct  Special  G6 

Formula  C-X  G6 

Formula  C-Y  G6 

Formula  C-20    G7 

Formula  C-34    G7 

Ray  Criswell  Distributing  Co. 

Cris-Clene  All  Purpose  Cleaner  ....    A4.A8 

Cris-Clene  Cleaner  Disinfectant  Dl 

Cris-Clene  Cns-Care  Prtnzd  Ltn  Hnd 

Soap    El 

Cris-Clene  Cris-Lemon  Disinfectant    ..    C2 

Cris-Clene  Cris-Mint  Disinfectant   C2 

Cris-Clene  Cris-Pine  Pine  Odor  Dsnfnt.  CI 
Cris-Clene  Cns-Thick  Pink  Hnd&Body 

Soap    El 

Cris-Clene  Neutral  Cleaner A4 

Cris-Clene  R.C.32  Clear  Hand  Dshwshg 

Det Al 

Cris-Clene  R.C.33  Pink  Hnd  Dshwshng 


Dgrs Al 

Cris-Clene  Tri-D  Degreaser-Cleaner  ..  A4 
Cris-Clene  40%  Liq.  Cocont  Oil  Hand 

Soap    El 

Ray  W.  Hawksley  Co.,  Inc. 

Series  104  Boiler  Water  Treatment    ....  G6 

Series  109  Boiler  Water  Treatment   ....  G6 

Series  1 10  Boiler  Water  Treatment    ....  G6 

Series  1 14  Boiler  Water  Treatment   ....  G6 

Series  119  Boiler  Water  Treatment    ....  G6 

Series  123  Boiler  Water  Treatment   ....  G6 

Series  124  Boiler  Water  Treatment   ....  G6 

Series  125  Boiler  Water  Treatment   ....  G6 

Series  127  Boiler  Water  Treatment   ....  G6 

Series  131  Boiler  Water  Treatment   ....  G6 

Series  1 35  Boiler  Water  Treatment   ....  G6 

Series  143  Boiler  Water  Treatment    ....  G6 

Series  145  Boiler  Water  Treatment   ....  G6 

Series  195  Boiler  Water  Treatment   ....  G6 

Series  197  Boiler  Water  Treatment    ....  G6 

Series  198  Boiler  Water  Treatment   ....  G6 

Series  199  Boiler  Water  Treatment   ....  G6 

Series  204  Return  Line  Treatment  G6 

Series  205  Return  Line  Treatment  G6 

Series  206  Return  Line  Treatment  G6 

Series  210  Return  Line  Treatment  G7 

Series  215  Return  Line  Treatment  G6 

Series  217  Return  Line  Treatment  G7 

Series  218  Return  Line  Treatment  G6 

Series  219  Return  Line  Treatment  G7 

Series  222  Return  Line  Treatment  G7 

Series  412  Boiler  Water  Treatment    ....  G6 

Series  415  Boiler  Water  Treatment   ....  G6 

Series  416  Boiler  Water  Treatment   ....  G6 

Series  418  Boiler  Water  Treatment   ....  G6 

Series  419  Boiler  Water  Treatment   ....  G6 

Series  420  Boiler  Water  Treatment   ....  G6 

Series  514  Colloidal  Boiler  Treat G6 

Series  580  Colloidal  Boiler  Treat G6 

Series  581  Colloidal  Boiler  Treat G6 

Series  584  Colloidal  Boiler  Treat G6 

Series  588  Colloidal  Boiler  Treat G6 

Series  590  Colloidal  Boiler  Treat G6 

Series  601  Cooling  Water  Treatment  ..  G7 

Series  615  Cooling  Water  Treatment  ..  G7 

Series  616  Cooling  Water  Treatment  ..  G7 

Series  618  Cooling  Water  Treatment  ..  G7 

Series  622  Cooling  Water  Treatment  ..  G7 

Series  623  Cooling  Water  Treatment  ..  G7 

Series  629  Hydron  Corrosion  Control  G5 

Series  631  Cooling  Water  Treatment  ..  G7 

Series  632  Cooling  Water  Treatment  ..  G7 

Series  633  Cooling  Water  Treatment  ..  G7 

Series  636  Cooling  Water  Treatment  ..  G7 

Series  637  Cooling  Water  Treatment  ..  G5 

Series  705  Catalyzed  Sulfite G6 

Series  706  Line  Treatment   G6 

Series  707  Sludge  Conditioner  G6 

Series  708  Caustic  Sludge  Conditioner  G6 

Series  710  Catalyzed  Sulfite  G7 

Series  714  Line  Treatment   G6.G2 

Series  716  Cleanout  Treatment G6 

Series  821  Boilout  Mixture    G6 

Series  823  Shutdown  Treatment  G6 

Raymond  Johns  Distributing 
Company 

BlastOff   Al 

Raymond  T.  Greene  Co.,  Inc. 

Impact    A4 

RTG  Clean-Up    Al 

RTG  Clean-Up  Heavy  Duty  Al 

RTG  Foam-A  Cide  Germicidal  Cleaner 

Deo CI 

RTG  Magic  Graffiti  Remover    CI 
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Raytex  Chemical  Corporation 

Herriclean  P-100  A4 

Herriclean  P-200  Al 

Re-Li-On  Corporation 

Re-Li-On  Cutting  and  Tapping  Fluid  ....  PI 
Re-Nu  Chem  Co. 

Hood  Kleen  PI 

Re-Nu  Floor  Kleen   A4 

Re-Nu  Grill  Kleen  Degreaser  A8 

Re-Nu  Metal  Kleen  A7.A8 

Re-Nu  Oven  Kleen   A8 

Reaction  Engineering 

Crac-Bac    D2 

RXN-Flow  CI 

RXN-Flow  Dry  Powdered  Floor  Cleaner  CI 

RXN-Reactivate A4 

RXN-10  G6 

RXN-100  G7 

RXN-11   G2.G6 

RXN-112  G7 

RXN-114  G7 

RXN-12  G6 

RXN-13  G6 

RXN-14  G6 

RXN-20  G6 

RXN-21   G6 

RXN-30  G6 

RXN-300  A4 

RXN-3000  G6 

RXN-3020  G6 

RXN-31   G6 

RXN-32  G6 

RXN-33  G6 

RXN-34  G6 

RXN-348  PI 

RXN-35  G6 

RXN-351   A2 

RXN-36  G6 

RXN-361   A3 

RXN-37  G6 

RXN-37-T   G6 

RXN-3700  G6 

RXN-3710  G6 

RXN-38  G7 

RXN-380  Al 

RXN-39  G6 

RXN^tO  G6 

RXN^l   G6 

RXN-50  G6 

RXN-51   G6 

RXN-52  G6 

RXN-54  G6 

RXN-55  G6 

RXN-56  G6 

RXN-57  G6 

RXN-59  G6 

RXN-60  G6 

RXN-61   G6 

RXN-62  G6 

RXN-63  G6 

RXN-65  G6 

RXN-66  G6 

RXN-67  G6 

RXN-6700  G6 

RXN-69  G6 

RXN-70  G7 

RXN-7000  G7 

RXN-7010  G7 

RXN-7020  G7 

RXN-7030  G7 

RXN-71   G7 

RXN-72  G7 

RXN-73  G7 


RXN-74  G7 

RXN-75  G2.G6 

RXN-76  G2.G6 

RXN-78  G7 

RXN-80  G7 

RXN-81   G7 

RXN-92  G7 

Sanistat    D2 

Reagent  Chemical  &  Research,  Inc. 

Hydrochloric  Acid PI 

Rebel  Sales  Agency 

Rebel  Multi-Purp.  Oil  &  Grease  Absor- 
bent    Jl 

Rebel  Yell,  Inc. 

X-The-Spot    CI 

Reckitt  &  Colman,  Inc. 

Easy-Off  Grill  Power    Al 

Easy-Off  Kitchen  Wonder    A4A8 

Reco  International 

RECO-717  Prem.  Ammon  Refrig  Cmprs 
Lubr H2 

RectorSeal  Corporation,  The 

Ice  Machine  Cleaner  A3 

Lube-R-Coat    H2 

Nickel-Safe  Ice  Machine  Cleaner A3 

Red  &  White  International/ 
A  Div.  of  Federated  Foods, 
Incorporated 

Quick-Foaming  Fat  &  Grease  Cleaner     Al 

1005  Liquid  Hand  Dish  Wash   Al 

1090  Institnl.  Liq  Dm  Pipe  Opnr  & 

Mntnr    LI 

330  Machine  Dish  Wash  Compound  ..    Al 
335  Institutional  Deep  Fat  Fryer  Cleaner  A8 
341  Supreme  Low  Suds  Laundry  Deter- 
gent      Bl 

345  Concentrated  Dry  Bleach  Bl 

706  Liquid  Hand  Soap   EI 

707  Green  Liquid  Detergent  Al 

911  Heavy  Duty  Machine  Scrubber 

Cone Al 

915  General  Purpose  Cleaner  Al 

920  Heavy  Duty  General  Purpose 

Cleaner  Al 

925  Ammoniated  All  Purpose  Cleaner  A4 

940  Bowl  Cleaner  C2 

945  Alkaline  Degreaser  &  Oven  Cln 

Cone    A8 

950  Extra  Heavy  Duty  Degreaser  ..    A4A8 

Red  Arrow  Manufacturing 

Whirlaway  All  Purpose  Industrial 
Cleaner  Al 

Red  Bell,  Inc. 

Double  Action  Penetrant  Oil    H2 

Dry  Fog  ULV  Flea  Bomb F2 

Orange  Kkrushh  Degreaser CI 

Orange  Power  Deodorizer/Degreaser  ..    CI 
Orange  Power  Foaming  Glass  Cleaner     CI 

Orange  Power  Oven  Cleaner   A8 

Orange  Power  Rough  Touch    E4 

Orange  Power  Soft  Touch    E4 


Red  Bell  Single  Ply  Adhesive  Rmvr. 

Jell  Kl 

Rough  Touch  E4 

Soft  Touch  E4 

Soft  Touch  Hand  Cleaner  E4 

Tar  &  Asphalt  Remover  Jell Kl 

Red  Devil,  Inc. 

Aluminum  Gray  Arch.  Grade  Butyl  Rub 

Seal  PI 

Bronze  Arch.  Grade  Butyl  Rubber  Seal- 
ant    PI 

Indoor/Outdoor  100%  Silcn  Adhs  Seal 

Blck  PI 

Indoor/Outdoor  100%  Silcn  Adhs  Seal 

Gray    PI 

Indoor/Outdoor  100%  Silcn  Adhsv  Seal 

Clr  PI 

Indoor/Outdoor  100%  Silcn  Adhsv  Seal 

Wht  PI 

Indust.  Grd  100%  RTV  Silicone  Seal 

Black  PI 

Indust.  Grd  100%  RTV  Silicone  Seal 

Clear  PI 

Indust,  Grd  100%  RTV  Silicone  Seal 

Gray    PI 

Indust.  Grd  100%  RTV  Silicone  Seal 

White PI 

Marine  Grd  100%  RTV  Silicone  Seal 

Clear  PI 

Marine  Grd  100%  RTV  Silicone  Seal 

White PI 

Vinyl  Painter's  Latex  Caulk.  Cmpd. 

White PI 

White  Arch.  Grade  Butyl  Rubber  Sealant  PI 

Red  Lion  Research  Corp. 

Belt  Dressing  ID   PI 

Chain  Lube  DJ  H2 

Cutting  Oil  m  H2 

RL  104  White  Grease  HI 

Safe  T  Line  Grease  74178    H2 

Safe  T  Line  Silicone  74168    HI 

Safety  Solvent  m    K2 

Silicone  m  HI 

4  Way  Plus  DI  H2 

Red  River  Chemical  Products 

Crystal   CI 

Groom  Hand  Cleaner   E4 

RB-2000    G6 

RR-No.  1   A4 

Red  Top  Products,  Inc. 

EW-D Ql 

Formula  No.  102  Al 

Formula  903    Fl 

MSR  A3 

No.  105    Al 

No.  106   A2 

SW-1    Al 

104  Al 

401  Al 

404  A2 

411  Al 

414-M    A 132 

416-FA  Al 

419  A3 

431  Q2 

432  CI 

433  Al 

444Q  Disinfectant-Sanitizer  Deodorizer  D2 

Reddick  Fumigants,  Incorporated 

Bro-Mean  C-0 F4 
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Redico  Supply,  Inc. 

Acid  Detergent    A3 

Foaming  Acid  Detergent  A3 

Pro  Clean  A4 

Redi  Cleaner  Degreaser    Al 

Redi  Neutra  Clean  A4 

Redico  Heavy  Duty  Cleaner  Al 

Redman  Scientific 

Mean  Green  Power  Hand  Scrub E4 

Reed  Paper  Co. 

Eliminator   Bl 

Enz-Odor  CI 

Plumb-Eze  L2 

Reef  Industrial  Services,  Inc. 

Citra-Safe  CS-210  CI 

Citra-Safe  CS-290  CI 

Citra-Safe- 190  CI 

Refil  Chemicals,  Inc. 

All  Purpose  Cleaner   Al 

Allbright    Al 

Allpro Al 

Blue  Nile  Bl 

Hercules  A4 

Magnum  A4 

Sparkle  Al 

Steam  Cleaner  Al 

Wipeout  Kl 

Zipp   A4 

Refrigeration  Technologies 

Carbonex   PI 

Ice/Tech  A3 

Regal  Maintenance  Products 

Antiseptic  Lotion  Hand  Soap  El 

Regal  Maintenance  Suppply  Co. 

E-Z  Clean    A4 

Regal  Marketing,  Inc. 

Clean  Shell  1  Ql 

Regal  Supply  &  Chemical 

"818"   Al 

A.D.C Al 

Acta-Lan    E4 

Actamedic    El 

Activate  L2 

Alive    L2 

Aluminate    A3 

Ammo-Pine  CI 

Bay-Bee  CI 

Big  O  CI 

Borax  Plus  Pwdrd  Hand  Soap  Cmmrcl     C2 
Borax  Plus  Pwdrd  Hand  Soap  Gentle 

Pink  C2 

Break-Thru  Al 

Brute    CI 

C-P-C  A2 

Carboplex Al 

Cherry  Bol  C2 

Costile   El 

D'Oxid  A3 

De-Lime  A3 

De-Odo-Gest   CI 

Do-All   A4.C1 

DW-7  Al 


E-Z  Kleen  Concentrate  A4 

Economic  Bl 

Flash    A2 

Flush-A-Way  LI 

Food  Equipment  Lubricant  HI 

Food  Equipment  Lubricant  HI 

FPD  Odorless  Disinfectant  Cleaner  ....    D2 

Glass  Kleen  Super  Concentrate    CI 

Grease  Trap  Cleaner  LI 

Halo-Gen  A4.B1.C2 

Herculex  CI 

Hi  Power  Bl 

Industrial  Oven  Cleaner   A8 

Iody-San  D2 

Ionogen    A3 

Kleerall    Al 

Lava-Matic  C-100  Al 

Lava-Matic  H-220  Al 

Lava-Matic  N-200  Al 

Lava-Matic  S-210   Al 

Lavagon  Fl 

Lavar   C2 

Liqui-Bac  L2 

LBC-100   G6 

LBC-112   G6 

LBW-03  G6 

LBW-04  G6 

LBW-12  G6 

LBW-15  G6 

LBW-16  G6 

LBW-22  G6 

LBW-24  G6 

LBW-26  G6 

LBW-27  G6 

LCS-410    Al 

LCS-411    A3 

LCS-412    A3 

LCS-420  Cleaner  &  Scale  Treat PI 

LCS-445  Cleaner  &  Scale  Treat PI 

LCW-201  G7 

LCW-203  Cooling  Water  Treatment   ..    G7 

LCW-204  G7 

LCW-204ALT  G7 

LCW-205  G7 

LCW-205ALT  G7 

LCW-210  G7 

LCW-219  G7 

LCW-260  Cooling  Wtr.  Treatment    ....    G7 
LCW-270  Cooling  Wtr.  Treatment    ....    G7 

LCW-278  G7 

LCW-280  G7 

LSA  302    G7 

LSA-300    G7 

M-C  Gel  A4 

Mark-Off  CI 

Mate  CI 

Mecanix  El 

Mint  Power  CI 

New  Shine  Metal  Polish  (Aerosol)  A7 

New-Shine  A7 

Nutra-Waste C2 

O-So-Brite  C2 

Odo-Gon    CI 

Off-En    A8 

Out-Stain   Bl 

PMC C2 

Petro-Lub  H2 

Pine  Odor  Disinfectant  CI 

Pink  Suds  Al 

Pleasant   CI 

Power  Up  A4.A8 

Pro-Bac    L2 

Purge   LI 

Reo-Clean  100  CI 

Sani-Tize   Dl 

Shur-T-Solv  Kl 

Silicon-Lub   HI 

Six  Shooter  Insect  Killer Fl 

Skal-Zo    A3 

Soak  Hot  Dp  Cleaner A2 

Softaskin   El 

Spray  &  Foam  CI 


Spritz  A8 

Star  Al 

Steam-Eze   Al 

Super  Bleach  D1.B1 

Super  Bol  Brite  C2 

Super  Carpet  Concentrate  PI 

Synthetic  Auto  Wash    Al 

SOF   B2 

Universal  512    Al 

Versatol    A4 

Viru-Cide  D2 

Washex    Bl 

Regency  Chemical  Company 

Pro  Solv  #39   A4.A8 

Regency  Group,  The 

Sir  Fatless  Foam  Clnr  for  Meat  Cut  Ar- 
eas      Al 

Reiner  Chemische  Fabrik  GMBH 
&  Co. 

Ontropeen  ETF  300 H2 

Reinhart  Institutional  Foods,  Inc. 

Alkaline  Drain  Opener  &  Maintainer  ....  LI 

All-Purpose  Heavy-Duty  Detergent  ....  Bl 
Chlorinated  Liq.  Machine  Dshwshng. 

Cmpd Al 

Chlrnd  Super  Hvy-Dty  Mach. 

Dshwshng  Cmpd    A2 

Concentrated  General  Purpose  Cleaner  A8 

Concrete  Cleaner  A4 

Disinfectant  Deodorizer    CI 

Disinfectant/Sanitizer    D2 

Drain  Opener  LI 

Extra-Strength  Limestone  Solvent 

Cleaner   A3 

Granulated  Chlorine  Bleach  10%  Bl 

Heavy-Duty  Degreaser   A8 

Heavy-Duty  Liquid  Break  Bl 

Hospital  Strength  Germicidal  Detergent  D2 

Iodophor  Sanitizer  D2 

Liquid  Chlorine  Bleach  Bl 

Liquid  Softener  B2 

Pink  Lotion  Detergent Al 

Stainless  Steel  Cleaner   A7 

Super  Heavy  Duty  Cleaner  Al 

Reitech  Corporation 

CD-30  Cleaner  Degreaser  A4 

PB-10  Liquid  Cleaner  Al 

Rek-Chem  Manufacturing  Corp. 

Ammoniated  Wax  Stripper  CI 

Astrodet  Rek   A4 

Chlorinated  Machine  Dishwash  Deter- 
gent    A2 

Commander  A4 

Deep  Fat  Cooker  Cleaner  A2 

Detergent-N  Al 

Gear  Chem  H2 

Glass  Rek CI 

Hand  Dish  Soap    Al 

Husky  Rek  A4 

R-Egg-Chlor  A    Ql 

R-Egg-ChlorB    Ql 

Rek  Animal  Poultry  B  Disinfectant  ....  D2 

Rek  Chlorinated  Detergent  1000    Al 

Rek  Creamy  Hand  Dish  Wash  Detergent  Al 

Rek  Detergent  1000    Al 

Rek  Gladish  D2 

Rek  Hospital  IODO  Disinfectant   D2 

Rek  Iodine  Hand  Soap    E2 

Rek  LFI  Sanitizer   D2 
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Rek  Machine  Detergent  No.  2   Al 

Rek  Mill  Fog  #3  Fl 

Rek  Pearl  El 

Rek  Super  Foamer A4 

Rek-Det  A4.A8 

Rek-IODO  D2 

Rek-Probac    L2 

Rek-Zymegone    Bl 

Rekro  Solve  A4 

REK  Hand  Sanitizing  Solution  E3 

Scale  Off  A3 

Silicone  Spray  HI 

Steamer  Cleaner    Al 

Super  Purple    Al 

Super  Rekrosolve    CI 

Super  Sani  SO    D2 

Super  Sani  80    D2 

Treatment  AX   G6 

Treatment  LX    G6 

Treatment  LXL  G6 

Wax  Stripper  CI 

Release  Coatings,  Incorporated 

M-12  Release  Cote   HI 

Reliable  Finishing  Products/ 
Challenger  Division 

Premium  Cleaning  Cone.  Challenger 

PC-737    A4 

Reliable,  Inc. 

Kleen  Power  220  Detergent  A4 

Reliance  Brooks,  Inc. 

Alkaline  Deruster  Formula  No.  736  ....  A2 

Anti-Foam  Formula  No.  Ml 2073-1   ....  G6 

Aqua  Turge  No.  744  Disinfectant    D2 

Aqua  Turge  No.  744  Disinfectant    D2 

Aqua  Turge  743    D2 

Aqua  Turge  758    CI 

Aqua-Turge  Formula  No.  740    A3 

Aqua-Turge  Formula  No.  741    A3 

Aqua-Turge  Formula  No.  747    A4 

Aqua-Turge  Formula  No.  750    Al 

Aqua-Turge  Formula  No.  752    Al 

Aqua-Turge  Formula  No.  754-M  Al 

Aqua-Turge  Formula  No.  757    A2 

Aqua-Turge  No.  756  Al 

Aqua-Turge  745-NP  Dl 

AFS    A4 

Baygon  Insect  Residual  Spray  No.  922  F2 

Bio-Mix  Formula  No.  B  L2 

Chain  Lube  Formula  No.  20 H2 

Chain  Lube  Formula  No.  22  H2 

Chain  Lube  Formula  No.  23  H2 

Chain  Lube  Formula  No.  24  H2 

Chain  Lube  No.  Z-5195-1    H2 

Cold  Solvent  #778    Kl 

Cold  Solvent  Cleaner  Formula  No.  788  K2 

Drain  Clean  Formula  No.  324   LI 

Dual  Synergist  Pyreth.  In- 

sect.For.No.920  Fl 

Dual  Synergist  Pyreth.  In- 

sect.For.No.923  Fl 

Foam  Additive  A4 

Formula  No.  PM  1 14   G6 

Formula  No.  PM  4107    G6 

Formula  No.  PM  453    G6 

Formula  No.  PM  454    G6 

Formula  No.  PM  456    G6 

Formula  No.  PM  655    G6 

Formula  No.  PM  694    G6 

H.C.  Treatment  No.  441   G3 

H-C  Treatment  Formula  No.  413  G2 

H-C  Treatment  Formula  No.  415  G7 

H-C  Treatment  Formula  No.  460  Gl 


H-C  Treatment  Formula  No.  461  G7 

H-C  Treatment  Formula  No.  462  G7 

H-C  Treatment  Formula  No.  464  G7 

H-C  Treatment  Formula  No.  465  G7 

H-C  Treatment  Formula  No.  468  G7 

H-C  Treatment  Formula  No.  477  G7 

H-C  Treatment  Formula  No.  478  G7 

H-C  Treatment  Formula  No.  480  ..    G3.G6 

Hand  Soap  Formula  No.  738   El 

KRK  A5 

Liqui  Phase  No.  126  G6 

Liqui-Phase  Boiler  Treatment  For.No. 

110    G6 

Liqui-Phase  No.  113  G6 

OB  Aid  HP  G6 

OBAidLH-10  G6 

OB  Aid  LP  G6 

OB  Aid  500    G6 

OB  Aid  500T  G6 

OB  Amine  V-10  G6 

OB  Col-A   G6 

OB  Col-HA  G6 

OB  Col-HAX    G6 

OB  Col-HP  G6 

OB  Col-V-322    G6 

OB  Col-125    G6 

OB  OX-M  G6 

OB-Aid  WT-10  G2.G6 

OB-Col  D-610    G6 

OB-Col  PP-233-A    G6 

OB-Kool  CL-0   G7 

OB-Kool  CT-114   G7 

Organic  Colloid  Formula  No.  650-X  ..  G6 

Oxamine  Corrosion  Inhbtr  For.  No.  603  G6 

Poly  Cide  Formula  No.  972-A  CI 

Poly  Cide  No.  961-SX    CI 

Poly-Cide  Formula  No.  940-A  CI 

Poly-Cide  Formula  No.  940-SX  CI 

Poly-Cide  Formula  No.  950-A  CI 

Poly-Cide  Formula  No.  961-A  CI 

Poly-Cide  Formula  No.  961-S    CI 

Poly-Cide  Formula  No.  966-A  CI 

Poly-Cide  Formula  No.  967-A  CI 

Poly-Cide  Formula  No.  968-A  CI 

Poly-Cide  Formula  No.  974-A  CI 

Poly-Prep  Formula  No.  607-X   G6 

Poly-Prep  Formula  No.  61 1-X   G6 

Poly-Prep  Formula  No.  615-X   G6 

Poly-Prep  Formula  No.  616-X   G6 

Poly-Prep  Formula  No.  620-X  G6 

Poly-Prep  Formula  No.  621-X  G6 

Poly-Prep  Formula  No.  622-X  G6 

Poly-Prep  Formula  No.  626-X  G6 

Poly-Prep  Formula  No.  631-X  G6 

Poly-Prep  Formula  No.  632-X   G6 

Poly-Prep  Formula  No.  634-X  G6 

Poly-Prep  Formula  No.  637-X  G6 

Poly-Prep  Formula  No.  643-X   G6 

Poly-Prep  Formula  No.  643-X  Adjunct 

D-l    G6 

Powdered  Detergent  Formula  No.  701  Al 

Powdered  Detergent  Formula  No.  703  Al 

Powdered  Detergent  Formula  No.  704  A2 

Powdered  Detergent  Formula  No.  709  A2 

Powdered  Detergent  Formula  No.  720  Al 

Powdered  Detergent  Formula  No.  721  Al 
Powdered  Detergent  Formula  No. 

721-NP   Al 

Powdered  Detergent  Formula  No.  722  A 1 

Powdered  Detergent  Formula  No.  723  Dl 

Powdered  Detergent  Formula  No.  724  Dl 

Powdered  Detergent  Formula  No.  737  A2 

Powdered  Detergent  No.  700  Al 

Protectamine  Formula  No.  691  G6 

PM  455    G6 

PM  603-CAT G6 

Sno  Kleen    A4 

Stripper  Formula  No.  797  K3 

Sulfamic  Acid  Formula  No.  730  ..  A3.G7 
Sulfamic  Acid  Formula  No.  732    ..    A3.G7 

Volamine  692    G6 


Volamine  693    G6 

Zeolite  Conditioner  Formula  No.  832   ..  PI 
Zeolite  Conditioner  No.  830  PI 

Reliance  Chemicals  Corp. 

ACS-1    L2 

Bionetic   L2 

Relton  Corporation 

A-9  Aluminum  Cutting  Fluid  PI 

Rapid  Tap  Cutting  Fluid  PI 

Rely  Chemicals,  Inc. 

#1  Oil  HI 

Caustic-50   A2 

Chlor   Al 

Chlor  Foam   Al 

Dish  Magic    Al 

Dish  Pro  Al 

DG  #  10  Al 

Egg  Pro   Ql 

Egg  Pro  Premium   Ql 

Extra  Clean   A2 

Foam  Max   Al 

Foam  Scrub  Al 

Foam  Solve  Al 

Gentle  Hand  San  E2 

Laundry  Maid   Bl 

Lube  Clean    H2 

Max-Quat D2 

Mean  Clean  A2 

Mega  Clean  A2 

No-Foam   A1.Q5 

Power  Clean    Al 

Rely  Egg  Clean  Ql 

Shell-Terge    Ql 

Shine  All   A3 

Sun  Bright  Bl 

Rem/Pro 

A  Div.  of  Long  Chemical,  Inc. 

Defeat CI 

Replacement  Components  Division/ 
Carrier  Corporation 

Totaline  Indoor  Coil  Cleaner  Concen- 
trate    PI 

Republic  Chemical  Co.,  Inc. 

APC-Steam    Al 

APC-3    Al 

Bottle  Wash  Plus  Al 

Bottle  Wash  25  Al 

Bottle  Wash  25/CS   Al 

CIP-CL    Al 

CIP-CP A2 

CIP-HDP  A2 

CIP-LI   Al 

E-Z  Chain  Pet   H2 

E-Z  Chain  77  H2 

E-Z  Chain  88  H2 

E-Z  Chain  92 H2 

E-Z  Chain  99 H2 

FC-7  CI 

HDC-HF   A3 

HDC-Phos  A3 

HDC-290  A3 

HDC-8  Al 

MPL-6  A4 

NS-Defoamer Al 

Prism   Al 

PEG-9    Ql 
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Republic  Industrial  Maint.  Supply 
Corp. 

Speetra-Cide    CI 

Spectrum   C2 

Republic  Laboratories,  Ltd. 

Barrage  Al 

Pride  A4 

Tribute  Al 

Triumph  A4 

Rescue  Industries,  Inc. 

Drainright CI 

Research  Chemical  Specialties  Co. 

Green  Magic  Bathroom  Cleaner C2 

Liquid  Snake  Drain  Pipe  Opener  LI 

Mean  Green  Water  Soluble  Degreaser  A4 
Super  Bowl  White  Emulsion  Bowl 

Geaner  C2 

Super  Foam  Spray  Cleaner  Degreaser  CI 

747  Spray  Cleaner  Degreaser  CI 

Research  Chemicals,  Inc. 

RC-llODescaler  A3 

RC-222  Filter  Coat   PI 

RC-30  Degreaser  Kl 

RC-400  Compound  Al 

RC-402    A2 

RC-403  Hot  Vat  Degreaser A2 

RC-4040  Compound  A2 

RC-407    Al 

RC-410  Compound  A2 

RC-6011  Heavy  Duty  Steam  Cleaner  Al 

RC-602  Degreasing  Solvent  Kl 

RC-650  Low  Foam  Al 

RC-88  Liquid  Scale  Remover G6 

Research  Industries  Corporation 

Tarn  General  Purpose  Geaner   Al 

Research  Labs  Inc. 

BW-4100S  G6 

Cleanse-It El 

Enzyme-80  L2 

Grease-Away  A4 

Research  Products  Company 

Contacticide  1    Fl 

Contacticide  2   Fl 

Contacticide  25   F2 

Contacticide  30  Fl 

Contacticide  5   Fl 

Delia  Gas-EX-B    F5 

Max  Kill  Contacticide  25A Fl 

Max  Kill  Malathion  57-WE  F2 

Max  Kill  Max  Fog  V   Fl 

Max  Kill  Mill  &  Bin  Spray   F2 

Max  Kill  3%  Malathion   F2 

Research  Products,  Inc.  of  Alabama 

Cherry  Supreme CI 

Marsol  WB  Degreaser/Cleaner  A4A8 

RPI  Dish  Washing  Liquid    Al 

RPI  Spray  &  Wipe   A4.C1 

RPI-HD   CI 

Research  Specialties 

"Gits  It  Off   E4 


Mirror  Perfect  (Aerosol)  CI 

Mirror  Perfect  (Bulk)    CI 

Reseda  Janitorial  Supplies 

Orange  Oven  Geaner  A8 

Residex  Corporation 

Fly  Fog    Fl 

Resicide  Emulsion  Concentrate    Fl 

Super  Resicide  Concentrate    F2 

ResinTech 

ResinTechCGlONa PI 

ResinTech  CG8  PI 

Resource  International,  Inc. 

Alki-Clean  Al 

Restaurant  Enterprises  Group,  Inc., 
The 

Coconut  Scented  Pink  Hand  Soap 
#300003    E4 

Restaurant  Equipment  Service 

Food  Equipment  Lubricant  HI 

Oven  &  Grill  Cleaner  A8 

Stainless  Steel  Cleaner   A7 

Revere  Products 

"Depart"  CI 

Geen-Sweep   Jl 

Drain  Maintainer  CI 

Drain  Opener  LI 

Formula  X42  Hand  Cleaner  E4 

Grease  Gun  Aerosol    H2 

Lubri-Cone HI 

Lubri-Foam   HI 

Lubri-Gear  H2 

Polar  Clean    A5 

Red  Grease    H2 

RIM  (Chips)    CI 

RPC  Superior  Penetrating  Catalyst    ....    H2 

Stainless  A7 

Tuffplate  with  PTFE  H2 

White  Guard  Grease  HI 

Rex  Chemical  Corporation 

"Medix"  E4 

Ammoniated  Oven  Geaner A8 

Astro    A6 

Concrete  Cleaner  CI 

CLK-1    A4 

CLK-2   Al 

Devil    A4 

Diazinon  4E  Insecticide   F2 

Dry  Laundry  Bleach   Bl 

Dursban  2E  Insecticide  F2 

Duz-All  (Concentrated  Beads)   Al 

Excell  Heavy  Duty  Scrub  Soap    A4 

Foamicide    CI 

Golden  Pine  CI 

H.  D.  White  Beads   Al 

H.D.  Blue  Beads  Al 

Hot  Stuff  Cleaner   A2A8 

Hot  Vat  Cleaner    A2 

HD  Soap    A4 

Iodi-Clean    D2 

Kaustin  A4.L1 

L.S.R.1  Al 

Liquid  Hand  Soap  El 

Metal  Bnte  Cleaner  &  Polish  A7 

Penetr-In    LI 

Pots  N  Pans    Al 


Qwik-Off  A4 

Rex  Aeromedic  Hospital  Disinfectant 

Deo C2 

Rex  Bowl  Cleaner  C2 

Rex  Bug  Buster  Roach  &  Ant  Killer  ....  F2 
Rex  Cherry  Blossom  Scent  Insect  Killer  F2 

Rex  Cloro  Chlorinating  Solution   A4 

Rex  Glass  Cleaner CI 

Rex  Light  Mineral  Oil    HI 

Rex  Mineral  Oil    HI 

Rex  Premium  Machine  Dishwash  Det. 

Chlor.    Al 

Rex  Rat  Glue F3 

Rex  99K Al 

Rex-O Al 

Rose  Magic  Al 

SOS  A131 

Sanilite  A3 

Silicone  Spray  HI 

Softy  Cleanser  A6.C2 

Solid-Plus    Al 

Solid-Shine    Al 

Steel  Brite   CI 

Stop  Insecticide  Fl 

Super  00  Al 

Super-Suds  Al 

Sur-G-Pal  E2 

88X    A4 

Rex  Chemicals,  Inc. 

Digestant  250 L2 

Rexford  Rand  Corporation 

Aerozone   CI 

Air  Repair   CI 

Air  Strike  F2 

Air-Way  Coil  and  Fin  Cleaner  PI 

Anadex  Broad  Spectrum  Boiler  Treat- 
ment        G6 

Aquacid   A3 

Aseptigen  CI 

Biocron  Energized  Detergent  System  ..    CI 

Carbon-X  A8 

Chem-Grains  Enzyme  Fortified  Des- 

tainer  A6 

Chemthex  Odorless  Drain-Line  Opener    CI 

Citrex  CI 

Clear  Lustre  Glass  Cleaner  &  Lusterizer  CI 

Contact  Dielectric  Safety  Solvent K2 

Cool-Aide    H2 

Danish  Steel  Foaming  Stainless  Stl  Pish  A7 
Danish  Steel  Stainless  Steel  Polish    ....    CI 
Daxsol  Foam  Factored  Butyl  Concen- 
trate      A4 

Deft  Liquid  Lustre  Cleaner CI 

Deo-Grains  High  Intensity  Deod.  Gran- 
ules        CI 

Deo-Troi  Blue  C2 

Deo-Trol  Pink   CI 

Deparsol  Non-Petroleum  Degreaser  ....    CI 

Di-Butylan  A4 

Display  Foamable  Surface  Restorer  ....    CI 

Drane  LI 

Dri-Sheen  A-T-A  Non-Pressurized 

100%Fill  CI 

Dri-Tex  A-T-A  Non-Pressurized  100% 

Fill  CI 

Electrol  Safety  Solvent  K2 

Encounter  Concentrate   A4.C1 

Envirocide   CI 

Erace-Sirl  Vandal  Mark  Remover    CI 

Extrasolv    K2 

Extrasolv  A-T-A  Non-Pressrzd.  100% 

Fill  K2 

Formula  2000  Ded-Sect    F2 

Formula  2001  Ded-Sect 

Flying&CrawlInsct F2 

Glad  High  Intensity  Neutral  Concentrate  Al 
Glide  A-T-A  Non-Pressurized  100%  Fill  H2 
Glide  All-Purpose  Silicone  Spray 
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Lubrcnt  HI 

Hydro-Aide  1015  Cooling  Tower  Treat- 
ment        G7 

Ice-Minus  Exothermic  Ice  Melter CI 

Isosept   A4 

Liquilax  Liquid  Drain  Line  Opener  LI 

Lope  Lubricant-Protectant  with  Moly      H2 

Malatrol  Matador  Destroyer  CI 

Mechanic's  Formula  Right-Onl  E4 

Microflow  Organic  Waste  &  Odor  Di- 
gester      CI 

Micronic Al 

Microplex CI 

Micropol    H2 

Micropol  A-T-A  Non-Pressurized  100% 

Fill  K2 

Microvate  Enzyme  Organic  Waste  Di- 
gester    L2 

Molide  21    H2 

Neo-Tone  Floor  Conditioner CI 

Nex  Mildew  &  Mold  Stain  Remover  ..    Al 
Nitronate  Tile  &  Stainless  Steel  Cleaner  A3 

Oven  Master    A8 

Oven-Master  Heavy  Duty  Carbon  Re- 
mover        A8 

Peneflex   H2 

Peneflex  A-T-A  Non-Pressurized  100% 

Fill  CI 

Perma  Lube  21  Bi-Phase  AntiFriction 

Lub H2 

Power-Flush  Drain  Line  Cleaner 

Maintnr LI 

Pring  Lotion  Dishwash   Al 

Provox  Chemical  Cleaner  A3 

Quatrex    CI 

Rampage  Sewer  Solvent  LI 

Rand  Trol  Insctcd.  (w/Resdl  Inset  Cntrl)  F2 

Relium  Cleaner  Concentrate  C2 

Revolve   H2 

Revotane  Concrete  &  Asphalt  For- 
mula      A4.C1 

Right-Onl  E4 

Rite-Cream  CI 

Sanacare  Hospital  Disinfectant  Deodo- 
rant        C2 

Sanamint  Mint  Scented  Disinfectant 

Deod   CI 

Septizone  E2 

Smart  Fortified  Gloss    CI 

Sonix  Condenser  Coil  Cleaner-Restorer   PI 

Spray-Glove  E4 

Techlon    H2 

Thenmall  Drain  Line  Opener    LI 

Thurge  Sewer  and  Drain  Line  Opener  ..  LI 

Total  Break    D2 

Triseptic  El 

Trisonate  No-Rinse  Chill  Coil  Clnr- 

Restr   PI 

Tromp    F2 

Valid    CI 

Rhema  Cleaning  Products 

Rainbo  "Heavy  Duty"  Grease  &  Dirt 
Rmvr  Al 

Rhiel  Supply  Co. 

Break  Down A4 

Lotion  Skin  Cleaner   E4 

Rho-Chem  Chemical 

RC-132    G6 

RC-136    G6 

RC-136B   G6 

RC-160    G7 

RC-17    G6 

RC-175    G6 

RC-180    G7 

RC-185    G6 


RC-196    G7 

RC-92    G7 

Rhomar  Industries,  Inc. 

Act-938    G7 

ACL-921    G7 

ASB-901    G6 

ASB-908    G6 

ASR-932   G6 

Bac-Attack  L2 

Bio-Clean  Al 

Chlorinated  Foaming  Cleaner  Al 

Clean  and  Thaw    A5 

Cockroach  Killer  F2 

Coconut  Hand  Soap    El 

Deo-Zone  Disinfectant  Deodorant   CI 

Digestant  250 L2 

Digestant  250 L2 

Digestant  2500 L2 

Ex-Cell  A4 

Fat-Ien   Al 

Flash    Al 

Flying  Insect  Killer  Fl 

Food  Equipment  Lubricant  HI 

Hi-Heat    LI 

Liquid  Steam  Cleaner  Concentrate  Al 

Lubri-Gel  Hi-Heat  Multi-Purp  Spray 

Lube    H2 

Magna-Brite  Al 

Neutra-Magic Al 

Non-Butyl  Cleaner  Concentrate   Al 

Orange  Degreaser   CI 

Orange  Drain  Cleaner  CI 

Organic  Acid  Cleaner  A3 

Paint  &  Varnish  Remover C3 

Powdered  Laundry  Detergent  Bl 

Rhoma-Sol  CI 

Safe-Solv  Degreaser  Safety  Solvent  ....    K2 

Sewer  Sweetener  Cherry  CI 

Spray  Fog    Fl 

Surface  Insecticide    F2 

Swipe  Cleaner/Disinfectant  CI 

Touch  of  Glass    CI 

Touch  of  Glass  (Bulk)    CI 

Zap-U'l  Non  Flammmable  Penetrating 

Oil  H2 

Rhone-Poulenc  Basic  Chemicals  Co. 

Aluminum  Sulfate  Gl 

Chelon  100    A1.G6 

Chlorinated  Trisodium  Phosphate  ..    D1.Q4 

Dense  Soda  Ash    A1.G6 

Disodium  Phosphate  G6.G1 

Flake  Caustic  Soda   A2 

Lite  Soda  Ash   A1.G6 

Monosodium  Phosphate    A3 

Phosphoric  Acid  75%  A3 

Potassium  Tripolyphosphate  Al 

Safe-Grip  Jl 

Sodium  Acid  Pyrophosphate A3 

Sodium  Hydroxide  Solution  50% A2 

Sodium  Tripolyphosphate  A1,G6,G1 

Tetrapotassium  Pyrophosphate  Al 

Tetrasodium  Pyrophosphate   A1.G6.G1 

Tripotassium  Phosphate    Al 

Trisodium  Phosphate A1.G1 

Vitrafos    A1.G6.G1 

X-Tend  G7 

Rhone-Poulenc  Inc. 

Mirawet  FL  Al 

Rhodorsil  3B  Silicone  Const,  Seal. 

Alum PI 

Rhodorsil  3B  Silicone  Const.  Seal. 

Black  PI 

Rhodorsil  3B  Silicone  Const.  Seal.  Clear  PI 
Rhodorsil  3B  Silicone  Const.  Seal. 

White PI 


Rhodorsil  410  RTV  Indust  Sil.  Seal.  Wht  PI 
Rhodorsil  410  RTV  Indust.  Sil.  Slnt  Blk  PI 

Rhodorsil  410  RTV  Indust  Sil.  Slnt  Clr  PI 
Rhodorsil  410  RTV  Silicone  Seal.  Alum  PI 

Richard  &  Simmons  Inc. 

Excaliber  500  Creme  Cleanser  A6 

Richard-Ewing  Equipment  Co. 

Soo  Brand  Dry  Bleach   Bl 

Soo  Brand  Laundry  Break    Bl 

Soo  Brand  Special  Detergent  Bl 

Richco  Products,  Inc. 

Acti-Foam  Heavy  Duty  Foam.  Bath- 
room Clnr  C2 

Maxi-Clean    CI 

S-Wipe  Glass  &  Utility  Cleaner CI 

Sani-Foam   C2 

Sani-Foam  Liquid   C2 

Spray  On  O   Al 

Richland  Research  Corporation 

Blast  LI 

Citra-Solv    CI 

Citra-Solv  2000  CI 

Kitchen  Magic  II  Al 

Mean  Green  Al 

Super  Solv  G  Al 

Richlube  Supply  Co. 

Richlube  Moly  Plate  H.P.  No.  2    H2 

Richmond  Oil,  Soap  &  Chemical 
Co.,  Inc. 

Handterge El 

Phosphoterge  1363  G   Al 

Richchlor  Dl 

Richterge  Dl 

Richterge  1P2    A2 

Sanirich    D2 

Richmond  Supply  Co. 

Miracle  Mile  Best  Bet A6.C2 

Miracle  Mile  Bowl  Cleaner    C2 

Richmond  Veterinary  Supply 
Company,  Inc. 

Mineral  Oil  N.F HI 

Ricmar  Industries,  Inc. 

"RG-99"  H2 

Action  Energized  Concentrate    A4 

Advantage  1  Floor  Prep  &  Maintainer  A4 

All-Sect  Flying  &  Crawling  Insecticide  F2 

Bactrol  Disinfectant  Deodorant    C2 

Bi-Quat  Lemon  Odor  Disnfctnt  Deod. 

Clnr A4 

Bi-Quat  Mint  Odor  Disinfectant  Deod 

Clnr  CI 

Bi-Quat  Pine  Odor  Disinfectant  Deod 

Clnr  CI 

Blast  Concentrated    A2 

Bolt  Buster    H2 

Brake  Kleen  Kl 

Brite  Glass  &  Utility  Cleaner  CI 

Charge   A4 

Chemi-Jel  CI 

Con-Clean  Heavy  Duty  Cleaner  CI 

Control  Germicidal  Cleaner  Deodorant  CI 

CD  Disinfectant,  Cleaner   D2 
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De-Odor  CI 

Deo-Dis  Bowl-Porcelain  Maintainor    ..    C2 

Digestaid   L2 

Digestant  250 L2 

Drain  Away  LI 

Dry  Moly  H2 

Enzymatic  Mark  II    L2 

Finish  Stainless  Steel  Cleaner  &  Polish   A7 

Foam  Kleen  Al 

Fogging  Insect  Killer    F2 

Fogicide  Fly  &  Roach  Spray   Fl 

Futron    Dl 

Future  Dl 

G.I.  Lube  HI 

Gear  Eze  Open  Gear  Grease H2 

Gelsol  Kl 

Grease-It    H2 

Grime  Buster  Al 

Grit  Kleen   E4 

Gritty  Heavy  Duty  Friction  Hand 

Cleaner   E4 

Guard  CI 

Handi-Kleen E4 

Heavy  Duty  Deo-Dis  Bowl  Treatment     C2 

Hycreme  Lotionized  Detergent  A4 

Hysil  Silicone  Lubricant  HI 

In-Cide  F2 

Invisible  Glove  Barrier  Creme  E4 

Jet  Spray    Kl 

Liquid  Coco  Hand  Soap  El 

Loosen  Four H2 

Micro-Klenz CI 

Mint  Scent  Disinfectant    CI 

Moly-500  H2 

Natural  E4 

Nitra  Sweet    CI 

Odor  Free  Fumeless  Drain  Pipe  Cleaner  A4 

Odor-Zone  CI 

Ov-Clean  Grill-Oven  &  Fat  Fry  Oeaner  A8 

Oven  Magic  A8 

Pine  Odor  Disinfectant   CI 

Power  Clean    A4 

Power  Clean  Energized  Concentrate    ..    A4 

Prep  Coat  PI 

Prolong  Battery  Cleaner  And  Protector    PI 

Pummel    E4 

Quick  Wash  Al 

Quickspray  Disinfectant-Deodorant  ....  CI 
Re-Ox  Chemical  Geaner  and  Deoxi- 

dizer    A3 

Residual  Insecticide F2 

Ricmar  B-4   E4 

Ricmar  Bolt  Buster  H2 

Ricmar  Dri-Glide H2 

Ricmar  Sil-Glide  HI 

Right  Stuff  Quarry  Tile  Clnr  Rejuvena- 

tor   A3 

Router  Sewer  Solvent  LI 

RBT-101    G6 

RM  B3002  G6 

RM  Concentrate  Cleaner A1.E1 

RM  C5025  G7 

RM  D3503  G6 

RM  D3504 G6 

RM  P903  G3 

RM  R4010  G7 

RM  S-1010   G7 

RM  S1008  G7 

RMRC443   PI 

Sani  Lube HI 

Sani-Gly  CI 

Sani-Lube HI 

Sect-X  Residual  Roach  Liquid  F2 

Sect-X  Roach-N-Ant  Killer  F2 

Sil-Ghde  Silicone  Lubricant  HI 

Skour  Kreme  CI 

Spray  n'  Wipe  I  CI 

Spray-Dis  Germicidal  Spray  &  Wipe 

Clnr CI 

Spray TM  Wipe    CI 

Steam  Cleaner  Concentrated  A2 

Super  Fogging  Insect  Killer  F2 


Super  Tuff  Concrete  Cleaner   A4 

Sure  Flo  One-Shot  Dm  Opnr  w/Odor 

Blnkt  LI 

Surftrol  CI 

SS  100  Industrial  Solvent  K2 

T-Lube  H2 

Tact  Clean  K2 

Thrust  Plus  Prilled  Drain  Opener  LI 

Tri-Gly  Air  Sanitizer  And  Surface 

Disnf CI 

Tuff  Industrial-Waterless  Hand  Cleaner   E4 

Tuff  Waterless  Hand  Cleaner  E4 

Velvet  Liquid  Soap  El 

WTP  Wettable  Powder  Insecticide   F2 

10%  Disinfectant  Sanitizer  D2 

Riddiford  Brothers 

Riddiford's  #1  Degreaser    Al 

Ridgway  Industries,  Inc. 

Lemon  Scented  Ultra  Clean  +    A4 

Ultra  Clean  +  Al 

Rigo  Company 

Kill-Ko  Fog-R  Spray Fl 

Kill-Ko  Green  Sugar  Fly  Bait    F2 

Kill-Ko  Insect  Spray  F2 

Kill-Ko  Premise  Spray   Fl 

Kill-Ko  Rat  And  Mouse  Blues  F3 

Kill-Ko  Rat  And  Mouse  Blues  Thro  Pac  F3 

Kill-Ko  Rat  Killer  F3 

Kill-Ko  Roach  &  Ant  Killer F2 

Kill-Ko  Roach  &  Ant  Spray  F2 

Kill-Ko  Roach  Powder  F2 

Kill-Ko  Thro  Pac  Rat  Killer  F3 

Rigo's  Best  Fly  &  Mosquito  Insect  Killer  Fl 

Rigsbee  Janitor  Supply  Co.,  Inc. 
See  Rigsbee  Supply  Co.  Inc. 

zz 

Rigsbee  Supply  Company,  Inc. 

Concentrated  Bowl  Cleaner   C2 

Double  Dri  F2 

HD.  Non-Butyl  Degreaser  Clnr  &  Deo. 

#80    Al 

Hospital  Disinfectant  Deodorant C2 

Safe-T-Kleen  C2 

Rincon  Associates 

SRW  5000  L2 

SRW  5000  M    L2 

Rio  Chemical 

A.P.C  Al 

Acid  CD  Dairy  Cleaner  Sanitizer D2 

Acid  Detergent    A3 

All  Purpose  Powdered  Cleaning  Com- 
pound        Al 

APCHD    Al 

Boil  Out  Fryer  Cleaner  A8 

Boiler  Treatment  G6 

Breakup   Bl 

Bright-Wash Bl 

Cackle    Q1.Q2 

Chainlube H2 

Clean  &  Fresh  Bl 

Clean  &  Fresh  I Bl 

Clean  &  Fresh  U  Bl 

Egg-Up Q1.Q2 

Ezee-Kleen  A4.A8 

Floral  DDS    CI 

Foam  AD  A4.A8 

Foam  10  Control  Al 


FGO-70   HI 

Germ  D    CI 

High  Foam  APC  A4 

HTC-38   A2 

Keg  Wash    A2 

Lemon  DDS CI 

Lemon  Ex    C2 

LD-1  D2 

Machine  Descaler   A3 

Medex    El 

No  Crawl  F2 

NF-50  (Acid  CIP  Cleaner)  A3 

Ole  Red  Liquid   Al 

Ole  Red  Powd  Car  Wash  Trk  &  Rig  Spr 

Wash  Al 

One  Pass    CI 

Pan-Cleaner  Al 

Pine  DDS  CI 

Powdered  Egg  Wash  Ql 

PHD-1    CI 

Rio  Pink  Kleen   El 

Rio  Spice  Mint   CI 

Rio  Sur-Chlor   Al 

RioSect    Fl 

RC-30  Acid  A3 

Septi-Stat  E2 

Shop-600  General  Purpose  Cleaner  ....    Al 

Smokleen  A3 

Steamy-I Al 

SHS-1     E2 

Terminator  Al 

White  Hot   LI 

X-Tra  Heavy-Duty  Cleaner Al 

X-Tra  Plus  Liquid  Detergent    Al 

3  Way    C2 

Rio  Chemical  and  Manufacturing, 

Inc. 

See  Rio  Chemical,&  Rio 

Chemical&Mfg  Corp 

ZZ 

Rio  Linda  Chemical  Co.  Inc. 

Akta  Klor  25  D2 

Bioslide  4300    H2 

Bioslide  7200    H2 

Bioslide  8200    H2 

Bioslide  9100    H2 

Dura  Klor  12%   G7 

Dura  Klor  6%   G7 

Foam  Add  10 A3 

Foam  Add  35 Al 

O-C  IODO  No.  1    D2.E3 

O-C  IODO  No.  2  Disinfectant  ..  D2.E3.Q6 

O-C  IODONT  No.  1  D2 

Pura-Klor  PI 

Rio  357  Defoamer Al 

Rip,  Inc. 

Aluminum  Coil  Cleaner  &  Brightener     A2 

Rising  Star  Enterprises,  Inc. 

Champion    E4 

Victory  E4 

Ritchey  Products  Division 

Acid  Brite    A3 

Con-Lube  H2 

CA-101    A2 

CA-23    Al 

CA-55    A2 

CA-70    \: 

CL-300  H2 

Dairy  Brite  Al 

E-Z-Lube  H2 

Egg  Cleaner Ql 
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EX-l-RP    Al 

EX-3W  Al 

Flokleen  Al 

Flor-Kleen   A4 

Foam-X   Q5 

Formula  311    A3 

FS-200  A4 

Klorin-8  Al 

New  Freestone  A3 

Penta  Beads  A2 

Protoff   A2 

Richlube  H2 

Stain  Remover  Ql 

Super  Egg  Cleaner    Ql 

Super  Ex-It    G5 

Super  Foam-X  Q5 

Super  Stain  Remover    Q2 

Sure  Kleen  Al 

Tank  Brite  Al 

Rite  Color  Chemical  Co.,  Inc. 

All-Purpose  Cleaner  Concentrate  554  Al 

Ail-Purpose  Cleaner/Degreaser A4 

B-095  Boiler  Treatment    G6 

B- 100  Boiler  Treatment   G6 

B- 103  Boiler  Treatment   G7 

B- 107  Boiler  Treatment   G7 

B-121  Boiler  Treatment   G6 

B- 126  Steam  Line  Treatment  G6 

B-56  Boiler  Treatment    G6 

B-63  Boiler  Treatment    G6 

B-95  Boiler  Treatment    G7 

C-377  Cooling  Tower  Treatment  G7 

Cleaner/Degreaser/Deodorizer  824  Al 

PB-03  Powdered  Boiler  Treatment G6 

PB-63  Powdered  Boiler  Treatment G6 

PB-82  Powdered  Boiler  Treatment G7 

PB-92  Boiler  Treatment   G6 

Rite  Bowl  Cleaner C2 

Rite-Kern 

All  Purpose  Cleaner    CI 

All  Purpose  Cleaner    CI 

Aluminizer  A3 

Bee-20  Germicidal  Bowl  Cleaner C2 

Bee-8  Germicidal  Bowl  Cleaner C2 

Big  Bear CI 

Big  Bear A4 

Bleach    Bl 

Bleach    B1.C2 

Chain  Lube    A1.H2 

Citrus-Klean CI 

D-Sol   CI 

D-Sol   CI 

D-Sol  Plus  CI 

D-Sol  Plus  CI 

Dairy-Kleen  Sanitizer  D2 

Det  Solv  CI 

Del-Star  Al 

Egg  Washing  Compound    Ql 

Enforce Bl 

Grease-It    H2 

HDCD   Al 

HDCD#2 A2 

HDCD  HF  A2 

HS-5000  E4 

HS-5000  E4 

Incredible  CI 

Klean  Hands    E4 

Kreme  Kote  Al 

Lemon-7  Detergent/Disinfectant  CI 

Liquid  Laundry  Detergent Bl 

Liquid  Smokehouse  Cleaner  A8 

Liquid  Smokehouse  Cleaner  I    Al 

Low  Suds Bl 

Nature's  Way  CI 

Nature's  Way  CI 

Number  10  Sanitizer  D2 

Phosphatizer A3 

Phosphatizer A3 


Pine  80  CI 

Pine  80  CI 

Pink  Lotion   E4 

Pink  Lotion    E4 

Powdered  Packing  House  Cleaner  CI 

Powdered  Packing  House  Cleaner   CI 

Powdered  Smoke  House  Cleaner  A8 

Powdered  Smoke  House  Cleaner  Al 

Release LI 

Rust  Solv  H2 

Safe-T-Solv   K2 

Sani-Dyne    D2.E3 

Sani-Hand    E2 

Sila  Lube  HI 

Silicone  Release  0  H2 

Sparkle  Glass  Cleaner  CI 

Spray  Klean  CI 

Steri-Dyne  D2.E3.Q6 

Strike  I  Detergent/Disinfectant  CI 

Strike  II  Detergent/Disinfectant    CI 

Strike  TU  Detergem/Disinfectant CI 

Sweet  Pine  Disinfectant/Detergent  CI 

SD-2  All  Purpose  Cleaner    CI 

SL-52  Hand  Cleaner  E4 

Terminator  Cherry  CI 

Terminator  Herbal  Fresh  CI 

Terminator  Pina  Coloda   CI 

Rite-Off,  Inc. 

Drione  Dust  Insecticide  Spray   F2 

Farm  &  Industry  Multi-Purp.  Insect 

Cone   Fl 

Food  Grade  Silicone  Spray HI 

Food  Plant  Fogging  Insecticide    Fl 

Four  In  One  Moisture  Displace  & 

Lubrcnt H2 

General  Purpose  Insect  Spray  Fl 

Generation  2000  Citri-Solv  CI 

Industrial  Concentrate  Insecticide Fl 

Industrial  Multi-Use  Insecticide  Fl 

Institutional  Insect  Spray    Fl 

Oven  Cleaner A8 

Rite-Off  Cream  Metal  Cleaner  &  Polish  CI 

Rite-Off  Gnme  Buster    CI 

Rite-Off  Natural  Citrus  Solvent   CI 

Rite-Off  Safety  Solvent  Cleaner K2 

Rite-Off  Teflon  Dry  Film  Lubricant  ..  H2 
Rite-Off  Wasp  &  Hornet  Killer  w/Sevin  F2 
Roach  &  Ant  Pressurized  Cont.  Diazi- 

non    F2 

Silicone  Mold  Release    H2 

Stainless  Steel  Cleaner  and  Polish  A7 

River  City  Chemical 

RC  100  Non  Butyl  Degreaser Al 

Super  Kleen  Al 

River  City  Enterprises 

Plum  Crazy   A4.A8 

Power  House  Super  Strength 
Cleaner/DgTsr  A4 

River  City  Maintenance  Supply 

Stainless  Steel  Cleaner   A7 

River  Region  Supply,  Inc. 

Pro-Cap  Lemonize CI 

Spray  &  Wipe  CI 

Riverside  Chemical  Company,  Inc. 

ARSECO-22    CI 

Riz-Man  Chemical 

Formula  440    A4 


Roadrunner  Chemicals&Janitorial 
Supplies 

Spra  N  Wipe  C2 

Roberson  Environmental  Services, 
Ltd. 

Bio-Bacl4  Dgrsr  for  GrsTrps  and 
DmLns    L2 

Robert  Langer  Company,  Inc. 

Aquafroth  Antibacterial  Skin  Cleanser  ..  E2 

Aquafroth  Antiseptic  Liquid  Soap   El 

DSD-10   D2 

DSD-25   Dl 

Formula  70    Al 

HC-2  Antibacterial  Skin  Cleanser   E2 

HD-Detergent    A4 

HD-90  Cleaner-Degreaser Al 

Robert  Orr  &  Co. 

Disinfectant  Deodorant  CI 

Flying  Insect  Spray  Fl 

Germicidal  Cleaner  CI 

Glass  Cleaner CI 

Oven  Cleaner A8 

Stainless  Steel  Cleaner   A7 

Roberts,  G.B.  Maintenance  & 
Supply,  Inc. 

Actene  "Z"  Plus L2 

Actene  Z   L2 

Suds  Al 

Vista  CI 

Vitality  CI 

Robfogel  Mill-Andrews  Corp. 

Power-Foam Al 

Power-Plus  Al 

Power-Sol    Al 

Robins,  G.  S.  &  Company 

Robins  Alkali  No.  5   A2 

Robinson  Chemical  Co.,  Inc. 

RC  310  A3 

RC  312  A8 

RC  314  H2 

RC600  Al 

RC605  Al 

RC-203  C2 

RC-209  A4.H2 

RC-215  Al 

RC-219  Al 

RC-222  Al 

RC-223  Al 

RC-224  Al 

RE-227  Al 

RC-228  Al 

RC-229  Al 

RC-230  Al 

RC-232  A2 

RC-234  Al 

RC-238  A3 

RC-25I  El 

RC-254  El 

RC-255  H2 

RC-256  H2 

RC-257  A1.H2 

RC-258  H2 

RC-264  H2 

RC-270  A2 
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RC-276    A3 

RC-280    Al 

RC-289    HI 

RC-290    A3 

RC-291    Al 

RC-292    A3 

RC-296    Al 

RC-297    Al 

RC-298    Ql 

RC-501    Al 

RC-504    Al 

RC-506    A3 

RC-507    Al 

RC-508    Al 

RC-511    Al 

RC-514    LI 

RC-516    A4 

RC-518    A2 

RC-520    A2 

RC-521    Al 

RC-522    Al 

RC-524    Al 

RC-525    Al 

RC-538    A2 

RC-539    Al 

RC-543    A2 

RC-544    Al 

RC-545    A2 

RC-547    Al 

RC-550    Al 

RC-551    Al 

RC-555    A2 

RC-556    A2 

RC-557    A2 

RC-558    A2 

RC-562    Al 

RC-565    Al 

RC-566    A2 

RC-567    Al 

RC-568    Al 

RC-570    A2 

RC-580    A2 

RC-581  Concentrate  All  Purpose 

Cleaner   Al 

RC-585  Pine  Oil  Disinfectant  CI 

RC-586  Puie  Odor  Disinfectant   CI 

RC-587  Fortified  Pine  Odor  Disinfectant  CI 

RC-588  Mint  Disinfectant C2 

RC-590  Disinfectant  Cleaner   A4 

RC-591  Detergent  Cleaner-Disinfectant  Dl 

RC-592  Detergent  Cleaner-Disinfectant  D2 

RC-601     A2 

RC-604    Al 

RC-607    Ql 

RC-608    Ql 

RC-610    A3 

RC-7    Al 

RC574   A2 

RC577    A2 

Sodium  Hypochlorite  Solution  D2.G4 

Robon  Supply 

Deoxidizing  Chemical  Cleaner  A3 

Roby's  Janitor  Supply  Corp. 

Roby's7-ll    Al 

Rochester  Midland 

Alpha  2000    Al 

Aluminum  Safe  Powdered  Cleaner    ....  Al 

Augment  GT   L2 

Augment  GT  Pouch    L2 

Augment  Liquid    L2 

AC  500    A3 

AF-140  G7 

AF-725  G6 

APC-100   Al 

AS-100  A4 

Bay-O-Cide  F2 


Biogenic  SE  370  CI 

Biogenic  SE  372  CI 

Biogenic  SE  373  CI 

Blitz  LI 

Brite-N-Shine A3 

Byquat   CI 

Bytech  Ten-Fifty  D2 

BFW-102S  G6 

BFW-104  G6 

BFW-31   G6 

BFW-310  G6 

BFW-32  G6 

BFW-33G    G6 

BFW-4  G6 

BFW-407  G6 

BFW-410  G6 

BFW-411   G6 

BFW-5  G6 

BFW-504  G6 

BFW-71S  G7 

BFW-75S  G7 

BFW-81   G6 

BSC-10    G7 

BSC-20    G6 

BSC-30    G6 

BSC-601    G6 

BSC-602    G6 

Can-Do C2 

Checkmate  A2 

Cherry  Eliminate  CI 

Cleen  Sheen  Al 

Clor  Brite  Plus    A1.B1.B2 

CCMG    G6 

CCW02  G6 

CLT-13    G7 

CLT-2    G7 

CLT-510    G7 

CLT-540    G7 

CS-EZ   G7 

CS-24  G7 

CS-3  G7 

CS-30  G7 

CS-32  G7 

CS-37  G7 

CS-39  G7 

CS^O  G7 

CS-51  G5.G7 

CS-540S  G7 

CS-724  G7 

CS-800  G7 

CS-801  G7 

CS-804  G7 

CS-805  G7 

CS-814  G7 

CS-821  G7 

CS-822  G6 

CS-850  G7 

Defy  2   A4 

Discos    CI 

Discos  (Spring  Green  Fragrance)  CI 

Dolge  Cindet  CI 

Dumpster  Delight    CI 

DFP-12-Plus    Al 

E-Lemon-Ate  CI 

Extermo  Liquid  F2 

EQC-1    A3 

EQC-3   Al 

EQC-7   G7 

F-110  Al 

F-120  A1.G5 

F-125   Al 

F-130Plus  A1.G5 

F-15   G5.G7.P1 

F-182A  Al 

F-184  Al 

F-202  Al 

F-204  Al 

F-222  Al 

F-25  Sanitizer   D2 

F-364  Al 

F-48  D2 

Foam  Safe   Al 


Formula  260    A4 

Freez-Kleen  A5 

FS-200  K2 

FS-2001   K2 

Germ-O-Solv  "2"  A4.C1 

Glideze  HI 

Glo-San   C2 

Grease-Off  Al 

Hi-Vis  20  A8.C3 

Hydro-Cide  100  Fl 

Hydro-Cide  500  Fl 

HCP^OO  Plus    A2 

HCP-650  Plus   A2 

HCP-900    A2 

HCP-910    A2 

HDA-1000  A3 

HDA-5600  A3 

HI-VIS  420   A8 

HLC-1600  Plus  Al 

HLC-2500   Al 

HLC-3000   A2 

HLC-3300  Plus  A2 

HLC-5000   A2 

Jiffy   A4.C1 

K-100  Concentrate    A4 

K-99  A4 

Karon  Concentrate A4 

Laundral  B2 

LaBelle El 

Lime-Sol    A3 

Liquid  Mexo  Lotion  Hand  Cleaner   El 

Liquid  Shiloh  C2 

LA  HD  160  A4 

LA  SW  100  A2 

LA  101T    Al 

LA  103F    Al 

LA  165 Al 

LA  170 Al 

LA  175 Al 

LA  175-22  Al 

LA  175MT Al 

LA  180 A4 

LA  180-10  Al 

LA  187 Al 

LA  190 Al 

LA  190  F  A4 

LA  191  Al 

LAHD  150F A4 

LOPH  10F  Al 

LOPH  1010  Al 

Merit  Fresh  N  Clean  Al 

Mexo    C2 

Microdyne   D2.G5 

Microdyne  JJ   D2.G5 

Mid  Brite  A1.G5 

Mid  Cleen   Al 

Mid  Lube  #1    H2 

Mid  Lube  #2  H2 

Mid  Lube  #3  H2 

Mid  Melt  Acid A5 

Mid-Defoam  1111-FG  Q5 

MidflocPW-1304L  LI 

MidflocPW-1305L  LI 

Midfloc  3317B    LI 

Mill-O-Cide  "100" Fl 

Mill-O-Cide  "28" Fl 

Mill-O-Cide  "300" Fl 

Mill-O-Cide  "500" Fl 

Mintol-128  Fragrant  Mint  Disinfectant     CI 

ML-15A  G7 

ML-27   G7 

ML-420S   G7 

ML-8S   G7 

Neugenic4175  Kl 

Neugenic4176 Kl 

Neugenic4177  Al 

OS-12G    G6 

OS-121  G6 

OS-125  G6 

OS-912 G6 

Palmetto  Emollient  Hand  Soap    El 

Power  4   H2 
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Productivity  Al 

PA  HD  250  A2 

PA  HD240  A2 

PA  290  Al 

PS  HD  616    A8.C3 

PT-109  G2 

PT-112  G2.G5 

PT-115  G3 

PW-2G  G3.G5 

Regular  Mid  Melt  Freezer  Cleaner A5 

Reneu  A4 

Rocadyne  D2.E3 

Rochlor    D2 

Rocleen    D2 

Rocsam    A3 

Rocsam  II    A3 

RC-750    PI 

RC-87G   PI 

RG  Melts-It  CI 

RI  780   H2 

RLT-1    G6 

RLT-10    G6 

RLT-2    G6 

RLT-204    G6 

RLT-216    G6 

RLT-240    G6 

RLT-245    G6 

RLT-250    G6 

RLT-260    G6 

RMC  Egg  Wash    A1.Q1 

RMCQuikDry  A1.G5 

RMC  Roctrol  G5 

RMC  Water  Conditioner Al.GS 

Sano-Septic  Antiseptic  Lotion  Soap  El 

Sano-Septic  12  E2 

Sanor  Chem  Line  FX   C2 

Sanor  Chem  Line  M  C2 

Sanor  Cherry  Blossom    C2 

Sanor  Granapple    C2 

Sanor  GX  C2 

Sanor  HX  C2 

Sanor  LX  C2 

Sanor  LX-NA    C2 

Sanor  MX    C2 

Sanor  Premium  CFX  C2 

Sanor  Premium  ESX  C2 

Sanor  Premium  ESX-NA    C2 

Sanor  Premium  FPS   C2 

Sanor  Springtime  C2 

Sanor  Sunburst    C2 

Shiloh A6 

Sir  Fact    G5 

Soil-Solv    A4 

Solvent  Adjuvant  Al 

Super  Foam  Al 

Super  Lime-Sol  A3 

SE  335  Kl 

SE  377C    CI 

SS410  Kl 

SS  460  K2 

SS  484  K2 

SS  488  K2 

Ten-Fifty   D2 

Trapeze    CI 

Ulo-Cide  10  Fl 

Waterless  Mexo  E4 

Waz   F2 

Windo-Glo  CI 

101  Ant  &  Roach  Crawling  Insect  Killer  F2 

102  Disinfectant  Deodorant    C2 

103  ULV  Dry  Mist  Insect  Killer  Fl 

104  Stainless  Steel  Cleaner CI 

105  Multi-Purpose  Foam.  Germicidal 
Clnr  CI 

107  Dry  Floral  Room  &  Textile  Fresh- 
ener      CI 

108  Glass  Cleaner  Plus  CI 

109  Nut  &  Bolt  Penetrant  &  Moist 
Dsplcr  H2 

110  Graffiti  Remover   CI 

114  Brake  Parts  Cleaner  PI 

1 15  Heavy  Duty  Foaming  Degreaser  CI  ,A8 


116  Oven  &  Grill  Cleaner   A8 

1 17  Dry  Spice  Room  &  Textile  Fresh- 
ener    CI 

120  Glideze  Silicone  Spray    HI 

121  Wasp  &  Hornet  Spray  F2 

122  Battery  Cleaner    PI 

123  Contact  &  Circuit  Board  Cleaner  K2 

124  Water  Based  Stainless  Steel  Cleaner  CI 

125  Total  Release  Fogging  Insecticide  F2 

126  Safety  Solvent  Degreaser K2 

127  Flying  Insect  Killer  Fl 

128  Baseboard  Stripper A4 

130  Urinal  Odor  Counteractant    C2 

131  Food  Equipment  Lubricant   HI 

Rock  Valley  Oil  &  Chemical  Co. 

Cavalier  100    H2 

Cavalier  200    H2 

Cavalier  300    H2 

Cavalier  500    H2 

Compressor  Oil  300    H2 

Cylinder  Oil  320  H2 

Cylinder  Oil  460  H2 

Cylinder  Oil  680  H2 

Dexron  U  ATF    H2 

E  P  Gear  Lubricant  S-1000    H2 

E  P  Gear  Lubricant  S-1600    H2 

E  P  Gear  Lubricant  S-2300    H2 

E  P  Gear  Lubricant  S-300    H2 

E  P  Gear  Lubricant  S-500    H2 

E  P  Gear  Lubricant  S-700    H2 

Husk 
Husk 
Husk 
Husk 
Husk 
Husk 
Husk 
Husk 
Husk 
Husk 
Husk 
Husk 


:ieHD  10w30 H2 

;ieHD  10w40 H2 

:ie  HD  20w20 H2 

ie  HD  30  H2 

ieHD40  H2 

ie  MPGL  140    H2 

ie  MPGL  80w90  H2 

ie  MPGL  85wl40  H2 

MPGL  90   H2 

ie  Super  Fleet  15w40  H2 

ie  Super  Fleet  30 H2 

:ie  Super  Fleet  40 H2 

Packer's  White  Oil    HI 

Rockway  220-S  H2 

Rockway  68-S  H2 

Spartan  32-AW   H2 

Spartan  46-AW   H2 

Spartan  68-AW  H2 

Stoddard  Solvent  K1JC2 

Trojan  100  H2 

Trojan  100  AW  H2 

Trojan  150  H2 

Trojan  220  H2 

Trojan  32  H2 

Trojan  32-AW  H2 

Trojan  46  H2 

Trojan  46  AW  H2 

Trojan  68  H2 

Trojan  68  AW  H2 

Rock-Tred  Corporation 

Rock-Power  A4.A8 

Rock-Solv    CI 

Rocket  Chemical  Corporation 

Rocket  All  Klean C2 

Rocket  Galaxy  Cleaner  Al 

Rocket  PWR  Plant  Wax  Remover  Al 

Rocket  Satum-V    A4 

Rocket  Satum-V  II   Al 

Rocket  Dispensers  &  Fluids,  Inc. 

Rocket  Knok  Concentrate  CI 

Rocket  Mist  Fluid  #1-C    CI 


Rockfort  Industries/ 
Division  of  NCH  Corporation 

Aero-Greez    H2 

All-Star    El 

AEC-20   K2 

Bac-Shield  X  E4 

Bio-Rock   A4 

Bio-Treat   CI 

Bio-Treat  Plus  L2 

Bolt-Save  H2 

Bowltrate  CI 

Brill-X   A3 

Caretaker  CI 

Chieftain    Al 

Clean  "N'  Fresh    E4 

Clincher  Concentrated  Deodorizing  Clnr  CI 

Cold-Cut    CI 

Cool  Lube  (Aerosol)  H2 

Devastate  Fl 

Diamond  Rock PI 

Dividend    H2 

Drain-Aid  LI 

Dual-Kil  F2 

Duty  Kl 

Econo-Treat  G7 

Etch-It    A3 

Fast-Solv    Kl 

Fast-Solv  (Aerosol)  Kl 

Fighton  F2 

Flo-Free  L2 

Fortify    E4 

Fresh  Grip   C2 

Gentle  Giant    C2 

Get-lm  Wasp  Spray F2 

Heat-Tect  H2 

Heavyweight   CI 

High  Force Al 

Horizon    H2 

Indu-Strip  C3 

Insecti-Mist   Fl 

Insta-Fog   Fl 

IS- 1000    Al 

Krinkle  C3 

Lift-Off    PI 

Link-Eze    H2 

Low-Odor  Slam  F2 

Lucent    CI 

Mandate  Extrm  Press  Gear  Oil  SAE 

85W-140  H2 

Mandate  SAE  80W-90    H2 

Merlin    K2 

Militia    K2 

Moly-Mist   H2 

My-O-Cide F2 

MAL-101  LI 

Oil  Foil    A4 

Orange-Up  CI 

Oven-Fresh    A8 

Pension    Al 

Pentacle   PI 

Pipe  Power CI 

Poly-Glide   HI 

Prolube H2 

Quick-K  Fl 

R.K.-2000    G7 

R.K.-550    G6 

R.K.-750    G7 

Rebel    Al 

Redi-Sol  K2 

Reef  CI 

Resume    Al 

Rock  Slide  HI 

Rock-Cide   G7 

Rock-Loose  H2 

Rock-New   C3 

Rockcide-10  G7 

Rocklyte  A3 

RK  300    G7 

RK^50    G6 

San  Fort  Aerosol  Lubricant    HI 

San-Aire  CI 
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San-Aire  (Aerosol)    CI 

Scrub-Free  A8 

Sect-Out  Fl 

Seize-Eze  H2 

Shelter  Aerosol  Industrial  Solvent   K2 

Slam  F2 

Slam  0  F2 

Smite   Al 

Spec-5    CI 

Splitz   LI 

Tesol    Al 

Thaw-Out CI 

Tribune Al 

Variety  Al 

Wet-Seal  (aerosol)  K2 

Wet-Seal  (bulk)  K2 

Xtra-Steam  Al 

Rockland  Corporation 

Mill-Mist  'S' Fl 

Penn-Mist    Fl 

Penn-O-Pine CI 

Rockland  Corporation,  The 

Rockland  RD  10   Al 

Rocky  Mountain  Aquatech  Inc. 

BWT  227  G6 

BWT  319  G6 

BWT-14  G6 

BWT-217  G6 

CWT-632  G7 

RLT  45    G6 

Rocky  Mountain  ProClean,  Inc. 

All  Purpose  Cleaner   CI 

Crawling  Insect  Killer F2 

Cutts-All    CI 

De-Greaser  Cleaner  Al 

Freezer  Cleaner A5 

Oven  &  Grill  Cleaner  A8 

Stainless  Steel  Cleaner  &  Polish    A7 

Rocol  Limited 

CL  165  HI 

CL280  Long  Life  High  Temp.  Chain 

Lubri H2 

Food  Lube  Foaming  White  Chain  Spray  HI 

Food  Lube  Spray  HI 

Food  Lube  White  Chain  &  Drive  Spray  HI 

Foodlube  Airline  Fluid   HI 

Foodlube  Chain  Fluid  HI 

Foodlube  Grease  000    HI 

Foodlube  Grease  1    HI 

Foodlube  Grease  2    HI 

Foodlube  High  Temperature  Grease  ....  HI 

LX  181Y  FoodLube  Chain  Fluid  HI 

Rocol  Food-Lube HI 

Rocol  LX204  HI 

Roebic  Laboratories,  Inc. 

Manure  Liquefier CI 

Roebic  Liquid  Grease  Degrader  L2 

Roehm  &  Associates 

White  Gold   CI 

1  For  All  Super  Commercial  De- 
greaser  A4.A8 

Roesbery  Laboratories,  Inc. 

Great  Scott  E4 


Roger  Popp,  Incorporated 

Blue-Skil   Al 

Germi-Skil  Detergent  Cleaner-Dsnfctnt  Dl 
Klout  Industrial  Degreaser-Cleaner  A4.A8 
Popp  Concentrate  Liquid  Hand  Soap  ....  El 
Popp's  Phos  Clean  Bowl/Tile  Porcln 

Clnr C2 

111  Cleaner  A4 

Rohm  &  Haas  Company 

Kathon  LM   B2 

Kathon  WT  1.5%    G7 

Triton  X-l  14  Al 

Rolite  Chemical  &  Manufacturing 
Corp. 

Rolite  A7 

Roman  Chemical  Corp. 

Roman  Bakery  Floor  Cleaner  A4 

Roman  Rack  Wash   Al 

Romansheen Al 

Roman  Cleanser  Company 

Roman  Cleanser  Bleach   C2.Q4.B1 

Rome  Building  Maintenance  & 
Sanitary  Supply  Co. 

Floor  Cleaner A4 

Stripper  Floor  Cleaner A2 

Ron  Chemicals,  Inc. 

Cler-X  77  Al 

Ronac  Enterprises,  Inc. 

Ronac  Concrete  Cleaner  CI 

Ronbar  Laboratories,  Inc. 

Foam  Master  Al 

Formula  #1    Al 

Grease-O-Way  A8 

Pan  Detergent  #114  Al 

Pots  &  Pans  114   Al 

San-It  D2 

Vin-X-Tra    Al 

Ronell  Industries 

Attack  Fly  &  Insect  Spray   Fl 

CLD  Al 

Guardian    El 

Klean  Air  Dl 

Lift-Off    Al 

Mighty  Comet  Al 

Odorol    Dl 

Open-Sesame  LI 

Pot  and  Pan  Cleaner  Al 

R-L  Concentrate    Al 

Rinse  Aid  A! 

Sani-Lav  Bowl  Cleaner C2 

Sentry  Antiseptic  El 

Solu-Phene  A4 

Wash-Up    El 

Rose  Exterminator  Company 

Rexco  Multi-Purpose  Kil-Fog/II  Fl 

Rose  Packaging  Corp. 

Rose  Clinging  Bowl  Cleaner    C2 


Rose  Products  and  Services,  Inc. 

Acti-Zyme  Drainline  Injection  System  ..  L2 

Agent  64    D2 

Auto-100   Al 

Auto-200   Al 

Boss  Glass  &  Spot  Cleaner    CI 

Champ  Germicidal  Cleaner  &  Deodo- 
rant        CI 

Chlor-Det  Dl 

Citra-Clean E4 

Citrus-Solv  CI 

CCL-25    H2 

D-Cide  D2 

Extra  Heavy  Duty  Red  Non-Melt  Grease  H2 

First  Squirt  CT 

Foamicide    CI 

FPC  No.  7x  D2 

Heavy  Duty  Hi-Temp  Moly  Lub 

w/Molybdenum  H2 

Laundri-Boost   Bl 

Laundri-Brite  Liquid  Bl 

Laundri-Brite  Powder  Bl 

Laundri-Clean    Bl 

Laundri-Det  Bl 

Laundri-Pro   Bl 

Laundri-Safe    Bl 

Laundri-San  B2 

Laundri-Soft B2 

Lotionized  Hand  &  Skin  Cleaner  El 

Once  One-Shot  Drain  Opener  w/Odor 

Blnkt LI 

Rose  Able    Al 

Rose  Akidet  A3 

Rose  All-Purpose  Digestant   L2 

Rose  ASC    A4 

Rose  Baczyme  L2 

Rose  Challenge  Hvy  Dty  Degreaser  A4.A8 
Rose  Citrus  Scented  Indust  Deod  & 

Solvt   CI 

Rose  Concentrated  Ice  Remover    CI 

Rose  D-Matic    Al 

Rose  Dazzle Al 

Rose  Enzyme  &  Bacteria  Concentrate  ..  L2 
Rose  Farm  Digestant  With  Enzymes  ....  L2 

Rose  Fling  Al 

Rose  Formula  II    Al 

Rose  Formula  IV  Al 

Rose  Formula  VIE    Al 

Rose  Freezer  Cleaner    A5 

Rose  FPC  No.  5    A4 

Rose  Hand-San    E2 

Rose  Hi-Chlor  Al 

Rose  Industrial  Liquid  Deodorant    CI 

Rose  IGR  Iodine  Germicide  Dl 

Rose  IGR-2  Cleaner/Sanitizer D2 

Rose  Kitchen  &  Food  Processing  Di- 
gestant   L2 

Rose  Kleer  Kleen    A4 

Rose  Laundri-Pride  Bl 

Rose  Liqua  Concentrate   El 

Rose  Liqua  7B  El 

Rose  Lite-Bowl   C2 

Rose  Living  Bacteria  Liquid L2 

Rose  Luma-Brite  Al 

Rose  LPWD Al 

Rose  M-6  Cleaner  Al 

Rose  Many A4 

Rose  P.C.  Cleaner  CI 

RosePre-Dip  Al 

Rose  Re-Nu  A3 

Rose  Scale*  C2 

Rose  Sewer  Digestant  With  Enzymes   ..  L2 

Rose  Sewer  Solvent    CI 

Rose  Sparkleen    Al 

Rose  Steam-O-Clean  Al 

Rose  Swat  Spray  Insecticide Fl 

Rose  Task-Master  Al 

Rose  Warebrite   Al 

Rose  Wetso   Al 

Rose  1-5-4  Insecticide Fl 
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Rose  202  Insecticide  F2 

Rose  404  Insecticide  Fl 

Rose  606  Insecticide  Fl 

Rose  606X  Fl 

Rose  808  Insecticide  Fl 

Rosept   El 

Rose  Restaurant  Supply 

All  Purpose  Cleaner  Degreaser  & 
Deodrzr  Al 

Ross  (hem.  Inc. 

Foam  Blast  120  A1.Q5 

Foam  Blast  152  Q5 

Foam  Blast  300  Q5 

Foam  Blast  350  G7.Q5 

Foam  Burst  03-089-05pH  G7 

Foam  Burst  100  Q5 

Foam  Burst  150  Q5 

Foam  Burst  502  Q5 

Foam  Burst  504  Q5 

Foamburst  551  G7 

Ross  Chemical  Systems,  Inc. 

Clean  Touch    E4 

Conquer  Bl 

Control  Bl 

LeBaron  Bl 

Power  Foam CI 

Ross  Chemical,  Inc. 

BWT  12  G6 

BWT  14  G6 

BWT  18  G6 

BWT  19M  G6 

BWT  21  G6 

BWT  225  G6 

BWT  23  G6 

BWT  238  G6 

BWT  254  G6 

BWT  265  G6 

CL  220 A3 

CL550  Al 

CL  627  CI 

CL670  Al 

RLT  20    G6 

RLT  21    G6 

RLT  22    G6 

RLT  35    G6 

RLT  45    G6 

ST  205  A4.A8 

ST  212  A8 

Ross  Industries,  Incorporated 

Ross  601  Oil   HI 

601  White  Mineral  Oil  (Aerosol)  HI 

Ross  Mfg.  Co. 

Rosilicone    HI 

Ross,  D.  W. 

D.W.  Ross  Insulation  Inc.  RTV  Alum  ..  PI 
D.W.  Ross  Insulation  Inc.  RTV  Clear  ..  PI 
D.W.  Ross  Insulation  Inc.  RTV  White     PI 

Ross,  H.  F.  &  Associates 

HFR  Hand  Doctor E4 

HFR  Hand  Doctor  with  Pumice  E4 

HFR  Hand  Doctor  Pink  Lotion  Hand 
Cleaner   E4 


Rotanium  Products  Co. 

Div.  of  Premier  Indust.  Corp. 

Food  Machinery  Grease  E.P HI 

Rotanium  Food  Grade  Silicone    HI 

Rotanium  Pure  Lube  HI 

Roth  &  Deng  Supply  Co. 

R&D  Al 

Roto-Rooter  Corporation 

Drain  and  Grease  Trap  Treatment   CI 

Roto-Rooter  Drain  Cleaner  CI 

Roto-Rooter  Grease  Trap  Treatment    ....  L2 
Roto-Rooter  Septic  Tank/Cesspool 
Trtmnt  L2 

Rourke  Eno 

Superior  Fast  Ball  CI 

Superior  Multi  Purpose 
Cleaner/Degreaser A4A8 

Roussel  Bio  Corporation 

Bioram  0.15%+.25%  Insctcd  Aqu  Prsrzd 

Spr F2 

Crossfire  Aerosol  Fl 

Crossfire  APS  1  Fl 

Crossfire  APS  2 Fl 

Crossfire  APS  3 Fl 

Crossfire  SBP-1382  3%  Multipurpose 

Spray  Fl 

Crossfire  TRA  Fl 

Cyper-Active  2.14  EC F2 

EBT  Aerosol  0.3%  Synergized  Insecti- 
cide    Fl 

Gold  Crest  Synerol  Insecticide  Fl 

Gold  Crest  Vantage  Rodenticide   F3 

Gold  Crest  Vectrin  Four  Plus  One  Fl 

Gold  Crest  Vectrin  0.5%  Insecticide   ....  Fl 

Gold  Crest  Vectrin  3%  Insecticide Fl 

Gold  Crest  Vengeance  Rod.  Bait  Packs  F3 
Gold  Crest  Vengeance  Rodnt.  Bait  Pel- 
lets    F3 

Gold  Crest  Vengeance  Rodnt.  Sm  Bait 

Pks F3 

Prame*  Ins.  Em.Concl3.3%  For- 

mICr.Ins.Spr  F2 

Pyrethnns/PBO  Concentrate  5%-25%  ..  Fl 
Pyrethrins/PBO  Trans  Emu]  Spray 

.1%+1.0%  Fl 

Pyrethrins/PBOTrans. 

Emul.Spray.15%+1.5%    Fl 

Pyrth/Ppryl  Btxd 

TmspEmlPrsSpr.15%+1.5%  Fl 

Respond  w/SBP-1382  Liq  Inset  Spy 

.25%  F3    Fl 

Respond  Ins  w/SBP-1382 

3%MulPurSpyForm  Fl 

Respond  Ins 

w/SBP-1382LiqInsSpy.5%Form  Fl 

SBP-1328/Bioalleth  TransEmul 

(.14%+.11%)  F2 

SBP-1382  Aerosol  Insecticide    Fl 

SBP-1382  Aerosol  Insecticide  0.35   Fl 

SBP-1382  APS  Inset  0.35%  For 

House&Grdn  Fl 

SBP-1382  APS  Insecticide  0.50  Fl 

SBP-1382  Inset.  APS  0.25%  For 

House&Grdn  Fl 

SBP-1382  InsectcdEmulsfbl.Conc.26% 

Foiml    Fl 

SBP-1382  Insecticide  Aerosol  1%  Form 

m    Fl 

SBP-1382  Insecticide  Liq.Spray  .1% 

FormI    Fl 

SBP-1382  Liq  Insect.  Spray  0.25% 

Form.  I    Fl 


SBP-1382  Liq  Insectcd  Spray  0.5% 

Form.  I    Fl 

SBP-1382  Liquid  Spray  0.50%    Fl 

SBP-1382  Oil  Base  Insect,  0.20%  Form 

m    Fl 

SBP-1382  Oil  Base  Insecticide  0.20%  ..  Fl 
SBP-1382  Press.  Spr  Insect  .25%  Form 

HI    Fl 

SBP-1382  Pressurized  Spray  Insect 

0.25%   Fl 

SBP-1382  Preszd  Wasp&Homet  Spray 

0.15%    Fl 

SBP-1382  PresSpylns 

0.15%FormmWsp&Hmt  Fl 

SBP-1382  1%  For  Timed  Dispenser  ....  Fl 
SBP-1382/Bioallethrin  (.20%+.40%) 

APS  Fl 

SBP-1382/Bioallethrin  (0.2  +  0.4)  B  ....  Fl 
SBP-1382/BioalIethrin 

(0.20+0.125)A.P.S Fl 

SBP-1382/Bioallethrin  Aqueous  Preszd 

Spr Fl 

SBP-1382/Bioallethrin  Inset 

Aer.20%+.10%  Fl 

SBP-1382/Chlrp  In  Tmsp  Emuls  Spy 

.l+.5%  F2 

SBP-1382/EBT/PBO  Ins  Aer 

0.2%+0.3%+1.2%  Fl 

SBP-1382/EBT/PBO  Ins  APS 

0.2%+0.1%+0.4%  Fl 

SBP-1382/EBT/PBO  Ins  APS 

0.2%+0.2%+0.8%  Fl 

SBP-1382/EBT/PBO  Ins  APS 

0.2%+0.4%+1.6%  Fl 

SBP-1382APS  InsctO.25% 

Hrnt&Wspw/Jetstrm  Fl 

SBP-1382Bioallethrin  APS(PD 

6.5)/Hs&Grdn  Fl 

UltraTecInsw/Pyr/PBO 

TmEmDlCn2.25+22.5% Fl 

Vectrin  LO Fl 

24.3%  SBP-1 382-2  E.C Fl 

3-6-10  Fogging  Concentrate  Fl 

Rowley  Brothers,  Inc. 

White  Food  Machinery  Grease  AA   ....    HI 

Roxide  International 

Revenge  Roach  &  Ant  Killer  F2 

Roxxon  Corporation,  The 

Aci-Dene   A3 

Acid-X  A3 

Alkatron  A2 

All-Foam   A4 

ACD?   A3 

AS-10 Dl 

Base  101    Al 

Bite    A2 

Brilliance  Al 

Bnton  Bl 

Chaintrol    H2 

Chloro-tron  II    Al 

Chloro-Tron  Al 

Circhlor   Al 

Citru-Zolv    CI 

Clean  Plus  A4 

Clean-Brite Al 

Crystal  Clear  CI 

CSB  Plus  A2 

D-Gem  C2 

Delight  Al 

Dermadyne E2 

Dermafect    E2 

Di-Foam Q5 

E-2  Supreme   E2 

Eggzac  Ql 

Elite   CI 
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Elite  Germicidal  Spray-N-Wipe  Cleaner  CI 

Eze-Foam A2 

Foam  Check G7.Q5 

Foam-Rite    A4 

Foamer  21  Degreaser    Al 

Foamz-Away  A4 

Food  Lube  Food  Grade  Lubricant   HI 

Formula  99    A4.A8 

Fresh  Aire   CI 

Grade  Boost Q1.Q2 

Gres-Zymes  L2 

GC  108M Al 

GC-108    Al 

GC-193    Al 

GP-100X   Al 

HD.  Zymes  L2 

Han-D-San  E3 

Hanz  15  El 

Hi  Pinko    Al 

Hygrade  Q1.Q2 

HygradeD  Q1.Q2 

Klor  Brite A2 

KlorBrite-ST Dl 

Lemoquat  Lemon  Odor  Disnfct  Deodmt 

Clnr  A4 

Liqui-Live   L2 

Liquid  CIP  Al 

Liquid  Egg  Tro   Al 

LCS  Plus  A2 

LCS  Plus  HF  A8 

LD  722 Bl 

Medex    El 

Micro-Pen    H2 

Mintrol  A4 

MC-112   Al 

Neutral  Fluff  B2 

NB  38    Al 

NB-38  P Al 

Odor-Tron   CI 

One  Step    Bl 

One  Step  HD  Bl 

OCC  3  Concrete  Cleaner    A4 

Pink  Delight    Al 

Piranha  A2 

Piranha  HD Al 

Pres-R-Charge  Al 

Prospect  A4 

Pyrecide  Fl 

PRS-40  A2 

Quat-Sure  D2.Q3 

Quatron    Al 

Re-Nu A2 

Rox-I-Dyne   Dl 

Rox-O-Builder  Bl 

Rox-O-Phene  256    A4 

Rox-O-San  C2 

Rox-O-Slip    HI 

Rox-O-Soft    B2 

Rox-O-Sour  Bl 

Roxosol    Dl 

Roxxon  CSB   A2 

Roxxon  Egg  Oil    HI 

Roxxon  Five  Plus   B1.G4 

Roxxon  Fresh-Blocks   CI 

Roxxon  FA-2 Al 

Roxxon  FG-H1  Food  Grade  Grease  ....    HI 

Roxxon  Genrahte    Al 

Roxxon  Gentle  Beads  Al 

Roxxon  Kelac    A8 

Roxxon  Kelac  C   A8 

Roxxon  Lube  Coat    HI 

Roxxon  Lufas    H2 

Roxxon  Rox-O-Blox  CI 

Roxxon  Sanni  Melt  CI  ,P1 

Roxxon  Sanni  Melt  2   CI 

Roxxon  SS-100  LI 

RMA-94 A3 

Sani-Soak  Jl 

Sanni-Lube HI 

Scale  Go    A3 

Scrubber  8  Al 

Silicone  Caulk  &  Gasket  Maker  Clear  ..  PI 


Silicone  Caulk  &  Gasket  Maker  White     PI 

Smoke-X   A4 

Soft  Hanz El 

Solvene  Solvent  Degreaser  K2 

Spot  Go   Bl 

Super  Foam  Check   G7.Q5 

Super  Heat  LI 

Super  Lufas  H2 

Super-CTD   A3 

T-900  Al 

Terminate Fl 

Treat  El 

Twelve  Plus  D2.Q4 

TRC  Food-Lube  Food  Grade  Lubricant  HI 
TRC  Food-Lube  Food  Grade  Lubricant  HI 

White  Delight    Al 

Windean  CI 

WFG-2  HI 

Zymetrol    L2 

Royack,  M.  Company 

AM-100-M G6 

Formula  611    G6 

HDL  Alkaline  Cleaner   A2 

Ox-T G6 

R-1403  G6 

209  G6 

425  G6 

601  B  G6 

700  G6 

715  G6 

717  G6 

722  G6 

805  G6 

807  AF G6 

900  FOT    Kl 

Royal  Chemical  Co. 

Controlled  Suds  Bl 

0-260-105-A    Al 

0-260-107-A    A3 

0-260-114 Al 

0-260-115 Al 

0-260-150-A    Al 

0-260-153-A    A4 

0-260-154 A2 

0-260-156 A2 

Royal  Chemical  Company 

Detergent  Concentrate Al 

Liquid  Hand  Soap  FG  El 

RC-027  Safety  Solvent  Kl 

RC-245  Boiler  Compound   G6 

RC-250  Boiler&Steam  Line  Comp G6 

Royal  Chemical  Company  of 
Carolina,  Inc. 

"Royal  Dishwash"  Al 

"Royal  Stain  Remover"  A3 

FastKleen   Al 

Golden  Concrete  Cleaner   A4 

Heavy  Duty  Cleaner  Al 

Heavy  Duty  Wax  Stripper    Al 

Hi- Alk  Liquid  Concentrated  Cleaner  ..  Al 

Liquid  Steam  Cleaner  A2 

Royal  Sure  Kleen    Al 

Surgical  Liquid  Hand  Soap El 

Wiz A4 

Royal  Chemical  Corporation 

Crete  Clean   CI 

Royal  Chemical  Corporation 

Jet  Wash    Al 


Royal  Chemical  Corporation 

L-Tox  Spray    Fl 

Many  Uses  Germicidal  Cleaner  &  Surf 
Deod   CI 

Royal  Chemical  Corporation 

Power  Wash A4 

Ro-Pol  Cleaner   Al 

Royal  Acid  Wash    A3 

Royal  Blitz    Al 

Royal  Clenz  Al 

Royal  Jet   A4 

Royal  Lube   H2 

Royal  Power  Suds  Al 

Royal  Soft  Suds    Al 

Royal  10    Kl 

Royal  202    Al 

Royal  46    Al 

Royal  55    Al 

Royal  55-LS    A2 

Royal  8    A4 

Royal  8-LY  A4 

Royal  8-RF   Al 

RP  11  Cleaner  A4 

Super  Jet    A4 

Royal  Chemical  Services  Inc. 

Bake  Off   A8 

Sure  Clean  Hard  Surface  Cleaner  ..    A4A8 

Royal  Chemicals 

Brian's  Deep  Cleaning  Touch  &  Go    ....  E4 

Clean  It-N-Mean  It   CI 

Germ  Jumper  C2 

Germ  Jumper  Jr C2 

Hand  Tastic  E4 

Jelly  Clean  Kl 

Liquid  Alive  Bacteria   L2 

Quatercide  Quick A4 

Room  Foggy   F2 

Smooth  Touch  E4 

Squeaky  JJ  C2 

Workhorse  Cleaner/Degreaser    Al 

007  Double-O-Seven  Glass  &  Utility 
Clnr  CI 

Royal  Custom  Products,  Inc. 

Boost  Off Bl 

Break  Out    Bl 

Classic  Pink  HpH  Al 

Easy  Flow  Sewer  Pipe  Cleaner    LI 

Exalt  Plus    Bl 

Fryer  Cleaner  #10  A2 

LiftOff    Bl 

Lite  Suds  #1    Bl 

Lite  Suds  #2    Bl 

M.U.D.  Multi  Use  Detergent    Al 

Mighty  Red  Al 

Organic  Dry  Laundry  Bleach  10%  Bl 

Organic  Dry  Laundry  Bleach  5%  Dry 

Bleach  Bl 

Parvo  Too    A4 

Premier  Suds  Bl 

Red  Wash    Al 

Sparklean  Al 

Royal  Industrial  Supply  Co.,  Inc. 

Amber  Liquid  Hand  Soap  El 

Bacti-Lotion  Hand  Cleaner  Lotion  El 

Pooff  Foaming  Cleaner  Al 

Sani-Quat  D2 

Royal  Lubricants  Co..  Inc. 

Royco  4032  H2 
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Royco  4068  H2 

Royco  4100  H2 

Royco  4150  H2 

Royco  432  H2 

Royco  432FG    HI 

Royco  446  H2 

Royco  446FG    HI 

Royco  468  H2 

Royco  468FG    HI 

Royco  486  H2 

Royco  486FG    HI 

Royco  489  H2 

Royco  90  HI 

Royal  Mfg.  Co.  Inc. 

Royal  F  G  Grease  HI 

Royal  F  G  Hydraulic  Oil    H2 

Royal  Oil  Company 

EP  Industrial  Bearing  &  Chassis  Lube  H2 

Food-Machinery  Grease  A.W HI 

Royal  Command   Al 

Royal  High  Heat  Grease  H2 

Straight  Mineral  Trans.  Lub.  SAE-140  H2 

Straight  Mineral  Trans.  Lub.  SAE-80  H2 

Straight  Mineral  Trans.  Lub.  SAE-90  H2 

Torque  Trans  Fluid  H2 

Universal  Gear  Lubricant  SAE-140  ....  H2 

Universal  Gear  Lubricant  SAE-80  H2 

Universal  Gear  Lubricant  SAE-90  H2 

646  Supreme  Gear  Lubricant  SAE  75  H2 

646  Supreme  Gear  Lubricant-SAE-140  H2 

646  Supreme  Gear  Lubricant-SAE-90  H2 

Royal  Plumbing  Supply 

Coconut  Hand  Soap    El 

Grease  Cutter A4 

Insecticide  No.  Ill   Fl 

Oven  and  Smokehouse  Cleaner   A8 

Space  Spray  No.  3    Fl 

Spray  Fog    Fl 

Royal  Products  Company 

Battery  Terminal   PI 

Cableze    H2 

Chemtronic    Al 

Crown  Royal  CI 

Flash    CI 

FoamA-WayH  Al 

Foam-A-Way  CI 

Glisten  Stainless  Steel  Cleaner  CI 

Guard  E4 

LMO    L2 

One-Shot  Drain  Opener  with  Odor 

Blanket   LI 

Revu  CI 

Royal  Flush  The  Hvy  Bod  Cling  Porcln 

Cln  C2 

Selectric  Contact  Cleaner  K2 

Shot  Kill  Wasp  Hornet  &  Yell  Jacket 

Kill    F2 

Sportsman's  Lube    H2 

Spray  Lube    H2 

Sta-Free  H2 

Royal  Purple  Synthetic  Lubricants, 
Inc. 

Barrier  Fluid  22  H2 

Crystal  Pure  3X  H2 

Crystal  Pure  32  H2 

Crystal  Pure  40X  H2 

Crystal  Pure  68   H2 

Poly-Guard  FDA  100   H2 

Poly-Guard  FDA  150    H2 

Poly-Guard  FDA  32   HI 


Poly-Guard  FDA  46   H2 

Poly-Guard  FDA  68   H2 

Syndraulic  132 H2 

Syndraulic  146  H2 

Syndraulic  168  H2 

Synfilm  FDA  ISO  150   H2 

Synfilm  FDA  ISO  32   H2 

Synfilm  FDA  ISO  46   H2 

Synfilm  FDA  ISO  68    H2 

Synfilm  FG  ISO  460 H2 

Uni-Temp  180  H2 

Uni-Temp  32/68/100  H2 

Royal  Soap  &  Chemical  Co.,  Inc. 

Heavy  Duty  Non  Caustic  Detergent  ....    A4 
Loyal  Coconut  Oil  Liquid  Hand  Soap  ..  E4 

Loyal  Idosoap    E2 

Loyal  M  A  48  Concrete  Cleaner  A4 

Loyal  Waterless  Hand  Cleaner  E4 

Zacky  Wash  Al 

Royal  Supply  Company,  Inc. 

RS-100  Blue  Cleaner&Stripper    Al 

RS-44  Concentrate  Cleaner A4 

RS-88  Steam  &  Pressure  Liq.  Concntrt.  Al 

Royale  Janitorial  Supplies 

Royale  Super  Clean CI 

Rual  Products  Company 

DS-115  Sanitizer  Dl 

RubaChem  Inc. 

Industrial  Degreaser    A4 

Special  Formula  JR  202   A4 

Rubber  Belting  &  Hose 

Rubber  Belting  &  Hose  Silicone   PI 

Rudy  Craft  &  Sons 

RC  Fleet  Wash    A4 

Ruesch  Chemical  Corporation 

Butalene  A4 

Butex  Industrial  Glass  Cleaner  CI 

Derma-Oil  Liquid  Hand  Soap El 

Lig-Mul  Hand  Soap    C2 

Power-Off   A4 

Sani-Lux    E2 

Super  Power-Off  A4 

Super  Power-Off  II  A4 

Velva-Lux    El 

Rugged  Rentals 

Cherry  Deodorant  Drip  Fluid  C2 

Citrus  Deodorant  Drip  Fluid  C2 

Drip  Fluid  Deodorizer-Apple  CI 

Drip  Fluid  Deodorizer-Cherry    CI 

Drip  Fluid  Deodorizer-Citrus   CI 

Drip  Fluid  Deodorizer-Neutrodor  CI 

Drip  Fluid  Deodorizer-Pina  Colata  CI 

Industrial  D  Deodorant  Drip  Fluid  C2 

Industrial  Deodorant  Drip  Fluid  C2 

Mulberry  Drip  Fluid  Deodorizer    CI 

Spring  Dew  Deodorant  Drip  Fluid  CI 

Rushco  Chemical  Company 

Delite  El 

Lemon  42 CI 

Sulfuac-Red  Drain  Pipe  Opener  LI 


Workhorse  A4 

Workhorse  Al 

Russ  Meyer  Supply,  Inc. 

Easy  Kleen  A8 

Grease  Release    L2 

Spot  Free   CI 

Uno    C2 

Russall  Products  Co.,  Inc. 

Action    A4 

AL-Pine  Pine  Odor  Disinfectant CI 

Citri-Solv  CI 

Co  Co  Hand  Soap  El 

Con-Cen-Trate  A4 

Dynamic Al 

Dynamic  C  101   A4.A8 

E.Z.  Kleen  C  132    A4 

Enviro-Solv   CI 

Enzyme  Drain  Maintainer  Powder  B603  L2 
Heavy  Duty  Steam  Clnr  &  Power  Wash 

VM-22 A4 

Industrial  Water  Cooling  Tower  Algae- 

cide  G7 

Lotion  Hand  Soap  El 

Masclean  C  104 A4.A8 

Meat  Room  And  Smoke  House  Cleaner  Al 

Mega-Foam   A4.A8 

N-Germ    D2 

Neutra-Solv   CI 

Odor  Controllant  CI 

Oven  &  Grill  Cleaner  A8 

Pine  Odor  Deodorant    CI 

Russall  Mint  Odor  Disinfectant   CI 

Safety  Solvent  #1  (SD  44)  K2 

Safety  Solvent  #25  (SD  48)   K2 

Solvall   Al 

Waste-Away    L2 

Russell,  I.  D.  Co.  Laboratories 

Tri-Phenol-R/256  A4 

Rust-Oleum  Corporation 

All  Natural  Cleaner  Degreaser  (Aerosol)  CI 
All  Natural  Cleaner/Dgrsr  3599  (Bulk)    CI 

A9 1-004  Accelerator  PI 

C-160  Thinner  PI 

190  Thinner  PI 

Rustler  and  Company 

Hi"V"  Lotion  Liquid  Hand  Soap   El 

Ruth  Industries,  Incorporated 

Block  Buster  LI 

Block-Out    CI 

Bowl  Brite  Concentrated  Toilet  Bowl 

CI C2 

Chlor-AU   Al 

Clean  and  Thaw    A5 

Colldrain    LI 

D-Germ    C2 

Dazzle    CI 

Doublemint    CI 

Dyna-Sol    Kl 

DML    H2 

Fine-Pine   CI 

FourD  A4 

Good  Riddance  Either/Or  F2 

Guardian    CI 

GFC  A4 

Iodex    D2 

Kitchen  Pal    A4 

Klobber  Heavy  Duty  Drain  Opener  LI 

Lubrasil-F    HI 

O.H.P.  Oven  Protector    PI 
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Odd-Job  Bowl  &  Porcelain  Cleaner  ....  C2 

Odor-Gone  CI 

Oggle  H2 

Old  Smoothie    E4 

Pine  Oil  No.  5  CI 

Pipe-Dry  PI 

Pride  Bl 

Pure-Aire  Filter  Conditioner  PI 

Rest-A-Pest  Rat  Bait  F3 

Spray-Grease  H2 

Super-Foam  CI 

Tarvasol-Jell    Kl 

Uni-Bowl  C2 

Unitab    C2 

V.M.R CI 

Ryan  &  Scully,  Inc. 

All  Purpose  Cleaner  No.  1   A4 

High  Suds  Dishwash  Liquid  Al 

Ryan  Chemical  Co. 

Rapid-Clear  G2 

Ryco  Supply  Company 

Foaming  Glass  Cleaner  CI 

Rydat  Products  Inc. 

#1600  Hot  Hi  Pressure  Truck  Wash    ..  A4 

Cold  Hi-Pressure  Washer  Detergent  ....  Al 

HDL  #1200  Steam  Cleaning  Compound  A4 

Oven  Cleaner A8 

Ryder  Systems 

Ryder  Fleet  Wash  No.  1  Al 

Ryder  Fleet  Wash  No.  2  Al 

Rydyt  Industrial  Chemicals/ 
Division  of  Stock  America  Inc. 

Aqua  Sol  Crystal  G5 

Aqua  Sol  Liquid   G5 

C-20-C  Descaler   A3 

Rykoff,  S.  E.  &  Company 

Glowing  Star  Hand  Dishwashing 

Detrgnt  64 Al 

Serco  #180  Dishwashing  Machine  De- 
tergent    Al 

Serco  "7"  All  Purpose  Cleaner  ..  A4.A8.C1 

Serco  Ammoniated  Liquid  Cleaner   ....  CI 

Serco  Caustic  Lye  A2 

Serco  Cleanser  A6 

Serco  Concentrated  Cleaner  A4 

Serco  Fabric  Softener  Concentrate  B2 

Serco  Floor  Detergent  A4 

Serco  Fryer  and  Grill  Clean  A2 

Serco  Heavy  Duty  Cleaner  Al 

Serco  Hvy  Dty  Dry  Chlorine  Bleach  ..  Bl 

Serco  Instant  Tarnish  Remover    A7 

Serco  Lime-Clean   A3 

Serco  Liquid  Break  Bl 

Serco  Liquid  Hand  Soap  El 

Serco  Liquid  Sanitizer D2 

Serco  Liquid  Suds  Bl 

Serco  Pine  Cleaner  CI 

Serco  Powdered  Fabric  Softner   B2 

Serco  Silver-Clean A7 

Serco  Stainless  Steel  Cleaner  and  Polish  A7 

Serco  T.S.P Al 

Serco  Water  Based  Stainless  Steel 

Mntnr    A7 

Serco  150  Al 

Serco  28415  Laundry  Pre-Soak   Bl 

Serco  61  Blue  Hand  Dishwashing 

Detrgt Al 


Serco  62  Al 

Serco  66  Quality  Blue  Hand  Dish.  Det.  Al 

Serco  71  Al 

Serco  73  Chlr.  Dshwshng.  Mach.  Det.  Al 

Serco  74  Non-Chlr.  Dish.  Mach.  Det.  Al 
Serco  78  Chlr.  Hvy  Dty  Dshwshng 

Mach-Det    Al 

Serco  79 

Chlr.Spl.H.D.Dshwshg.Mch.Det Al 

Serco  91  Laundry  Detergent  Bl 

Serco  93  Brite  Laundry  Detergent  Bl 

Ryter  Corporation,  The 

Formula  One   L2 

N-Zyme  Fresh  CI 

Odormute-C  CI 

Quick  John L2 

S  &  E  Enterprise,  Inc. 

Aqua-Terg   CI 

Blast  Off   A8 

SE  1200  A2 

SE  1500  Al 

SE  3000  Al 

S  &  E  Sales  Corp. 

#2000  Cleaner  Al 

Formula  #540  Special  Al 

Formula  501    Al 

Galaxy  A4 

Liquid  Spec  Cleaner  A2 

Magic  Germicide  D2 

Neutra  Clean   A4 

No.  100  Conveyor  Chain  Lubricant  ....    H2 

Pac  710  Acid  Cleaner  A3 

Prime  Time   A4 

Rough  Touch  E4 

Sani-Soft   E2 

Santi-Wash  Hand  Soap  E2 

Scoop  A4 

Soft  Touch  E4 

Space  Spray  #3  Fl 

Whiz-It  CI 

1210  Chlorinated  Al 

S  &  M  Sales  &  Service  Co. 

Hi-Count  Bacteria  Enzyme  Complex  ....  L2 

S  &  P  Company 

Mighty  Max  #98  A4 

Mighty  Max  Germicidal  Cleaner  Dl 

Mighty  Max  Germicidal  Cleaner  #1    ..    D2 
Mighty  Max  Germicidal  Cleaner  #3    ..    D2 
Mighty  Max  40%  Concentrate  Hand 
Soap    El 

S  &  S  Company  of  Georgia,  Inc. 

Alpha-Dyne  Germicidal  Hand  Wash   ....  E2 

Applause   CI 

AB-100    A3 

AFD-20   Al 

Bac-Stop    L2 

Blast  Off   A4.A8 

Degrease-All    Al 

Freezer  Cleaner  A5 

Fryer  Clean   A2 

FPD-20    Al 

G.B.  44    LI 

General  Purpose  Cleaner Al 

Gold  Conctrete  Cleaner CI 

Heavy  Duty  Magic  Concrete  Cleaner       CI 

HD-20    A4 

HV  35    HI 

Klean-All  Heavy  Duty    Al 

Lemon-Dis  10   CI 


Lemoncide  20   A4 

Magic  Klean    Al 

Mint  Odor  Disinfectant  CI 

Neutra-Steam  300  G6 

P.MR.  Super  Cleaner  C2 

Pine  Odor  Disinfectant  CI 

Pine  Oil  Disinfectant  CI 

Plus    B2 

Polytreat  G6 

Pool-Cide-10   Dl 

Power-Klean  105  A2 

Red  Hot  A2 

S-5  Super  Clean    A4 

Sani  Grease  NT HI 

Sani-Lube HI 

Sasco  All  Purpose  Cleaner  CI 

Sasco  Chelate  3000  G7 

Sasco  Clean  15D20  Al 

Sasco  Di-Pene-Lube  Moisture  Guard  ..    H2 

Sasco  Dine  Disinfectant   D2 

Sasco  Fogger  Insect  Aerosol    Fl 

Sasco  Fogger  100   Fl 

Sasco  Gear  Lube  H2 

Sasco  Glass  Cleaner   CI 

Sasco  Hi-P  Contact  &  Circuit  Board 

Clnr.    K2 

Sasco  High  Action  Oven  &  Grill 

Cleaner   A8 

Sasco  Hospi-Spray  Disinf.  &  Deodorant  CI 

Sasco  LT-21    Fl 

Sasco  Nu-Shine  Stainless  Steel 

Clnr&Plsh  A7 

Sasco  Quat  Disinfectant   D2 

Sasco  Quest  200   Al 

Sasco  Roach  &  Ant  Killer   F2 

Sasco  Safety  Solvent K2 

Sasco  Sani-Lube   HI 

Sasco  Silicone  Spray  HI 

Sasco  Spray  &  Wipe  Disinf.  Foam 

Cleaner   CI 

Sasco  Stainless  Steel  Cleaner  A7 

Sasco  Super  Grease H2 

Sasco  Total  Release  Fogger  F2 

Sasco  Vandal  Mark  Remover  CI 

Sasco  103 CI 

Scav-Ox  400    G6 

Sodium  Hypochlorite    Q4 

Sodium  Hypochlorite  Solution  D2.G4 

Soft  &  Sour  B2 

Sour  One   Bl 

Spray  Kleen  A4 

Spritz  Waterless  Hand  Geaner E4 

Steam  Cleaner  "Heavy  Duty"  A2 

Steam  Quick    A2 

Suds-O-Foam  Al 

Super-Gel  Al 

SD-13  A4 

Ta-Lube  H2 

Tower-Treet  250   G7 

Tricitin  100    G7 

Unique  #2    El 

Whitener    Bl 

Zap  Wasp  &  Hornet  Killer  F2 

1411   A4 

S  &  S  Nonlimited,  Inc. 

SDC  Precision  Parts  Cleaner    K2 

S  &  S  Products  Company,  Inc. 

Des  Moines  Cleanser  Bleach    D2 

S  &  S  Sodium  Hypochlorite  Solution      D2 

S  &  S  Soap  Company 

Pink  Magic  All  Purpose  Cleaner   Al 

Pink  Magic  Hand  Dishwashing 
Compnd Al 

Pink  Magic  Mach.  Dshwshng  Com- 
pound        Al 
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White  Magic  Synthetic  Beads    Al 

White  Magic  Synthetic  Detergent    Al 

S  &  S  Speciality  Sales 

Grease  Gun  In  A  Can  H2 

S  &  S  Supplies,  Inc. 

SS-99  Water  Soluable  Degreaser  Al 

S  &  S  Supply  Products,  Inc. 

Spray  Cleaner  &  Degreaser    CI 

2-Way    F2 

S  &  W  Specialties,  Inc. 

Bleach    A1.B1 

S  B  &  D  Cleaning  Products 

Multi-Purpose  Cleaner    A4 

Super  Cleaner    A4 

S  B  S  Products,  Inc. 

Sanitane  E-2  Sanitizing  Skin  Cleanser  ..  E2 
SBS  Aquaress  Hand  and  Body  Shampoo  E4 
SBS  Florafree  Antisep.  Lotion  Soap 

Unsc El 

SBS  Florafree  Antiseptic  Lotion  Soap  ..  E4 

SBS  Heiress  Luxury  Lotion  Soap    E4 

SBS  Impress  Shower  Gel  E4 

SBS  Swarfega  Heavy  Duty  Gel  Hand 

Clnsr  El 

SBS  TuFn  ega  Abrsv  HandClnsr 

w/Polygrit  E4 

SBS  1 1  Vegetable-Base  Hand  Soap  ....  C2 
SBS  17  Vegetable-Base  Hand  Soap  ....  C2 
SBS  18  Vegetable-Base  Hand  Soap 

w/Lan C2 

SBS  21  Borax-Base  Hand  Soap  C2 

SBS  27  Borax-Base  Hand  Soap  C2 

SBS  28  Borax-Base  Hand  Soap  with 

Lanolin   C2 

SBS  30  Waterless  Skin  Cleanser  E4 

SBS  33  Wtrls  Skin  Clnsr  w/Plastic 

Scrub  E4 

SBS  40  Medicated  Skin  Cream   E4 

SBS  41  Medicated  Skin  Lotion   E4 

SBS  44  Protective  Cream  Water-Resis- 

tant    E4 

SBS  61  Lotion  Soap  El 

SBS  62  Elite  Lotion  Soap    El 

SBS  72  Liquid  Skin  Cleanser El 

SBS  77  Sanitizing  Lotn  Clnsr 

w/Chlrxlnl  E2 

SBS-36  Wtrls.  Skin  Clnsr  w/Plastic 

Scrub  E4 

SBS-46  Protective  Cream  Solvent-Re- 
sist.      E4 

SBS-63  Heavy  Duty  Lotion  Soap    El 

SBS-71  Lotion  Skin  Cleanser E4 

SBS-71  Lotion  Skin  Cleanser  Unscented  El 

S  C  Chemical 

A.C.  #1    A3 

All  Purpose  General  Cleaner   Al 

Boilout  A2 

BC-50    A4 

Clean  Approach  Detergent  Thick  Bl 

Clnr  C2 

Driveway  Plus  A4 

HD.S.-W  A2 

HY-Q-75   D2 

HY-Q-75-SP   D2 

LB.  #25   A4 

LB.  36   Al 


LB.  50   A4 

Liquid  Detergent  LB.  25  A4 

Oven  and  Griddle  Cleaner   A8 

PC-100  Al 

Q  T  C  -  1  CI 

S  W-430 Al 

Sani-Cleen  Al 

Security   Al 

Silky  El 

Window-Glo    CI 

S  C  D  C  Div.  of  Industries 

DNWC  Liquid  Dish  Detergent  Al 

HNWC  Liquid  Detergent  for  Hands    ....  E4 
Southcorr  Industries  Scouring  Powder     A6 

S  E  C  C  O,  Inc. 

167  Al 

SEER/ 

Division  of  Systems  General 

Friendly  Systems  VI-RID  A4 

SET  Manufacturing  Co.,  Inc. 

Never  B-4    CI 

S  G  B  Chemical  Resources  Inc. 

SGB-L502D G6 

S  M  T,  Inc. 

HD  Alkaline  Cleaner Al 

Shur-Trac  A1.H2 

SPA  Chemical 

Softie  Hand  Cleaner   E4 

S  P  E  R  Chemical  Corporation 

Sequest-All  Water  Treatment   G2 

S  P  80  Products 

Odor  Neutralizer  Extra  Strength  CI 

Odor  Neutralizer  Regular  Strength  CI 

S  S  I  Chemicals 

Sanitizing  Hand  Soap   E2 

SSI  10%  Quat  D2.Q3 

SSI  16    D2 

SSI  16  with  Lemon  CI 

SSI  32    D2 

STP/ 

Division  of  First  Brands 

Corporation 

STP  Oil  Treatment   H2 

S.  C.  S.  Corporation 

SCS-4  Cleaner  Al 

S.  I.  Industries  Ltd. 

Formula:  Royal  Blue  CI 

S.  W.  Chemical  Company 

Grease  Eater    Al 


S.E.T.  Environmental  Inc. 

965  Concentrated  Cleaner Al 

S.S.D.C. 

Cleaner  Degreaser  CI 

Glass  Cleaner CI 

Liquid  Detergent   Al 

Old  Limey  A3 

Pak-San  Sanitizer    D2 

Power  Foam Al 

R.T.U.  Hand  Soap El 

S.W.I.  International,  Inc. 

Super  Wash  Industrial  Greasebuster  ....    Al 

Saaca  Industries  Inc. 

Saniflo   CI 

Saalfeld  Paper  Company,  The 

Liquid  Hand  Soap  El 

Sac  Val 

Non  Butyl  Degreaser Al 

Sadler  Paper  Company 

Olympic  AF/315   CI 

Olympic  Brd  Proteinized  Lotion  Hand 

Soap    El 

Olympic  Citrus  Chisel    A4.A8 

Olympic  Speed  Spray  CI 

Saf-Ron  International  Ltd. 

Saf-Ron-Blue  Al 

Saf-Ron-Blue-Lite  Glass  Cleaner  CI 

Saf-Ron-Emerald  All  Purpose  Cleaner  Al 

Saf-Ron-Gold Al 

Saf-Ron-Green  Al 

Saf-T-Clean,  Inc. 

Clean-N-Bnght    Al 

OC-9  Stove  And  Oven  Cleaner   A8 

Saf-T-Eze 

Hi-Temp  Anti-Seize    H2 

Nickel  Anti-Seize    H2 

White  Food/Drug  Anti-Seize    HI 

Saf-T-Lok  Chemical  Corp. 

Food/Drug  Pipe  Sealant    HI 

Saf-T-Lock  Silicone  732  Sealant  Alumi- 
num    PI 

Saf-T-Lock  Silicone  732  Sealant  Black  PI 
Saf-T-Lok  Silicone  732  Sealant  Clear  ..  PI 
Saf-T-Lok  Silicone  732  Sealant  White     PI 

Safe  Floor  International,  Inc. 

Safe  Floor  Heavy-Duty  Degreaser  Al 

Safe-Stride  International,  Inc. 

Heavy  Duty  Cleaner  Degreaser   A4 

Safe-Stride  SS-2000  Plus   A8.A4 

Safety  Floor  International,  Inc. 

Heavy  Duty  Cleaner  Degreaser   A4 
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Safety  Wash,  Inc. 

'Safety  Wash"  A8 

Enviro  Wash   A8 

Safety-Kleen  Corp. 

General  Purpose  Cleaner  366  A4 

General  Purpose  Cleaner  666  CI 

Lotion  Hand  Cleaner  w/Grit  604  E4 

Safety-Kleen  Hvy  Dty  Lacqr.  Thin.  6782  PI 
Safety-Kleen  Multi-Use  Lacqr.  Thin. 

6801    PI 

Safety-Kleen  140  Solvent  Kl 

Spray  Brake  Cleaner  619   PI 

Spray  Choke  and  Carburetor  Cleaner 

610    PI 

Spray  Penetrant  61 1    H2 

Waterless  Hand  Cleaner  602    E4 

Safeway  Industries  Incorporated 

Acid  Cleaner  PF  Liquid   A3 

Aqua-Treat  Descaler  100    A3 

Aqua-Treat  Scale  Inhibitor  222    G2 

Aqua-Treat  Scale  Inhibitor  707    G2 

Biokleen  693  Al 

BioActin  350  D2 

BioWay  Concrete  Cleaner    A4 

BioWay  Conveyor  Lubricant  Number  7  H2 
BioWay  DSC  Chlor.  All-Purpose 

Cleaner   Al 

BioWay  DSC  Non-Chlor  All-Purpose 

Geaner  Al 

BioWay  Germicidal  Hand  Wash    E2 

BioWay  Golden  Lotionized  Liq.  Hand 

Soap    El 

BioWay  HAC^8  A2 

BioWay  HAC-67  A2 

BioWay  HAC-89  A2 

BioWay  Kleen  U  A2 

BioWay  Liqui-Foam  100    Al 

BioWay  SS  Cleaner    A3 

BioWay  STL-5   A1JL2 

BioWay  280 Al 

BioWay  560 Al 

BioWay  580 Al 

BioWay  590 Al 

Chlor-O-Way  EC Al 

Chlor-O-Way  HD   A2 

CT-Floor  Cleaner    A4 

Dacid  A3 

Dacid  HD A3 

Du-Pure  S.S.  Cleaner   A2 

Foamy  SS  Acid  Cleaner  A3 

Heavy  Duty  Alk-O-Way  100   A2 

Heavy  Duty  Alk-O-Way  108   Al 

Heavy  Duty  CLP.  Cleaner  A1.Q1 

Heavy  Duty  Manual  Bulk  Tank  &  Equip 

Clnr  Al 

High  Foam  Acid  Cleaner   A3 

Liquid  Detergent  Al 

Maintain  SSC    A2 

Meek    Al 

One-Step    Al 

Pipeline  and  Bulk  Tank  Cleaner/Liquid  Al 
Pipeline  and  Bulk  Tank 

Cleaner/Powdered  A2 

Prevent  Plus Al 

Prime  EW    Al 

R.C.C PI 

Safeway's  Foam-O-Way  Al 

Sam  Way  75    D2 

Sani-Way  12   D2 

Sani-Way  175   D2 

Sani-Way  6   D2 

Sulf-O-Way  A3 

Supra  Acid  Cleaner  A3 

3-D  Descaler  106    A3 

3-D  Scale  Inhibitor  208    G2 

3-D  Scale  Inhibitor  777    G2 


Safeway  Laboratories,  Inc. 

Electrical  Equip.  &  Metal  Protector 

#120    K2 

Safety  Solvent  #100    Kl 

Super  Safe  Solvent  #110 Kl 

Safeway  Stores,  Incorporated 

Newport  Sanitizing  Cleaner   Dl 

Safeway  Egg  Cleaner   Ql 

Waxcraft  Industrial  GP  Cleaner  Al 

White  Magic  Bleach  Q4.C2.B1 

White  Magic  Cleanser A6 

Safeworld  Products  Corp. 

M.C.  No.  1    Al 

Saffelle,  Incorporated 

Citrusfoam  Spray  N  Wipe  CI 

Disinfectant  Spray  "N'  Wipe  CI 

Liquid  Live   L2 

NB-14    Al 

Power  Spray    CI 

Saffelle  Glass  Clnr CI 

Saffelle  Pink  Concentrate  Cleaner   A4 

SJ-44  Cleaner    A4 

Sahara  Oil  Co.  of  America 

Aluma-Plate  WH-AA    HI 

Sail  Chemical  Company 

Blue  Butyl  Cleaner   A4.A8 

Blue  Gran.  Sewer  &  Drain  Solvent  LI 

Cocoanut  Oil  Hand  Soap    El 

Golden  Gator  CI 

Kleer-Vue  Glass  Cleaner    CI 

N.B.C.  Cleaner   Al 

Odo-Rout  CI 

Sail  All  Purpose  Liquid  Cleaner Al 

Sail  Breakaway   Al 

Sail  Supercleaner A4 

Sail  66   A4 

Sales  Unlimited,  Inc. 

C-Foam    Al 

Formula  81    A4 

Kleen-Power   A4 

Liquid  Hand  Soap  El 

Mainkleen    A4 

Pen-O  H2 

Power  Plus  E4 

Power-Foam  Cleaner A4 

Red  Grease    H2 

Safe-Cut  Foaming  AP  Degreaser  Al 

Surkleen  A4 

Typhoon A4 

7-11  Industrial  A4,C1 

Salesco  Marketing  International, 
Inc. 

GP-100  Colloid  Cleaner  Al 

SC-1000  Cleaner  Al 

SC-2000  Cleaner  Al 

SC-WOO  Cleaner  Al 

Salsbury  Laboratories,  Inc. 

All  Weather  Bar  Bait    F3 

Ropax  Bars    F3 

Ropax  Bulk  Rodenticide  Pellets  F3 

Ropax  Rodenticide  Bait  Pack  (Pellets)      F3 
Superdyne  II    D2 


Sam  Sneed  Company,  The 

Bomb  Al 

Samuel  Halaby,  Inc. 

Fogatron  5  Fl 

Kil-Moe  Insecticide  Fl 

Kil-Moe  123  Insecticide  Fl 

Kil-Moe  2    Fl 

Kil-Moe  3610    Fl 

San  Bay  Chemical  &  Supply  Co. 

Bath  Brite    CI 

Biocide  Dl 

Grime  Solver  A6.C2 

Multi  Kleen  CI 

San  Bay  Bowl  Cleaner  C2 

Sani  Maid    C2 

Super  6000 A4 

San  Bay  Co.,  The 

Orchard  Air  CI 

San  Diego  Janitor  Supply 

Brk-Away    Al 

No.  777  Concentrate  Cleaner  A4 

Quat-A-Kleen    CI 

Waxie  Metal  Sheen  A7 

Waxie  Metal-Brite  A7 

San  Diego  Steam 

Huskee  A4 

San  Joaquin  Chemicals,  Inc. 

Sanamine  8903   G6 

Sanamine  8923    G6 

Sanatherm  8102  G6 

Sanatherm  8106  G6 

Sanatherm  8108  G6 

Sanatherm  8324 G6 

Sanatherm  8328  G6 

Sanatherm  8380  G6 

San  Joaquin  Supply  Company 

Aqua  K  Insecticide  Fl 

Big  Deal  Al 

Citrisolve  CI 

Deo-Pine    CI 

Formula  A-2    Al 

Formula  K  Insect  Spray   Fl 

Formula  K-5    Fl 

Kleensall    A4 

Knapp's  Four-K  A2 

Knapp's  Purr   B1.C2 

Royal  Blue A4 

Steri-Du  Dl 

Steri-Kleen  Disinfectant   A4.C1 

Yes  Bl 

San  Luis  Paper  Company 

#300  Easy  Degreaser Al 

San-Mar  Laboratories 

pH  Adjuster  Up  G6 

A.I.O.  1500  Concentrate  G6 

Alltreat  300  G7 

Aquacide   Fl 

B.A.C.  Bio  Active  Cultures  In  Liquid  ..  L2 

B.B.C CI 

Big'G"    Al 

Big  Blast  Al 
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Big  Red  High  Temp   H2 

Boiler  Descalant    G6 

Boilerite  100   G6 

Bole  Aire  C2 

Brandex   A4 

Butyl-ful    CI 

BR-62B    CI 

Cascade    A4 

Chemtronic    Al 

Citrosene  Emulsion  CI 

Citrosene  10 CI 

Cocoa  Hand  Soap  El 

Cocoanut  Oil  Hand  Soap  Concentrate  ..  El 

Coilite    A4.P1 

Combine    A4 

Concrete  Cleaner  CI 

Delimer  Concentrate  A3 

Double-O.S CI 

Drislide    H2 

Dual-27    Dl 

DL-2001  H2 

Fast  Klean   A3 

Fogging  Spray  Concentrate Fl 

FZ-3  Al 

G  B  Breakdown CI 

Gent  A4 

Grill-O  A8 

GPC-24    A4 

H.T.L.  500  H2 

Hangs  In  There  Bowl  &  Porcelain 

Cleaner  C2 

Heavy  Duty  Cleaner-D   A4 

Hi-Count  Bacteria  Enzyme  Complex  ....  L2 

Hold-Tite  Al 

Hydrolytic  Enzyme  Bacteria  Complex  ..  L2 

HG-BT  G6 

HI-AL    G6 

ITM  600 G6 

Kleer-Vue  Window  Cleaner  CI 

L-Tox  Spray    Fl 

Lectra  Solv    K2 

Lemon  Fresh  20    A4 

Lemon  Tree  CI 

Lemon-Bole  CI 

Lemonene    CI 

Li'l  Bit  CI 

Liquid  Conveyor  Lube    H2 

Lo-Sudz  A4 

Lon  Gon CI 

Machine  Dishwashing  Compound  Chlo- 
rinated      Al 

Magic  Mike  Al 

Mighty  Mike  Concentrate  Al 

Mint  Disinfectant CI 

Miracle  Cleaner  Concentrate    A4 

Mr.  Brite  Porcelain  Cleaner  C2 

MM  0    CI 

Neutral  Cleaner  CI 

Neutrox  400  G7 

New  Dawn  CI 

New  Life  CI 

No.  51    Al 

Odo  Rout  CI 

Orange  Deodorant  CI 

P.E.T.  Track  &  Conveyor  Lubricant   ..    H2 

Perfumed  Deodorant  Cakes    C2 

Pine  Oil  Disinfectant  (Phenol  Coef.  5)     CI 

Power  Concentrate    C2 

Prepare  CI 

Prestige    CI 

Quik  Clenz CI 

R.I.S.-15 F2 

Really  Werx  CI 

Red  Hot  LI 

Red  Ram  Drain  Opener    LI 

Reel-O-Peel  CI 

Remuv-Ox   A3 

Safer  Strip   CI 

Scale  Dispersant    G7 

Scrub  a  Dub A6 

Silicone  Spray   HI 

Space  Spray  2500   Fl 


Stain-Less  Steel  CI 

Steam  Cleaner  Liquid   A2 

Steamrite-200 G6 

Steri-Phene  II El 

Super  Blue  CI 

Super  Solv  Kl 

Super  2000 CI 

SM  Industrial  Deodorant CI 

SS  87  H2 

Tank  Saver G7 

The  Big  1  D2 

The  Right  Stuff  CI 

Thrift  Detergent A4 

Tower  All  NC  Concentrate  G7 

Tower  Plete  BP-A  G7 

Towercide  10  G7 

Towercide  5  G7 

Trak-Lube    H2 

TT-333  G7 

Unglued  LI 

Vanilla  Deodorant  CI 

Vegetable  Oil  Base  Soap  40^5%    H2 

Vita-Pine  (Phenol  Coefficient  5)    CI 

W.T.C.  Algaecide  and  Algal  Slimicide    G7 

Whirlpool  Drain  Opener  LI 

Whomp    LI 

0.25%  W.B.  Space  Spray   F2 

16  oz.  Perfumed  Deodorant  Blox  C2 

24  oz.  Perfumed  Deodorant  Blox  C2 

6/49  Concentrate  A4 

6803X2    CI 

Sanaco  Chemical  Manufacturers, 
Inc. 

Hand  Maid  Concentrate  BA  El 

Hand  Maid  Concentrate  CT   El 

Hand  Maid  Concentrate  LI  El 

Sanaco-TM-10  Acid  Cleaner  Concen- 
trate      A3 

Sanaco- 1  OF  High  Foam  All  Pun?  Clnr 

Cone   Al 

Sanaco- 100  High  Foam  All  Purpose  CI 

Cone   Al 

Sanaco-30    A2 

Sanaco-300  Multi-Purpose  CI.  Super 

Cone A4 

Sanaco-360    A131 

Sanchem,  Inc. 

No-Ox-ID  "A  Special"    H2 

No-Ox-ID  490  HI 

Sanco 

Slide  Chain  Lubricant  H2 

Sanco  Products  Company 

Bulldog  Cleaner CI 

Dynamic  Drain  Opener  &  Maintainor  ..  LI 
Industrial  General  Purpose  Insect  Spray   Fl 

Regal  Concrete  Cleaner    A4 

S-25G  A4 

Sanco  Cherry  Bowl  Cleaner  C2 

Sanco  Emulsion  Bowl  Cleaner  C2 

Sanco  N-85  Cleaning  Concentrate  Al 

Sanco  P-40  Fogging  Spray  Fl 

Sanco  Rainbow  Steam  Cleaner Al 

Sanco  Rainbow  Steam  Cleaner  Liq Al 

Sanco  Regal  Hand  Soap  El 

Sanco  San-O-Sol  A4 

Sanco  Sewer  Solvent LI 

Sanco  Smoke  House  Cleaner  Al 

Sanco  Trolley  Cleaner A2 

Sanco  Products  Company,  Inc. 

Mark  Remover CI 


Sanco  Supplies,  Incorporated 

C-230  Cleaner-Degreaser   A4 

C-292  Bathroom  Cleaner  &  Scum  Re- 
mover        A3 

Concrete  Floor  Cleaner  CI 

Dry  Chlorinated  Bleach  SP-2 10  Bl 

General  Purpose  Synthetic  Cleaner  C- 

131    Al 

Sanco  C-131  General  Purpose  Syn. 

Clnr Al 

Sanco  C-135  Non-Butyl  Cleaner  & 

Degrsr Al 

Sanco  Heavy  Duty  Cleaner  Degreaser     A4 

SP-505  Hand  Cleaner  E4 

SP-540  Hand  Cleaner  E4 

SP-560  Hand  Cleaner  El 

Sand  Mountain  Exterminating  Co. 

Marshall  Rat  Killer  F3 

Sandoz  Colors  &  Chemicals 

Sandopan  DTC  Gel  (Paste) Al 

Sandstrom  Products  Co. 

Bond-Cote  Part  A  PID  #E300-000  PI 

Bond-Cote  Part  B  PID  #E300-C01    PI 

Easy  Clean  D158-C01  CI 

Easy  Etch  C150-C01  PI 

Epoxy  Adhsv+Repair  Cmpd  PtA 

PID#E840-000    PI 

Epoxy  Adhsv+RepairCmpd  Pt  B 

PED#E840-C05  PI 

Epoxy  Low  Slds  Pntmt  Pt  A  PID 

#E306-000 PI 

Epoxy  Low  Slds  Pntmt  Pt  B  PID 

#E306-C01    PI 

Sanex  Inc. 

Magic  Mist  Resmen  S.Q Fl 

Sanfax  Chemicals 

Act  A3 

Aero-Feet  C2 

Bull's-Eye    Fl 

Cac-137   A3 

Candoo  Al 

Corrodisolve    A3 

Counteract   CI 

Drop-MNR  Fl 

Fail-Safe E2 

Fry-Zo   A2 

Gelusan  Concentrate  Al 

Gypsy-DR   A2 

GS  6  Dl 

Insto  Scrub A4 

Kontrol  G7 

L-Toro   Al 

Lypidax    L2 

Marauder  F2 

No-Add    Al 

Odor-Ender   CI 

Poly-Floe  LI 

Polysan  BT   G6 

Sanacid  N    A3 

Sanamist  C    CI 

Sanamist  V    CI 

Sanasol-L  LI 

Sanfax  AA  Smooth-Lub  HI 

Sanfax  AB  Hand  Soap   El 

Sanfax  Bottle  Kare   A2 

Sanfax  Caution  Acid  A3 

Sanfax  Cocosan  El 

Sanfax  CP   A2 

Sanfax  Eradisan  D2.E3 

Sanfax  Ferret  D2.E3 
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Sanfax  I.P.C Al 

Sanfax  Insto-Clean    A4 

Sanfax  Klor-Pro Al 

Sanfax  Malasan  R  F2 

Sanfax  Matvo    Al 

Sanfax  Mirro-Shack    A2 

Sanfax  Nutro  B2 

Sanfax  Organisan-XL   D2 

Sanfax  Shackle  Magic  II A2 

Sanfax  Soft-Eze  B2 

Sanfax  Softee B2 

Sanfax  SDG  Kl 

Sanzyme L2 

Scatter   LI 

Shackle- Magic  A2 

Solusan    Gl 

Sonic  Smokehouse  Cleaner A2 

Super-Glo A3 

Tar-Free  A2 

Toro  A2 

Tower G7 

Wed-L   CI 

Wed-0  CI 

Wed-V  CI 

X-Pel  HD  LI 

1135  PI 

222  LI 

522 A2 

Sanford  Chemical  Co.,  Inc. 

Deep  Clean  Cleaner  PCC-101    Al 

Loft    Bl 

Loft  #447  Detergent   Al 

Loft  Chlorinated  Laundry  Bleach  Pow- 
der    Bl 

Loft  Concentrated  Laundry  Detergent  Bl 

Loft  Multi-Purpose  Cleaner    CI 

Loft  Sanitizing  Hand  Cleanser  E2 

Sani  Kleen  Chemicals,  Inc. 

#747  A4 

KleanAid    ,....    Al 

Sani-Chem  Cleaning  Supplies  Inc. 

Neat  CI 

Shiny  Stainless  Steel  Cleaner  A7 

Sani-Chem,  Incorporated 

S.C.  739  Germicidal  Cleaner   A4 

SC-600  LI 

Sani-Clean  Distributors 

Bubble  Up  Concentrated  Sink  Detergent  Al 
Concept  101  Ultra  Action  Protein 

Degrsr Al 

Concept  102 D2 

Concept  105  Medicated  Lotion  Hand 

Clnr El 

Oven  &  Grill  Cleaner  A8 

Tergicide  103 Dl 

Ultra  Clean    A4.A8 

Sani-Clean  Products,  Inc. 

Improved  Formula  C25  Indust.  Liq. 
Deo CI 

Sani-Craft  Company 

Nu-Blue  Seven    Al 

Twenty  Percent  Hand  Soap    El 

Sani-Fresh  International 

Cleanworks  Heavy  Duty  Cleaner  Al 

Cleanworks  Multi-Purpose  Cleaner   ....    CI 


Cleanworks  Neutral  Floor  Cleaner  CI 

Cleanworks  Non-Acid  Bowl  Cleaner  ..    C2 
Cleanworks  Tile  and  Grout  Cleaner  ....    A4 

Disinfectant  Detergent A4 

DS-1  Heavy  Duty  Degreaser   Al 

Emerald  Lotion  Soap    E4 

Eurobath  Hair&Body  Shampoo 

w/Glycerin    C2 

Golden  Lotion  Soap    C2 

Heavy  Duty  Cleaner  DS-1    Al 

Iodo-San E2 

Maxi-Qwik  Concntr.  Heavy-Duty  Bowl 

Clnr C2 

Neutra-Qwik  Conctd  Light-Duty  Bowl 

Clnr C2 

Pearlized  Lotion  Soap  E4 

Pink  Lotion  Hand  Soap    E4 

Premium  Creme  Soap  E4 

Pro  Care  Ultra-Kind  Gentle  Wash  E4 

ProCare  Para-San    E4 

ProCare  SpectraCare  E4 

Sani-Fresh  "E-2"  Rated  Cleanser  E2 

Sani-Fresh  Alco-San  Gelled  Alcohol  ....  El 

Sani-Fresh  Antiseptic  Hand  Soap  E4 

Sani-Fresh  Body  Shampoo  E4 

Sani-Fresh  Extra  Care  Barrier  Cream    ..  E4 

Sani-Fresh  Extra  Gentle  Hand  Soap  E4 

Sani-Fresh  Gentle  Lotion  Cleanser E4 

Sani-Fresh  Hand  Cream   E4 

Sani-Fresh  Heavy  Duty  Cleanser  El 

Sani-Fresh  Iodo-San  Cleanser E2 

Sani-Fresh  Isopropyl  Alcohol  Gel    El 

Sani-Fresh  Super  Duty  Cleanser E4 

Sani-Fresh  Waterless  Cleanser  E4 

Sani-Fresh  Waterless  Cleanser  With  Grit  E4 
Sani-Tuff  "E-2"  Antiseptic  Cleanser    ....  E2 

Sani-Tuff  Body  Shampoo  E4 

Sani-Tuff  E-2  Rated  Cleanser E2 

Sani-Tuff  Heavy  Duty  Cleanser  El 

Sani-Tuff  Lotion  Hand  Soap    E4 

Sani-Tuff  Powdered  Hand  Soap  E4 

Sani-Tuff  Super  Duty  Cleanser  W/Grit     E4 

Sani-Tuff  Waterless  Cleanser  E4 

Sani-Tuff  Waterless  Cleanser  with  Grit    E4 
Space  Commander  Cherry  Liquid  Deo- 
dorant        CI 

Space  Commander  Lemon  Liquid  Deo- 
dorant        CI 

Super-Qwik  Concntr  Multi-Duty  Bowl 

Clnr C2 

Triangle  Antibacterial  Lotion  Soap    E4 

Triangle  Lotion  Soap    E4 

TB  Multi-Purpose  Disinfectant CI 

Sani-Kem  Chemical  Corporation 

Heavy  Duty  Spotless Al 

Hi-Foam  Al 

IOKEM    D2 

Klor  Kleen  Q1.A1 

Liquid  Sani-Tek A2 

Machine  Cleaner  Al 

Red  Glo  Al 

S.K.  Chlorinated   Al 

Sani-Brite A2 

Sani-Cide  Dl 

Sani-Flex  Al 

Sani-Glo  A3 

Sani-Kleen  Al 

Sani-Luxe Al 

Sani-Solv  A4 

Sani-Tek  A2 

Sani-Terg  C  Al 

Scale  Control  G2.G5 

Sewer  Blast   LI 

Shackle  Kleen  Lube    Al 

Solar  Lube  H2 

Solar  Lube  #2   HI 

Supr  Kleen  A4 

Supreme  Lube  H2 

SK  434 A4.A8 

SK  90 A4 


Sani- Vlarc  Inc. 

All  Purpose  Cleaner   CI 

AM-717   A4.C1 

Bottle  Wash  Compound   A2 

BTX-245    A3 

Econo  E4 

Formicide  A3 

Fritto    A8 

GN-Gel    E4 

Lanol-V  E4 

Lavenet    CI 

Marc-Spray  442  CI 

Multinet   CI 

P.M  27    C2 

Rustof    A2 

Super  D  Al 

SM-165-X    Al 

SM-40    Al 

SM-50    A2 

ST-747-X  Al 

ST-800-3X  Al 

V.A.-73    Al 

Vapolene   Al 

2014-3    Al 

Sani-Mate  Supply,  Inc. 

Eliminator   L2 

Shop  Master  500  Cleaner  Degreaser   ..    Al 

Sanico,  Inc. 

Sani-Bath  CI 

Sanifas  Products 

Accept    C2 

Cherry  Bowl  Cleaner    C2 

Saniplex  Laboratories,  Inc. 

A-186  Chlorinated  Krystals    Al 

A-225  White  Foam  Beads    Al 

Foam-Up    A4 

Grit  Hand  Cleaner E4 

Space  Spray  No.  3N-212  Fl 

Super  Lightning CI 

Sanisource/ 

A  Division  of  Advantage  Systems 

Fabri-Bright  Bl 

Fabri-Fresh B2 

Fabri-Power  Bl 

Fabri-San  B2 

Sanitary  Products  Company 

Glass  Sheen  Cleaner  (Aerosol)  CI 

Sanitary  Degreaser    A8 

Sanitary  Lavatory  Cleaner    C2 

Traffic  Lane  Cleaner  A4 

Sanitary  Products  Corp. 

Bowl  Bright  Safe  Acid  Bowl  Cleaner      A3 
Sanitary  Products  Corp. 

ElectraSolv  Kl 

Sanitary  Products  Corp. 

Force    A4.A8 

Sanitary  Products  Corp. 

Formula  100    Al 
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Formula  200    Al 

Handi  Clean  E4 

L.A.B L2 

Sanitary  Products  Corp. 

Liqua  Powr   CI 

Liqua-Glo A4 

Safe  N  Fresh  CI 

Sanitary  Products  Corp. 

Sanco  Vandal  Mark  Remover CI 

Sani  Power  Foam  Spray  &  Wipe  CI 

SaniQuatll  Dl 

Sani  Quat  III   CI 

SaniQuatlV  CI 

Sani  Quat  VI  Dl 

Sanitary  Products  Corp. 

Sanofresh  Neutral  Disinfectant  Cleaner   Al 

Sanitary  Specialties  Company 

Sani  pearl  Concentrate    El 

Sani-Cream  Lotion    El 

Sani-Lav  El 

Sani-S-S  Concentrate    Al 

Sani-Spray  A4 

Sani-Suds  A4 

Sani-Super  Strip    A4 

Sani-Workhorse  A4 

Spraykleen  Multi-Purpose  Institnl  Clnr    CI 

Sanitary  Supply  Co.,  Inc. 

Airborne  Fl 

Apollo  Automatic  Dishwash  Al 

Borderguard  F2 

Broadside  F2 

Cleaner  Idea  Mint  Cone.  Disinf.  Clnr.  CI 
Cleaner  Idea  Pine  Dsnfct  Cone  Dsnfct- 

Cln CI 

Double  Duty  Degreaser Al 

Double  SS  Brand  Deluxe  II  Hand  Dish  Al 
Double  SS  Brand  Down  &  Out  Drain 

Opener LI 

Double  SS  Brand  Lemon  Disinfectant  C2 
Double  SS  Brand  Lime-Off  De-Liming 

Cmpd A3 

Double  SS  Brand 

Liqui-DishHnd-Dshwsh  Det Al 

Double  SS  Brand  Oven  And  Griddle 

Cleaner   A8 

Double  SS  Brand  Palm  Soap   El 

Double  SS  Brand  Pine  Oil  Disinfectant  CI 
Double  SS  Brand  Ready-To-Use  Hand 

Soap    El 

Double  SS  Brand  Sani-Cide  Disnfct.- 

Sntzr  D2 

Double  SS  Brand  Sani-Pine  PineOdor 

Disnf  CI 

Double  SS  Brand  Sani-Solv  H.D. 

Cln-Dgrsr   A4.A8 

Double  SS  Brand  40%PureCoco.Oil 

Hnd  Soap    El 

Galaxy  Machine  Dishwash  A2 

Grease  Devil  Concrete  Cleaner    A4 

Gum  Remover  CI 

Heaven  Scent  Citrus  Air  Sanitizer  CI 

Heaven  Scent  Close  Qrtrs  Total  Rels 

Deod   CI 

Heaven  Scent  Cloud  9  Air  Sanitizer  ..  CI 
Heaven  Scent  Clovessence  Air  Fresh- 
ener      CI 

Heaven  Scent  Fresh  N'  Lite  Air  Sntzr.     CI 

Heaven  Scent  Spice  Air  Sanitizer    CI 

Knock-Out  Fl 

Lift-Off  Aerosol  Foaming  Cleaner  & 


Disnf  CI 

Magnum  Fl 

Snow  White  Laundry  Detergent  B2 

Spectracide  II  Disinfectant  &  Deodorant  CI 

Spot  Shot  Spot  Remover    Kl 

Spra-Shine  Neutral  Furniture  Polish  ....  A7 

Tracker F2 

Upper  Crust  Oven  &  Grill  Cleaner   ....  A8 

Vandal  Mark   CI 

Vandal  Mark  Remover  CI 

Wipe  Out  C2 

Zip  Heavy  Duty  Alkaline  Cleaner  A2 

Sanitary  Supply  Company 

Systems  M.R.C Al 

Systems  Restore    A3 

Sanitary  Supply  Company,  Inc. 

Brut  Force  Al 

Lemon  Disinfectant  CI 

Meat  Market  Cleaner    Al 

Mint  Disinfectant CI 

Pine  Disinfectant  C2 

Pink  Pearl    El 

Safe-N-Fresh   C2 

Sanco  Coco  Hand  Soap    El 

Sanco  Pink  Lotion  Al 

Sanco  Quick-Changing  Bowl  Creme  ..  C2 
Sanco  Sani-Q  Non-Rinsing  Sanitizer  D2.E3 

Sanco  Sulfuric  Acid  Drain  Opener LI 

Sani-Quat  D2 

Sparkle  Blue    CI 

Speed  Clean  CI 

Spring  Time  CI 

Super  Bowl   C2 

Tile  &  Grout  Cleaner  A3 

True  Blue A4 

Uric  Acid  Odor  Eliminator L2 

Sanitary  Supply  Specialties 

Samson    A4 

Tornado   Al 

Sanitation  Associates,  Inc. 

Little  Tiger A4 

Sanitation  Chemical  Service 

Acid  Plus  A3 

Alum  Stick  Cleaner  100  Al 

Bullet  Plus  Al 

Chlor-Foam   Al 

Drain  Kleen  LI 

Formula  500    Al 

Heavy  D  Cleaner Al 

Heavy  Duty  Smokleen    A2 

Magnum  Caustic  Cleaner  I  A8 

Sani  Kleen  D  Al 

SCS-70 HI 

Sanitation  Management  Systems 

Food  Plant  Cleaner  Al 

Sanitek  Products,  Inc. 

Black  Mark  Remover  CI 

Saf-Dee   CI 

Sanitek  Sanitize  A4 

Spraytek  Al 

Tuff-Kleen  CI 

Saniturg  Chemical  Co. 

Insta-Kleen  A4 


Sanivac,  Inc.' 

Davis  Manufacturing  Co. 

Shine-On    A7 

Sanofi  Animal  Health,  Inc. 

Environ-D    CI 

LpH  ag  CI 

1  Stroke  Environ  A4 

Sanolite  Corporation 

Ammoniated  Oven  Cleaner A8 

Boiler  Water  Treatment    G6 

Bravado   CI 

Bulls  Eye  Al 

Chlorinated  Jester   Al 

Chloro    CI 

Colloid-Alk  KL  G6 

Colloid-Alk  PL   G6 

Colloid-Alk  PVL  G6 

Colloid-Alk  333    G6 

Crystal   Al 

Culture  L2 

Dry  Bleach Bl 

Dual  Chlor Dl 

EDC  Boiler  Treatment    G6 

Fantasia    Al 

Rash    A4 

Foaming  Disinfectant  Cleaner    CI 

Formula  No.  605  Dl 

Freeze-Kleen  A5 

Grease  Kicker   A8 

Heavy  Duty  Floor  Cleaner  A4 

High  Builder   Bl 

Hy  Pressure  Cleaner  A2 

Iodex    D2 

Jester  NF   Al 

Jester  OF  A2 

Jester  Star    Al 

Krisp  W  Kleen   Bl 

Laundry  Detergent Bl 

Liqua  Tronic  White Bl 

Lo-Dex  D2 

LC  1151  Bl 

Magic  Al 

Nu-Soft    B2 

Ovenew    A8 

Oxygen  Scav  PDR    G6 

Oxygen  Scavenger  L G6 

Peak  LF  A3 

Peak  NF  A3 

Pot  Luck    Al 

Preen    Al 

Purge   Al 

Ram  Rod  NF  CI 

Reward  Al 

Rinse-It    Al 

Roach  &  Bug  Killer   F2 

S-44  Detergent Bl 

Sani-Fluff B2 

Sanisol  Al 

Sano  Kleen    Bl 

Sano  Lube   H2 

Sano-Shine  A7 

Sanobac   El 

Sanolac  #10  A2 

Sanolac  #5  Al 

Sanolac  #60  Al 

Sanolac  #7-0   Al 

Sanolac  #8  Al 

Sanolac  BW A2 

Sanolac  CIP  No.  17    A2 

Sanolac  Foam  All   Al 

Sanolac  Formula  510    A4 

Sanolac  FP  100  A2 

Sanolac  FP  101   Al 

Sanolac  FP  103  Al 

Sanolac  FP  104  A2 

Sanolac  FP  105  A3 
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Sanolac  FP-108  A2 

Sanolac  FP-109  Al 

Sanolac  FP-700  A4 

Sanolac  Hy  Pressure  Cleaner  A2 

Sanolac  HMC    Al 

Sanolac  HT   A2 

Sanolac  No.  803    Al 

Sanolac  PDQ  A2 

Sanolac  Sewer  Solvent  LI 

Sanolac  1427  A3 

Sanolac  22BG  A4 

Sanolac  23  A2 

Scale  &  Film  Remover  A3 

Sentry A2 

Sentry  Star  Al 

Shell  Game    Ql 

Shroud  Cleaner   Bl 

Silver  Kleen  Al 

Slide  Silicone  Spray   HI 

Soft  "N"  Fresh  Concentrate    B2 

Speedy  A4 

Splash    Al 

Splash  With  Ammonia   Al 

Spraize  A4 

Sudsall  Al 

Sun-Solv    B2 

Super  Quat  D2 

Super  Sanolite  Al 

Super  Soap  Compound  #71    Al 

Super  Soap  Compound  #75    Al 

Treat  Al 

Triumph  Bleach  Bl 

Ultimate  Al 

Vampire  Bl 

Wash  Out  B2 

Wham-0    LI 

Santana  Chemical  Co.,  Inc. 

Santana's  De-Limer  Plus  A3 

Santana 's  Formula  1 16    CI 

Santana's  Lagoon  Enzymes  L2 

Santana's  Lift  Station  Cleaner    LI 

Santana's  Safety  Solvent  Cleaner  & 

Dgrsr  Kl 

Unlock  LI 

Sante  Manufacturing  Corporation 

Action  Plus  All  Purpose  Cleaner 

Dgrsr A4.A8 

Action  Plus  Freezer  Cleaner  A5 

Santek  Chemicals 

Alkafax-1000  LI 

Alkasan-20  A2 

San-Kleen  HD  A4 

San-Kleen  MC  A1.E1 

San-Scale  MA   A3 

San-Scale  PC  A3 

Sanklor Al 

SanklorHF    Al 

Sanklor  Plus    Al 

Sanklor  PLC    Al 

Sanquest  RD    A4.A8 

Santek  MPC    A4 

Saratoga  Specialties/ 
Chemicals  Division 

A  C  3000  A3 

A.C A3 

A.C.  Foam  A3 

A.C.  Sanitizer    D2 

A.C.  2000    D2 

A.C.  388    A3 

A.C.  40    A3 

A.C.  400    A3 

A.C.  408    A3 

A.C.  45    A3 


A.C.  50    A3 

A.C.  54    A3 

A.C.  60    A3 

A.C.  80    A3 

A.C.-Solve  CI 

Alk  10   A2 

Alk  20   A2 

Alk  25   A2 

Alk  5    A2 

All  Purpose   Al 

All  Purpose  Concentrate  Al 

Aluminum  Cleaner    A6 

Antiseptic  Waterless  Hand  Cleaner   E4 

April  Fresh Bl 

Atom-Plus   Al 

APC60    Al 

APC70    Al 

APC  80    Al 

APC90    Al 

Biozyme  Plus    Al 

Bleach  Bright  150  Bl 

Brightner  S.F A3 

Car  and  Truck  Wash  Compound   Al 

Chain  Lub  #8 H2 

Chain  Saver  No.  120 H2 

Chlorinated  Scouring  Powder  A6 

Chlorton  Al 

Circuit    Al 

Circulation  Cleaner  and  Rust  Remover    A2 

Clean  Hand  FF   E2 

Commercial  Laundry  Detergent  Bl 

Complete  Foam  A2 

Complete  Foam  II  A8 

Complete  Foam  S.F A4A8 

Degreaser  Al 

Degreaser  U  A8.C1 

Deicer A5 

Drain  Cleaner    LI 

Dynafoam    Al 

Econo  Fresh  Bl 

Econo-Soft  BL B2 

Egg  Wash  B    Ql 

Floor  Cleaner A4 

Freezer-Locker  Cleaner  AS 

G.P.C.  88  Al 

General  Purpose  Chlorinated    Al 

General  Purpose  Cleaner Al 

Grease-Solve  A4.A8 

GPC2    Al 

H.D.  Sanitizer   Dl 

H.D.  Stripper  A2 

Heavy  Duty  Laundry  Detergent  Bl 

Institutional  Dishwash  Al 

Jel-Aid  Al 

Kettle  Wash  12.25  Al 

KA  2000    Bl 

L.S.C A8 

L.S.C.  731   A8 

L-22  Liquid  Hand  Soap    El 

Laundry  Aide Bl 

Liquid  Alk  10   A2 

Liquid  Alk  5   A2 

Liquid  Circuit    Al 

Liquid  Circuit  II    Al 

Liquid  Egg  Wash    Ql 

Liquid  Smokehouse  Cleaner  A8 

Liquid  Smokehouse  Cleaner  II  A8 

Liquid  Smokehouse  Cleaner  IH   A2 

Liquid  Softener  B2 

LD  424 Bl 

Master  Foam   Al 

Mega  Clean  Al 

Mild  Suds    Al 

Miton  Al 

Multi  Purpose    Al 

Multi  Purpose  .6   Al 

Multi-Strip  Al 

No.  10  Specialty  Safety  Solvent K2 

P.S.C A8 

Paramount   Dl 

Perf  Multi-Cleaner Al 


Pro  San  III  D2.Q3 

Pro  Strip    A2 

Pro  Strip  II  A2 

Pro-Chlor  D2 

Pro-Chlor  10.5  D2,G4,Q4 

Pro-Chlor  15   Al 

Pro-Chlor  8.5  Al 

Pro-San  II    D2 

PDG  Al 

Reprofoam  Al 

S.S.  Bleach    Bl 

S.S.  Oil  85  HI 

S.S.  Oxy  Bleach    Bl 

S.S.  Protoclean    Bl 

S.S.  10  Handsoap    E4 

S.S.  1028  Al 

S.S.  289  A8.C1 

S.S.  50  A2 

S.S.-T.O HI 

S.S.90 Al 

S-7  Bowl  Cleaner   C2 

San-O-Dine  LF   D2 

Sanitizing  Hand  Soap  E2 

Saratoga  Egg  Wash  Ql 

Saratoga  Foamer  Al 

Saratoga  L.S.  Alkali    Bl 

Saratoga  L.S.  Bleach  Bl 

Saratoga  L.S.  Detergent    Bl 

Saratoga  L.S.  Sour    B2 

Saratoga  Tender  Touch  B2 

Sewer  Cleaner  LI 

Slide  HI 

Smoke  House  Cleaner A2 

Soft  Soak  Al 

Special  Sour Bl 

Supreme  Detergent   Bl 

SCFD    Al 

SS  Alkali  Bl 

SS-lOOODefoamer    A1.Q5 

SS109  P  Bleach  Bl 

Tripe  Machine  Cleaner  A3 

Trolley  Oil  H3 

Trolley  Wash  &  Rust  Remover   A2 

Ultimate  Al 

Ultimate  U  Al 

Water  Deposit  Remover  A3 

Saskatoon  Chemicals  Ltd. 

Calcium  Hypochlorite 
65%  B1.D2.G4,G5.Q4 

Chloryte  Calcium  Hypo- 
chlorite     B1,D1,G4,G5,Q4 

Satellite  Chemical  Corp. 

Glass  Cleaner CI 

Savin  Chemical  &  Industrial  Supply 
Corp. 

Ammoniated  Oven  Cleaner A8 

Cold  Grille  &  Oven  Cleaner A8 

Industrial  Cleaner  Degreaser A4.A8 

Insect  Spray  Fl 

Institutional  Coconut  Oil  Hand  Soap  ....  El 

Kleen-Glo  Concentrate  Al 

Metal  Polish  &  Stainless  Steel  Cleaner    CI 

Stainless  Steel  and  Metal  Polish    A7 

Steam-All  Al 

Super  Wax  Strip  Concentrate  A4 

Surgi-Cream  Antiseptic  Lotion  Hand 

Clnr El 

White  Ease  Lithium  Grease   H2 

Savin  Products  Co.,  Inc. 

KleerBrite  CI 

Oven-Aid  A8 

Savin  Sanitizer-Cleaner  45-7    D2 
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Savogran  Company 

Dirtex  Al 

Dirtex  Cleaner  Spray CI 

TSP  Cleaner A4 

Savoie  Supply  Company 

FS4225  Al 

FS  4500  CI 

FS  4525  CI 

FS4550  Al 

GP  1050  Al 

GP1125  Al 

GP  1150  Al 

GP  1200  Al 

GP  1225  Al 

GP  1250  Al 

GP  1300 Al 

GP  1450 Al 

GP  1550 A4 

GP  1600 Al 

GP  1625  Al 

GP  1700  Al 

GP  1750  Al 

GP  1800  A4 

GP  1875  Al 

HD5015    Al 

HD  5025    Al 

HD5055    Al 

HD5065    Al 

HD  5075    Al 

HD  5090   Al 

HD  5100   Al 

HD5105    Al 

HD  5125    Al 

HD5150   Al 

HD5160    Al 

HD5170    Al 

HD  5175    Al 

HD5190    Al 

HD5200   Al 

HD5205    Al 

HD5225    Al 

HD5260   Al 

HD5300   Al 

HD5305    Al 

HD5325    Al 

HD  5375    Al 

HD5395    Al 

HD  5400   CI 

HD5425    Al 

HD  5450   Al 

HD5475    Al 

HD5505    Al 

HD5550   Al 

HD5575    Al 

HD  5625    A4 

HD5675    Al 

HD5700   Al 

HD5725    Al 

HD5775    Al 

HD5800   Al 

HD  5860   Al 

HD5870    Al 

HD  5875    Al 

HD  5880    Al 

HD  5925    CI 

HD  5965    Al 

HD  5975    Al 

KP  3000  Al 

KP  3150  Al 

KP  3175  Al 

KP3200  Al 

KP3225  Al 

KP  3250  Al 

KP  3300  Al 

KP  3325  Al 

KP3350  Al 

KP  3450  Al 

KP  3550  Al 


KP  3575  Al 

KP  3625  Al 

KP  3675  Al 

KP3725  Al 

KP3750  Al 

KP  3775  Al 

KP  3825  Al 

KP  3925  Al 

KP  3950  Al 

Smokehouse  Cleaner  Al 

VC  2105    Al 

Savolite,  Inc. 

Acid  200    A3 

Acid  400    A3 

Acid  600    A3 

Acid  970    A3 

All-Foam  Al 

Aluminum  Cleaner  105  Al 

Aywon  El 

Bactisol    D1.Q3 

BCA  7   A8 

Car  and  Truck  Wash  Al 

Carwash  10   Al 

Chain  Lube  Concentrate  H2 

Chain  Lube  Jelly  Soap   H2 

Chelator  A2 

Chinook  Ice  Melter  A5 

Gassic   Al 

Cleaner  88  A2 

Clenespray  Al 

Coco  Borax   C2 

Command    A2 

CC  55    A2 

CTS  #1    G7 

CTS  #10    G6 

CTS  #2    G6 

CTS  #3    G7 

CTS  #4    G6 

CTS  #6    G6 

CTS  #9    G6 

D  G  Steam  Cleaner  Al 

Dairi-San   D2 

Defoamer04   A1.G5.Q5 

DefoamerS    A1.Q5 

Double  Duty    CI 

Evergreen  Cleaning  Concentrate    ....  A1J31 

Foam  Add  10 A3 

Foam  Add  10-A    Al 

Foam  Cleaner  22  A2 

Formula  AG-3  Ql 

Formula  DW-4    Ql 

Formula  DW-6    Ql 

Fostreat    G2 

Gel-Klean Al 

Glucator  Ten   CI 

Green  Stripe  Waterless  Hand  Cleaner  ..  E4 

GMC2000  Al 

GMC-220 Al 

Hydro-Sol  30  G7 

Hydrochloric  (Muriatic)  Acid  A3 

HDC  Powder  PI 

Iosol  Sanitizer  D2.E3 

Isopropyl  Alcohol   CI 

IOFEC  175    D2.G5 

Klearsol  60    Dl 

Klearsol  64    Dl 

Klearsol  66    D2.Q4 

Kloriclean    Al 

Liquid  Caustic  25%  W/BCA    A8 

Liquid  Caustic  47%  W/BCA    A8 

Megasol  128    D2 

Megasol  256    D2 

Megasol  64   D2 

N-66  Al 

New  Home  Service  DeLuxe  Laundry 

Compound Bl 

Nitri-Brite  Acid  A3 

Nor-Cide  3  Fl 

Northco  9  A4 


Northwind   Al 

NC-D3    A1.Q1 

NC-66    A1.Q1 

Orbit  Al 

Pak-Brite   CI 

Placidine  350  D2 

Plus  Detergent  A1.G5 

Powder  Foam Al 

Pressure  Wash  Cleaner  Al 

Progress  Al 

Rainier  A2 

Rinsol  D2.Q3 

Rustphoil   A3 

Scale-Off  A3 

Sewer-Solv  LI 

Skookum   Kl 

Smokleen  A2 

Steamsol    A4 

Strix-RS  A2 

Sun-Wite  Bleach  A1.B1 

Super  Blitz A2 

Super-Chlor  D2 

SM  Cleaner  Al 

Tillicum  Blue    Bl 

Top-San  A3 

Trolley  Cleaner  DR  A2 

Trolley  Cleaner  IL A2 

Trox  Bl 

Tuff  Stuff Al 

Tuff  Stuff  XF    Al 

WBD  Water  Based  Degreaser   A4 

WT-PSC    G7 

WT-SrL  G3 

WT-101    G6 

WT-102   G2.G5.G6 

WT-103   G6 

WT-104  G7 

WT-106   G6 

WT-107   G6 

WT-108   G6 

WT-109   G6 

WT-110   G6 

WT-202  G6 

WT-401    G7 

WT-402  G7 

WT-403  G6 

WT-404  G7 

WT-450  G7 

WT-904   G7 

55  Chlor  Floor  Cleaner  A4 

Savor  Chemical  Laboratories 

All-Surface  Cleaner Al 

Bowl  Cleaner C2 

Concentrated  Floor  Conditioner  CI 

Drain  Opener  And  Maintainer   LI 

Hand  Soap  Liquid  El 

Hand  Soap  Lotion  El 

Heavy  Duty  Steam  Cleaner  Liquid    ....  A2 

Oven  And  Grill  Cleaner  Kl 

Pink  Lotion   Al 

Power  Cleaner  A4 

Stainless  Steel  Cleaner  &  Polish    A7 

Surface  Scum  Remover A4 

Wind-O-Shine  CI 

Scales  Air  Compressor  Corp. 

Hl-68-Re  HI 

Scales  Rotary  Air  Compressor  Oil 

Hl-32    HI 

Scales  Rotary  Air  Compressor  Oil 

Hl-46    HI 

Scane  MB/A  Div.of 
Mitchell-  BradfordCoInc 
See  Scane,  Inc. 

ZZ 
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Sea iu\  Inc. 

APC-25    A4 

Black  Jack  A4 

Han-San  E2 

HD  Butyl  A4.A8 

HD  Butyl  Lo  Foam  A4.A8 

Limecide    A3 

Liqui-Steam  HD    Al 

Liqui-Steam  LD Al 

Nitro  Al 

Scane  AP  A4.C1 

ScaneNC  A4.C1 

Ultra  Lube  H2 

Ultra  Lube  Plus  H2 

Ultra-Sol    Al 

Scarry,  E.  J.  &  Company 

C-13  Concentrtd  Clnr  &  Disinfect Dl 

Modern  Disinfectant  Dl 

Schaefer  Technologies,  Inc. 

Boiler  Aid  MP-510  (Liquid)  G7 

Boiler-Aid  MP-210  G7 

Boiler-Aid  MP-250  G6 

Boiler-Aid  MP-300  Crystals  G6 

Boiler-Aid  MP-320  Crystals  G6 

Boiler-Aid  MP- 340  Crystals  G6 

Boiler-Aid  MP-400  G6 

Boiler-Aid  MP-500  G6 

Boiler-Aid  MP-520  Liquid  G6 

Boiler-Aid  MP-521    G7 

Boiler-Aid  560 G6 

Boiler-Aid  580  G5.G7 

Boiler-Aid  581  G7 

C  W  Crystals  G2 

Condens-Aid   G6 

Condens-Aid  "A"    G6 

Condens-Aid  "C"  G6 

Condens-Aid  D   G6 

Cool-Treat  B-275    G7 

Cool-Treet  A-150 G7 

CWC  Liquid    G2 

Dry  Acid  Descaler  #3600  PI 

Duo-Clean   CI 

Oxygen  Remover  -  L    G6 

Oxygen  Remover  -  P    G6 

Oxygen  Remover-Liquid G6 

Power-Sol    CI 

Tower  Treat  B  G7 

Tower  Treat  M   G7 

Schaeffer  Manufacturing  Co. 

#158  Moly  Pure  Syn.  Comprs  Oil  SAE 

10    H2 

#158  Moly  Pure  Syn.  Comprs  Oil  SAE 

20    H2 

#158  Moly  Pure  Syn.  Comprs  Oil  SAE 

30    H2 

#190  Penetro  90    H2 

#195  Hi  Temp  Food  Machine  Grease  HI 
#209  Moly  Universal  Gear  Lube  SAE 

140    H2 

#209  Moly  Universal  Gear  Lube  SAE 

90    H2 

#221  Moly  Ultra  800  E.P.  #1  H2 

#221  Moly  Ultra  800  E.P.  #2  H2 

#271  Synthetic  Food  Grade  Grease  H-l  HI 

#274  Moly  E.P.  Semi  Synthetic  H2 

Food  Grade  Gear  Oil  H-l  SAE  140  ....  HI 

Food  Grade  Gear  Oil  H-l  SAE  90 HI 

Food  Grade  Hydraulic  Oil  SAE  10   ....  HI 

Food  Grade  Hydraulic  Oil  SAE  20   ....  HI 

Food  Grade  Hydraulic  Oil  SAE  30  ....  HI 
Moly  Roller  Chain  &  Wire  Rope 

Lub.No.110  H2 

Moly  Ultra  800  Grease  H2 

No.  227  Moly  Roller  Chain  Lube    H2 


R-100  Universal  Gear  Lubricant    H2 

Schaeffer's  Moly  Universal  Gear  Lube  H2 
Synthetic  Food  Grd  Hydrl  Oil  SAE10 

IS032    HI 

White  Food  Mach.  Grease  #530AA  ....  HI 

112  Micron  Moly  H.T.C.  Oil  SAE  10  H2 

1 12  Micron  Moly  H.T.C.  Oil  SAE  20  H2 

1 12  Micron  Moly  H.T.C.  Oil  SAE  30  H2 

1 15  Simplex  Torque  Fluid   H2 

167  Moly  Syn.  Gear  Lube  75W-140  ..  H2 

184  H.T.C.  Oil  5 W-30    H2 

214  One  For  All  Moly  Gear  Lub 

SAE80W-140  H2 

248  Moly  Syngard  2000  E.P.  No.  1  ....  H2 

248  Moly  Syngard  2000  No.  3  H2 

260  Perma  Moly  E.P.  No.  1  H2 

260  Perma  Moly  E.P.  No.  2  H2 

260  Perma  Moly  E.P.  No.  3  H2 

267  Moly  SS  Gear  Lube  90  H2 

268  Moly  SS  GearLube-140  H2 

308  Moly  Dri-Plate  H2 

Schenk  Packing  Co.  Inc. 

BIF96Lube   H2 

Schilling  Systems 

Break-Thru Al 

Foam-It  Grease  Cutter Al 

Schlei  Supply  &  Service  Co. 

SchleiKleen  Para  Clean  Hand  Soap  El 

Schloff  Chemical  And  Supply  Co. 

Ace  Alki-Det  Bl 

Ace  Concentrated  Detal    Bl 

Ace  Industrial  Bleach   Bl 

Ace  Industrial  Laundry  Detergent    Bl 

Ace  Industrial  Petro  Break  Bl 

All  Purpose  Cleaner   A4 

Schnee-Morehead,  Inc. 

Permathane  Urethane  Sealant  S-M  7100  PI 
S-M  5504  (Self  Leveling)  Seam  Sealer    PI 

S-M  5522  Clear  Acrylic  Sealant    PI 

S-M  5555  Acrylic  Sealant    PI 

S-M  5584  Smokehouse  Sealant   PI 

S-M  5731  PI 

S-M  5733  PI 

S-M  7100  Bronze  Polyurethane  Sealant  PI 
S-M  8200  Acrylic  Latex  Sealant  White    PI 

S-M  8500  Elastomeric  Sealant  PI 

S-M  8500  White  Elastomeric  Sealant  ..  PI 
S-M5734  Silicone  Sealant/Adhesive    ....  PI 

Schneid,  I.,  Incorporated 

pH  Adjuster  Up  G6 

A.I.O.  1500  Concentrate  G6 

Alltreat  -  300  G7 

Aquacide    Fl 

B.A.C.  Bio  Active  Cultures  In  Liquid  ..  L2 

B.B.C CI 

Big"G"   Al 

Big  Blast   Al 

Big  Red   H2 

Boiler  Descalant    G6 

Boilerite  100   G6 

Bole  Aire  C2 

Bowl  Klean   C2 

Brandex    A4 

Butyl-fill    CI 

BR-62B   CI 

Cascade   A4 

Chemtronic    Al 

Citrosene  Emulsion  CI 

Citrosene  10 CI 


Coconut  Oil  Hand  Soap   El 

Coconut  Oil  Hand  Soap(Concentrtd)  ....  El 

Coil-Ite  P1A4 

Combine    A4 

Concrete  Cleaner  CI 

Double-O.S CI 

Drislide    H2 

Dual-27    D2 

DL-2001  H2 

Fast  Klean   A3 

Fogging  Spray  Concentrate Fl 

FZ-3  Al 

G  B  Breakdown CI 

Gent  Concentrate  A4 

Grill-O  A8 

GPC-24    A4 

H.T.L.  500  H2 

Hangs  In  There  Bowl  &  Porcelain 

Cleaner   C2 

Heavy  Duty  Cleaner-U   Al 

Hi-Al    G6 

Hi-Count  Bacteria  Enzyme  Complex  ....  L2 

Hold-Tite  Al 

Hydrolytic  Enzyme  Bacteria  Complex  ..  L2 

HG-BT  G6 

ITM600 G6 

Kleer-Vue  Window  Cleaner  CI 

L-Tox  Spray    Fl 

Lectra  Solv    K2 

Lemon  Fresh  20    A4 

Lemon  Tree  Deodorant  &  Cleaner  CI 

Lemonene    CI 

Li'l  Bit  CI 

Liquid  Conveyor  Lube   H2 

Lo-Sudz  A4 

Lon  Gon  CI 

Low  Foaming  Big  G  A4 

LBX-1200    Al 

LBX-1500   Al 

LF-MM1    CI 

LF-20  CI 

LXND    CI 

LXWC  Window  and  Wall  Cleaner    ....    Al 

LXWW    Al 

Machine  Dishwashing  Compound 

Chlomtd    Al 

Magic  M*ke  Al 

Mean  Gene    Al 

Mighty  Mike  Concentrate  Al 

Mint  Disinfectant CI 

Miracle  Cleaner  A4 

Mr.  Brite  Porcelain  Cleaner  C2 

MM  n    CI 

Neutral  Cleaner  (Sass  Odor)  CI 

Neutrox  400  G7 

New  Dawn  CI 

New  Life  CI 

No.  51    Al 

Odo-Rout  CI 

Orange  Deodorant  CI 

P.E.T.  Track  &  Conveyor  Lubricant   ..    H2 

Perfumed  Deodorant  Blox    C2 

Perfumed  Deodorant  Cakes    C2 

Pine  Oil  Disinfectant,  Phenol  Coef  5  ..    CI 

Power  Concentrate    C2 

Prepare  CI 

Prestige    CI 

Quik  Clenz CI 

R.I.S.  -  15    F2 

Really  Werx CI 

Red  Ram  Drain  Opener    LI 

Red-Hot  LI 

Reel-O-Peel  CI 

Remuv-Ox   A3 

Right  Stuff CI 

Safer  Strip   CI 

Scale  Dispersant    G7 

Scrub  a  Dub A6 

Silicone  Spray  HI 

Space  Spray  2500  Fl 

Stain-Less  Steel  CI 

Steam  Cleaner  Liquid  A2 
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Steamrite  200 G6 

Steri-Phene  II El 

Steriphene    El 

Super  Blue  CI 

Super  Solv  K2 

Super  2000 CI 

SM  Industrial  Deodorant CI 

SS  87  H2 

Tarn- 24 CI 

Tank  Saver G7 

The  Alternative  Kl 

The  Big  1  D2 

Thrift  Detergent  A4 

Tough  Touch  Concentrated  Liquid  Skin 

CI El 

Tower  All  NC  Concentrate  G7 

Towercide  10  G7 

Towercide  5  G7 

Towerplete  BP-A  G7 

Trak-Lube   H2 

TT-333  G7 

Unglued  LI 

Vanilla  Deodorant  CI 

Vegetable  Oil  Base  Soap  40^15%    H2 

Vita-Pine   CI 

W.T.C.  Algaecide  and  Algal  Slimcide  G7 

Whirl  Pool  LI 

Whomp    LI 

Y.B.C CI 

0.25%  W.B.  Space  Spray  F2 

6/49  Concentrate   A4 

6803X2    CI 

7011  Foam  Booster  Al 

Scholler,  Inc. 

TWE-146  G6 

TWE-147  G6 

TWE-149  G6 

TWE-149A    G6 

TWE-149B G6 

TWE-240  G6 

TWE-240A    G6 

TWE-240B G6 

TWE-241   G6 

TWE-241A    G6 

TWE-241B G6 

TWE-242  G6 

TWE-242A    G6 

TWE-242B G6 

TWE-243  G6 

TWE-243A    G6 

TWE-243B G6 

TWE-340  G6 

TWE-340A    G6 

TWE-340B G6 

TWE-341  G6 

TWE-341A    G6 

TWE-341B G6 

TWE-342  G6 

TWE-342A    G6 

TWE-342B G6 

TWE-343  G6 

TWE-343A    G6 

TWE-343B G6 

TWE-344  G6 

TWE-344B  G6 

TWE-344A    G6 

TWE-442  A  G6 

TWE-442  B  G6 

TWE-442  C  G6 

TWE-444  B  G6 

TWE-444A    G6 

TWE-444C G6 

TWE-450  G6 

TWE-450A    G6 

TWE-460  G6 

TWE-460  A  G6 

TWE-460B G6 

TWE-470  G6 

TWE-470  B  G6 

TWE-470A    G6 


TWE-470C G6 

TWE-472A    G6 

TWE-476  G6 

TWE-480  G6 

TWE-480  A  G6 

TWE-485  G6 

TWE-500  G6 

TWE-520  G6 

TWE-521  G6 

TWE-522  G6 

TWE-532  G6 

TWE-533  G6 

TWE-540  G6 

TWE-541  G6 

TWE-541  A  G6 

TWE-541  B  G6 

TWE-542  G6 

TWE-543  G6 

TWE-543  A  G6 

TWE-543  B  G6 

TWE-544  G6 

TWE-544  A  G6 

TWE-544  B  G6 

TWE-545  G6 

TWE-545  A  G6 

TWE-545  B  G6 

TWE-610  G7 

TWE-611   G5P1 

TWE-612  G7 

TWE-832  G7 

TWE-836  G7 

TWE-841  G6 

TWE-861  G7 

Scien-Tech  Company,  The 

2-DO    A4 


Scientific  Boiler  Water  Conditioning 

Co. 

Bo 

ler  Water  Treat,  Form. 

No. 

10  

r,6 

Bo 

ler  Water  Treat.  Form. 

No. 

104   ... 

G6 

Bo 

ler  Water  Treat.  Form. 

No. 

11    

Gfi 

Bo 

ler  Water  Treat.  Form. 

No. 

15   

Gfi 

Bo 

ler  Water  Treat.  Form. 

No. 

203   ... 

G6 

Bo 

ler  Water  Treat.  Form. 

No. 

301    ... 

G6 

Bo 

ler  Water  Treat.  Form. 

No. 

405   ... 

G6 

Boiler  Water  Treat.  Form. 

No. 

405-E 

G6 

IS 

C#l     

Al 

Scientific  International  Research 

Aczyme    L2 

Scientific  International  Research/ 
Bio-Chem  Inc. 

Bio-Brite    Al 

BAM  Insecticide  Fl 

BC-R  Degreaser/Decarbonizer   Al 

BC-20  General  Purpose  Acid  Cleaner      A3 

BC-5    El 

Caress Al 

Causti-Klor    A1.Q1.Q2 

Cut  Degreaser  Cleaner    Al 

Cut  Germicidal    Dl 

Disinall    Dl 

Disinall  Cleaner Dl 

Dri-Out H2 

Foam-Klor  Al 

Freeze  Kleen  A5 

Glass-Glo  (Aerosol)    CI 

Glass-Glo  (Liquid)    CI 

Grease-Off  CI 

GreSolv    Al 

Ice-Off  CI 

In-Cid PI 

Kontac   PI 

Lime  Gone  A3 

Liquamelt  CI 


Neutralize CI 

New  Sir  Safety  Solvent K2 

New  Solidzout  LI 

Ocean  Power  Al 

Probe    LI 

Probex    LI 

Quick  (Aerosol)  CI 

Rids-It   CI 

Rust-Release   H2 

S  O  C  Low  Foam  Al 

S.I.R.  Bake-Off  Al 

S.I.R.  Coil  Cleaner   PI 

S.I.R.  Concentrate  Al 

S.I.R.  De-Limer  A3 

S.I.R.  Deo-Gran CI 

S.I.R.  Glass  Glo    CI 

S.I.R.  Safety  Solvent  (Aerosol)    ....    K1JC2 

San-Tize  D2 

San-Tize  II  D2 

Scent-Away  CI 

Sila-Slide  HI 

Sir  San  B1.C2JJ2,Q4 

Sir  Scan  P.O.S.  Scanner  Cleaner  CI 

Smoke  Off  A8 

Solv-All   A4 

Super  Solv-All  A4 

SHC  03  Smokehouse  Cleaner A2 

SHC-95  Smokehouse  Cleaner A8 

SIR  9002   G7 

SIR  9022  G7 

SOC  Al 

Top  CI 

Velvet  Touch  Bl 

Vroom   C2 

Wiz CI 

Wiz-Kleen   C2 

Wow A7 

Scientific  Water  Treatment 
Company 

Swatco  120   G6 

Swatco  204   G6 

Swatco  205    G6 

Swatco  207    G6 

Swatco  221    G6 

Swatco  267   G6 

Swatco  313    G6 

316  G6 

349  G6 

Scog  Co. 

New  Life  All  Purpose  Cleaner  CI 

Scoles  Systems 

FPD  Food  Processing  Detergent Al 

Lab-5   Dl 

PDQC    Al 

Scot  Laboratories/ 

A  Scott  Fetzer  Company 

All  Purpose  Cleaner    A4 

American  Lincoln  Amerblitz    Al 

American  Lincoln  Amerscrub Al 

American  Lincoln  Dollar  Saver  A4 

American  Lincoln  GD  No.  8    A4 

American  Lincoln  Heavyweight  CI 

American  Lincoln  Low  Temperature 

Cleaner  A5 

American  Lincoln  Speed  Demon  A4 

Citrus  Degreaser   CI 

Cold  Temperature  Cleaner   A5 

Detergent  Disinfectant CI 

Disinfectant  Spray  CI 

Disinfectant  Spray  II  CI 

Foam  Clean  Al 

General  Cleaner  and  Degreaser   A4 

Heavy  Duty  Cleaner  Degreaser   Al 
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Hold  High  Foam  Degreaser  Al 

Hurricane  CI 

Maximum  ConcHvy  Dty  Indstrl. 

Clnr&Dgrsr  Al 

Maximum  Orange  CI 

MPD  Glass  Cleaner CI 

MPD  Waterless  Skin  Cleaner  E4 

Recycle    Al 

Solvent  Cleaner  Kl 

Solvent  Degreaser  Kl 

Spectrum  Heavy  Duty  Cleaner  De- 
greaser    Al 

Stripper  Cone.  Hvy  Dty  Ammoniated 

Strpr    CI 

Tile-N-Grout  Cleaner    CI 

Unique  Al 

Value  Concentrated  Detergent   Al 

Waterless  Hand  Cleaner  E4 

204  Butylated  Alkaline  Industrial  Clnr.  Al 
262  Non-Butylated  Alkaline  Indstrl 

Clnr Al 

Scot  Lad  Foods 

Meat  Room  Cleaner   Al 

Meat  Room  Sanitier   D2 

Scot  Lubricants  of  PA.,  Inc. 

MOCA  FSL  No.  2  Clear    HI 

MOCA  FSL  No.  2  TC   HI 

MOCA  FSL  No.  2  White  HI 

MOCA  FSL100  HI 

MOCA  FSL150  HI 

MOCA  FSL2  HI 

MOCA  FSL32  HI 

MOCA  FSL460  HI 

MOCA  FSL5  HI 

MOCA  FSL6  HI 

MOCA  FSL68  HI 

MOCA  FSL7  HI 

MOCA  FSL8  HI 

Scot  Supply  Company 

Surgiphene  128   A4 

Surgiphene  256   A4 

Scotch  Corporation 

Instant  Plumber  LI 

Scotch  Plaid  Chemical  Co. 

Grease  Gitter  E4 

Scott,  I.  Chemical  Corp. 

Scottchem's  Belt  Dressing    PI 

Scottchem's  Digestant  250    L2 

Scottchem's  Drain-Away LI 

Scottchem's  ESS  Safety  Solvent Kl 

Scottchem's  Freezer-Cleaner  A5 

Scottchem's  Graphite  Fast  Dry  Lube  ..  H2 

Scottchem's  Mint  Deodorant CI 

Scottchem's  Non-Acid  Lime  &  Scale 

Remvr  CI 

Scottchem's  Oven  &  Grill  Cleaner  A8 

Scottchem's  Paint  And  Vamish  Remover  C3 

Scottchem's  Penetrating  Oil    H2 

Scottchem's  Pinky  Lotion  Skin  Cleanser  El 

Scottchem's  Precision  Parts  Cleaner  ....  K2 

Scottchem's  Sewer  Sweetener  CI 

Scottchem's  Sila-Lube  HI 

Scottchem's  Stainless  Steel  Cleaner  ....  A7 

Scottchem's  Super  Power   A4 

Scottchem's  White  Lube  Lithium  Grease  H2 

Scott,  J.  Company 

Scott  Hot  Tank  Cleaner  ( 100)    A2 


Scott  Safety  Degreaser  325 A4 

Scott  111  Wine  Tank  Cleaner    A2 

Scottissue 

Scottie  AF/BC  C2 

Scottie  BP/DD  CI 

Sea  ( 'hem  Co. 

Aluminum  Safe  Steam  Cleaner    A4 

Heavy  Duty  Steam  Cleaner    Al 

Sani  Sea  Dl 

Sea  Brite    Al 

Sea  Co  5400    A4A8 

Special  Cleaner  Degreaser   A4A8 

1st  Mate  Dl 

Sea  Friendly  Products 

Citri-Care  CI 

Citri-Care  50  CI 

Grill  Care  A8 

Mara  Soap  Al 

Rust  Gone   A3 

Rust  Gone  Concentrate  A3 

SFP  Mariner    CI 

Seagate  Chemical  Company,  Inc. 

Sea  Clear  CI 

Seahawk  Research  Group,  Inc. 

First  Defense  Traction  Degreaser  CI 

Seal-Krete,  Inc. 

Graffiti  Barrier CI 

Seamless/ 

Div.  of  Professional  Medical  Prod. 

Inc. 

Spectrum  Antimicrobial  Skin  Cleanser  E2 

Seaport  Chemicals,  Inc. 

Bio  Kleen  100  Al 

Bio  Solv  230  Al 

Power  Plus  Al 

Seatex  Corporation 

Actavor  L-l  CI 

C.T.  Laundry  Bleach Bl 

Commercial  Laundry  Detergent  Bl 

Conqueror  I  A4 

Conqueror  U    Al 

D/D-5000  CI 

Descaler  A3 

Descaler  DS  A3 

DA-5    Al 

DSQ-101    D2 

G.P.C Al 

Hand  Cleaner El 

Hansan  E2 

HD-7    Al 

HDZ  +  20N.O Al 

Iodine/I2LF   D2 

L.B.  Laundry  Detergent    Bl 

Laundry  Prespotter   Bl 

Laundry  Soil  Conditioner  Bl 

Liquid  Injection  Sour    Bl 

Liquid  Laundry  Break  Bl 

Liquid  Laundry  Detergent  Bl 

Liquid  Laundry  Detergent  Blue   Bl 

Liquid  Laundry-A  Bl 

Liquid  Machine  Compound  I   Al 

Liquid  Machine  Compound  II    Al 


LM-10   A2 

LM-90   Al 

MW-5 A2 

MW-7 A2 

Non  Butyl  101  Al 

NB-100    Al 

Optibrite  Bl 

Oven  &  Grill  Cleaner  A8 

Solid  Dishmachine    A2 

Solid  GPC  Al 

Solid  Pot  Rock  NO Al 

Solid  Rock  B  Al 

Steam  Safe  Al 

Sunshine    A7 

Super  X    A4 

Window  Cleaner  RTU    CI 

10%  Liquid  Bleach  Bl 

Seaway  Sponge  &  Chamois 

Disinfectant   CI 

Security  Chemicals 

Anti-Craw!  Fl 

Creature  Killer  F2 

Liftlt-D  Al 

Lift-It  A4 

Security  4  Chemical  Company 

A.P.S.  #LBK  002    Al 

Aire-Care  CI 

All  You  Need    Al 

Anti-Seize    H2 

Aqua  Secure    L2 

Aqua-Zyme   L2 

Artie  Clean    A5 

B  J  Heavy  Duty  Cleaner A4 

Biglim    Al 

Big  Shot  CI 

Cav  Auto  Scrubber  Concentrate  A4 

Check  It  Al 

Clean  Cream   El 

Contac  Prilled  Drain  Opener    LI 

Conveyor  Lub   H2 

Cool  It   H2 

Critter  Gitter   F2 

Dis  TV  Dat  Germicidal  Cleaner  &  Deod  CI 

Do-It-All    C2 

Double  Action  F2 

Dual  S.C.  Concentrate Al 

EEC   K2 

EEC  Contact  Cleaner  Part  No.  3848   ..    K2 
Far  Out  Wasp  Hornet  &  Yellow  Jacket 

Kill    F2 

Formula  #900  Heavy  Duty  Cleaner  ....    A4 
Formula  Creme  Lotionized  Liquid  Soap  El 

Formula  59    HI 

Formula  59    HI 

G.P.N.  #LBK  001   Al 

Glass  &  Hard  Surface  Cleaner  CI 

Glycolene  MS C2 

Gotcha  Plus  Fl 

Gotcha  60  Insect  Killer Fl 

Grease  Gun   H2 

Grease  Gun  In  a  Can    H2 

Great  Stuff E4 

Grip   PI 

GG  H2 

Heavy  Duty  Cleaner  Al 

Heavy-Duty  Floor  Cleaner  CI 

Higher  Up    Al 

Hospital  Disinfectant  Deodorant C2 

Industrial  Heavy  Duty  Foaming  Cleaner  A8 

Jell  Degreaser   Kl 

Jell  Degreaser  &  Tar  Remover Kl 

Kilz  Em  F2 

Little  John   C2 

Look  Glass  And  Utility  Cleaner CI 

M  II  Concentrate 
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Mncpl-Ind-Lnst.Det.Conc  Al 

M.P.  Concentrate  Al 

Marvo  111   CI 

Mechanic's  Friend  H2 

Medi-San  El 

Moisture  &  Corrosion  Preventer    H2 

My  Favorite  All  Surface  Cleaner  CI 

MP  72  More  Power D2 

No  Sweat  PI 

Nok'R  Loose  H2 

On  &  Gone  All  Purpose  Liquid  Deodo- 
rant       CI 

On-N-Gone  The  Gly  Air  Frshnr  &  Surf 

Deod   CI 

Oven  Cleaner A8 

Penetrating  Oil  And  Moisture  Remover  H2 

Problem  Solver   CI 

R.M.  40  P A3 

R4CT  K2 

S.C.  Concentrate   Al 

S-4  Teffy  Dry  Spray  Lubricant    H2 

Safety  Solvent  K2 

Sani-Lube HI 

Sanitary  Lube    HI 

Scale  Clean  Inhib  Chem  Clnr  &  Deoxi- 

dizer    A3 

Sewer  Solvent  LI 

Silicone  Spray  HI 

Sno  Ice  CI 

So  Mild-150    El 

So  Mild-400    El 

Soft  Touch  E4 

Spray  Silicone  Release   HI 

Sprite  Multi-Use  Cleaner  Degreaser  ....    CI 

Stainless  Steel  Cleaner   A7 

SC7  Hot  Soak   A2 

S4  Foam  Buster A4.A8 

Tef-Tape  Teffy    H2 

Tough  Stuff  E4 

Tough  Tony  E4 

Tru-Grit  Antiseptic  Waterless  Hand 

Cream   E4 

Twin  Power  A3 

Vandal  Mark  CI 

Wow  +  2  Deo-Drain  Sulfuric  Acid  Type  LI 

Wow  Deo  Drain  Opener  LI 

Wyte-Shadow  Lithium  Grease   H2 

007  Concentrate Al 

4  Sure  Concentrate   Al 

See  &  Save  Inc. 

Carb-Off A8 

Sefco  Chemical  Company 

Batt    Fl 

Select  Specialty  Products 

"Drop  Dead"  Insect  Spray    F2 

Anti-Seize  Compound  H2 

Antifoam  SW-1   Al 

Bac-Stop  Bowl  &  Porcelain  Cleaner   ..  C2 
Be  Done  Residual  Spray  Contains  Bay- 

gon    F2 

Big  Orange    CI 

Blisterize   C3 

Bol  Bath    C2 

Bol-Buddy  C2 

Bol-Buddy  D  C2 

Bowl  Boss  C2 

Bright  Side    CI 

Brilliance  CI 

Circuit  Care  K2 

Dri-Mol    H2 

DB-No  Stik  HI 

DB-123    H2 

DB-99    K2 

Food  Lube  HI 

Formula  A-14  Algaecide G7 

Formula  1500-A  Boiler  Treatment  G6 


Formula  440  Liquid  Steam  Pressure 

Clnr  Al 

Formula  900A   G6 

Fresh  &  Kleen  Disinfectant  Clnr- 

Deodrzr  A4 

Good  Scents CI 

Good  Scents  II  CI 

Grease  Master  CI 

Grease-Buster    CI 

Ice  Master  Formula  100   CI 

Impact  II    H2 

Insul-Kote    PI 

Klog-Buster  Drain  Pipe  Opener  LI 

Kool  Treat  Formula  A- 10  Concentrate     G7 
Kwik-Kleen  Mildew  Stain  Remover    ..    C2 

Lectro-Kleen  Formula  99   K2 

Liqua  Zyme  Quick  Action  Control    ....    CI 

Magic  Kleen  D    E4 

Magic  Kleen  ID  Lotion  Hand  Cleaner  ..  E4 

Mean  Green  Al 

Moisture  Dispellant  H2 

Mr.  Moly  H2 

Mr.  Whitey  Tile  &  Grout  Cleaner  C2 

Ms.  Kayo  C2 

Ms.  Kayo  U  C2 

New  Power   PI 

Old  Blue  Sewer  Solvent-Drain  Opener     LI 

OGL  Gear  &  Chain  Lubricant   H2 

Pay-Ban   A4.A8 

Pine-O-Dis  Formula  190  CI 

Pink  Power    Al 

Power  Plus  CI 

Red  Devil  Drain  Opener  LI 

Red  Grease    H2 

Red  Hot  H2 

Santi-Wash  Hand  Soap  E2 

Screen  Shield  CI 

Sea  &  Sky  CI 

Select  Formula  2001   Al 

Selective K2 

Selects  Formula  1000   A8 

Selects  Formula  1001    A4 

Sewer  Solvent  #1    LI 

Skat  Oven  Cleaner    A8 

Slix  HI 

Sno-Flo  Laundry  Detergent    Bl 

Snow  Plow  42  H2 

Sof-Hands    El 

Steam-Kleen  Formula  222  "Heavy 

Duty"  Al 

Super  Glass   CI 

SSC/123  CI 

SSD-101    K2 

Tef-Lube  Dry  Lubricant   H2 

Tik-Tok  Bouquet  CI 

Tik-Tok  Lime    CI 

Tile-Plus  (An  Industrial  Detergent)    ....    Al 

Triple  X  CI 

Tuff  Kleen  D  E4 

Tuff  Stuff A6 

Unique  I  (Aerosol)    CI 

Unique  II  CI 

Vanish  Lime  Scale  &  Film  Dissolver      A3 

Well  "Done  Oven  &  Grill  Cleaner    A8 

White  Knight  Food  Grade  White  Grease  HI 

X-Tra  E4 

Zippy-Klean  (Butyl  Base)  A4 

Selective  Products,  Inc. 

Atomic  Action  A4 

Blue  Flame  Sewer  Solvent  Drain  Opener  LI 

Coconut  Oil  Liquid  Hand  Soap    El 

Extra  Heavy  Duty  "Green  Elf  CI 

Foam-Up   A4 

Formula  314  Egg  Wash  Powder Ql 

Germ-I-San    Dl 

Heavy  Duty  Detergent  Degreaser A4 

Liquid  Pot  &  Pan  Cleaner    Al 

Magic  Germicide  D2 

Sel  Pro  167   Q5 

Sel-Pro  Laundry  Bleach   Bl 


Sel-Pro  Laundry  Detergent  Bl 

Vanish    A3 

Selig  Chemical  Industries 

"Clean  Up"    CI 

A-MPlus  CI 

Al's  Grit  E4 

Ambush   F2 

Antiseptic  Velvo  Liquid  Hand  Soap    ....  El 

Aseptene  II    Dl 

AFP   Al 

B.M.O.C.  Bacteria  Mai-Odor  Control    ..  L2 

B.M.O.C.  Plusl    CI 

B-G-T PI 

Bano  LI 

Bano  6AW  CI 

Bano  6AW  SC80  Chemical  Deodorant    CI 

Barrier  Cream    E4 

Big"S" Al 

Big  Easy    C2 

Big  Jimmy  CI 

Big  Joe  Al 

Big  R  C131 

Bloch  Buster   A4 

Brute  Force   H2 

Bully  Red    Al 

Chain  &  Cable  Lubricant   H2 

Clean  Sheen  CI 

Compound  100  (Clear)  PI 

Con-Etch   PI 

Coral    Al 

Coralan El 

CP-13  A4 

CP^3  SC80 A8 

CS  All  Purpose  Cleaner   CI 

CS  Detergent  A4 

D.I.G.  Deodorant  Insectex  Granules    ....  F2 

D-Foam  ST   A1.Q5 

D-Lime A3 

DOdor  CI 

Derm-Aseptic  E-l  Hand  Soap    El 

Destainer#100  Q2 

Di-Bug  F2 

Don  Jon  Toilet  Bowl  Cleaner C2 

Don't  Bug  Me   F2 

Double  Trouble  F2 

Dox-33  A3 

Drain  Jane  CI 

Dri-Mol  Lubricant  H2 

Du-Kil   Fl 

Du-Kil  X-T   Fl 

Dukil  SP    Fl 

DFC-I  A2 

DRB-SP  Fl 

DRB-74  Fl 

E.M.C.13  K2 

E-2  Handsoap    E2 

Emerald  Glo    A4 

Environmental  Silicone  Spray  Release     H2 

Ex-Foam  322  Q5 

Excello  A2 

Exit    LI 

EMC-13  Special   Kl 

Flo  Vapor-ets  C2 

Flo-Free  LI 

Fly  Bait  Sugar  Base  with  DDVP  F2 

Foam  Plus   Al 

Foaming  Tile  Cleaner  CI 

Formula  V-SP  Fl 

Formula  0-88  CI 

Formula  0-98  CI 

Formula  229    Kl 

Free-All   LI 

Free-Lon    H2 

Fresh  Air  CI 

Gabe's  Grit E4 

Germaway   CI 

Germicidal  Foam  Away   CI 

Glycolin  Air  Spray   CI 

Golden  Action  B4 

Gosh  CI 


11-388 


Gosh  Industrial  Strength  CI 

Great  Magic El 

Green  Demon    LI 

Green  Kleen Al 

Gresolv  No.  6    CI 

Grout  And  Tile  Cleaner   A4 

GP-50 Al 

Han  San  E2 

Hanc  CIP  A2 

Hanc  CIP/SC-80   Al 

Hands  Upl   E4 

Helo  Spray  CI 

Herbal  Spring  Air  Freshener CI 

Hi-Five  E4 

Hi-Kleen  No.  1001    A3 

Hurricane  F2 

HDP  Gear  Lube H2 

HFD-26   CI 

Jel  Plus    Al 

Kare  Concentrate  Al 

Kare  Steam  Cleaner  Concentrate   A4 

Kare  SC80  Concentrate A4 

Kare  24    Al 

Kitchen  Master   A4.A8 

Kleenall   C2 

Kleenapart  PI 

Kleenasolv  Kl 

Kleenaspeed Kl 

Klenexo   Al 

Klenite  Al 

Kloro  San D2 

Kutzit  Geaner  CI 

L-91   C2 

Laundry  Sour B2 

Lectron-1 3  Contact  Cleaner   K2 

Lem-O-Dis  Disinfectant-Deodorant     A4.C2 

Liquid  Dynamite  A4 

Liquid  Ice  Go    CI 

Liquid  Laundry  Bleach  Bl 

Liquid  Neutro  Jel    A4.C1 

Lumabrite A3 

Lumabrite  NP    A3 

LCL  CIP   A1.Q1 

LD-86 Al 

Magic  Mist  Apple  CI 

Magic  Mist  Peach  CI 

Magic  Mist  V.O.  One  Shot CI 

Mechanic's  Choice    E4 

Mel-0 E4 

Miracle  Car  Wash  Concentrate Al 

Miracle  Steam  Cleaner  Concentrate  ....    Al 

Mold  And  Mildew  Stain  Remover  PI 

Moly  Brite  H2 

Mr.  Pest  Control   Fl 

Mr.  Pest  Control  SP   Fl 

Muscle  CI 

Neutro-Jel  A&I   CI 

New  and  Improved  Hi-Five   E4 

No.  HOLD  Neutro-Jel  CI 

No.  HOC  Neutro-Jel  A4 

No.  20KXG  Troy    A4 

Nothingl  CI 

O.V.Cleaner A8 

On  and  Off   A8 

One  Shot   CI 

Orange  Float   CI 

Orange  Ruffy  E4 

Oven  Cleaner A8 

Pas-D  Scale  A3 

Pearl  Drops   El 

Petrosorb   Jl 

Pin-A-Quat CI 

Pinetax  CI 

Pink  Magic  Lotion  Hand  &  Body  Soap    E4 

Pipe  Patrol  L2 

Poliwash    Al 

Port  Steam  Cleaner  Al 

Port  SC80  Low  Foam  Detergent    Al 

Port  SC80  Steam  Cleaner  Al 

Punch  A2 

PB-100  SP  Fl 

PLB-20    F3 


Quat  Block CI 

Quick-N-Easy    LI 

Rack'em  Up  Al 

Ramrod    CI 

Re-Mov   A4 

Red  Detergent   A4 

Rip-Off A8 

Roach  And  Ant  Surface  Spray  F2 

Rust  Rip  A2 

Rust-Off  W   A3 

S.A.N.-Clean  D2 

Saf-D-Rust  A3 

Safe-T-Lube  HI 

Safe-White  Lube  HI 

Scrubzol  A4 

Se-Fly-Go  Dry  ULV  Dry  Mist  Insect 

Killer  Fl 

Se-Fly-Go  Insect  Killer Fl 

Se-Fly-Go  Insect  Killer  CA    Fl 

Se-Fly-Go  SP    F2 

Se-Fly-Go-33  Fl 

Se-Stain-Go  CI 

Seez-Eze    H2 

Selco  Concentrate   Al 

Selco  Shine   A7 

Selco  Suds  Al 

Selco-Kleen  CI 

Selco-Zyme  L2 

Selcokleen  NF  A4 

Selcol  Disinfectant-Sanitizer  Fngcd- 

Deo D2 

Selcol  HI   D2 

Selcol  IV  D2 

Selig's  Bode  Cote    CI 

Selig's  Concentrated  Liquid  Soap  El 

Selig's  CT-Algicide  G7 

Selig's  D.O.A Dl 

Selig's  E.M.C.  13  Solvent  Degreaser  ..    Kl 

Selig's  Foam  50  Al 

Selig's  Freezer  Cleaner  A5 

Selig's  Kling    C2 

Selig's  No.  1 10  C  Neutro-Jel    A4 

Selig's  No.  HOR  Neutro-Jel  CI 

Selig's  Rust-Off  A3 

Selig's  V.O.  One  Shot  CI 

Selig's  White  Grease  H2 

Selig's  101  Multi-Purpose  Cleaner-Dgrsr  A4 

Selig's  121 -Boiler  Treatment    G6 

Selig's  17-SX-79-NP  (96-SX-89)  Al 

Selig's  47-SX-80   Fl 

Selig's  95-SX-89  Punch-NP  A2 

Selig's  97-SX-80  F2 

Seligsupreme  All  Purpose  Clnr Al 

Seligsupreme  Electric  Motor  CI  &  Saf 

Sol  Kl 

Seligsupreme  HD  Clnr.  &  Stnpper    ....    A4 

Seligsupreme  Insecticide  Spray    Fl 

Seligsupreme  Steam  Cleaning  Comp.       Al 

Silicone  Spray  HI 

Sio-Dex   D2 

Slick  A6 

Sniper F2 

Sno-White   Bl 

Snow    Al 

Sootho  Antimicrobial  Soap  with  PCMX  E4 
Sootho  Bath  &  Spa  Body  &  Hair 

Shampoo  E4 

Sootho  Food  Process  Sntzng  Ltn  Soap 

E-2 E2 

Sootho  Lotionized  Hand  Cleanser   E4 

Sootho  Moisturizing  Hand  Cream   E4 

Stainless  Steel  Cleaner  &  Polish    A7 

Sun  Drops    CI 

Super  Free  All  LI 

Super  Ice-Go  CI 

Super  Liquid  Dynamite  A4.A8 

Super  Speed  HS    Al 

Super  Speed  LS  Al 

Super  SE-Fly-Go  Fl 

Super  Washkleen  XXXX    CI 

Super  800 Al 

Super  800/SC-80  CI 


Swite    Bl 

Syn-Lec  I  (Bulk)  H2 

SC-90  CI 

STX-100    Dl 

Terminator  U  Fl 

Tornado  Plus  F2 

Troy  Brite  #66  CI 

True  Grit   E4 

Tuff- Stuff A4.A8.C1 

TX-99 Al 

Up  Tight  Tef-Tape   H2 

V.O.  One  Shot  CI 

Vaporizer  Fl 

Vaporizer  Spray  X-T Fl 

Vaporizer  SP  Fl 

Velvo  El 

Ven-Kleen  Al 

Vixol    C2 

Vorex  CI 

VPA  Emulsible  Concentrate  F2 

Waffle  Iron  and  Grill  Cleaner    A8 

Washkleen  XXXX  CI 

Weevi-Kil    Fl 

White  Grease  F.G HI 

Whiz  Wash-All  Purpose  Cleaner  Al 

Whiz  Wash-Degreaser A4 

W103  Coolant  Concentrate H2 

Zone  Defense CI 

102-SX-80  CI 

102-SX-88  Al 

102-SX-89  A2 

103-SX-86  Cleaning  Solvent    CI 

106-SX-91   Al 

lll-SX-88  CI 

115-SX-87  Al 

123-SX-89  H2 

126-SX-89  A3 

128-SX-91   Al 

129-SX-86  Sodium  Hydroxide  Solution  A2 

13-SX-91   D2 

133-SX-88  CI 

139-SX-88  CI 

14-SX-90  Al 

141-SX-89  Fruit  Potpourri   CI 

145-SX-89  A4 

148-SX-89/Smokehouse  Cleaner   A2 

15-SX-85  Ink  &  Graffiti  Remover  CI 

16-SX-92  Self-Foaming  Acid  Cleaner      A3 

17-SX-79  A1.Q1 

17-SX-91  Punch  Dlux  A2 

20-SX  77  CI 

20-SX-80  G7 

20-SX-92  Al 

21-SX-76  Al 

222-SX-88  Cleaner/Degreaser    ..  A4.A8.C1 

24-SX-89  CI 

25-SX-78  Boiler  Treatment    G6 

25-SX-87  Al 

25-SX-89  CI 

256-SX-91   A4 

26-SX-90  Freezer  Cleaner    A5 

27-SX-80  E2 

27-SX-81   D2 

31-SX-84  Oven  &  Grill  Cleaner    A8 

36-SX-90  Milkstone  Remover   A3 

37-SX-87  Lumabrite  JJ  A3 

39-sx-91  Automatic  Dishwashing 

Liq.-NP  Al 

40-SX-83  A4 

43-SX-88  Bottling  &  Canning  Sanitizer  D2 

43-SX-90  Al 

44-SX-69  A4 

44-SX-88  Germicide/Sanitizer   D2.G5 

45-SX-88  Processing  Equip.  &  Wtr 

Sntzr   D2 

46-SX-83  Dl 

46-SX-88  Institutional  Disinfectant     D2.E3 

46-SX-89  Al 

47-SX-88  One  Step  Hand  Cleaner  & 

Sntzr   E2 

48-SX-80  Fl 

5-SX-68  Al 


11-389 


5-SX-80  Dl 

5-SX-81   H2 

50-SX-83  D2 

52-SX-80  F2 

52-SX-83  Dl 

52-SX-84  Tile  &  Grout  Cleaner CI 

53-SX-88  Hand  Dip    E3 

54-SX-91  Green  Kleen  Al 

55-SX-82  H2 

56-SX-87  H2 

57-SX-81   E4 

57-SX-87  H2 

57-SX-89  H2 

58-SX-81   E4 

59-SX-81  Cinnamon  Air  Freshener  ....  CI 

6-SX-80  CI 

6-SX-89  Extra  Strength  Hanc-CIP  A2 

60-SX-91  Acid  Cleaner A3 

61-SX-81   C2 

64-SX-80  C2 

64-SX-90  D2 

64-SX-91   Al 

66-SX-81   PI 

7-SX-80  D2 

7-SX-89  Stainless  Steel  Rack  Cleaner  A8 

7X  Glashine  Concentrate    CI 

70-SX82  C2 

71-SX-80  A5 

72-SX-86  CI 

74-SX-83  A2 

75-SX-81  Domestic  Water  Treatment  Gl 

76-SX-83  A2 

8-SX-80  D2 

8-SX-89  Baking  Pan  Soak  Cleaner   ....  A8 

82-SX-91  Heavy  Duty  Cleaner Al 

84-SX-80  G6 

84-SX-85  Ink  Remover CI 

85-SX-80  G6 

85-SX-87  CI 

85-SX-91   Al 

86-SX-92  Emulsified  Silicone  In  Water  H2 

87-SX-90  Hand  Sanitizer   E3 

88-SX-88  Liquid  Laundry  Dtrgnt 

w/Enzymes  Bl 

9-SX-87  A4 

90-SX-89  Al 

90-SX-90  Plastic  Bottle  Wash    Al 

91-SX-87  A8 

91-SX-89  Al 

93-SX-89-HA    Al 

93-SX-90  Sanitizer  Hand  Soap E2 

99-SX-89  Smokehouse  Cleaner   A8 

Semco  Laboratories,  Inc. 

Semcozyme  400    L2 

Sporzyme  EB L2 

Seneca  Chemical  &  Supply 

Clean  Up  Al 

Clear  View CI 

Easy  Clean  A6.C2 

Lotionized  Dishwash  Al 

Pro-Bole  Bowl  Cleaner  C2 

Protect  Disinfectant  Deodorant  CI 

Seneca  Blue  All  Purpose  Cleaner A4 

Sun  Shine  Floor  Cleaner A4 

Sun  Shine  Neutral  Floor  Cleaner  CI 

Triple  Action  CI 

Triple  Action  Germicidal  Foaming 

Cleaner  CI 

Senoret  Chemical  Co. 

Chap  No  More  Creme  &  Cocoa  Butter 

Lotion  E4 

Chap  No  More  Extra  Care  Lotion   E4 


Sentinel  Chemical 

L-544  G7 

L-701  Al 

L-705  Concentrate Al 

L-710  Al 

L-7 12  Concentrated  Cleaner  A4 

L-716  Super  Concentrated  Cleaner    ....    A4 

L-717  Dl 

L-718  Porcelain  Cleaner  C2 

L-7 19  C2 

L-745  CI 

L-746  CI 

L-747  CI 

LC-125  Cooler  Coil  Cleaner A4.P1 

LH-740  Concentrate   El 

LH-741  Concentrated  Liquid  Skin 

Cleaner   El 

LL-755  H2 

LP-748  Fl 

LP-749  Fl 

LP-750  Fl 

LP-751  F2 

Sentinel  Lubricants  Corp. 

Aco-lOS  H2 

Aco-30S  H2 

Aco-40S  H2 

Food  Grade  Silicone  Spray  Release 

Agent HI 

Moly  Dry-Film  Lubricant  H2 

Non-Tox  Grease  AA1  HI 

Non-Toxic  Oil  HI 

Primo  Al 

S-90/140    HI 

Sen-No-Freeze  USP    HI 

Sentinel  2812  H2 

Sentinel  2850  H2 

Sentinel  2862  H2 

SCO  10/40  H2 

SH  10/20  H2 

SL  M-2    H2 

SL  NT  HT  No.  2 HI 

SL  123A    H2 

SL-OG  H2 

SL-WR  White  Grease  HI 

SL-123R    H2 

SLC  16    A4.A8.C1 

SRC-1    H2 

Sentinel  Soap  &  Chemical  Co.,  Inc. 

Sentinel  All  Purpose  Cleaner  Al 

Sentry  Chemical  Company 

Ambush   F2 

Begone  F2 

BigO  CI 

Big  O  (Aerosol) CI 

Big  Time   Al 

Boiler  Feed  Water  Treatment  G6 

Brite  C2 

Cannibal  L2 

Chain  Sentry   H2 

Chief  of  Staff CI 

Coil  Conditioner   PI 

Coil  Life    PI 

Contact Kl 

Control  CI 

Deep  Six    Fl 

Derma  Guard  Chemical  Glove  E4 

Devastate  F2 

Digest  L2 

Disolv    LI 

Drop  Out  L2 

Dustat PI 

Electric  Sentry  K2 

Electromagnetic  Kl 


Exscale A3 

Extra Al 

Gator  Grease  HI 

George  Bernard  Thaw  CI 

Germ  Sentry    C2 

Gypsy  Rose  A4 

Gypsy  Rose  NH    Al 

GK  #1    A2 

Halt  Detergent/Disinfectant C2 

Handy E4 

Handy  Sr.  E4 

Heavyweight    Al 

Infiltrate  Fl 

Jove  A8 

Lemon  Guard CI 

Limey C2 

Liquid  Red  Vat  Stripper  A2 

Liquigest-M  L2 

Liquigest-1  L2 

Mark  Off  Kl 

Moly  Brown  High  Temperature  Anti- 

Seize  H2 

New  Lotionized  Odorless  Ultra  Bright     A3 

No.  34    Al 

Odor  Rout   CI 

Odorless  Grease  Gun    Al 

One  Shot  One-Shot  Drain  Open.  w/Odr 

Blnk LI 

Orange  Aid    L2 

Orange  Flush  CI 

Orange  Power   CI 

Ovation    Al 

Parvo-Kill    A4 

Pink  Chlor  No.  4  Dl 

Polar  Bear   A5 

Power  Crew  Al 

Power  Dis    D2 

Quatguard    D2 

Quick  Silver PI 

Red  Hot  CI 

Reem-It    LI 

Rust  Rip  A3 

REB  1  Concrete  Cleaner  and  Degreaser  A4 

RL-71  Al 

Salvo    F2 

Salvo  Room  Fogger    F2 

Sentry  No.  3    Kl 

Shield  A7 

Shield  Stainless  Steel  Cleaner  &  Polish   A7 

Skin  Flic    El 

Slick  H2 

Smart  Bomb    F2 

Spring    CI 

Statutory  Grape  CI 

Super  Chief  A4 

Super  Clean  Sentry  Germcdl.  Clnr  & 

Deod CI 

Super  Sil    HI 

SKR#1    CI 

SKRNo.  1NH  Al 

SKR  No.  3  A8 

Task  Force  Al 

Task  Force  NH   Al 

TheWiz  Al 

Thermal  Firing  Squad  Fl 

Tingle  E4 

Tone  E4 

True  Grit  Heavy  Duty  Hand  Cleaner  ....  E4 

True  Grit  Sr E4 

Twist  Anti-Seize   H2 

Universal   Al 

Vat  Type  Stripper  A2 

Zap  Fl 

Zap  (Aerosol)    Fl 

Sentry  Chemical  Company 

See  Unisel  Manufacturing  Company 

zz 
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Sentry  Oil  and  Grease,  Inc. 

Calcium  Food  Machinery  Grease  HI 

Hi-Temp  Aluminum  Complex  Food 
Mach  Grs    HI 

Septic  Care  Maintenance  Co. 

Grease  Trap  Care    L2 

Liquid  Septic  Care    L2 

Septic  Care    L2 

Septic  Safety,  Inc. 

Septic  Safety  L2 

Septic  Tank  Products  Corp. 

Digestant  2500 L2 

Septicare  Incorporated 

Septicare    L2 

Serf co  Janitorial  Supplies 

Foaming  Glass  &  Utility  Cleaner CI 

Serv-AII  Company 

Kleen  Green CI 

Servco 

Acid-550   A3 

Formula  1116    A2 

Servamine    D2 

Servco  Acid  300   A3 

Servco  Formula  1085    A3 

Servco  Glass  Cleaner    CI 

Servco  Laundry  Bleach  Bl 

Servco  Laundry  Detergent    A1.B1 

Servco  114 Al 

Servco  1252  C2 

Servco  127  Al 

Servco  200  Powdered  Cleaner  A2 

Servco  402  Sewer  and  Drain  Cleaner    ..  LI 

Servco  57 Al 

Servco  570  A4 

Servco  58  Al 

Servco  700  White  Oil  HI 

Servco  702  Chlor  Clean   Al 

Servco  704  Al 

Servco  705  Al 

Servco  706  A3 

Servco  707  A3 

Servco  709  A2 

Servco  712  HI 

Servco  713  Liquid  Laundry  Detergent     Bl 
Servco  713-B  Laundry  Detergent 

Builder    Bl 

Servco  714  Bl 

Servco  715  A3 

Servco  716  Al 

Servco  718  Bl 

Servco  721  A2 

Servco  729  Al 

Servco  730  Al 

Servco  743  Bl 

Servco  746  A2 

Servco  747  Caustic  Cleaner  A2 

Servco  753  A2 

Servco  754  A4 

Servco  783  Antimicrobial  Hand  Cleaner  El 

Servco  784  Hand  Soap  El 

Servco  785  Hand  Soap  El 

Servco  787  El 

Servco  788  Hand  Soap  El 

Servco  789  El 

Servco  790  Insecticide    Fl 

Servco  791  Thermo  Fog  Spray Fl 


Servco  792  Contact  &  Residual  Cone.      F2 

Servco  793  Roach  &  Ant  Spray  F2 

Servco  794  Insecticide    Fl 

Servco  795  Insecticide    Fl 

Servco-59  Al 

Service  Chemical  &  Supply,  Inc. 

Clean  View   CI 

Clean-Dis  D2 

Coil-Flush  Air  Conditioning  Coil 

Cleaner   A4 

Cougar  H.D.  Industrial  Degreaser    A4 

Digest CI 

Foam-Dis  Germicidal  Foaming  Cleaner   CI 

Glassbrite  CI 

Hawk  H.D.-Phos.  Free  Oil  &  Grease 

Emuls    A4 

Job  CI 

Lemon  Dis  A4,C1 

MintDis    CI 

Nu  Oven    A8 

Pine  Dis  CI 

Sta-Kill  Residual  Insecticide F2 

Super  Eagle  A4 

Sure  Hand   El 

Therm-Fog  Fogging  Insecticide  Fl 

Service  Chemical  Company 

All-Purpose  Non  Flammable  Safety 

Solvent   Kl 

Belt  Dressing  PI 

Bio-Kleen Al 

Concentrated  Inhibited  Muriatic  Acid 

Q A3 

De-Grease  Degreaser  &  Motor  Cleaner 

Cone   Kl 

Drain-Away  L2 

Graphite  Fast  Dry  Lube    H2 

Lemon  Sewer  Sweetener CI 

Non-Acid  Lime  and  Scale  Remover    ..  CI 

Paint  And  Varnish  Remover C3 

Ready-To-Use  Non-Flammable  Solvent 

Dgrsr  Kl 

Silicone  Lube HI 

Stainless  Steel  Cleaner   A7 

Stericide  Dl 

Super  Foam  Al 

Super  Power  II    A4 

STD  2500    L2 

Service  Paper  Company 

Formula  U   Al 

Lift  A4 

Service  Products  Company 

Mr.  Pro  Coil-Kleen  PI 

Mr.  Pro  Electra-1000    Kl 

Mr.  Pro  Electra-480    K2 

Mr.  Pro  G.P.C-007  A4 

Mr.  Pro  Lo-Suds   A4 

Mr.  Pro  Odo-Hold  CI 

Mr.  Pro  Renovator    Al 

Mr.  Pro  Steam  Cleaner  A2 

Renovator Al 

Service  Professionals  Supply  Co. 

Mr.  Blue  Extra  Heavy  Duty  Clnr- 
Degrsr  A4A8 

ServiceMaster  Company,  The 

BowlClene  Pro  Toilet  Bowl  Cleaner  ..    C2 

DeepClean  PI 

FloorStar  Degreaser  II Al 

FloorStar  DuoClene A4 

FloorStar  Light  Duty  Cleaner  U  CI 


GhdeRinse  D2 

GlideRinse  III    D2 

HandClene  E2  Germicidal    E2 

Kitchenbrite  Detergent  Sanitizer D2 

KitchenBrite  GPC  CI 

Odor  Neutralizer  CI 

OdorGo    PI 

SaniMaster  HI   A4.C1 

Scrub  TM  Shine    C2 

Sermac  G.P.D Al 

Soft  and  Clean  El 

Stainless  Steel  Cleaner-Polish  CI 

WallGhdePlus    CI 

Servisco,  Inc. 

Servisco  Antiseptic  Hand  Soap    E2 

Servpro  Industries,  Inc. 

Sanipro  U  Al 

Setter  Chemical 

De-O-Sept   D2 

Sewell  Products,  Inc. 

Bleach    A1.B1 

Sexauer,  J.  A.,  Inc. 

Mule-Kick  Enzyme  L2 

Seymour  of  Sycamore,  Inc. 

Heavy  Duty  Silicone  Lubricant    HI 

Safe  Bio-Degradable  Degreaser  CI 

Tool  Crib  Electric  Motor  Cleaner    K2 

Tool  Crib  Non-Flammable  Degreaser  K2 

Tool  Crib  Silicone  Mold  Release  H2 

Tool  Crib  White  Lithium  Grease  H2 

Shack  Sanitary  Supplies 

Ter-if-ic  Golden  Grime  Buster  A2 

Shaklee  U.S.  Inc. 

At-Ease    A6 

Basic  H   A1.E1 

Basic  I   Al 

Basic-D    Al 

Basic-L Bl 

Liquid-L  Bl 

Nature-Bright B2 

Shaklee  Highly  Cone.  Germicide  Basic 

G  A4 

Shamrock  Chemicals  (Canada) 
Limited 

Epolon  N-100  Gel  CI 

Shamrock  Sanitation  Supply  Co. 

#818  Cleaner,  DegTeaser.  Deodorant   ..    Al 
#850  Shamrock  Meatroom  Degreaser      A 1 

Shannon  Chemical  Corporation 

Shan-No-Corr    G5 

Share  Corporation 

All  Purpose  Spray  Cleaner  &  Spot  Re- 
mover       CI 

AAA  Insecticide   Fl 

Bacteria  Cultures  L2 

Belt  Dressing  PI 
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Bowl  and  Porcelain  Cleaner  C2 

Citra  Klear  CI 

Citra-Kreme  E4 

Citra-Scrub E4 

Citra-Sol    CI 

Citralene  NS    CI 

Clean  And  Thaw  A5 

Coco  Soap  El 

Commander  Al 

Commodore  CI 

Concentrated  Odor  Control  CI 

Contact  Cleaner  K2 

CL-400  G7 

CL-405  G7 

CL-410  G7 

CL-415  G7 

CT-200  G7 

CT-205  G7 

CT-210  G7 

CT-220  G7 

CT-225  G7 

CT-230 G7 

D-S-D  Disinfectant  D2 

Degreaser  Kl 

Degreaser  And  Engine  Cleaner    Kl 

Demoisturizer    H2 

Deodorant  Blocks   CI 

Dual  Action  Odor  Control    CI 

Enzymes  200  L2 

Enzymes  300  L2 

Foaming  Cleaner  CI 

Foamy  Lube HI 

Formula  10  Degreaser  Al 

Four  Way  Disinfectant    D2 

Gasket  Cement    PI 

General  Purpose  Liquid  Cleaner A4 

Germ-I-Dine  Disinfectant   D2 

Germicidal  Cleaner  Dl 

Granular  Deodorant  CI 

Graphite  Lubricant  Dri-Film  H2 

Grease  Breaker    Al 

Grease  Eliminator  L2 

Heavy  Duty  Industrial  Cleaner  A4 

Heavy  Duty  Liquid  Drain  Opener   LI 

High  Pressure  Washer  Concentrate    ....    A4 

High-Glo    Al 

I-S-C  Disinfectant  D2 

Inhibited  Chemical  Water  Meter 

Cleaner   A3 

Insecticide  R-3  F2 

King  Size  Deodorant  Blocks    CI 

Knock  Out  Insect  Spray   Fl 

Liquid  Dishwashing  Concentrate  Al 

Liquid  Drain  Opener  LI 

Liquid  Enzymes L2 

Liquid  Ice  Melt  A5 

Liquid  Steam  Cleaning  Concentrate  ....    A4 

Lotionized  Hand  Soap E4 

Machine  Dishwashing  Compound   Al 

Machine  Dishwashing  Concentrate    ....    Al 

Medicated  Liquid  Hand  Soap  El 

Mint  Deodorant  CI 

MB-300   G7 

MB-305   G7 

MB-320   G7 

MB-325   G7 

Non  Acid  Lime  &  Scale  Remover  Al 

Non-Flammable  Safety  Solvent   K2 

Odor  Control  and  Degreaser CI 

Oil  and  Grease  Eliminator   LI 

Open  Gear  Lube   H2 

Organic  Acid  Detergent    A3 

Organic  Water  Systems  Cleaner G7 

OR-605    G6 

Paint  Stripper C3 

Penetrating  Oil  (Aerosol)   H2 

Plastic,  Tile,  &  Shower  Cleaner  CI 

Powdered  Concrete  Cleaner  A4 

Powdered  Hand  Soap   C2 

Powdered  Steam  Cleaning  Compound      Al 

Primer    PI 

Room  Deodorant  Blocks CI 


Safety  Solvent   Kl 

Sewer  Sweetener  Spray LI 

Silicone  Lubricant  HI 

Silt  &  Sand  Remover   LI 

Smokehouse  Cleaner  A8 

Snow  and  Ice  Inhibitor  CI 

Soap  and  Scum  Remover  A4 

Spray  Cleaner  Concentrate  CI 

Spray  Disinfectant  And  Deodorizer  ....  CI 

Stainless  Steel  Cleaner   A7 

Super  Clean  CI 

SB-500  G7 

SB-510  G6 

SB-520  G7 

SB-525  G6 

SB-535  G6 

SB-555  G6 

SR-700  G6 

SR-705  G6 

SR-710  G6 

SR-715  G6 

Tower  10  Algaecide   G7 

Tri  Power  Deodorant  Spray   CI 

Triple  Duty  Boiler  Treatment  G6 

Triple  X  Sewer  Compound  LI 

Water  Soluble  Non-Flammable  Cleaner  Al 

Waterless  Hand  Cleaner  E4 

Window  Glass  Cleaner  CI 

Sharp  Chemical  Company 

CGCNo.  9    Al 

Industrial  Cleaner  Concentrate  CI 

Sewer  Cleaner  #12    LI 

Sharvania  Chemical,  Inc. 

Shar-Chem  5000   G6 

Shar-Chem  5001    G6 

Shawnmark  Industries,  Inc. 

M-100    Al 

M-104    Al 

M- 107  Heavy  Duty  Cleaner  Al 

Shay,  I.  Chemical 

Lustr-All    CI 

Sheila  Shine,  Inc. 

Sheila  Shine  A7 

Sheldon  Supply  Co. 

Shelco#171  Hand  Soap   El 

Shell  Oil  Company 

Aeroshel!  Aviation  80  SAE  40  Oil    ....  H2 

Aeroshell  Oil  W  Multigrade  15W-50  ..  H2 

Aeroshell  Oil  W  100  H2 

Aeroshell  14    H2 

Alvania  EP  LF  Grease  1  H2 

Alvania  EP  LF  Grease  2  H2 

Alvania  Grease  1  H2 

Alvania  Grease  2  H2 

Clavus  Oil  100    H2 

Clavus  Oil  68    H2 

Darina  Grease  No.  1   H2 

Darina  Grease  No.  2  H2 

Diala  Oil  AX  H2 

OmalaOil  100  H2 

OmalaOil  150  H2 

Omala  Oil  220  H2 

Omala  Oil  220  H2 

Omala  Oil  320  H2 

Omala  Oil  460  H2 

Omala  Oil  68  H2 

Omala  Oil  680  H2 


Shell  Alvania  EP  LF  Grease  ROO  H2 

Shell  Camea  E  Oil  10  H2 

Shell  Camea  E  Oil  100  H2 

Shell  Camea  E  Oil  15  H2 

Shell  Camea  E  Oil  150  H2 

Shell  Camea  E  Oil  22  H2 

Shell  Camea  E  Oil  220  H2 

Shell  Camea  Oil  E32    H2 

Shell  Camea  Oil  E46    H2 

Shell  Camea  Oil  E68    H2 

Shell  Camea  W  Oil  10  H2 

Shell  Camea  W  Oil  100  H2 

Shell  Camea  W  Oil  15  H2 

Shell  Camea  W  Oil  150  H2 

Shell  Camea  W  Oil  22  H2 

Shell  Camea  W  Oil  220  H2 

Shell  Camea  W  Oil  32  H2 

Shell  Camea  W  Oil  46  H2 

Shell  Camea  W  Oil  68  H2 

Shell  Corena  S  Oil  32 H2 

Shell  Corena  S  Oil  68  H2 

Shell  Danna  Grease  00  H2 

Shell  Morlina  Oil  100  H2 

Shell  Morlina  Oil  150  H2 

Shell  Morlina  Oil  220  H2 

Shell  Morlina  Oil  320  H2 

Shell  Morlina  Oil  460  H2 

Shell  Omala  Oil  800  H2 

Shell  Spindle  Oil  10   H2 

Shell  Spindle  Oil  22  H2 

Shell  Turbo  T  Oil  150    H2 

Shell  Turbo  T  Oil  220    H2 

Shell  Turbo  T  Oil  32    H2 

Shell  Turbo  T  Oil  320    H2 

Shell  Turbo  T  Oil  46    H2 

Shell  Turbo  T  Oil  460    H2 

Shell  Turbo  T  Oil  68    H2 

Shell  Turbo-T  Oil  32    H2 

Shell  Turbo-T  Oil  320    H2 

Shell  Valvata  Oil  J680   H2 

Tellus  Oil  10  H2 

Tellus  Oil  100  H2 

Tellus  Oil  22  H2 

Tellus  Oil  23  H2 

Tellus  Oil  32  H2 

Tellus  Oil  37  H2 

Tellus  Oil  46  H2 

Tellus  Oil  68  H2 

Thermia  Oil  C  H2 

Turbo  Oil  100   H2 

Turbo  Oil  150   H2 

Turbo  Oil  220   H2 

Turbo  Oil  32   H2 

Turbo  Oil  46   H2 

Turbo  Oil  460   H2 

Turbo  Oil  68   H2 

Turbo  T  Oil  100   H2 

Valvata  Oil  J460  H2 

Vitrea  Oil  220  H2 

Shelley  Manufacturing  Company 

Shelleymatic  Stainless  Shine    A7 

Shelly-Andrews  Company,  The 

Aloha  CI 

Atlas  CI 

Blue  Magic    A4 

C.W.C Al 

Challenge  A8 

Do  It  All   L2 

E&R  Cleaner  &  Stripper A4 

Express H2 

Foamy    CI 

Germ  Kleen  Germicidal  Spray  N'  Wipe 

Clnr  CI 

Germicide    A4 

Graffitti    CI 

Hot  Line  One-Shot  Dm  Opnr  w/Odr 

Blanket   LI 

Lathrex  El 
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Mursan  Heavy  Duty  Toilet  Bowl 

Cleaner  C2 

Odorless  Low  Foam   A4 

Pink  Panther    El 

Pleasant  II  Lemon  Scntd  Hosp  Disnf 

Deod C2 

Radiant  Glass  Cleaner CI 

Residual  Roach  Liquid   F2 

Residual  Roach  N  Ant  Killer F2 

Ruff-Tuff  E4 

Shafe  Porcelain  Cleaner   C2 

Shell-An  Stainless  Steel  Clnr.  &  Polish  A7 

Shellan  Alkali    A2 

Shellan  Bowl-Kleen  Toilet  Bowl 

Cleaner   C2 

Softy  Non-Acid  Creme  Cleanser  Cone.  C2 

Synthetic  Concentrate  Al 

SA  Cling   Kl 

SA  Green  A4A8.C1 

SA-100  CI 

SA-70 Al 

White  Beauty  Al 

Shepard  Bros. 

A.B.  1550    Al 

A.P.C.  500  Al 

Acid  10    A3 

Acid  12    A3 

Acid  14    A3 

Acid  16    A3 

Acidize  DS  #10  D2 

Acidize  LF  #3  D2 

Acodet  1    A3 

Activate  G6 

Adjust    Al 

ABHS    E2 

APC  A2 

Bottle  Wash  101    A2 

Break-Up  A4 

Case  Wash  Plus  Al 

Complete   A2 

Complete  200    A2 

Complete  300 A2 

Control  Al 

Control  500   Al 

Cycle  Alkbu- 110  G6 

Cycle  B-100S    G6 

Cycle  B-35  G6 

Cycle  B-40CD  G6 

Cycle  B-40CM    G6 

Cycle  B-95PD    G6 

Cycle  B-95S    G6 

Cycle  B-95SD  G6 

Cycle  Bio-Solv  5  G7 

Cycle  Bio-Sperse  G7 

Cycle  BSU-10  G5.G7 

Cycle  BW-150  G5.G7 

Cycle  B20   G6 

Cycle  B20-E   G6 

Cycle  B20-ES   G6 

Cycle  B25-CS   G6 

Cycle  B25-H  G6 

Cycle  B25-HP  G6 

Cycle  B25-HPD G6 

Cycle  B30-AA  G6 

Cycle  B35-UA  G6 

Cycle  B45-S    G6 

Cycle  B80-A   G6 

Cycle  CL-40    G7 

Cycle  CL-55    G7 

Cycle  CT-C  150    G5 

Cycle  CT-C50  G5 

Cycle  CT-LE  150   G5 

Cycle  CT-N  150   G5 

Cycle  CT-100A  G7 

Cycle  CT-150    G5 

CycleCT-150A    G7 

Cycle  CT-50    G7 

Cycle  CTMC-150   G5 

Cycle  Dy-Gest  FD L2 

Cycle  Dy-Gest  KFP    L2 


Cycle  DIB-20    G6 

Cycle  Evap-150  G2.G5 

Cycle  KEL-150  G5.G6 

Cycle  LS-25 G6 

Cycle  Polykel  B-35  G6 

Defoam  Acid  #21    A3 

Dissolve  A4 

Dissolve  101    Al 

Do-Molish   Al 

DS-250  Al 

DS-350  Al 

DS-88 Al 

Enzyme  NC-200   Al 

Gluconated  Caustic  A2 

GHS  E2 

Heavy  Duty  Scrubber  1    A2 

Hi-Temp  A3 

High  Temp  Low  Foam  A3 

Hydro  Clean  "500"   Al 

Hydro  Clean  100  Al 

Hydro  Clean  300  Al 

Hydro  Clean  400  Al 

Hydro  Clean  600  Al 

Hydro  Clean  700  Al 

Hydro  1000  A2 

Iodafect    D2 

Iodaflush    D2.G5 

LFI  D2 

LS-240  Chlorinated  Foam  Cleaner Al 

LS-282  Al 

LS-305  Foaming  Acid  Cleaner A3 

LS-305  XS  A3 

LS-33  A3 

LS-440  Al 

LS-88  Al 

Oven  Cleaner A8 

Pipeline  Acid  A3 

Pipeline  Acid  #4   A3 

PowerlubeFG-100    H2 

S.R.F Al 

Scrub   Bl 

Shear  Additive  +  Al 

Shear  Liquid  CLP A2 

Shear  230  A2 

Shear  340  A2 

Shear460    A2 

Sheen  A3 

Sheen  200    A3 

Shepard  Bros.  GHS  E2 

Shepard  Bros.  Sano  Rinse    D2 

Shepard  Brothers  SkJoron  500  D2 

Shine    A3 

Shine  HF  A3 

Shine  500  A3 

Shotgun    Al 

Shur  (DS-22)  Al 

Slip  H2 

Slip  DB    H2 

Spout  350    Al 

Spout  450    Al 

Suds  Al 

Sulfamic  Acid  Descaler    A3 

Super  Slip  A100   H2 

Super  Slip  T500    H2 

Supergell   A2 

Suppress  Al 

Suppress  II  Al 

Suppress  21   Al 

Surface  Al 

Swing  Al 

Syn-Lube  H2 

SB.UF  700  A2 

SB-Alkali-90   A2 

SB-Antifoam  1510    Al 

SB-Bioguard  Plus   H2 

SB-Chlorinate    D2 

SB-Direct  Foam A4A8 

SB-Egg  Wash  150 Ql 

SB-Egg  Wash  200  Ql 

SB-Microlox-300  PI 

SB-Pressure  Wash  Al 

SB-Ultra-Foam    A3 


SHO  A4 

Wall  &  Floor  Degreaser  A4 

Water  Scale  Remover  &  Delimer A3 

Sheps  Cleaning  &  Supply  Ltd. 

Film-X  Al 

Sher-Gran  Industries,  Ltd. 

Wizzard    Al 

Sherry  Enterprises,  Inc. 

Oven  &  Grill  Cleaner  A8 

Sherry  Kleen   A4 

Sherwin-Williams  Company,  The 

Acrylic  Enamel  Standard  Reducer  R4  K 

35    PI 

Acrylic  Enamel  Standard  Reducer  R4  K 

36    PI 

Exempt  X  Reducer  R4  K  11    PI 

Kern  Paint  Reducer  R2  K  5   PI 

Kern  Paint  Reducer  R2K5    PI 

Methanol  R6K1  PI 

Methyl  Amyl  Ketone  R6K30  PI 

Methyl  Ethyl  Ketone  R6  K  10  PI 

Opex  Lacquer  Etching  Thinner  R7  K  53  PI 
Opex  Lacquer  Retarder  Thinner  R7  K 

27    PI 

Opex  Lacquer  Thinner  R7  K  120 PI 

Opex  Lacquer  Thinner  R7  K  22  PI 

Paint  Reducer  (Mineral  Spirits)  Rl  K  4   PI 

Paint  Reducer  (Toluol)  R2  K  1    PI 

Paint  Reducer  (VM  &  P  Naphtha)  Rl  K 

3    PI 

Paint  Reducer  (Xylol)  R2  K  4  PI 

Polane  HS  Reducer  R7  K  94   PI 

Polane  Reducer  R7  K  69    PI 

Polane  Reducer  R7  K  69    PI 

Polane  Reducer  R7  K  84    PI 

Polane  Retarder  Thinner  R7K2 16    PI 

QUICK  DRY  WATR  RED  ENL 

MACH  RED  F77R507  C1.21 

Reducer  No.  54  R7  K  54   PI 

Reducer  No.  58  R7K58    PI 

Strip.  Coat  Lacqr  Redcr  (Acetone)  R6 

K  9    PI 

Shield  Chemicals 

Kleen  Green  No.  606    Al 

Sani  Klean  No.  715  A4 

Shield-Brite 

Duo-Quat  N.R D2 

Foam-Cide  Al 

Packlor  Al 

Quatcide  D2 

Wax  Strip PI 

Shield,  Incorporated 

#40  General  Purpose  Cleaner  Al 

Mark  D Al 

RS-70  A2 

Shield  88   Al 

Shield-88  Liquid   Al 

Shields  Co.,  Inc. 

Aqua  Power  A4 

Demon  Lemon  Disinfectant  Deodorizer  CI 

Foaming  Disinfectant  Cleaner    CI 

Hospital  Disinfectant  Deodorizer  CI 

Shield-O-Cide  Fogging  Concentrte  101  Fl 
Shieldocide  Point  50  Synrgzd  Pyrthm 
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Spy   Fl 

Sof-Pink  Antiseptic  Hand  &  Body  Soap  El 

Shiloh  Chemical  Company 

Acid  Detergent    A3 

Automatic  Machine  Dishwash  Detergent 

H   Al 

Chlorinated  Machine  Dish  Washing 

Cmpd Al 

Deep  Fat  Fryer  Cleaner A2 

Nutra-Clean  Al 

Purple  Power  A4A8 

Vat  and  Fryer  Cleaner A8 

Shiloh  Laboratories 

Purple  Power  Al 

Shiloh  Products,  Inc. 

SB-2069  Industrial  Strength  Cleaner   ..  Al 

SPC-69  Scour   Al 

201  Cleaner  Al 

401  Multi-use  Cleaner Al 

Shin-Etsu  Chemical  Co.,  Ltd. 

Sealant  KE42B    PI 

Sealant  KE42G   PI 

Sealant  KE42T    PI 

Sealant  KE42W  PI 

Ship  Shape  Chemical  Specialties 

Blast  Out   A4 

Shipp  Chemical  Company,  Inc. 

Crest  Concentrate  All  Purpose  Cleaner  Al 

Eco-Tec  All-Purpose  Cleaner  Al 

LB-60  Hvy  Dty  Pressure  Washer 

Cleaner   Al 

LB-60-SS  Al 

Sparkle  Super  Chlor  Machine 

Dshwshng  Det    Al 

Shoa  Enterprises 

All  Purpose  Cleaner   A4 

Clean  Plus  DegTeaser    A4.C1 

Clean  Plus  Super  All  Purpose  Cleaner     CI 
Clean  Plus  Tile  Cleaner    CI 

Shoney's  Inc. 

Neutra-Kleen  Concentrated  Cleaner  ....    Al 
Sanitizing  Hand  Soap   E2 

Shoo-fly,  Inc. 

Shoo-fly  Concentrate  I    Fl 

Shore  Chemical  Co. 

Blaze  RHV  Cleaner Al 

E-Z  Green   Al 

Shore  Butyl  Cleaner  A4 

Shore  Liquid  Steam  Jenny  Compound  Al 

Shore  Neutral  Cleaner Al 

Shore  Safety  Solvent  DegTeaser  K2 

Shore  Scum  &  Lime  Remover  A3 

Shore  Paper  Company 

Superior  Liquid  Hand  Soap    El 

Shoulders  &  Associates 

Butyful  Blu  Cleaner-Degreaser A4A8 


E-Z  Slide  Conveyor  Lubricant  H2 

Egg  Wash  Compound  Ql 

Shrader  Chemical  Co.,  Inc. 

#1010  Ql 

#1014  Ql 

#1014-1    Ql 

#1014-2   Ql 

#1110  Ql 

#400  A1.Q1 

#400-X  A2.Q1 

#422  Chlorinated  Cleaner  Al 

#450  Chlorinated  Cleaner  A2 

#578  Acid  Cleaner  for  Metal   A3 

#61  Ql 

Big  K  A2 

Bottle  Wash  Caustic  Liquid   A2 

Bottle  Wash  Caustic  Powder    A2 

BW314 G6 

BW321  G6 

BW341  G6 

BW391  G6 

BW392  G6 

BW413  G6 

BW414 G6 

BW441  G6 

BW472 G6 

BW474  G5 

BW490  G6 

BW495  G5 

Car  Shampoo  #1    Al 

Car  Shampoo  #4   Al 

Car  Wash  Al 

Concrete  Cleaner  #10   CI 

Concrete  Cleaner  #15  A4 

Concrete  Cleaner  #15-B   A4 

Concrete  Cleaner  #15-P   CI 

Defoamer  Q5 

Defoamer  B  Q5 

Defoamer  XX    Al 

Descaler  A3 

DC  Special Al 

Foam  Klor  Plus  Al 

FoamKlor/2    Al 

Foam-Klor  Al 

Foamer  Special   Al 

G-124  Al 

HC-102    El 

HC-103  Hand  Lotion    El 

HC-104    El 

HC-105    El 

HC-63  Plus   Al 

HT-2 A2 

HT-4 Al 

HT-5 A2 

HT-5-X    A2 

HT-5-XX  A2 

JG-1 1-5  Solvent  Cleaner Kl 

JG-1 1-77  Stainless  Steel  Clnr  &  Polish  A7 

Kleen-It   A4 

Kleen-It  #202 A4 

Kleen-It-N.S A4 

Kleen-It-Plus   A4 

Laundry  Bleach  Bl 

Lube  Deluxe   HI 

MC-64  Al 

New  Kleen-It  Alkaline  Cleaner    Al 

New  Strat-O-Lube  H2 

New  Tank  Wash   A2 

OV-51  Oven  Cleaner    Al 

Quik-Wet  Al 

Rug  Shampoo    Al 

S-l -Klor  Chlorinated  Cleaner  Al 

S-2Klor  Al 

S-2-Klor-A  Chlorinated  Cleaner Al 

S-3-Klor  Al 

S-3-PKlor  Al 

S-4-Klor  Al 

S-5  Klor  Dl 

S-6  Klor  D2 

S-7-Klor  Chlorinated  Cleaner  Al 


S-8-Klor  Chlorinated  Cleaner  Al 

S-9-Klor  CLP.  Cleaner Al 

Sandidyne  Hand  Sanitizer E3 

Shine-Kleen  Al 

Shur-Dri  Al 

Strat-O-Lube   H2 

Strat-O-Lube  F    H2 

Strat-O-Lube  F/C H2 

Strat-O-Lube  P    H2 

Strat-O-Lube  Special  H2 

Strat-O-Lube  TMV   H2 

Strat-O-Lube  82 H2 

Sump  Cleaner   LI 

Sump  Cleaner  Powdered  LI 

SC-15  A2 

SC-16  Al 

SC-16X  Klor  A2 

SC-180  A2 

SC-200  A4 

SC-201  All  Purpose  Cleaner Al 

SC-203  General  Purpose  Cleaner  Al 

SC-205  Al 

SC-206  General  Purpose  Cleaner  Al 

SC-210  Al 

SC-211  General  Purpose  Cleaner  A4 

SC-212  Al 

SC-215  Al 

SC-240  General  Purpose  Cleaner  Al 

SC-247  Spray  Washer  Detergent   Al 

SC-248-C  A4 

SC-30  Al 

SC-30-C  Chlorinated  Cleaner  Al 

SC-30-D  Chlorinated  Cleaner  Al 

SC-31  A2 

SC-32  A2 

SC-33  Packers  Cleaner  Al 

SC-33-A  Heavy  Duty  Chlorinated 

Cleaner  A2 

SC-33-C  Heavy  Duty  Chlorinated 

Cleaner   A2 

SC-35  A4 

SC-37  General  Purpose  Cleaner  Al 

SC^l  A2 

SC^»2  A2 

SC-42  Special    A2 

SC-42-Plus  A2 

SC^2-X  A2 

SC-43-Special    A2 

SC-43-X  A2 

SC^4  Cleaner  Al 

SC-45  Al 

SC^7  Al 

SC-47-X  Al 

SC-47-XXX  A2 

SC^8  Al 

SC^9  CI 

SC-50  Additive  A4 

SC-500  A3 

SC-500  Special   A3 

SC-500  XX  Acid  Cleaner  A3 

SC-500-F  A3 

SC-500-X  Acid  Cleaner  A3 

SC-502  A3 

SC-503  Descaling  Jelly A3 

SC-504  Acid  Cleaner    A3 

SC-508  Acid  Cleaner   A3 

SC-510  A4 

SC-52  Additive   Al 

SC-520  C1.A3 

SC-55  Bottle  Wash  Additive    Al 

SC-55-Plus Al 

SC-555  A3 

SC-567-A  A3 

SC-575  A3 

SC-575  Special   A3 

SC-590  LI 

SC-60  Al 

SC-611  K2JC3 

SC-6 14  Safety  Solvent   K2JC3 

SC-63  All  Purpose  Cleaner Al 

SC-65  Freezer  Cleaner   A4A5 

SC-7  Al 
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SC-701  Al 

SC-703  A4 

SC-710  G7 

SC-725  CI 

SC-730  Dl 

SC-745  D2 

SC-75  General  Purpose  Cleaner  Al 

SC-750  A3£>1 

SC-76  Al 

SC-76-A  Al 

SC-760  Dl 

SC-762  Disinfectant    D2 

SC-764  Sanitizing  Hand  Cleaner  E3 

SC-780  A4 

SC-780  Special   A4 

SC-780-D  A4 

SC-780-G  A4 

SC-785  A4 

SC-9  Al 

SC-91  Al 

SC-91-A  Al 

SL352    G6 

SL459    G6 

SL554    G6 

SL557    G6 

Tank  Wash  A2 

X-80  Al 

X-85  Al 

5230  Drain  Opener  LI 

5231  Drain  Opener  LI 

5232  Drain  Maintainer   CI 

Shurfine-Central  Corporation 

Shurfine  Bleach  A831 

Sid  Brown  Company 

D.B.C.  Concentrated  Bowl  Cleaner  ....  C2 

Sani-Sheen  C2 

Sidmar  Enterprises,  Inc. 

A  C  Inhibited Al 

BCS-1  A2 

BCS-2  Al 

BCS-2-B  Al 

BCS-3  Al 

Chlorinated  LMD    Al 

Drain  Opener  LI 

Jet  A4 

Lube-Solv    H2 

M.P.C-10    Al 

Niagara  Cleaner A2 

Oven  Kleen   A2 

OH-163    A2 

Safe    A3 

Single  Bl 

Super  Jet    Al 

Super  Wash  Al 

SHD  Al 

V-24  A2 

V-40  Al 

Veri  Foam  B   Al 

Veribnte  Al 

Verifoam  RS   Al 

Venkwik   A6 

Vensmooth  15%  El 

Veritas  Low  Foam Al 

Veritas  P.W Al 

Veritas  4020  Acid  Cleaner  A3 

Veritas  4650    Ql 

Veritas  4660    Ql 

Veritas  6010  Boiler  Treatment  G6 

Veritone  A4 

Veriwhite  Bl 

WT-201    G6 

Siegel  Oil  Company 

Titan  White  Oil  75-T    HI 


Sierra  Chemical 

Chloro-Clean  CI 

Dis-San    D2 

Foam  Away  CI 

Frost  Away    A5 

GFC-658  Germicidal  Foaming  Cleaner    CI 

Lemon  Disinfectant  A4.C1 

Mint  Disinfectant CI 

Neutra  Clean   Al 

Pine  Disinfectant  CI 

Soothe    El 

Super  Clean  A4 

Tigercat    A4 

Sierra  Hills  Laboratories 

Bio-Kleen Al 

Signal  Enterprises,  Inc. 

Anti-Seize  Part  #281-80470   H2 

Citra  Jel  Degreaser  Part  #284-205   CI 

Dry  Moly  Part  #284-387 H2 

Food  Grade  Silicone  Part  #284-517  ....  HI 

Glass  and  Plastic  Cleaner  CI 

Glass  and  Plastic  Cleaner  with  Citrus  CI 
Hi-Purity  Contact  Cleaner  Part 

#284-520  K2 

Quick  Cleaner  with  Citrus  Part 

#284-530  CI 

Rust  and  Moisture  Control  H2 

Rust  and  Moisture  Control  Part 

#284-509  H2 

Slip  Shot  Part  #284-726  H2 

Tool  Coolant  Part  #284-395  K2 

White  Grease  Part  #284531    HI 

Sika  Corporation 

Sikaflex  Aluminum  Gray   PI 

Sikaflex  Black  PI 

Sikaflex  White  PI 

Sikaflex-la  Aluminum  Gray  PI 

Sikaflex-la  Black    PI 

Sikaflex- la  Brown PI 

Sikaflex-la  Medium  Bronze  PI 

Sikaflex-la  White  PI 

Silco  Oil  Co. 

75-T  Technical  White  Mineral  Oil  HI 

Siloo 

Glass  Cleaner  68A    CI 

Siloo  48A  Silicone  Lubricant  H2 

Sy-Clone  Concentrated 

Cleaner/Degreaser A4 

Wasp  and  Hornet  Killer  81 A   Fl 

White  Lube  All  Purpose  White  Lithium 

Grs H2 

Siltech  Inc. 

Siltech  E  2401  Q5 

Siltech  E  2402  Q5 

Siltech  E  2403  Q5 

Siltech  E  2404  Q5 

Siltech  2400  Q5 

Silverjet  Corporation 

Silverjet  Concentrate  FW   Al 

Silverjet  Concentrate  HD    Al 

Silvis,  D.  B.,  Inc. 

Sanitizing  Hand  Soap   E2 


Simmons  Industries/ 

Simmons  Engineering  Company 

Speci-Lube  2  HI 

Simo  Sales  &  Services 

Oven  Clean    A8 

Stainless  Steel  Cleaner   CI 

The  Right  Stuff  CI 

Simon  Brothers,  Incorporated 

Sim-Tex  All  Purp.  Oil&Grease  Absor- 
bent    Jl 

Sim-Tex  Ice  Melting  Pellets  CI 

Sim-Tex  Institutional  Foaming  Clnsr.  A6 

Sim-Tex  No  77  Liquid  Cleaner    A4 

Sim-Tex  Silicone  Spray    HI 

Sim-Tex  Solvent  Cleaner  &  De- 
Greaser   K1JC2 

Simplex  Chemical  Corporation 

Before    Bl 

Digest  CI 

Liquid  Alive    L2 

Odor  Eater  CI 

Rough  Touch  Hand  Cleaner  w/Voicanic 

Pum E4 

Simplex  Products 

Bio-Flow   L2 

Orange  Solv  A8 

Plex-Cide  D2 

Sani-Wipe    A4 

Simplex  200    A4.A8 

Simpson  Janitorial  &  Paper  Supply 
Co. 

All  Purpose  Cleaner    A8 

Chain  &  Cable  Lubricant   H2 

Contact  Cleaner  K2 

Glass  &  Utility  Cleaner    CI 

No  Grab  Anti-Seize  Compound  H2 

Paint  &  Varnish  Stnpper    C3 

Pen  Lube   H2 

Premium  Silicone  Lubricant  H2 

Red  Spray  Grease   H2 

Sani-Lube  Food  Equipment  Lubricant  HI 

Silicone  Spray  HI 

Sparkle  Glass  Cleaner  CI 

Sims  Sanitary  Supply  Co. 

Aero-Det    A4 

Aero-Det  Heavy  Duty  Cleaner  A4 

Ja  Co  Antiseptic  Lotionized  Liquid  Soap  E4 
Ja  Co  Guard  Hospital  Pwrfl  Disinf. 

Deod C2 

Porcelena  C2 

San-I-Can  Liquid  Porcelain  Cleaner  ....  C2 

Steri-Kleen  Disinfectant  Foam  Cleaner  CI 

Super  Clear  Glass  Cleaner   CI 

Surgi/Kleen   El 

Sinclair  Refining  Company 

Cadet  Oil  A  H2 

Cadet  Oil  B  H2 

Cadet  Oil  C  H2 

Cadet  Oil  D  H2 

Cadet  Oil  M H2 

Caldron  Grease  No.  1  EP  H2 

Caldron  Grease  No.  2  EP  H2 

Castor  Machine  Oil  Extra  Heavy  H2 

Castor  Machine  Oil  Heavy  H2 

Castor  Machine  Oil  Light  H2 
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Castor  Machine  Oil  Medium    H2 

Commander  Oil  A  H2 

Commander  Oil  B  H2 

Commander  Oil  C  H2 

Commander  Oil  D H2 

Commander  Oil  E  H2 

Commander  Oil  F  H2 

Commander  Oil  H H2 

Duro  AW  Oil  No.  16    H2 

Duro  AW  Oil  No.  21    H2 

Duro  AW  Oil  No.  31    H2 

Duro  Cylinder  Oil  H2 

Duro  Oil  No.  100    H2 

Duro  Oil  No.  150    H2 

Duro  Oil  No.  160   H2 

Duro  Oil  No.  200    H2 

Duro  Oil  No.  250   H2 

Duro  Oil  No.  295    H2 

Duro  Oil  No.  300   H2 

Duro  Oil  No.  400    H2 

Duro  Oil  No.  55    H2 

Duro  Oil  No.  600   H2 

Duro  Oil  No.  900   H2 

Extra  Duty  Gear  Lubricant  SAE  140  ..  H2 

Extra  Duty  Gear  Lubricant  SAE  80  ....  H2 

Extra  Duty  Gear  Lubricant  SAE  90  ....  H2 

Gascon  Oil  A  H2 

Gascon  Oil  B  H2 

Gascon  Oil  C  H2 

Gascon  Oil  D H2 

Gascon  Oil  F  H2 

Gascon  Oil  H H2 

Ice  Machine  Oil  Heavy  H2 

Ice  Machine  Oil  Medium   H2 

Ice  Machine  Oil  Medium  Heavy   H2 

Light  Mineral  Valve  Oil  H2 

Litholine  Multipurp  Grease  NLGI#2   ..  H2 

Mineral  Gear  Oil  SAE  140  H2 

Mineral  Gear  Oil  SAE  80  H2 

Mineral  Gear  Oil  SAE  90  H2 

Modoc  Cylinder  Light H2 

No.  29  Valve  Oil  H2 

No.  87  Valve  Oil  H2 

Rocket  Oil  B  H2 

Rocket  Oil  C  H2 

Rocket  Oil  Z  H2 

Rocket  Oil  60    H2 

Rubilene  Oil-Extra  Heavy  H2 

Rubilene  Oil-Extra  Light    H2 

Rubilene  Oil-Heavy H2 

Rubilene  Oil-Light    H2 

Rubilene  Oil-Light  Medium  H2 

Rubilene  Oil-Medium  H2 

Rust-O-Lene  10  H2 

Rust-O-Lene  30  H2 

Sinco  Prime  200   HI 

Sinco  Prime  70  N.F HI 

Sinco  Prime  90  N.F HI 

Sinco  Tech  10  HI 

Sinco  Tech  6  HI 

Sinco  Tech  8   HI 

Superheat  Valve  Oil   H2 

Transformer  Oil  HD  H2 

Valve  Oil  Dark   H2 

Valve  Oil  Light  H2 

Singh -Ray  Corporation 

Orange  Plus  A8.C1 

Singleton  Chemology 

Amazing Al 

Amazing  II Al 

Antifoam   Q5 

AAA  302  A3 

AP  Degreaser Al 

Bottle  Wash  A2 

Case  Wash  Al 

Caustic  Additive    Al 

Chemeen  100  G7 

Chemeen  200  G6 


Chemeen  300  G6 

Chemguard  5675  G7 

Chemquest  101 A  G7 

Chemquest  205    G7 

Chemquest  320A  G7 

Chill  Mold  Clnr Al 

Chlor/CIP  5345L  Al 

Cleaner  Supreme  L  Al 

Cleaner  1021   A4 

Cleaner  64  Al 

Concentrated  Glass  Cleaner   CI 

CIP  Acid  Complex    A3 

CIPAl/ChlorL  Al 

CIP  Al/Chlor  P+  A2 

CIP  Clnr/Chlor  P Al 

CU>Clnr/Chlor4591  A2 

CTP0113  A2 

Drain  Cleaner    LI 

Egg  Cleaner  Ql 

Egg  Destainer    A3.Q2 

Egg  Wash    Ql 

Egg  Wash  +  Ql 

Egg  Wash  6970  Ql 

Egg  Wash  6976  Ql 

Enerex  202 G6 

Enerex  205  G6 

Enerex  205L    G7 

Enerex  300 G6 

Enerex  400 G7 

Enerex  500  G6 

Enerex  5000 G6 

Enerex  600  G7 

Far  Special  Al 

Flo-Zyme  L2 

Foam  Plus   Al 

FKL-80    El 

H  &  R  Prem  Hot  Tank  Clnr A2 

Hand  Wash    E2 

Hi  Alk   Al 

HD  Degreaser   A4 

HDHT    A2 

HF  Acid  Complex  A3 

Laundry  Break  Bl 

Lubrite  H2 

Lubrite  30    H2 

LFBoilout  A2 

LF  Cleaner Al 

LF  Cleaner  Plus Al 

Machine  Wash  Compound   A2 

Manual  General  Cleaner  Al 

Manual  General  Cleaner/Chlor  Al 

Oven  Cleaner A8 

Oven  Shine    A8 

Power  Kleen    CI 

Prem  Laundry  Compound  Bl 

PC  61  Al 

PC  95  Al 

Retort  &  Cooling  Tmt G5 

Smokehouse  Cleaner  Al 

Smokehouse  II  A2 

Soft  &  Sour  B2 

Spray  &  Wipe   Al 

Sprayclean  X  A2 

Steam  Cleaner  Cone.  L  Al 

Super  Cleaner   Al 

Super  Cleaner  II    Al 

Super  Lubrite  H2 

SS  Clnr  &  Pol  A7 

15%  CC  Hand  Wash  El 

Sioux 

Liquid  A  Steam  &  Pressure  Cleaning 

Cmpd Al 

Skasol  Corporation 

Brite  Bowl  Cone.  Toilet  Bowl  Clnr.    ..  C2 

Concentrated  Toilet  Bowl  Cleaner  C2 

Drainfree  Speedy  Liquid  Drain  Opener  LI 

Dyno-Drain   LI 

Jet  Wite  Toilet  Bowl  Cleaner  C2 


Krome  Kleen  Porcelain  Cleaner  CI 

Magic  Concentrated  Toilet  Bowl 

Cleaner  C2 

Nu-Coil    PI 

Pink  Glo  Bowl&Porcelain  Cleaner C2 

Porcelain  Tile  &  Enamel  Cleaner C2 

Scale  Remover  Toilet  Bowls  &  Urinals  C2 

Skasol    A3 

Skasol  Magic  Cone.  Toilet  Bowl  Clnr.  C2 

Thix  Porcelain  Cleaner  C2 

Skasol,  Incorporated 

BiocideNo.  2    G7 

Biocide  No.  8    G7 

Boiler  Treat.  Formula  No.  257  G6 

Boiler  Treat.  Formula  No.  2578  G6 

Boiler  Treat.  Formula  No.  275  G6 

Boiler  Treat  Formula  No.  275-S  G6 

Boiler  Treat,  Formula  No.  3000  G6 

Boiler  Treat.  Formula  No.  54  G6 

Boiler  Treat.  Formula  No.  5759  G6 

Boiler  Treat.  Formula  No.  7558  G6 

Boiler  Treat  Formula  No.  92  G6 

Condensate  Cor.  Contrl  Form  #CCC7  G6 

Corrosion  Inhibitor  Formula  No.  1881  G7 

CCC  88   G6 

Microbiocide  No.  H    G7 

Quick  Scale  Solvent   A3 

Rustcheck  Water  Rectifier   G3 

Skasol  Microbiocide  No.  X    G7 

Skasol  Microbiocide  No.  5  G7 

Skasol  359S  G6 

Skasol  447  G7 

Skasol  448  G7 

Skasol  539-S   G6 

Skasol  5397  G6 

Skasol  601  G7 

Tower  Treat.  Formula  No.  100 G7 

Tower  Treat,  Formula  No.  100L    G7 

Skin  Guard 

Skin  Guard E4 

Skip,  Incorporated 

Skip  Concrete  Cleaner  1418  A4 

Skip  1300    A3 

Skip  1386    Al 

Skip  1399    Ql 

Skip  1414    Al 

Skip  1426    A2 

Skip  1434    Al 

Skip  1458    A2 

Skip  1675    Al 

Skip  1995    A3 

Skip  1997    Al 

Skipjack  Chemicals  Inc. 

Acid  Cleaner  #35    A3 

All  Purpose  Cleaner   Al 

Assist  Al 

Asurgent  Plus    CI 

Belt  Dressing  PI 

Chain  and  Shackle  Lube  H2 

Chain  Lube  Plus   H2 

Chlorinated  HD  A2 

Chlorinated  HD-35   A2 

Chlorinated  HD-35  Foam  A2 

Chlorinated  MD Al 

E-Z  Clean  All  Purpose  Cleaner   Al 

E-Z  Clean  Boil  Out  Deep  Fat  Fryer  Clnr  A2 

E-Z  Clean  Grease  Emulsifier  Al 

E-Z  Clean  Heavy  Duty  Chlorinated 

Cleaner   A2 

E-Z  Clean  Heavy  Duty  Dishwashing 

Cmpd Al 

E-Z  Clean  Super  Chlor  Al 

Egg  Wash  100  Ql 
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Egg  Wash  200  Ql 

Emerald   Al 

Foam-Alk  A4 

Food  Equipment  Lube HI 

Fryer-Brite  A2 

Hand  Soap  El 

High  Suds    Al 

HD-56    A2 

Kleen  Rite  A2 

Maxi-Clean    Al 

MD-45   Al 

MD-45P  Al 

MD-99  Al 

Neutra-Foam   Al 

Neutra-Foam  II   Al 

Oven  &  Grill  Cleaner  A8 

P-37  Acid  Cleaner A3 

Parts  Washer  Kl 

Pink  Hand  Soap  Plus    El 

Pony  Acid  200 A3 

Pony  Acid  400 A3 

Scrub  Soap Al 

Scrub-All  Al 

Sodium  Hypochlorite  Solution  D2.G4 

Solv-It   Al 

Super  Foaming  Cleaner  &  Degreaser  ..  Al 

Super  Stuff Al 

Super  Stuff  Plus    A4 

Super  Thick  Hand  Soap   El 

SJ-Acid  Cleaner  101  A3 

SJ-Acid  Clenaer  131   A3 

SJ-Boil  Out  Plus   A2 

SJ-Foam  Additive  Al 

SJ-112    A2 

SJ-119    A2 

SJ-120    A2 

SJ-121    Al 

SJ-129    A2 

SJ-134   A2 

SJ-201    Al 

SJ-2010    Al 

SJ-261    Al 

SJ-271    Al 

SJ-301 Al 

SJ-458    CI 

Zap  A4.A8 

3K-44  Penetrant-Lubricant  Metal  Prot  H2 

77-Supreme   Al 

7726  CI 

Sky  Enterprises,  Inc. 

Aqua  Blast  A2 

Attack CI 

Blast  Al 

Blast  O  CI 

Blast  Out  Al 

Breakup   CI 

BT-300  G7 

CLP.  Cleaner    Al 

Chain  Lube    H2 

Eater L2 

Flash    Al 

Food  Equipment  Lubricant  HI 

Grease-Gone   CI 

Knock  Out  LI 

Mars  Al 

Morning  Glory CI 

Mr.  Pine CI 

S-20  HI 

S-260  A4 

S-285  CI 

S-444  Concentrate  Fl 

S-454  Fl 

S-480  Residual  Insecticide  F2 

Sky-Solv    K2 

Skytronic   H2 

Slugger  Concentrate    A4 

Tuf-Job A8 

X-Solv  K2 


Sky  Products  Co. 

Cleaner  No.  Al   Al 

Cleaner  No.  10    A4 

Sky  Systems  Co.,  Inc. 

E-2  Sani-Clean    E2 

Skyline  Associates 

Floor  Care  Concentrate  Al 

Free  Flow L2 

Slip  Free  Systems,  Inc. 

Heavy  Duty  Cleaner  Degreaser    A4 

Slipsafe  Professional  Products,  Inc. 

Citra-Maid  B2,C1 

Dev-Tec  Stainarator  Concentrate   Bl 

Grimebuster  A4 

Step  4 A4 

SlipSafe  International,  Inc. 

SlipSafe  Step  5   A4 

Step  4  Super  Cone.  Commercial  For- 
mula      A4 

Smackover,  Inc. 

Disperse-All  A4 

Smart  &  Final  Iris  Company 

Coconut  Oil  Liquid  Soap    El 

Iris  All  Purpose  Cleaner  with  Ammonia  CI 

Iris  Heavy  Duty  Stripper A4 

Iris  Super  Liquid  Detergent    A4 

Smart  Chemical  Company 

FP211  Heavy  Duty  Alkaline  Descaler  A2 

FP212  Heavy  Duty  Alkaline  Cleaner  ..  A2 
FP215  Heavy  Duty  Chlor.  Alkaline  Cln.  A2 

FP220  General  Purpose  Cleaner Al 

FP222  General  Purpose  Cleaner  Al 

FP225  Chlorinated  C.I.P.  Cleaner    Al 

FP226  Smart  Chlor  Al 

FP227  Chlorinated  CLP  Cleaner  Al 

FP228  Chlorinated  General  Purpose 

Cln Al 

FP231  Milkstone  Remover-LF  A3 

FP235  Powdered  Acid  Cleaner A3 

Heavy  Duty  Chlor.  Alkaline  Cln.  FP 

217    A2 

Smart  FP  230R  Milkstone  Remover    ..  A3 

Smile  Supply,  Inc. 

Pan  Handle    A2 

Safe   Al 

Smith  &  Jones  Distributing  Co. 

Break  Away  A4 

Classic  Pink  Lotion  Liquid  Hand 

Cleaner   El 

S.S.  Brite  All  A7 

Speedy  Concentrate A4 

Speedy  N-B-D  Al 

Triple  Action  Disinfectant-Cleaner C2 

Smith  Chemical  &  Wax,  Inc. 

Degreaser/Detergent  Cleaner    Al 

SCW  Food  Preparation  Sanitizer  D2 


Smith  Chemical  Corporation 

Toilet  Bowl  Cleaner  Low  Acid    C2 

Smith  Paper  and  Janitor  Supply 

Deter  Laundry  Detergent    Bl 

Lime  Buster  A3 

Smith  St.  John 

Classical  Glass  Cleaner  CI 

Oven  Cleaner A8 

Shine  Master  A7 

Super  Swat Fl 

Smith  Supply  Co.,  Inc. 

Bleach    D1.B1 

Smith  Supply  Company 

Sani-Lube  Food  Equipment  Lubricant  HI 
Sewer  Solvent   LI 

SmithScharff 

A.D.L El 

A.P.C.  All  Purpose  Concentrate  A4 

Air  Sanitizer    CI 

All  Purpose  Cleaner  #722  CD A8.C1 

Allco  15  El 

Ant  And  Roach  Killer F2 

Antiseptic  Hand  &  Body  Soap  El 

Automatic  Scrubber  Concentrate   A4 

Blastoff  Toilet  Bowl  Cleaner  C2 

Captain  Stainless  Steel  Cleaner    A7 

Coco  40  El 

Cosmos    Al 

Countdown    CI 

Disperse  Al 

Double  Duty    F2 

E-Con-0  Line  L.D.  Laundry  Detergent  B2 
Energize  Disinfectant  &  Deodorant  ....    CI 

Flying  Insect  Killer  Fl 

Foaming  Disinfectant  Cleaner    CI 

Galaxy  Disinfectant  Foam  Cleaner CI 

Gemini  Floor  Prep A4 

Gum  Remover  CI 

Magnum  Fl 

Multi-Purpose  Multi-Dilutable 

D.D.D.Clnr  A4 

Orbit  Gum  Remover  CI 

Pepy  C2 

Pilot  Porcelain  Tile  And  Bowl  Cleaner    C2 

Pinky   El 

Pre-Wash  Laundry  Break   Bl 

Pro-Tec    CI 

Propell  Orange  Fragrance  CI 

Pulsar  Spray  &  Wipe  Foaming  Clnr  & 

Dgrs CI 

Sanaquat D2 

Scout    El 

Seek  Kl 

Sharquat  128   Dl 

Spoc  Thick  Clinging  Rest  Room 

Cleaner  CI 

Starburst  Porcelain  Tile  And  Bowl  Clnr.  C2 

Sunrise  Glass  &  Mirror  Cleaner CI 

SS101  Al 

SS202  A4 

Utility  Cleaner  Acid  Etch  A3 

Valiant  A4 

Smith,  E.  W.,  Chemical  Company 

Bio  Blu    CI 

Ems  #327  G7 

Ems  Algaecide  #3 1 1   G7 

Ems  Boiler  Water  Treatment  #605 G6 

Ems  Boiler  Water  Treatment  #628 G6 
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Ems  Boiler  Water  Treatment  #632 G6 

Ems  Boiler  Water  Treatment  #633 G6 

Ems  Boiler  Water  Treatment  #634 G6 

Ems  Boiler  Water  Treatment  #635 G6 

Ems  Boiler  Water  Treatment  #636 G6 

Ems  Boiler  Water  Treatment  #643 G6 

Ems  Boiler  Water  Treatment  #651  G6 

Ems  Boiler  Water  Treatment  #676 G6 

Ems  Boiler  Water  Treatment  Z   G6 

Ems  Bowl  Cleaner  #834  CI 

Ems  BCT-#309  G7 

Ems  Cleaning  Solvent  #16  Kl 

Ems  Dart   Al 

Ems  Descaling  Neutralizer  X  Al 

Ems  Dock  &  Floor  Cleaner  #102 A2 

Ems  General  Purpose  Cleaner    Al 

Ems  Genie  PI 

Ems  Hook  and  Roller  Cleaner  A2 

Ems  Laundry  Compound  20-S  Al 

Ems  Liquid  Emsope    El 

EmsLCO Al 

Ems  Meat  Packers  Cleaner  #250   Al 

Ems  Meat  Packers  Super  Cleaner    Al 

Ems  Milkstone  Remover  #837-A  A3 

Ems  Oxygen  Scavenger    G6 

Ems  Powdered  Scale  Cutter  #829    A3 

Ems  Powdered  Scale  Cutter  SRC A3 

Ems  Return  Line  Treat.  #647  G6 

Ems  Return  Line  Treat.  #647  (Cone)  ..  G6 

Ems  Return  Line  Treat.  #647  (Spcl)    ..  G6 
Ems  Rust  Off  #825/Scale  Cutter#825 

Sp    A3 

Ems  Scale  Clean  Al 

Ems  Scale  Cutter  #821-E   PI 

Ems  Scale  Gone    G7 

Ems  Smokehouse  Cleaner A2 

Ems  Smokehouse  Cleaner  257A    A2 

Ems  Supplmtl  Boil  Wtr  Treat.#612-MP  G6 

Ems  Supplmtl  Boil  Wtr  Treat.#613   ....  G6 

Ems  Supplmtl  Boil  Wtr  Treat.#614   ....  G6 

Ems  Supplmtl  Boil  Wtr  Treat.#615   ....  G6 

Ems  Target    A4 

Ems  Triumph  (Concentrate)  A4 

Ems  Triumph  10/1 1    Al 

Ems  Water  Control  Crystals  G7 

Ems  Water  Control  Treat  No.  314  Cone.  Gl 

Ems  Water  Control  Treat  No.  324  Cone.  Gl 

Ems  Water  Control  Treat.  No.  314    ....  Gl 

Ems  Water  Control  Treat.  No.  323    ....  G 1 

Emsbreak  "S"    Al 

Emsdrain   LI 

Emsfast  Concrete  Floor  Cleaner A4 

Emsflow  Dl 

Emsguard  Dl 

Emsmighty  Al 

Emsnap    Al 

Emsteam  (Super)  A2 

Emsleam  Heavy  Duty  Cleaner  A2 

Emsteam  Heavy  Duty  Liq.  Cleaner  ....  Al 

EMS  Algaecide#318    G7 

EMS  Tower  Control  Special  G6 

Snee  Chemical  Co. 

Action  Degreaser A4.A8 

All  Purpose  Neutral  Cleaner Al 

Almond  Lotion  Liquid  Hand  Soap  El 

Amazing  Spray   A4.A8.C1 

CHC-15   D2 

Delimer  &  Scale  Remover  A3 

Ease   Al 

Extreme  A8 

HTD  Bl 

Liquid  Hand  Soap  El 

Metso-Green  Concrete  Cleaner CI 

Micro  Sewer  Solve  L2 

MFS-50  Meatfat  Soap  &  Cleaner Al 

Oven,  Grill  &  Fry  Cleaner  A8 

Power-Guard  Lemon-16   CI 

Power-Guard  RD-10  D2 

Power-Sep  Antiseptic  Hand  Soap El 


Pure  Lemon  Odor  7    CI 

Pure  Mint  Odor  15    CI 

Pure  Mint  Odor  7   CI 

Pure  Pine  Odor  10 CI 

Pure  Pine  Odor  6  CI 

S-Quat  Disinfectant  A4 

Snee  Double-A  Grade  Insect  Spray  Fl 

Special  Deep  Fat  Fry  Cleaner A8 

SS-25  Sanitizer  D2 

Workman  Super  Heavy  Duty 

Cleaner/Dgrsr  CI 

So-Cal  Chemical  Supply  Co. 

Battery  Saver  PI 

Electro-Lube    H2 

Hi-P  Contact  Cleaner   K2 

Non-Flammable  CRT  Screen-Care CI 

Steel  Kleen    A7 

Touch-Up  All  Purpose  Cleaner    CI 

So- White  Chemical  Co.,  Inc. 

So-White  Bleach  and  Disinfectant  ..  D2J31 
Swim  Kleer  Pool  Chlorinating  Solution   D2 

Soakup  Company,  The 

Soakup  Floor  Sweeping  Compound  Jl 

Soap  Factory,  The 

Formula  1600    Al 

Formula  800    Al 

Orange  Power   CI 

Power  +  Waterless  Hand  Cleaner    E4 

USA  Concrete  Cleaner  Al 

15%  Coco  Soap  C2 

Soapy  Sez,  Inc. 

Soapy  Sez  "Clean  Your  Plant  &  Equip- 
ment"      A8 

Socar  Chemical  Company,  Inc. 

"Hot"  Soap  Al 

All  Purpose  Cleaner   Al 

AC-10  Metal  Brightner  A3 

AC-501  Metal  Cleaner  Brightner  A3 

Bio-Safe  400  Series  All  Purp  Dgrs  & 

Clnr  Al 

Bio-Safe  450  Series  All  Purp  Dgrs  & 

Clnr  Al 

Chain  Lube  S300  H2 

Chain  Lube  S310  Conveyor  Lubrcnt 

Cone H2 

E-10  Chain  Lube  Conveyor  Lubr.  Em- 
ulsion      HI 

Foam  Booster    Al 

Hand  Cleaner El 

Industrial  Concentrated  Degreasing 

Clnr  A4.A8 

MP-900  Alkaline  Degreasing 

Cleaner   A4.A8 

Shackle  Wash    A4.A8 

Socar  Degreasing  Foamer  Al 

Special  "X"  Indust.  Cone.  Dgrsng 

Clnr  A4.A8 

SC  700  A4.A8 

SC-1001  All  Purpose  Cleaner Al 

SC-2001  General  Wipe-Down  All  Purp 

Clnr  Al 

SC-3001  HW  General  Purpose  Cleaner   Al 

SC-4001  General  Purpose  Cleaner  Al 

SC-8000  Aluminum  Surface  Degreasing 

Clnr  Al 

White  Lightning    A4.A8 

1  Step  Surface  Cleaner  &  Brightener  ..  A3 
8201  Heavy  Duty  Steam  Cleaner  Al 


Sofleld  Supply  Company 

Luxure  Al 

Norlo  Coconut  Oil  Handsoap  El 

Norlo  Non-Butyl  Super  Power  Cleaner    Al 
Norlo  Spearmint  Disinfectant  Cleaner      C2 

Power-X  A4.P1 

Sparkle  CI 

Sohn  Mfg.  Inc. 

Super  Cleaner  Type  C CI 

Soil  Chemicals  Corporation 

Methyl  Bromide  100  F4 

Sol  Chemical  &  Equipment 
Company 

Artie  Clean  Freezer  &  Cold  Room 

Cleaner   A5 

Sol  Grow-Out  Disinfectant  A4 

Sol  Hog  128  Disinfectant  A4 

Sol  Swine  Disinfectant   A4 

Solar  Chemical  Company/ 
A  Division  of  BAF  Industries 

All  Purpose  Cleaner   A4.A8 

Silicone  Lubricant  HI 

Solar  Chemicals,  Inc. 

Breaker  One  Nine  H2 

Bug  Klean   F2 

Flight  103    Al 

Food  Equipment  Lubricant  HI 

Solar  Stuff  CI 

Solar-Might   Al 

Solar  Industrial  Products,  Inc. 

Gobbler  n    CI 

Solargrease H2 

Solmar  Corp. 

Advanced  Bio  Cultures  Formulation 

AN-106  L2 

Advanced  Bio  Cultures  Formulation  B- 

111    L2 

Advanced  Bio  Cultures  Formulation  L- 

103    L2 

Advanced  Bio  Cultures  Formulation 

M-101   L2 

Advanced  Bio  Cultures  Formulation  P- 

105    L2 

Solmar  Incorporated 

"Q"  Cleanse  CI 

"Q"  Power  D2 

Brute  Strength  Al 

Chlor  Clean  Al 

Chlor  Cleanse    Al 

Power  Foam Al 

Power  Pact  Al 

Soloco,  Inc. 

All  Purpose  Foaming  Cleaner A8 

Anti-Seize    H2 

Atiti-Seize  (Bulk)    H2 

Anti-Seize  I  (Aerosol)  H2 

Aqua-Tox  F2 

AA  Fly  Spray    F2 

Big  John    C2 

Blitz  A2 

Blitz  Plus  A2 
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Concentrate   CI 

Contax  Contact  &  Electronic  Cleaner      K2 

CWT-A    G7 

Di-Solv  Plus    K2 

Di-Solv  Safety  Solvent  K2 

Double  Action  II  F2 

Dri-Slide    H2 

Eeze  El 

Electronic  Parts  &  Contact  Clnr  &  Dgrsr  K2 

Grease  Gun   H2 

Grillo  A8 

Gripper PI 

Hogwash    El 

Hot  Fog   Fl 

Klear    CI 

Kwik-Glo  Stainless  Steel  &  Metal  Pol- 
ish       A7 

Liquid  Live  Bacteria  L2 

Lube-Rite  H2 

Meltz    CI 

Mitty  Gritty  E4 

Oven  Maide  A8 

Penetrating  Oil  &  Moisture  Remover       H2 

Pest-X    F2 

Powersol    A4.A8 

Sani  Lube  Bulk  HI 

Sani-Lube HI 

Sanifex  CI 

Scale  Scour  A3 

Silicone  Spray  HI 

Slik  Silicone  Spray   HI 

Soft  Touch  E4 

SoloB-01     G6 

Solo  B-06    G6 

Solo  B-08    G6 

SoloB-10    G6 

SoloB-11    G6 

SoloB-12    G6 

SoloB-13    G6 

Solo  B-14    G6 

Solo  B-23    G6 

Solo  B-24    G6 

Solo  B-25    G6 

Solo  B-26 G6 

Solo  B-40    G6 

SoloB-41    G6 

Solo  B-51    G6 

Solo  B-61    G6 

Solo  B-71    G6 

SoloB-81    G6 

Solo  C-103    G7 

SoloC-130    G6 

SoloC-131    G6 

Solo  C-42    G7 

Solo  C-60    G7 

Solodyne    E2 

Solodyne    E2 

Soloplate    H2 

Soloscent   CI 

Sparkle  Al 

Stay-A-Way  B  F2 

Stay-A-Way  Contains  Baygon   F2 

Steam  Plus  A4 

Supersheen  A3 

Zip  C2 

Zip   C2 

Zip  (Bulk)    C2 

Solson  Corp. 

Solson's  Sani-Kleen  El 

Soltek  Corporation 

Clout    A2 

Solutech,  Inc. 

Steamtrol-AFG    G6 

Steamtrol-Blend  FG    G6 


Steamtrol-Blend  PFG    G6 

Steamtrol-CFG    G7 

Steamtrol-NFG    G6 

Steamtrol-SFG  G7 

Solv-O  Corporation 

OxiSolv  All  Purpose  Cleaner  Concen- 
trate    Al 

Solvent  Manufacturing  Co.,  Inc. 

A-38  Stabilizer  D   G2 

A-38  Stabilizer  L G2 

AMO-44  Boiler  Treatment  G6 

Bio-Actzyme  81    CI 

Bio-Actzyme  81 M CI 

Bio-Actzyme  9    CI 

Boiler  Treatment  #3    G6 

Boiler  Treatment  0-1  G6 

Bronco  Blue A4.C1 

Bronco  Blue  U A4.C1 

BCB  Regular  Boiler  Treatment    G6 

BCB-Double  Boiler  Treatment  G6 

BW-60  Boiler  Treatment    G6 

Cleartone  Pills  PI 

CO-25  Boiler  Treatment  G6 

CST-8601  Closed  Loop  (Hot  Water) 

Treat.  G7 

DWT- 1000  Treatment  G2 

FL-700  Boiler  Treatment    G6 

Orange  Power    CI 

Orange  Power  TJ   CI 

Oxamine  Boiler  Treatment  G6 

Oxamine-Plus  Boiler  Treatment  G6 

OK-S  Boiler  Chemical    G6 

OK-SA  Boiler  Chemical  G6 

OR-38  Boiler  Treatment  G6 

OR-83  Boiler  Chemical    G6 

OR-90  Boiler  Chemical    G6 

PK-7  Boiler  Treatment   G6 

PK-7P  Boiler  Treatment  G6 

PK-7S  Boiler  Treatment  G6 

PK-78  Boiler  Treatment  G6 

PK-78S  Boiler  Treatment  G6 

Rapid  Transit  Boiler  Treatment    G6 

Rapid  Transit-Plus  Boiler  Treatment  ..  G6 

State  F-l  Special  Boiler  Solvent    G6 

SBT- 350  Boiler  Treatment  G6 

SBT-707  Boiler  Treatment  G6 

SBT-7 10  Boiler  Treatment  G6 

T-l  Boiler  Treatment    G6 

Solventol  Chemical  Products,  Inc 

#2058  A3 

#2059  A3 

#2060  A3 

#2068  Ham  Mold  Cleaner    A3 

#2409  Powdered  Acid  Detergent   A3 

#301  Pot  and  Pan  Wash   Al 

#3015  Al 

#3050  Al 

#3618  Animal  Cage  Wash   Al 

#3654  Heavy  Duty  Cleaner    A2 

#3944  Bl 

#3955  A2 

#3956  A2 

#3997  Al 

#8088  General  Purpose  Cleaner  Al 

#8388  Auto  Laundry  Compound   Al 

#8502  Al 

#8513  Al 

#8545  Ham  Mold  Cleaner    Al 

#8565  All  Purpose  Liq.  Detergent  Al 

#8589  Al 

#8592  Smoke  House  Cleaner  A2 

#8595  Smoke  House  Cleaner  Al 

#8602  All  Purpose  Cleaner A4 

#889  Drain  Cleaner  LI 


#979  Al 

Aquatreat  BC-F  G6 

Bottle  Wash-R  A2 

Can  Wash    Al 

CDC  Al 

Dairy  Cleaner    Al 

Doughnut  Machine  Cleaner    Al 

Fome  Solv   A2 

H.T.S.T.  Circulating  Cleaner   A2 

H.T.S.T.  TypeO   A2 

Heavy  Duty  Liq.  Steam  Cleaner    Al 

Hi  Suds    Al 

Liquid  Chain  Lubricant  H2 

Liquid  Hand  Soap  15    El 

Mechanical  Dish  Wash  MDW  201LF  Al 

Milkstone  Remover  "OI"-Non  Foam.  A3 

Milkstone  Remover  "OI"-Regular    A3 

Powdered  Acid  Detergent  A3 

Smoke  House  Cleaner  A2 

Solo  San  120  Dl 

Solo  San  304  Dl 

Solo  San  310  Dl 

Solo  San  500  Dl 

Solo  San  510  Dl 

SolvenePT-20  Al 

Solventol  #701     Dl 

Solventol  All-Purpose  Cleaner  CI 

Solventol  Boil  Out    A2 

Solventol  Germicidal  Cleaner  C2 

Solventol  Glass  Cleaner   CI 

Solventol  Penetrating  Oil    H2 

Solventol  Powdered  Bleach    Bl 

Solventol  Sanitizing  Hand  Cleaner E2 

Solventol  Silicone  Lube   HI 

Solventol  Solvent  Degreaser K2 

Solventol  Stainless  Steel  Polish   A7 

Solventol  1378    Al 

Solventol  8518    A4 

Solventol  8585    A4 

SparkleenHD    Al 

Sparkleen  S   Al 

Sparkleen  20   Al 

Thorough  A2 

15%  Organic  Laundry  Bleach    Bl 

8505  Cleaner  Disinfectant CI 

Solvit  Chemical  Co.,  Inc. 

Clean-All  Al 

Industrial  Aerosol  Insecticide  Fl 

S.C.C A4 

Solvit  All-Purpose  Cleaner  CI 

Super  Clorinated,  Clean-All   Al 

Solvox  Mfg.  Company 

San-O-Kleen    Al 

Scour   A6 

Solterge  70 Al 

Solvox  Special  E.W Ql 

Solvox  Special  1865  Al 

Solvox  22    Al 

55  Al 

60  Al 

868  Al 

Somerset/Quality 

Disinfectant  Cleaner   C2 

Glass  Cleaner CI 

Vandal  Mark  Remover  CI 

Sorb-All  Company 

Saco  Detergent  30366  Al 

Sorco  Corporation 

SCI-20  A3 

SCI-30  A3 
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Sorensen  Building  Service,  Inc. 

Attack A4 

Capture A4 

Sorrento  Food  Service,  Inc. 

Grease  Guzzler   Al 

Veri-Kleen  El 

Sosmetal  Products  Inc. 

E-Z  Clean    E4 

South  Bay  Butcher  Supply 

All  Purpose  Non  Butyl 
Cleaner/Degreaser Al 

South  Bend  Chemical  Co. 

Bio-Chem    A4 

Break  Thru  Oven  &  Grill  Cleaner  A8 

Break-Thru  Plus    A8 

Brite  Al 

Butcher's  Foaming  Degreaser  Al 

Classic   C2 

Creme  Kote  CI 

D-Lite Bl 

De-Sect  Flying  &  Crawling  Insect  Killer  F2 

De-Solv    CI 

Enviro  Clean   A4 

Gentle E4 

Hospital  Type  Medic  Brand  Disnfct. 

Sntzr  D2 

JT-50  Concrete  Cleaner  Pine  Scent   ....    CI 

Kwik  Clean   A4.A8 

Magnum  A3 

Maxi  C2 

Micro  Germ  CI 

MJ-46 A4.A8 

Notice C2 

OJ  Hand  Cleaner  E4 

Perform    E4 

Pine  Plus  Disinfectant  CI 

Pink  Lady    Al 

Royal   Al 

Sodium  Hypochlorite  Soln D2 

Sprint  Hand  Cleaner  E4 

Strike  Liquid  Drain  Opener    LI 

Strikel  LI 

Sun  Glass  Cleaner  CI 

Supreme  Al 

ST-55  A4 

South  Chemical  Co.,  Inc. 

Ant  &  Roach  Killer  with  Baygon    F2 

Big  "G"    A4.C1 

Power  30   CI 

Scent-O-Lemon  A4 

South  Coast  Distributing  Company 

De-Grease  It    Al 

South  Coast  Products,  Inc. 

Blue  Might    Al 

Food  Grade  Cleaner  S-53  Al 

LS-65  S.R.  Grease HI 

Pack  PI 

S-50-EP  ..."  H2 

Sealon    PI 

Thread  Sealant  No.  10    H2 

Thread  Sealant  No.  20    H2 

Thread  Sealant  No.  30    H2 

Una-Seal  with  Teflon    H2 

White  Food  Grade  Grease  FM  431    ....    H2 


South  Ga.-Fla.  Cleaning  Systems 

Gentle  Giant    Al 

South  Nassau  Chemical  Inc. 

Grease-Away  A8 

Heavy  Duty  Pan  Plus    Al 

Heavy  Duty  Pot  And  Pan  Cleaner  Al 

Liquid  Action    A2 

Scale-Away   A3 

South  Shore  Chemical  Inc. 

Germicidal  Cleaner  Dl 

Pot  &  Pan  Cleaner    Al 

Rinse    D2 

Spectrum  All  Purpose  Polish    A7 

Spectrum  Antiseptic  Lotion  Hand  Soap 

#5    El 

Spectrum  Concntrt  Odor  Suprsnt  & 

Deodrz CI 

Spectrum  Grease  Trap  Cleaner CI 

Spectrum  Machine  Dishwashing  Com- 
pound      A2 

Spectrum  Porcelain  and  Bowl  Cleaner  C2 
Spectrum  Pwr  Boosted  Oven 

Grill&FryerCIn  A8 

Spectrum  140  Superconcentrate  Al 

Spectrum  141  Superconcentrate  Al 

Spectrum  200  Concentrate   A4 

Southeast  Oil  &  Grease  Company, 
Inc. 

#452000  Alithicon  (NLGI-000)   HI 

Alithicon  FM-G110  Food  Machinery 

GrOil   HI 

Alithicon  FM-G140  Food  Mach.  Gear 

Oil  HI 

Alithicon  FM-G250  Food  Machinery 

GrOil    HI 

Alithicon  FM-G70  Food  Mach.  Gear 

Oil  HI 

Alithicon  FM-G90  Food  Mach.  Gear 

Oil  HI 

Alithicon  FM-H10  Food  Mach.  Turbine 

Oil  HI 

Alithicon  FM-H22  Food  Mach.  Turbine 

Oil  HI 

Alithicon  FM-H27  Food  Mach.  Turbine 

Oil  HI 

Alithicon  FM-H30  Food  Mach.  Turbine 

Oil  HI 

Alithicon  FM-H40  Food  Mach.  Turbine 

Oil  HI 

Alithicon  FM-H50  Food  Mach.  Turbine 

Oil  HI 

221 1  Alithicon  Bearing 
LubricantfNLGI-1)  H2 

2212  Alithicon  Bearing  Lubrcnt. 
(NLGI-2)  H2 

4521-FM  Alithicon  Fd  Mach  Lubr 
(NLGI-1)  HI 

4522-FM  Alithicon  Fd  Mach  Lubr 
(NLGI-2)  HI 

8101  Alithicon  bid.  Bear.  Lubr. 
(NLGI-1)  H2 

8102  Alithicon  Ind.  Bear.  Lubr. 
(NLGI-2)  H2 

Southeast  Water  Laboratories,  Inc. 

General  Purpose  Cleaner Al 

Germicidal  Cleaner  Concentrate  Al 

Germicidal  Two  Fifty  Six  A4 

Non  Acid  Bathroom  Cleaner   C2 

Southeastern  Chemical  Corporation 

Secco  Antifoam  #2   PI 


Secco  Antifoam  #4   PI 

Secco  Antifoam  #6  Special PI 

Southeastern  Cleaning  Products 

SCP-1030  Al 

SCP-1040  Al 

Southeastern  Laboratories 

Chlorinated  GPC  Cleaner  Al 

Concrete  Cleaner  CI 

Fogging  Spray  Concentrate Fl 

Insecticide  No.  Ill   Fl 

Red  Hot  Sewer  and  Drain  Solvent  LI 

Rendering  Plant  Cleaner  Degreaser  ....    Al 

Space  Spray  No.  3    Fl 

Steri-Phene El 

Vanilla  Deodorant  CI 

Southeastern  Laboratories,  Inc. 

K-10  Threshold  Treatment   G3 

K- 11  Threshold  Treatment   G3 

K-2  Threshold  Treatment   G2 

K-5  Threshold  Treatment   G2 

K-6  Threshold  Treatment  G2 

Selaminell6  G6 

Selamine  1217  G6 

Selamine  1240  G6 

Selamine  1280  G6 

Selamine  140  G6 

Selamine  180  G6 

Selamine  208  G6 

Selamine  2109  G6 

Selamine  2117  G6 

Selamine  2140  G6 

Selamine  218  G6 

Selamine  2180  G6 

Selamine  240  G6 

Selamine  280  G6 

Selamine  308  G6 

Selamine  316  G6 

Selamine  380  G6 

Selbase  100  G6 

Selbase  102  G6 

Selbase  104  G6 

Selbase  108   G6 

Selbase  200   G6 

Selbase  202  G6 

Selbase  204  G6 

Selbase  208   G6 

Selcide  332   G5.G7 

Selcide  523    G7 

Selcide  700    G7 

Selclean  100    PI 

Selclean  110    A3 

Selclean  120    PI 

Selclean  130    A3 

Selclean  142    PI 

Selclean  400    PI 

Selclean  420    PI 

Selclean  440    PI 

Selclean  900    G6 

Selclean  910    G6 

Select  222   G5.G7 

Seloxy  670  G6 

Seloxy  678  G6 

Selphos  300  G6 

Selphos  302  G6 

Selphos  304  G6 

Selphos  308  G6 

Selphos  400  G6 

Selphos  402  G6 

Selphos  404  G6 

Selplex  500   G6 

Selplex  502   G6 

Selplex  504   G6 

Selplex  554   G6 

Selplex  558   G6 

Selplus  710    G6 
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Selplus712    G6 

Selplus  714   G6 

Selpoly  900  G6 

Selpoly  902  G6 

Selpoly  952  G6 

Selpoly  954  G6 

Selquest  200    G6 

Selquest  2005    G6 

Selquest  2008    G6 

Selquest  202    G6 

Selquest  2025    G6 

Selquest  2028    G6 

Selquest  210    G6 

Selsperse  400  G7 

Selsperse  402  G7 

Selsperse  430  G7 

Selsperse  432  G7 

Selsperse  800  G7 

Selsperse  802  G7 

Selsperse  820  G6 

Selsperse  822  G6 

Selsperse  850  G7 

Selsperse  852  G7 

Seltect  300  G7 

Seltect  302  G7 

Seltect  350  G7 

Seltect  352  G7 

Seltect  500  G7 

Seltect  502  G7 

Seltect  504  G7 

Seltect  510  G7 

Seltect  512  G7 

Seltect  552  G7 

Seltect  554  G7 

Seltect  600  G7 

Seltect  602  G7 

Seltect  700  G7 

Seltect  702  G7 

Seltect  704  G7 

Seltreat  8360  G6 

Seltreat  8361    G6 

Seltreat  8362  G6 

Seltreat  8363  G6 

SELcide  401    G7 

SELplus  730 G6 

SELplus  732    G6 

SELplus  734   G6 

SELsperse  350  G5,G7 

SELtect  572 G5.G7 

Southeastern  Sales  Co. 

Sesco  Industrial  Cleaner  CI 

Sesco  Pink  All  Purpose  Cleaner CI 

Southeastern  Steam,  Inc. 

Alk-Kleen  Power  Wash  Alkaline 

Cleaner   Al 

Boil-Out  Alkaline  Industrial  Cleaner  ..  Al 
Bu-Kleen  Power  Wash  Degreasing 

Cleaner   Al 

Cor-Trol  Steam  &  Condensate  Treat- 
ment      G7 

De-Cal  Boiler  Water  Chemical  Treat- 
ment      G6 

De-Ox  Boiler  Water  Chemical  Treat- 
ment      G6 

Foam-Trol  Boiler  Chemical  Treatment  G7 
Hi-Sol  Cooling  Water  Chemical  Treat- 
ment      G7 

Liquid  Salt  PI 

No-Carb  Acidic  Inhibited  Cleaner   A3 

No-Krom  Cooling  Water  Chemical 

Treatment   G7 

Poly-Sperse  Boiler  Chemical  Treatment  G7 

Uni-Treat  Boiler  Chemical  Treatment  G7 

Southern  (hem  Industries,  Inc. 

Chem  108    Al 


Chem  46    A2 

Fry  Clean  A2 

Hurricane  Al 

Jet  Clean    Al 

Jet  Wash    Al 

Super  Jet    Al 

Verti  Al 

Southern  Chemical  Company 

Amazing  707  C2 

Germ-O-Kleen  D2 

Liqua-Zymes   L2 

Power  Foam C2 

Spray  &  Wipe  C2 

SCC  San-A-Cide  D2 

Southern  Chemicals  &  Supply,  Inc. 

Super  Blue  Cleaner-Degreaser  A4A8 

Southern  Cleaning  Supply  Co. 

Formula  TC-3   Al 

Southern  Co.,  The 

ACC  4000NF    A3 

ACC  4066NF    A3 

AGP  4000    A3 

AGP  4066    A3 

AGP  4300   A3 

AGP  4400   A3 

AGP  4500   A3 

AGP  4800   A3 

AGP  4900XD    A3 

AGP  5000   A3 

DF  1000  A1.Q5 

EG  1000C   Ql 

EG  3000C   Ql 

GP  1000  Al 

GP  1066 Al 

GP  1500 Al 

GP  1550  Al 

GP  2000  Al 

GP  2400  Al 

GP2500F    Al 

GP2600  Al 

GP2700  Al 

GP  2800  Al 

GP  3000  H2 

GP  3050  H2 

GPS  1000    Al 

GPS  1001    Al 

GPS  1050    Al 

GPS  1100    Al 

GPS  1101    Al 

GPS  500    A4.B1 

HD  1000   A2 

HD  1100   A2 

HD  1200   A2 

HD  1400   A2 

HD  1400C  A2 

HD  1600   A2 

HD  1600F   A2 

HD  1700    A2 

HD  1800    A2 

HD  1900    A2 

HD  200C  A2 

HD  200CNF    A2 

HD  200CNT   A2 

HDL  8000  A2 

HDL  8100   A2 

HDL  8100NF A2 

LU  1000 H2 

LU  3000 H2 

MC  3000  Al 

MC  3000C  Al 

MC4000  Al 

MD  1300  A2 

MD  1500C  A2 


MD  1800C A2 

MD  3100  Al 

MD  3100C Al 

MD  3300C Al 

MD  3400  A2 

MDL  1000  Al 

MDL  4500  Al 

MDL  4501  Al 

MDL  7000C    Al 

MDL  7500C    Al 

MDL  7600F Al 

MDL  7601F Al 

MDL  7602F Al 

MDL  7603F Al 

SAN  6700   E2 

SAN  7000   El 

WT  150   Al 

Southern  Hospitality  Products.  Inc. 

"Dixie"  Heavy  Concentrate Al 

Pot  Shot  Al 

True   , Al 

Southern  Janitor  Supply  Co. 

Concept  Hospital  Disinfectant  Deodo- 
rant       C2 

Southern  Maid  Chemical  Co. 

Cocoanut  Oil  Soap    El 

Southern  Maid  Manufacturing,  Inc. 

S.M  Disinfectant A4 

Southern  Maintenance  Supply  Co., 
Inc. 

Break  Concentrate  Al 

Foamtastic   CI 

Powerclean  CI 

Solv-X   CI 

Southern  Mill  Creek  Products  of 
OH,  Inc. 

Clemco  Pyrocide  Fogging  Concentrate 
5628    Fl 

Southern  Mill  Creek  Products  Co., 
Inc. 

AFC  Fogging  Concentrate    F2 

AFC  Fogging  Concentrate  Type  PD    ....  Fl 

AFC  General  Purpose  Spray Fl 

AFC  General  Purpose  Spray  Type  II  ....  Fl 

AFC  Silicone  Release  Spray HI 

AFC  1-10  Emulsifiable  Concentrate    ....  Fl 

AFC  1-2-3  Fogging  Concentrate    Fl 

Bait  Tickets  F3 

Bor/Act    F2 

Bug  Boy    Fl 

Chemplex  Bor/Act  Roach  Control  Agent  F2 

Clemco  Food  Plant  Spray  Fl 

D/V  217  Insecticide    F2 

Diazinon  4E  F2 

Diazinon  4S  F2 

Dursban  IE  Insecticide  F2 

Dursban  2E  Insecticide  F2 

General  Purpose  Household  Spray  #10     Fl 

Malathion  57%  Premium  Grade  F2 

Para-Blox  F3 

Pyrenone  General  Purpose  Spray  Fl 

PCE  Fog  Oil    Fl 

PCE  Vestibule  Spray Fl 

Residual  Roach  Spray  F2 

SMCP  Emulsifiable  10-1  Pyrenone 

Cone Fl 

SMCP  Pyrethrins  ULV  Fogging  Con- 
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centrate  F2 

SMCPSBP-1382-2E.C Fl 

Vapona  EM-2    F2 

Warehouse  Fog  Insecticide  Fl 

Xtraban  Roach  Concentrate    F2 

Southern  Parts  &  Engineering 
Company 

FGC-2000    HI 

FGC-3000    HI 

Southern  Products  Co.,  Inc. 

Base  Strip    A4 

Blue  Nu-Tral  Cleaner  Al 

Charge   Al 

Charge  Green  Label  Concrete  Cleaner  A4 

Charge  Red  Label  Concrete  Cleaner   ..  A4 

Concrete  Cleaner  H.D.  Odorless    A4 

Free-It    H2 

Genmi-Plus  Spray  &  Wipe  Cleaner   ....  CI 

Glass  All  "Plus"    CI 

Glass  Klear   CI 

Grease  Go    CI 

Knock  Out  CI 

Nutra  Kleen  CI 

Pink  Lotionized  Detergent    Al 

Pot  &  Pan  Detergent  Al 

Purple  X A4.A8 

R.  T.  &  T C2 

S.P.  Concentrate    A4 

Sassy  All  Purpose  Cleaner  CI 

Show  Down  CI 

Silicone  Spray   HI 

So  Pro  Sun-Up    Al 

So-Pro  Cidal  Disinfectant-Deodorant  ..  CI 

So-Pro  Foamy  Degreaser   Al 

So-Pro  Lemon  10    A4 

So-Pro  Mint  10  CI 

So-Pro  Open-Up    LI 

So-Pro  Piney  7    CI 

So-Pro  Spray  "N  Wipe    CI 

So-Pro  TBC  C2 

So-Pro  165  F2 

So-White   C2 

Stainless  Steel  Cleaner   A7 

SP-Concentrate  Neutral  Cleaner  A4 

Vandalex    Kl 

Window/Utility  Cleaner  Concentrate  ..  CI 

Window/Utility  Cleaner  Ready  to  Use  CI 

Zap  All  CI 

Southern  Products  Company 

Ortho  Sol  CI 

So-Pro-Co  "100"   Al 

Velva  Lathe  El 

Southern  Sanitary  Supply 

Bull  Dog   A4 

Southern  Saw  Service,  Inc. 

Pre-Em  System  Jetspray   HI 

Southern  Supply 

NB-21    Al 

Southern  Water  Services,  Inc. 

Alki  Treat-L G6 

Amine  Treat-L  G6 

Antifoam  LC  G6 

Com  Treat-L   G6 

Coolite  122   G7 

Coolsperse  G6 

D  Scale-L G7 

D-Sperse  L G6 


Neutra  Treat-L  G6 

Polykel-L  G6 

Posi  Phos-L  G6 

Posi  Phos-S   G6 

Reox-L  G6 

Reox-S  G6 

Southern  Water  Treatment  Services 
Co.Inc 

S-10B  G6 

S-12  G6 

S-12-P   G7 

S-16-C  G6 

S-25-E   G7 

S-35-P   G7 

S-37  Biocide   G7 

Southern-Aire  Chemical  Co.,  Inc. 

Gleem  Clean  Stainless  Steel  Clnr  &  Pish  A7 

L.A.B L2 

Long  Needle  Pine  Oil  Disinfectant    ....  C2 

Mighty  Joe  A4 

Mor-O-Mint  CI 

Mor-Plus  Concentrate  A4 

Morticide  Concentrate Fl 

Southland  Chemical  Co.,  Inc. 

Foaming  Cleaner  &  Degreaser  Al 

Heavy  Duty  Cleaner  &  Degreaser  A2 

Southland  Maintenance 

Skoot   Kl 

Southland  Supply  Co.,  Inc. 

Acid  Brite    A3 

Chlorine  Sanitizer  Dl 

Controlled  Suds  Laundry  Detergent  ....  Bl 

Deepfat  Fry  Cleaner   A2 

Delimer   A3 

General  Purpose  Cleaner Al 

Heavy  Duty  Cleaner-Degreaser    Al 

Heavy  Duty  Degreaser   A4 

Heavy  Duty  Laundry  Detergent  With 

Phosph  Bl 

Heavy  Duty  Liquid  Laundry  Break   ....  Bl 

High  Pressure  Cleaner Al 

Liquid  Caustic  Detergent    A2 

Liquid  Chlorinated  Detergent  Al 

Liquid  Chlorinated  Dishwashing  Deter- 
gent    Al 

Liquid  Laundry  Detergent Bl 

Liquid  Laundry  Softener B2 

Liquid  Laundry  Sour Bl 

Liquid  Sour  Softener Bl 

Lo-Foam  Acid  Cleaner  A3 

Lotion  Hand  Soap  El 

Non-Foaming  Acid  Cleaner  H.D A3 

Oven  &  Grill  Cleaner  A8 

Phosphated  Laundry  Detergent Bl 

SL-15  Manual  Detergent  and  Foam  Ad- 
ditive    Al 

SL-20  Self  Foaming  Acid  Cleaner  A3 

SL-24  Acid  Brite  A3 

SL-28  CLP  Acid  Cleaner A3 

SL-32  High  Pressure  Foam  Cleaner  ....  Al 

SL- 34  H.D.  Chlorinated  Foam  Cleaner  Al 

SL-42  All  Purpose  Chlorinated  Cleaner  A 1 
SL-44  Chlorinated  Powdered  CIP 

Cleaner   Al 

SL-45  Tray  Wash   A1.Q1 

SL-46  Hook  &  Trolley  Cleaner  A2 

SL- 50  Conveyor  Lubricant  H2 

SL-60  H.D.  Liquid  Floor  Cleaner    A4 

SL-62  H.D.  Liquid  Caustic  Cleaner  ....  A2 

SL-64  H.D.  Powdered  Caustic  Cleaner  A2 

SL-66  Concrete  Floor  Cleaner  A4 


SL-72  Egg  Cleaner  Ql 

SL-76  Freezer  Cleaner   A5 

SL-78  Super  Heat  Drain  Pipe  Opener  ..  LI 

Tray  Wash  Al 

Southside  Industrial  Sales 

Auto  Scrub Al 

Southwest  Chemical  Compounds, 
Inc. 

Tuff  Scrub  E4 

Southwest  Coca  Cola 

SWCC  Type  D.    G7 

SWCC  Type  m  G6 

SWCC  Type  rv  G6 

SWCC  Type  1  G7 

Southwest  Distributing  Company 

Act-I-Bac  L2 

Non  Butyl  Degreaser Al 

Southwest  Engineers 

D-Foam    G7 

FM  09    G6 

SL  33  G6 

SL  67  G6 

SWE  5020  G6 

SWE  5025  G6 

SWE  5044  G6 

SWE  5050  G6 

SWE  5052  G6 

SWE  5075  G2.G6 

SWE  5100  G6 

SWE  5111   G6 

SWE  5120  G6 

SWE  5140  G6 

SWE  5165  G6 

SWE  5214  G6 

SWE  5220  G6 

SWE  5221   G7 

SWE  5226  G6 

SWE  6010  G7 

SWE  6025 G6 

SWE  6030  G7 

SWE  6040  G7 

SWE  6043  G6 

SWE  6060  G6 

SWE  6070  G6 

SWE  6075  G6 

SWE  6100  G6 

SWE  6200  G6 

Southwest  Petro-Chem,  Inc./ 
A  Division  of  Witco  Corp. 

SA  821  7040  HI 

SA  821  9422  HI 

SA  821  9506  HI 

SA  8217041  HI 

SA  8217142  H2 

SA  8219032  HI 

SA  8219075  HI 

SA  8219076 HI 

SA  8219182 HI 

SA  8219350  HI 

SA  8219352 HI 

SA  823  4072  H2 

SA  8231012  H2 

SA  8234212  H2 

SA  8239072 H2 

SA  8239112  H2 

SA  824  2622  H2 

SA  8245272 HI 

SA  8245512 HI 

SA  8248516  HI 
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SA  8249496  H2 

SA  826  7032  H2 

SA  8267042 H2 

SA  827  5072  H2 

SA  827  7362  H2 

SA  8271112 H2 

SA  8273012  H2 

SA  8279081  H2 

SA  8279082 H2 

SA  8290032 H2 

SA8213082   H2 

SA8215012   HI 

SA8217022   H2 

SA8217042   HI 

SA8224032   H2 

SA8231010   H2 

SA8231011    H2 

SA8234142   H2 

SA8239142    H2 

SA8242512    H2 

SA8242532   H2 

SA8245271    HI 

SA8245278    HI 

SA8255081    H2 

SA8255082   H2 

SA827  7392  H2 

SA8273060   H2 

SA8273235    H2 

SA8275120   H2 

SA8275121    H2 

SA8275122   H2 

SA8279522   H2 

SB  836  5055   H2 

SB8365526    H2 

SC  845  3043  H2 

SD  8552310  H2 

SD  8552311  H2 

SE  861  3511    HI 

SE  861  3516   HI 

SE  861  3523   HI 

SE  861  3533   HI 

SE  861  3547   HI 

SE  861  3568   HI 

SE  8610558  H2 

SE  8612411 H2 

SE  8612416  H2 

SE  8612422  H2 

SE  8612432  H2 

SE  8612468  H2 

SE  8612832  HI 

SE  8612868  HI 

SE  8615183  HI 

SE  8616116  HI 

SE  8619411  H2 

SE8612891    HI 

Southwest  Sanitary  Company,  The 

Crystal   CI 

Lemon  Odor  Disinfectant   C2 

Liquid  Detergent  Al 

Liquid  Hand  Soap  Ready  For  Use  El 

New  Life  A4 

Pine-Odor  Disinfectant  CI 

Pink  Lotion  Hand  Soap    El 

Porcelain  Power C2 

Power  Foam Al 

Pure  Pine  Oil  Disinfectant    CI 

Silicone  Spray  (Aerosol)  HI 

Spray  88  Heavy  Duty  Clnr.  &  De- 
greaser  A4.A8 

Super  Bowl    C2 

Titanic   CI 

Window  Shine  Glass  Cleaner  CI 

40%  Concentrated  Liq.  Hand  Soap   El 

Southwest  Sanitary  Distributing 
Company 

A-Tack  CI 

Deodorizer  Cleaner  CI 

Hi-Tack    CI 


MB-10  Sanitizer   D2 

Sanitizer  D2 

Vir-Tack  CI 

10%  Sanitizer    D2 

Southwest  Saw  Corporation 

S-S-S-Spray-Oil  HI 

Southwestern  Petroleum  Corp. 

All-Purpose  Cleaner   A4 

High  Heat  Grease  #104  Heavy  H2 

High  Heat  Grease  #104  Light H2 

Swepco  Calcium  Grease  FM#1 15    HI 

Swepco  Compressor  Oil  #707-1  H2 

Swepco  Compressor  Oil  #707-2  H2 

Swepco  Compressor  Oil  #707-3  H2 

Swepco  Compressor  Oil  #707-4  H2 

Swepco  Concentrated  Cleaner    A1.E1 

Swepco  Gear  Lube  #201  SAE  140    ....  H2 

Swepco  Gear  Lube  #201  SAE  250    ....  H2 

Swepco  Gear  Lube  #201  SAE  80    H2 

Swepco  Gear  Lube  #201  SAE  90    H2 

Swepco  Hydraulic  Oil  #704  Heavy   ....  H2 

Swepco  Hydraulic  Oil  #704  Light  A  ..  H2 

Swepco  Hydraulic  Oil  #704  Light  B   ..  H2 

Swepco  Hydraulic  Oil  #704  Medium  ..  H2 

Swepco  Industrial  Oil  #702  No.  1    H2 

Swepco  Industrial  Oil  #702  No.  1-A  ..  H2 

Swepco  Industrial  Oil  #702  No.  2   H2 

Swepco  Industrial  Oil  #702  No.  3   H2 

Swepco  Industrial  Oil  #702  No.  4  H2 

Swepco  Shock  Resistant  Grease  110  ..  H2 

Sovereign  Industries,  Inc. 

TI-GR A3 

Sowden  Companies,  Inc. 

Dermanique  E4 

Space  Age  Chemicals 

Perfectly  Purple  Al 

Space  Age  Chemlube 

Super  Zipp  Al 

Zipp   Al 

56-C  Floor  and  Wall  Cleaner  A4 

75  General  Purpose  Cleaner  A4 

79  A4 

Space  Chemical  Inc. 

Apollo    A4.A8.C1 

Asteroid  A8 

Atlantis    A I 

Al  1001    Al 

AI-1011    Al 

AI-1050   CI 

BlastOff   Al 

BC  600    C2 

Count  Down    Al 

Draco  Al 

Eclipse  CI 

Fornax  Oven  &  Grill  Cleaner  A8 

Gemini  I El 

GC  04    CI 

GC  08    A8 

HS  63 E4 

Leo  A4 

Mach  1  C2 

Mission  I   CI 

Pisces  Stainless  Steel  Cleaner A7 

Probe   LI 

Rocket   C2 

Saturn  CI 

Saturn  II  Glass  Cleaner CI 


Scutum  Penetrating  Oil  CI 

Star-Solv    CI 

Stratus  Green  Dishwashing  Detergent  A 1 
Taurus  II  Hosptial  Spray  Disinf.  & 

Deod CI 

Touch  Down  II  All  Purpose  Cleaner   ..  CI 

Touchdown    A4.C1 

Spain  Incorporated 

Oven  Cleaner A8 

Spain-Zyme  L2 

Vandal  Mark  Remover   CI 

Spanur  Technology 

Formula  BWT-L   G7 

Formula  BWT-LS  G6 

Formula  B225   G7 

Formula  B250   G7 

Formula  CS-14    G7 

Formula  SL  730M  G6 

Formula  210A   G7 

Formula  225-APC  G6 

Formula  254B    G6 

Formula  310    G7 

Formula  600L   G6 

Formula  700    G6 

Formula  800CF  G7 

Formula  800M  G6 

Sparkel 

Sparkel  #1    Al 

Sparkel  Floor-Cleaner  #3   CI 

Sparkle  Sanitary  Supply  Co. 

"S"  Asidufoam  C2 

Sparkle  Wash,  Inc. 

S.W.#4R  New  Detergent Al 

SW#4R  Industrial    Al 

SW#4V    Al 

SW#4V  Industrial   Al 

2  Hi-Base  Cleaner  Al 

4R  New  Detergent Al 

Spartan  Chemical  Co.,  Inc. 

Airlift  Floral    CI 

Airlift  Fresh  Scent CI 

Airlift  Lemon CI 

All  Purpose  Cleaner   A4 

Antiseptic  Hand  Cleaner  E4 

ASAP  CI 

Bloc-Aid    LI 

BH-38    A4 

Clean  Cargo  Al 

Concentrated  Window  Cleaner  CI 

Concrete  Prep    PI 

Consume    L2 

CDC-10   CI 

CR-2  Crawling  Insect  Killer F2 

CR-2  Insecticide   F2 

CSD^3    Kl 

Deodorizing  Rim  Cage  C2 

DA-70    CI 

DFP-32    Al 

DMQ   CI 

F-l  Industrial  Strength  Insecticide  Fl 

F-6  Fl 

Fast  &  Easy  CI 

Foamy  Q&A   C2 

Germicidal  Bowl  Cleanse  C2 

Germicidal  Cleaner  Dl 

Glass  Cleaner CI 

Glass  Cleaner  (Aerosol)   CI 

Goin'  Home  El 

Golden  Glo  Liquid    Al 
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Hand  Patrol   E4 

Hard  Surface  &  Glass  Cleaner  CI 

H2-D2    A4 

Inspector's  Choice  Al 

IC-115   A4 

Lotionized  Liquid  Hand  Cleaner   El 

Lube-All  H2 

M  95    A3 

M.L.D.  Bowl  Cleanse  C2 

Metaquat  Germicidal  Cleaner  Dl 

New  Liquid  Steam  Cleaner A2 

Night  Line  Toilet  Bowl  Cleaner A3 

NABC  Non-Acid  Bowl  and  Urinal 

Cleaner   C2 

NABC  Plus  IV    CI 

NABC  Urinal  Screen  w/Deodorizing 

Block  C2 

Orange  Tough  1 5    CI 

Orange  Tough  40    CI 

Oven  &  Grill  Cleaner  A8 

Pathmaker   Al 

Pressure  Washer  Cleaner    Al 

PD-64 A4 

PSQ  Disinfectant  Cleaner  CI 

Rapid  Transit  Al 

Sani-T-10  D2 

Shineline  Baseboard  &  Wax  Build  Up 

Strip CI 

Shineline  Multi  Surface  Cleaner A4 

Sparquat  Plus  Al 

Sparquat  256   A4 

SparCling  C2 

SparCreme  Liquid  Creme  Cleanser   ....  A6 

Stainless  Steel  Cleaner  &  Polish    A7 

Sterigent  A4 

Steriphene  II  Brand  Disinfectant  Deod.  CI 

SC-200  Industrial  Cleaner Al 

SD-20  A4 

SD-20  (Aerosol)    CI 

SNB-130   Al 

T  n  T  Tub  and  Tile  Cleaner  C2 

Tough  Duty  CI 

ViroGuard-Q   CI 

Waterless  Hand  Cleaner  E4 

Waterless  Hand  Cleaner  with  Poly 

Scrubb E4 

Spartan  Container  &  Paper 
Products 

#950  Liquid  Handsoap   E4 

Spaulding  Associates 

Atrium  Labs.  1000  Toilet  Bowl  Cleaner  C2 

Atrium  Labs.  1010  Bowl  Cleaner    C2 

Atrium  Labs.  1020  Bowl/Tile  Pore.  Clnr  C2 
Atrium  Labs.  1030  Bowl  &  Bathroom 

Clnr  C2 

Atrium  Labs.  1040  Automatic  Toil  Bl 

Clnr  C2 

Atrium  Labs.  2000  Bact,  Digestant 

Deod CI 

Atrium  Labs.  2010  Uric  Acid  Eradicator  CI 
Atrium  Labs.  2020  Acid.  Quarry  Tl 

Rnvtr  A3 

Atrium  Labs.  2040  Creme  Cleanser  ....    A6 

Atrium  Labs.  3000  Floor  Stripper   CI 

Atrium  Labs.  4000  Germicidal  Cleaner  CI 
Atrium  Labs.  5000  Industrial 

Cleaner   A4.A8 

Atrium  Labs.  5010  Indus.  Dtrgnt 

Complex   A4,C1 

Atrium  Labs.  8000  All  Purpose 

Cleaner   A4.C1 

Atrium  Labs.  8010  DegTeaser  Cleaner  CI 
Atrium  Labs.  8020  Glass  &  Plastic  Clnr  CI 
Atrium  Labs.  8030  Bl  Bthrm&M-S 

Dsnfctnt CI 


Spec  Chem  Marketing,  Inc. 

#730K  H.D.  Grease H2 

All  Purpose  Cleaner    CI 

Chain  &  Cable  Lubricant   H2 

Citrus  Vandalism  Remover CI 

Dry  Silicone  Lubricant   HI 

Duz-It-All    C2 

Electro-Klean  K2 

Good  Stuff  Hand  Cleaner  E4 

Grease  It  Red H2 

Kool  Kut   H2 

Litho  White  H2 

Paint,  Varnish,  Gasket,  Decal  &  Ink 

Rmvr  C3 

Penetrant  Demoisturant  H2 

Scrub-It C2 

See  Thru  Glass  Cleaner    CI 

Tough  Stuff  Hand  Cleaner  E4 

TFE  Dry  Lubricant  H2 

Welder's  End  Spat  and  Mold  Release  HI 

Specialized  Cleaning  Products 

APC  Al 

Specialized  Cleaning  Products 

CF  2000  General  Purpose  Cleaner  Al 

CF  2001  General  Purpose  Cleaner  Al 

Specialized  Products 

Summit  Bidrek  Odor  Eliminator    CI 

Specialty  Chemical  Company,  Inc. 

Liquid  Utility  Cleaner  U  Al 

Specialty  Chemical  Manufacturing, 
Inc. 

Boiler-Guard   G6 

Boiler-Guard  6-15  G6 

Coil  Shield  PI 

DT-oam    G7 

D'Scale PI 

Ex-Cell  PI 

Free-Foam   PI 

Hydro-Guard  400    G5.G6 

Hydro-Guard  455    G5.G6 

Hydro-Guard  500    G6 

Hydro-Guard  600    G6 

Hydro-Guard  620    G6 

Hydro-Guard  685    G6 

Insulate PI 

Labor-Less  A8 

Master-Kleen  PI 

Power-Plus  PI 

Saf-T-Kleen  K2 

Scale  Go    PI 

Super  "D"    PI 

Super-Kool A3 

Tower  Guard  100    G7 

Tower  Guard  110   G7 

Triple  "D"    PI 

Triple  Treat  G7 

Specialty  Chemicals  &  Supply 

Grime  Scat  Al 

Multi  Blue  A1.E1 

Specialty  Chemicals  &  Systems,  Inc. 

Act  I A2 

Act  DI    A2 

Allaire    A2 

AT-1  A3 

Break   Bl 

Chain  Glide  H2 


Compound  12    Al 

Control  #1    A2 

Control  #2   A2 

Control  #3   Al 

CIP  3   A2 

CIP4  A2 

OP  5   A2 

Exalt  Bl 

Foaming  Acid   A3 

Lime  Free    A3 

Liquid  Rely   Al 

On  Deck A4 

Pearl  Hand  Soap   El 

Prestige    Bl 

Respond  Al 

Respond  LT  Al 

Return    Bl 

Special  Laundry  Bleach    Bl 

Total  Bl 

Specialty  Chemicals  of  Puerto  Rico 

Industrial  Detergent  Al 

Specialty  Chemicals,  Inc. 

Digestase  GTD  655  L2 

Heavy  Duty  Super  Solv    A4A8 

Liquidase  250    L2 

Live  Micro  535  L2 

Orange  Squirt    CI 

Super  Power  #1  A4 

Super  Solv  A4 

Specialty  Coatings  &  Cleaners 

Fat  Foam  Al 

Freezer  Clean A5 

Specialty  Clean  I  A4A8 

Tile  Clean    A3 

Specialty  Floors 

D-Greaser A4.A8 

Specialty  Lubricants 

Slipkote  Aquaplex  524  Grease  HI 

Slipkote  Aquaplex  985  Grease  HI 

Slipkote  H/L  Series  Oil    HI 

Slipkote  H/L  2  Grease    HI 

Slipkote  SFG  Series  Lube  Oil    HI 

Slipkote  230  Silicone  Compound  HI 

Specialty  National,  Inc. 

Drive  Lip  Super  Cleaner  Al 

Specialty  Oil  Co.,  Inc. 

FCI  High  Temp  EP  No.  2  Food  Grade 

Grease  HI 

FCI  High  Temp  Multi-Duty  Grease  No. 

2    H2 

FCI  Lubricant  FM  High  Temp  Grease  HI 

FCI  Lubricant  FM  100  AW   HI 

FCI  Lubricant  FM  32  AW  HI 

FCI  Lubricant  FM  46  AW  HI 

FCI  Lubricant  FM  460  AW  HI 

FCI  Lubricant  FM  68  AW  HI 

FCI  Lubricants  Multi-Duty  Grease H2 

Lubriguard  FCI  FM-46AW  Hydraulic 

Oil  HI 

Lubnguard  FCI  Isotech  FM-300    HI 

Lubriguard  FCI  Isotech  FM-50    HI 

Lubriguard  FCI  Isotech  FM-80    HI 

Lubriguard  FCI  ISOPure  FM-350    HI 

Lubriguard  Geartech  150  "S"  H2 

Lubriguard  Geartech  220  S H2 

Lubriguard  GL  5  80/90  H2 

Lubriguard  GL  5  85/140  H2 
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Lubriguard  Isopure  FM-200  HI 

Lubriguard  Isopure  FM-350  HI 

Lubriguard  Isopure  FM-70  HI 

Lubriguard  Isopure  FM-90  HI 

Lubriguard  Turbiso  100    H2 

Lubriguard  Turbiso  32    H2 

Lubriguard  Turbiso  46    H2 

Lubriguard  Turbiso  68    H2 

Lubriguard  3000  AW  32 H2 

Lubriguard  3000  AW  46 H2 

Lubrigurad  3000  AW  68 H2 

Specialty  Products 

All-In-Onc  C2 

C]ear-Vu    CI 

Dri-Glide  H2 

Power  Clean    A8 

Stick-Free HI 

Specialty  Products  of  Salinas 

Food  Grade  Silicone  HI 

Specialty  Water  Chemicals,  Inc. 

B-213  G6 

B250    G7 

OXC  G6 

Spectra  Systems 

Super  Concentrated  Neutral  Cleaner   ..  A4 

Spectral  Chemical  Co.  Inc. 

Alkaline  All  Purpose  Cleaner  Al 

All  Purpose  Cleaner  No.  3  Al 

All  Purpose  Cleaner  4  A4 

Dishwash  Pot  And  Pan  Liquid  Al 

Formulation  DS-33-10    D2 

Formulation  SCC-256  Germicidal  De- 
tergent   A4 

Formulation  33-128  Al 

Formulation  33-256  A4 

Grill  Cleaner   A8 

Lemon  Scented  Detergent-Disinfectant  A4 

Pine  Disinfectant  CI 

Spectral  Sani-Hand   E2 

Spectral  3200  Disinfectant   A4 

Spectral  6400  A4 

Spectralsan  D2 

Spectrasol  Al 

Spectraterge  A  Al 

Spectrowax  Corporation 

#20  Liquid  Hand  Soap   El 

Blue  Magic    CI 

Bombs  Away  Fl 

Break  Thru  L2 

Cherry  Hill  Indoor/Outdoor  Insecticide  Fl 

D  Grease    Al 

Fastball    Al 

Germ-Aside  D2 

Glass  and  Plastic  Cleaner  CI 

Grime  Aside  N.R D2 

Grime-Aside    Dl 

Heavy  Duty  Degreaser   Al 

In-Cide  Out   CI 

Iodine  Antiseptic  Handsoap   E2 

Kontrol  Dl 

MR-APC   Al 

PD  1  Al 

Quat  99-L    A4.C1 

Repel    F2 

Safe  World  Cleaner  Concentrate    A4 

Spectro  Super  Cleaner Al 

Spectrocide    D2 

Stainless  Steel  Cleaner  &  Polish    A7 


Star  Blue  Label  Al 

Wasp  &  Homet  F2 

Spectrum  AAA 

Alk  95    A2 

Complete  Foam  Al 

Econo  Soft  SL  B2 

GP  1000  Al 

Multi  Stripper    A2 

Spec-Chlor  10.5  Al 

Spectrum  AC  40   A3 

Spectrum  Smokehouse  HI  A2 

SA  Alkali  Bl 

SA  Bleach   Bl 

SA  2000 Bl 

Ultimate  II  Al 

Spectrum  Chemical  Services,  Inc. 

O.N.E.  Multi-Purpose  Cleaner  A4 

Spectrum  Freezer  Cleaner A5 

Spectrum  Glass  &  Hard  Surface  Cleaner  CI 

Spectrum  O.N.E CI 

Spectrum  1  Germidical  Cleaner  D2 

Spectrum  140  Super  Concentrate  Al 

Spectrum  141  Pressure  Washer  De- 
greaser      Al 

Spectrum  2  Sanitizer  D2.Q3 

Spectrum  3  141  Pressure  Washer  De- 
greaser      Al 

Spectrum  4  200  Hard  Surface  Degreaser  Al 
Spectrum  5  Antiseptic  Lotion  Hand 

Soap    El 

Spectrum  6  Pot  and  Pan  Cleaner  Al 

Spectrum  Laboratories,  Inc. 

Abrasive  Free  Waterless  Hand  Cleaner    E4 

All  Off  Jell    A8 

Block  Buster  A4 

Block  Buster  HD  A4.A8 

Coil-Bnte  PI 

Digestant  250 L2 

Digestant  250 L2 

Fashion  Bowl  &  Porcelain  Cleaner   ....    C2 

Germicidal  Cleaner  Dl 

Machine  Dish  Detergent  Al 

Micro-Cide  Lemon    A4 

Micro-Cide  Mint  CI 

Micro-Cide  Pine    CI 

Natumate  L2 

Neutral  Pink Al 

Oven  and  Smokehouse  Cleaner   A8 

Oven  Cleaner  423  A8 

Plastic  Plus    A4.A8 

Powdered  Cleaning  Compound    A4 

Powdered  Machine  Dish  Detergent   ....    Al 

Spray  Fog    Fl 

Super  Butyl  Cleaner  226 A4 

Super  Foam  Oven  &  Carbon  Cleaner      A8 

Super  Neutral  Cleaner Al 

Super  Neutral  Cleaner Al 

Tempered  LI 

Tile  Klenz   C2 

Tuff  Guy   C2 

Ultra  Clean    A8 

Ultra  Clean    AS 

103  Liqui-Drain  LI 

104  Bowlex  Bowl  Sanitizer   C2 

412  Liquid  Scouring  Creme  CI 

Spectrum  1,  Inc. 

All  Purpose  Neutral  Cleaner-Degreaser   Al 

Speed  Clean  Chasco,  Inc. 

General  Purpose  Cleaner  #76-A  Al 

SC  Soap  Powder-A  Al 


Speer  Products,  Inc. 

Magic  Grd  Automatic  Sequential  In- 
serted      F2 

Magic  Guard  Home  &  Institnl  Inset 

Spray  Fl 

Speer  Fast  Knockdown  Wasp  &  Homet 

Spray  F2 

Speer  Multi-Purpose  Insecticide  Spray  F2 

Speer  Residual  Pressurized  Spray    F2 

Speer-It  Fogger  1  Total  Release  Fogger  F2 

Speir  Laboratories 

All  Purpose  Cleaner  Formula  SI 303  ..  Al 
Lime  Scale  Remover  Formula  S1105  A3 
Machine  Dishwashing  Powder  Formula 

SI  101    Al 

Pots  and  Pans  Detergent  Formula  SI  102  Al 
Pots  and  Pans  Detergent  Formula  SI  103  Al 

Spence  Chemical  Supply  Co. 

Barbecue  Pit  Cleaner A8 

Spencer  Kellogg  Division 

Diamond  Quality  Castor  Oil  HI 

Gold  Bond  Castor  Oil  HI 

Spencer  Services 

AD-1  Acid  Detergent   A3 

Just  Red  Al 

Super  Blue  Al 

Super  Degreaser    Al 

Super  Fresh  Laundry  Detergent  Bl 

SpiceTec,  Ltd. 

SpiceTec  White  Oil  HI 

Spirit  Products,  Inc. 

Spirit  Vandal  Mark  Remover  CI 

Spray  Chem  Chemical  Company, 
Inc. 

Blast-Off   A3 

Chlor-A-Foam  Al 

Formula  B  2647    G6 

Formula  C  3278    G6 

Formula  C  5278    G6 

Formula  T  C288   G7 

Formula  T  6249 G7 

Orbit  Al 

Super  Foam  A4.A8 

Zoom   A4 

Spray  Products  Corporation 

All-Purpose  Silicone  Spray  No.  372  ..  H2 
Spray-Cure  Company,  The 

Con-Etch  'L"  PI 

Cretelox   PI 

Polyrez  PI 

Skid-Daddle  CI 

Spray-Dyne  Corporation 

Dyne-A-Mite  LI 

Sprayon  Products/ 

Div.  of  The  Sherwin- Williams  Co. 

#103  Rust  Breaker  Penetrating  Oil  H2 

Belt  dressing  HV  PI 
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Graffiti  Remover  CI 

Heavy  Duty  Chain  Lubricant   H2 

Hi-Tech  02004  Anti-Static  CRT  Cleaner  CI 
Hi-Tech  02006  Tuner  Cleaner  &  De- 
greaser  K2 

Hi-Tech  02102  TF  Elec  Cont  &  Tape 

Hd  Cln    K2 

Hi-Tech  20747  Safety  Solvent  &  De- 
greaser  K2 

Lubricant  Penetrant  H2 

Multi-Purpose  Silicone  Lubricant  HI 

Nu-Belt    PI 

Paintable  Lecithin  Mold  Release  & 

Lubrct  H2 

Penetrating  Lubricant    H2 

Silicone  Spray  HI 

Silicone  Spray  Lubricant HI 

Solvent  Cleaner  And  Degreaser  K2 

Stainless  Steel  Cleaner   A7 

Stainless  Steel  Cleaner/Polish  Solvt  Bsd  CI 
Stainless  Steel  Cleaner/Polish  Water 

Bsd   CI 

TC  032  Tough  Clean  TC-85 A4A8 

TC004  Tough  Clean  TC-85   A4A8 

Ultrathin-Transparent    H2 

Xenosol  Coil  &  Fin  Cleaner PI 

00100  White  Lithium  Lubricant  H2 

00410  Food  Grade  Silicone  Lubricant      HI 
00615  Hvy  Dty  Paint&Gasket  Cement 
Rmvr C3 

00698  Food  Grade  Clear  Lube  HI 

00699  Food  Grade  White  Grease  HI 

00701  &  02703  Elec  Motor  Dgr  &  Safe. 

Sol  K2 

00747  Safety  Solvent  and  Degreaser  ..    K2 

00875  House  &  Garden  Spray  Fl 

02001  Electrical  Cleaner  &  Lub.  Spray   K2 

02006  Tuner  Cleaner  &  Degreaser K2 

03102  Fast  Tack  Adhesive  PI 

103  Rust  Breaker  (Aerosol)   CI 

2002  TF  Electrical  Contact  and  Tp  Hd 

Clr  K2 

202  Chain  and  Pin  Bushing  Lube    H2 

208  Cutting  Oil  PI 

210  Food  Grade  Silicone  Lube HI 

503  Food  Grade  Silicone  Mold  Release  PI 
514  Paintable  Lecithin  Mold  Release  ....  PI 
607  Belt  Dressing  PI 

700  Food  Grade  Machinery  Oil   HI 

858  P.D.  Aqueous  Roach  &  Ant  Spray  F2 
862  Industrial  Insecticide  Spray  Fl 

876  Institutional  Insecticide   Fl 

880  General  Purpose  Cleaner  CI 

881  Foaming  Germicidal  Cleaner CI 

882  Spray  Disinfectant  CI 

887  Multi-Use  Insecticide  Spray    F2 

888  Glass  Cleaner  CI 

Sprayway,  Incorporated 

Automatic  Insect  Bomb    Fl 

Baby  Powder  Dry  Air  &  Fabric  Deo- 
dorizer    CI 

Baseboard  Cleaner  &  Wax  Stripper  ....  CI 

Brake  Parts  Cleaner K2 

C-60  Solvent  Cleaner  &  De-Greaser  ..  Kl 

Carburetor  and  Choke  Cleaner  K2 

CRT  Terminal  Screen  Cleaner  CI 

Disinfectant  Bathroom  Cleaner C2 

F- 101  TFE  Dry  Lubricant  Release 

Agent H2 

Glass  Cleaner CI 

Hoil  Penetrating  Oil  &  Rust  Proofer  ..  CI 

Mint  Air  Sanitizer  &  Deodorizer  CI 

No.  F-102  Cont  Clnr  Electrnc  Cln  & 

Dgrsr  K2 

No.  716  Belt  Dressing    PI 

No.  77  Silicone  Lubricant HI 

No.  940  Spray  Lubricant    HI 

No.  945  Silicone  Spray  H2 

No.  946  Silicone  Spray  HI 

Orange  Citrus  Crazy  Clean  CI 


Plastic  Cleaner CI 

Sachet  Air  Sanitizer  and  Deodorizer   ..  CI 

Sprayway  Apple  Blossom  Fragrance  ..  CI 

Sprayway  Germicidal  Surface  Cleaner  C2 

Sprayway  Grill  &  Oven  Cleaner   A8 

Sprayway  No.  77  Silicone  Lubricant  ..  HI 
Sprayway  No. 31  Crazy  Clean  All  Purp 

Clnr  CI 

Sprayway  Plastic  Cleaner  CI 

Sprayway  Stainless  Steel  Cleaner A7 

Stainless  Steel  Polish  and  Cleaner  A7 

Toilet  Bowl  Cleaner   CI 

Tru-Nox  Two  Insect  Killer  Fl 

Tru-Nox  X-100  Flying  &  Crawl  Inset 

Kill F2 

Vandalism  Mark  and  Stain  Remover  ..  CI 
White  Lithium  Grease  Lub.  Spray  No. 

715    H2 

Springfield  Water  Conditioning, 
Inc. 

Hy-Test  Sodium  Hypochlorite   ..  D2,Q4,G4 

Spruce  Industries,  Inc. 

All  Purpose  Cleaner   Al 

Power  X  A4 

Power  X  Industrial  Safety  Solvent     A4.A8 

Spruce-Up  Creme  Cleanser A6 

Super  Clean  Indstrl  Hvy  Dty  Clnr/Dgrsr  Al 

Spurrier  Chemical  Companies,  Inc. 

Heavy  Duty  Grill  and  Oven  Cleaner 

943-1  A8 

Stainless  Steel  Cleaner  and  Polish  1022  A7 

1006  Spur-Tex  Liq.  Hand  Dish  Wash  Al 

1021-1  Stainless  Steel  Cleaner  &  Polish  A7 
1090  Spur-Tex  In.  Liq.  Dr.  Pipe 

Op/Mnt  LI 

330  Spur-Tex  Machine  DshWsh  Comp  Al 

335-5  Institutional  Deep  Fat  Fryer  Clnr  A8 

345-10  Concentrated  Dry  Bleach  Bl 

805  Sanitizer  Cleaner   Dl 

810-1  Sanitizer  Rinse   D2 

818  Hard  Surface  Sanitizer D2 

902-1  Non-Ammoniated  All  Purp  Clnr- 

Dgrsr  Al 

911  Heavy  Duty  Machine  Scrubber 

Cone Al 

915  Spur-Tex  General  Purp.  Cleaner  ..  Al 

925  Spur-Tex  Ammntd  All  Purp.  CI.  ..  A4 

940  Spur-Tex  Bowl  Cleaner  C2 

945-1  Alkaline  Degreaser&Oven  Clnr 

Cone A8 

948-1  Quick-Foaming  Fat  &  Grease 

Clnr Al 

950-1  Extra  Heavy  Duty  Degreaser  ....  Al 

Squibb,  E.R.  &  Sons,  Inc. 

IoQuat    Dl 

Mineral  Oil    HI 

St.  Clair  Custodial  Supply  Co. 

S.  C.  H-D.  Caustic  Cleaner A2 

S.  C.  H.D.  Cleaner   CI 

S.  C.  HD.  Liquid  Cleaner   Al 

S.  C.  P.  Cleaner Al 

S.  C.  Steam  Cleaner   Al 

Silicone  Spray  HI 

St.  Clair  Supply  Company,  Inc. 

#0-Red  All  Purpose  Cleaner  A4.C1 

#1 -Yellow  Degreaser  Cleaner  CI 

#11  Up  Front  Cream  Protective  E4 

#2-Blue  Glass  &  Plastic  Cleaner   CI 

#3-Green  Bowl  &  Bathroom  Dsnfctnt 


Cone CI 

#7  Up  Front  Cream  Protective  E4 

A.P.C.  Disinfectant  All  Purpose  Cleaner  C2 

All  Purpose  Neutral  Cleaner A4A8 

Antiseptic  Lotion  Hand  &  Body  Soap  ..  El 
Bi-Ccp  Degreaser/Cleaner/Truck  Wash    Al 

Bowl  Cleaner C2 

Causeway  II  Industrial  Detergent  Al 

Clair-O-San  D2 

Clair-O-San  Disinfectant D2 

Clair-O-San  Disinfectant D2 

Clean  Foam  Acidulous  Quarry  Tile 

Renvtor  C2 

Clean  Foam  Acidulous  Quarry  Tile 

Renvtr  A3 

Creme  Cleanser  A6 

Eliminate  CI 

Fort-I-Fied  Citrus  Cleaner CI 

Handy  Hand  Dishwashing  Concentrate    Al 

Lemon  Disinfectant  Cleaner  CI 

Lift-It  Stripper  CI 

Lime/Gone  A3 

Liquid  Alive!  Drain  Digestant   CI 

Mild  Toilet  Bowl  Cleaner C2 

Mis-Fire  Uric  Acid  Eradicator  CI 

No  Rinse  Neutral  Cleaner CI 

No.  5782  Non-Drip  Gear  Lube    H2 

No.  5783  Non-Drip  Gear  Lubricant  ....    H2 

No.  5840  Air  Tool  Oil    H2 

No.  5841  Hydraulic  Oil    H2 

No.  5842  Multi-Purpose  Polymer  Oil       H2 

No.  5981  Red  Non-Melt  Grease  H2 

No.  5985  Moly  Heavy  Duty  Grease  ..  H2 
No.  5986  Multi-Purpose  Polymer 

Grease  H2 

No.  5988  Food  Machinery  Grease 

(White)   HI 

Non-Acid  Bowl  &  Bathroom  Clnr 

Thickened  C2 

Non-Acid  Bowl  and  Bathroom  Cleaner  C2 
Phos  Kleen  Bowl/Tile  Porcelain  Cleaner  C2 

Pine  Disinfectant  Cleaner  CI 

Ready  For  Use  Hand  Soap  El 

Redi-Foam  Al 

Redi-Foam  Food 

Service/Degreaser/Cleaner  Al 

Sanatize  Germicidal  Cleaner CI 

Silicone  Spray  HI 

St.  Clair  Clear  Glass  and  Plastic  Clnr  Al 
St.  Clair  Glass  &  Plexiglass  Cleaner  ..  CI 
St.  Clair  Stainless  Steel  Cleaner  &  Pish  A7 

St.  Clair  Super  Lube  H2 

Super  Kleen  B  A4 

Tackle  Oven  &  Grill  Cleaner  A8 

Take-Off  Super  Strength  Stripper A4 

Vac-Up  Rinse  Free  Floor  Stripper  CI 

Zippy  Bowl  Cleaner   CI 

40%  Coco  Hand  Soap  El 

St.  George  Sales  &  Service,  Inc. 

Dragon  Brand  Assault A4 

Dragon  Brand  Attack    A4 

Dragon  Brand  Blue  Flash  A4 

Dragon  Brand  Challenge A4 

Dragon  Brand  Conqueror  A4 

Dragon  Brand  Gallant  A4 

Dragon  Brand  Lo  Foam    A4 

Dragon  Brand  Neutral  Cleaner  Al 

Dragon  Brand  Warrior   A4 

St.  Jude  Chemical  Inc. 

JCS-I-175  D2.E3.G5 

JCS-Q-750  D2 

St.  Lucie  Chemical  &  Supply,  Inc. 

Stainless  Dry  Sil  Silicone  Spray    HI 

SL  100  F2 
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Sta-Lube,  Incorporated 

Food  Grade  Grease  w/Polymer  NLGI 

No.  2  HI 

Hand  Cleaner  Formula  II   E4 

Multi-Purpose  Super  White  Lithium  No. 

2    H2 

Sta-Lube  Lotion  Hand  Cleaner E4 

Sta-Lube  10-42  Compressor  Oil  H2 

Sta-Plex  Premium  Red  E.P.  Grease  ....    H2 

Sta-Sweet  Co,  Inc. 

Lift-X  A4 

Staci  Chemical  Inc. 

Satellite    Al 

Stacy -L- Enterprises,  Inc. 

Klean's-All  CI 

Staff  Supermarket  Associates,  Inc. 

Staff  Household  Bleach    D2 

Stahmer,  Weston  &  Co,  Inc. 

SoftCide  Handwash  El 

SoftGuard  Lotion  Formula   E4 

SoftGuard  The  Ex-Stmth  Protv  Hand 
Cream   E4 

StainMaster  Products  Div. 

Tile'Ex  Cleaner  Base  &  Base  Activator  Al 

Staley,  A.E.  Manufacturing  Co. 

Sno-Bol   C2 

Stampede  Industries  Corporation 

All  Surface  Cleaner A4 

Cleaner  Degreaser  A4 

Non-Butyl  Degreaser Al 

Stampede  Bleach  B1.C2 

Stanbio  Laboratory  Inc. 

Bio-Clean  Laboratory  Detergent  And 
Deo Al 

Standard  Adhesive  &  Chemical  Co, 
Inc. 

DefoamerSA-10  Q5 

Standard  Disinfectant  Company 

Nu-Lite Al 

Standard  Maintenance  Supply  Co. 
Inc. 

Disinfect  Plus    Dl 

Erase-All   Al 

L/LF  Bacterial  Digestant-Deodorant    ..  CI 

Liquid  Toilet  Soap    El 

Speed-Kleen Al 

Standard  Brite   CI 

Standard  Silicone  Spray   HI 

Synterg-90  Al 

Standard  Sanitary  Supplies,  Inc. 

Dry  System  ID  Flying  Insect  I  Fl 

Dry  System  III  Fumigator  Bomb  DH    ....  F2 
Sanico  Deluxe  Liquid  Hand  Soap    El 


Standard  T  Chemical  Company, 
Inc. 

Bio-Foam  216-822    A4.C1 

Stanlux  Foaming  Cleaner-Degreaser   ..    Al 
Stanlux  Foaming  Cleaner-Dgrsr 

116-669  A4A8 

Stanlux  Safe-Soap  236-850 E2 

Stanton  Janitorial  Supply  Co,  Inc. 

Water  Base  Stainless  Steel  Maintainer     A7 
Stanz  Industrial 

No.  1  Power  Strip  CI 

No.  100  All  Purpose  Cleaner  Concen- 
trate      Al 

No.  20  Coco  Hand  Soap  El 

No.  99  Cleaner  Degreaser  A4 

Star  Chemical  Co,  Inc. 

Degreaser  Al 

Multi-Purpose    A4A8 

Star  Chemical  Company 

"OK"  Concrete  Cleaner CI 

Alkalite    Bl 

Arrest  G2 

Aspirlube  H2 

Aspirlube-D  H2 

Boss  A4 

Bright  CI 

BW-19  A2 

Clor-O-Mite  Al 

Cloro-Kleen  Al 

Control  S  A3 

Control-D A3 

CFC  Al 

Detaf    A2 

Elec-Trol  CT  K2 

Exact    A4 

Fabrisoft B2 

Flush    LI 

Foamer  Al 

Formula  300    Ql 

Formula  3020    A3 

Formula  3026    Al 

Formula  3027    A2 

Formula  3029    Al 

Formula  3031    Al 

Formula  3035    A2 

Formula  47    LI 

Formula  50    Dl 

Formula  55    A2 

Galaxy  SS    Bl 

Grease-Out  CI 

Jiffy  Oven  Cleaner   A8 

L.  F.  A Al 

Liquakleen-D  A2 

Liquid  Cloromite  Al 

Liquid  Orbit Al 

LC-40 Bl 

Moon  Glo    Al 

No  Dor CI 

Nok-Out  F2 

Nok-Out  (Aerosol)    F2 

Orbit  Al 

Oven  &  Grill  Cleaner  A8 

Plus  10  Al 

Purgerm  £1 

Puricide   C2 

PSF-932  G6 

PSF-935  G6 

PSF-940  G6 

Quat  S   D2 

Rust-O-Way  Bl 

RTU  El 


Sequa-D  Al 

Smokehouse  Cleaner  A2 

Solvit  A4 

Sta-Kleen  Al 

Star  Dry  Bleach  Bl 

Star  Lo-Foam Bl 

Star  Lo-Foam  FE Bl 

Star  Plus    Al 

Star  105  G7 

Star  33  C2 

Star-Burst CI 

Starbrite  Al 

Starcide  No.  2  Fl 

Starlube   HI 

Starmaid A4 

Starsteel   A7 

Starwash Al 

Sterasol    Dl 

Super  Starcide  Fl 

SF-Antifoam    G6 

SF-Disperse  G7 

SF-105  G7 

SF-117  G7 

SF-118  G7 

SF-119  G7 

SF-813  G6 

SF-903  G6 

SF-904  G7 

SF-913  G6 

SF-926  G6 

SF-932  G6 

SF-933  G6 

SF-934  G6 

Tek  171    Al 

Tek-177   Al 

Tek-191    A3 

Tek-193   A3 

Tek-271    A2 

Thrust Al 

Ultra  I    Al 

Ultra  u*  Al 

Star  Chemical  Company,  Inc. 

Acid  Cleaner  A3 

Chlorinated  Cleaner Dl 

Foamer  Al 

General  Purpose  Cleaner Al 

Heavy  Duty  Alkaline  Cleaner Al 

Heavy  Duty  Concentrate  Liquid  Cleaner  A4 

Liquid  Hand  Soap  El 

Liquid  Steam  Cleaner  Al 

Malathion  Fly  Bait    F2 

Odorless  Concrete  Cleaner  A4 

Smokehouse  Cleaner  A2 

Super  Insecticide  Concentrate Fl 

Thermal  Fog  Insecticide  Fl 

Star  Cleaning  Miracle  Inc. 

Star  Cleaning  Miracle  Al 

Star  Cleaning  MiracleS- 100    Al 

Star  Cleaning  Miracle  S-300    Al 

Star  Industries,  Inc. 

Star-Clean  GRA    A2 

Star-Clean  GRB A2 

Star  Maintenance  Products,  Inc. 

Star  Force  (Aerosol)   CI 

Star  Kleen   E4 

Star  Safe    K2 

Star  Screw-Off H2 

Star  Shine    CI 

Star  Slide  HI 

Star  Maintenance  Supply 

Absorb  A4 
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Con-Cept  256    A4 

Foam  Away  CI 

Nature's  Way  CI 

Star  Burst  Cleaner  Degreaser  Al 

Star  Plumbing  &  Maintenance 

Parts/ 

Division  of  Westburne  Supply  Inc. 

Bobby's  Hand  Cleaner    E4 

Star  Products  Company 

Star  Brand  Dishtergent   Al 

Star  Sales  Div.,  LWJ,  LTD. 

Tri-S  G2 

Star-Chemical 

A  P  C  2000  Al 

Star-Lee  Products  CoJ 

A  Division  of  Mil-Tex  Corporation 

Starlee  Skin  Shield   E4 

Starbar/ 

A  Division  of  Zoecon  Corporation 

Trax-One  F3 

Starco  Chemical,  Incorporated 

AdclorB  100  Bleach   Bl 

Ant-10  Blue-Hand  Dishwashing  Com- 
pound      Al 

Ant-10  Pink-Hand  Dishwashing  Com- 
pound      Al 

Borax  Hand  Soap    C2 

Buff  Hand  Dishwashing  Detergent Al 

Dyno    A4 

Flatware  Pre-Soak  Al 

FC-31  CI 

FC-44  A4 

G-4  Hand  Dishwashing  Compound   ....  Al 
G-4  Yellow  Hand  Dishwashing  Com- 
pound      Al 

Gripon   Al 

L-S-R  Lime  Scale  Remover  A3 

Laundry  Detergent  J   Bl 

Liquakleen  Al 

Liquid  Hand  Soap  El 

M-l  Machine  Dishwashing  Compound  Al 

M-3  Machine  Dishwashing  Compound  Al 

MC-500   Al 

MLC-100  A2 

No.  3  N.Y   Bl 

No.-5  Blue  Low  Foam  Detergent  Bl 

No.-5  White  Low  Foam  Detergent Bl 

Oven  Cleaner A8 

Pine  Scrub  CI 

Pink  N  Creamy  Hand  Dishwashing  De- 
tergent    Al 

Silver  Detamish  Compound  #7    Al 

Stainless  Steel  Cleaner   A7 

Starkleen  FL-34  Al 

Starkleen  No.  S-100    A2 

Starkleen  No.  S-100  GH  A2 

Starkleen  No.  S-85    Al 

Starkleen  No.  S-90    Al 

Starkleen  S-15  Al 

Starkleen  S-20  Al 

Starkleen  S-80  A2 

Starkleen  S-83  CL  A2 

Starkleen  50  A3 

Supurb  Grill  and  Oven  Cleaner   A8 

Window  Glass  Cleaner  CI 

Z-14Starglo  Al 


Starr  National  Manufacturing  Corp. 

Action  Market  Cleaner  A4 

Action  Safety  Solvent  A4 

Glo  Grittle  n'  Fryer  Cleaner  A2 

Starway  Labs.  International  Corp. 

#1  Cleaner  A4 

#1-Z  Cleaner  Dl 

#101  Cleaner  Dl 

#103  Cleaner  A4 

State  Chemical  Manufacturing  Co., 
The 

"31 1  Conveyor  Lube"  H2 

A-25  Al 

Alg-Erase  Algaecidal  Tablets  G5.G7 

All  Grease   H2 

All  Purpose  Spray  Cleaner  A4 

Apple  Orchard  Fragrance  Pak    CI 

AP  Grease  with  UB  5  Hi-Temp-Non- 
Melt  H2 

AT-16 G7 

Badger  A3 

Barbeque  Pit  and  Grill  Cleaner    ....    A4A8 

Bi-Chlor  CI 

Cap  PI 

Capital  "R"    CI 

Capital  S  Industrial  Deodorant  CI 

Carbotronic  Super  A8 

Cherri-D  CI 

Chloro    CI 

Chloro-Solv  Formula    Kl 

Citrus  Grove  Fragrance  Pak  CI 

Cool-Ade  G7 

Current  Issue  The  Natural  Clnr/Dgrsr      CI 

De-Grease  Super  A4.A8 

Dead  End  F2 

Dry-Lube  H2 

E-Z  Clean    El 

E-Z  Squirt  Kontrol    CI 

ELC  K2 

Fom-Klean  Al 

Formula  "C"    A3 

Formula  S-800  Drain  &  Sewer  Solvent    LI 
Formula  100  Pellet  Type  State  Ice 

Remvr CI 

Formula  162    Kl 

Formula  174    Al 

Formula  185  Liquid  Ice-Chek  Activator  CI 

Formula  222    Al 

Formula  224  FD-Odor  Control  CI 

Formula  279  Steam-Cleaner  Al 

Formula  297  Algaecide  G7 

Formula  298  RAS  F2 

Formula  318  All  Purpose  Cleaner   A4 

Formula  336  State  Gear  Oil  H2 

Formula  348  State  Stop-Scale    G6 

Formula  350  Liquid  Chlorinated 

Cleaner   Al 

Formula  351  State  Clean-Line  G6 

Formula  358  Mint  Kontrol  CI 

Formula  359  Surface  Gleam  CI 

Formula  360  Sta-Gel  Concentrate    Kl 

Formula  403  Sta-Glo Al 

Formula  418  Cool.  Twr  Descaler/pH 

Adjstr    G7JH 

Formula  425  Microcide  FI 

Formula  429  WAS    Fl 

Formula  555  Rocket  Action  State  Ice 

Cure CI 

Formula-251    A3 

Fragrance  Paks  Tropical  Delight  54118    CI 

G.S.O CI 

Gangway   LI 

Garbo  CI 

Grabber  Multipurpose  Wetting  Agent      A I 
Grease-B-Gone    CI 


GTCleen-Rite  Kl 

Hands  On  El 

Heavy  Duty  Terg-O-Cide  Formula 

No.  132  A4.C1 

Hot  Soak  Tank  Cleaner A2 

Hvy  Dty  Form.  No.  1 33  Terg-O-Cide      Dl 

HD  Steam  Cleaner    Al 

Instant    C2 

Jonade  Blue  C2 

Kleen  All  A4 

Klenz-Kream  E4 

Knock  Out  A4 

Kontrol  CI 

Lay-Up  G6 

Lemon  Scent  Disinfectant-Deodorant  ..    CI 

Lift  A4 

Lime  Solvent  A3 

Lube  All H2 

Mark  V  Super  Solvent    Kl 

Melon  Patch  Fragrance  Pak   CI 

Microcide Fl 

Mint  Fragrance  Disinfectant-Deodorant    CI 

Mr  Power Kl 

Mr.  San  Sanitary  Lubricant    HI 

Mud-Out    LI 

No.  1515-A   El 

No.  1516-B   El 

No.  1522  Sanico  Surgical  Hand  Soap   ..  El 

No.  1540    El 

No.  55  Fogging  Mist F2 

No.  6-55  Fogging  Concentrate  F2 

No-Mix  Terg-O-Cide    CI 

Onward  Disinfectant  Detergent    Dl 

Onward  XL  Al 

Oran-Gel  Heavy  Duty  Citrus  Degreaser  CI 

Orange  Action  CI 

Orange-Gel    CI 

Oven  II  Formula  448    A8 

Ovn    A8 

OGL  H2 

P.J.  26  Neutro-Jel   CI 

Parts-Klean    Kl 

Pepcotex  Al 

Pine  Scent  Disinfectant-Deodorant  CI 

Power  Suds   Bl 

Pummel    E4 

PW  All  Purpose  Concentrate   A4 

PW  Heavy  Duty  Degreasant  Al 

Ready  Kill  Transparent  Emulsion  Spray  F2 

Reserve  Cleanser  A6 

RP-3  PI 

Scat-400  Industrial  Stripper   C3 

Scram  LI 

Scrub   E4 

Scrub  Ender  C2 

Si  Grease  with  SA-50  Super  Impact 

Resist H2 

Silicone  Spray  HI 

Sofn  Liquid  Fabric  Softener    B2 

Soft  N  Tender  Moisterizing  Skin  Cream  E4 

Soil-Out  B2 

Spec  C2 

Sta-Zorb  Jl 

Sta-Zyme  Concentrated  Bacterial  En- 
zymes     L2 

Stapine  CI 

State  #18BP  Champ  Cream  Cleaner    ..    CI 

State  Apple  Orchard  Kontrol    CI 

State  ACC  Aerosol  Coil  Cleaner   PI 

State  Bet    PI 

State  BT-64  G7 

State  Champ  Cream  Cleaner CI 

State  Champion  Cream  Cleaner  CI 

State  Chemical  Hand  Sanitizer  E4 

State  Clean  Connections  K2 

State  Clean'n   Bl 

State  Current  Issue    CI 

State  Cut    H2 

State  CT-128  G7 

State  D-Stroy  L2 

State  D-Stroy  Too  L2 

State  Dek  Insect  Killer  Fl 
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State  Deo  CI 

State  Deo-Phene    A4.C2 

State  Dri H2 

State  Dri  All  Purpose  Penetmt  4Way 

Actn H2 

State  Dry  Moly  Lubricant  H2 

State  Foamicide  F2 

State  Formula  123-G  CI 

State  Formula  126  Acidine  A3 

State  Formula  214  Prestige E4 

State  Formula  250  De-Foam L1.Q5 

State  Formula  264  MX-10  Insecticide  ..  F2 
State  Formula  296  Roach  and  Ant  Killer  F2 

State  Formula  301  NCNP  G7 

State  Formula  319  WAS  Wasp  Killer  ..  F2 

State  Formula  337  HC  Oil   H2 

State  Formula  340  LI 

State  Formula  345  Mildew  Stain  Re- 
mover       CI 

State  Formula  355  Correct  pH  Adjuster  G6 
State  Formula  362  No  Rinse 

Cleaner/Sntzr    D2 

State  Formula  388  Safety  Cleaner  Dgrsr  Al 

State  Formula  401  Dead  End  F2 

State  Formula  401  Ready  Kill 

w/Dursban  F2 

State  Formula  434  Wham!   F2 

State  Formula  470  Closed  Loop  Treat- 
ment        G7 

State  Formula  52  G.F.  Cleaner A4 

State  Formula  584  Industrial  Coil  Clnr     PI 

State  Formula  64  A  Sectocide   Fl 

State  Formula  64  A  Vaporcide  Brand   ..  Fl 
State  Fragrance  Paks  Simply  Cinnamon  CI 

State  Greastroyer  Degreaser  CI 

State  Gyro   Bl 

State  GRA  Hi-Temp  Dri-Film  Graphite  H2 

State  GRS    H2 

State  Hands-On  Antiseptic  Skin  Cleaner  E2 
State  Hard  Water  Cool-Ade  Formula 

417    G7 

State  Harness  C2 

State  HGP  High  Gloss  Protectant CI 

State  Industrial  Cleaner  68-A Al 

State  Instant  C2 

State  Lather-Up  Lotionized  Skin  Cleaner  E4 

State  LiquiZyme    L2 

State  Lub  Multi-Purp  Silicone 

Lub.(Aer.)  HI 

State  MNT  CI 

State  MNT  Disinfectant  Deodorant   ....    CI 
State  No  Issue  Non-Butyl  Cleaner  & 

Dgrsr  Al 

State  Orange  Action  Aerosol    CI 

State  Pen  Penetrating  Oil    CI 

State  Pro    E4 

State  PGR    PI 

State  RMK-308  Rodenticide F3 

State  Sav-In  H2 

State  Scale  Solvent   C2 

State  Seat  Doctor CI 

State  Sewer  Solvent  #7  LI 

State  Snapout C2 

State  Sta-Clean  Air  Conditioner  Trtmnt    PI 

State  SC^t-Buff  Floor  Cleaner  CI 

State  SFR  Soil  and  Floor  Finish  Re- 
mover        A4 

State  SPW  Special  Purpose  Wax  HI 

State  SS-205  SAV H2 

State  SSD    Kl 

State  Terminate  Fl 

Slate  Washroom  Wizard  C2 

State  White'n  Bl 

State  WAG    HI 

State  WG  Grease  Food  Grade  White 

Grease  HI 

Super  Eight  80-D    A4 

Super-Go  Hand  Cleaner   E4 

Surfasol    Al 

SC-100  Porcelain  Cleaner C2 

SCM^iO  Skin  Cleaner  E4 

SOK  Fl 


SOS   CI 

SPW  H2 

SS-32  Non-Flammable  Safety  Solvent  K2 

SS-345  Al 

SS-55  Organic  Safety  Solvent  Clnr 

Dgrsr  CI 

SSC  Stainless  Steel  Cleaner  CI 

SSD  Aerosol    Kl 

SSD-55    K2 

Tef  Fluorocarbon  H2 

Terg-O-Cide A4 

Terg-O-Cide  Concentrate  315  A4.C1 

Tile  N  Grout  Cleaner  C2 

Touchdown    A4 

Trade  Winds    CI 

Triple  O  A4 

Tuff  Skin  Protector  E4 

U-Ten  Pot,  Pan  And  Utensil  Cleaner  ..  Al 

Urinal  Buoy  C2 

Urinal-Ade  C2 

Wildcat A4 

Wipe  Away  C2 

X-O  Odor  Away   CI 

180  CI 

999  A4 

State  Chemical  Overseas,  Inc. 

State  Formula  584  Coilene  PI 

State  Janitorial  Supply  Co. 

Break  Thru Al 

Coconut  Oil  Handsoap    El 

State  Wide  Dist.  Inc. 

EDC  Creme  Cleanser   A6 

EDC  Disinfectant  Bowl  Cleaner C2 

EDC  Enzyme  Drain  Cleaner CI 

EDC  Green    A4 

Statewide  Products,  Inc. 

"I.S.-77"  Insect  Spray  F2 

BTC400  PI 

Bug-Off  Residual  Insecticide   _ F2 

Formula  43    LI 

Formula  57    CI 

Formula  8800    A2 

Free  Line  LI 

Free-Up    H2 

G-26  Industrial  Silicone  Lubricant  HI 

Gone H2 

Grip  Dressing    PI 

GGC  Non-Flammable  Red  Spray 

Grease  H2 

Klear  Glass  Cleaner    CI 

Kleen  Waterless  Hand  Cleaner E4 

Litho-Lub  Heavy  Duty  White  Grease      H2 

Ovec  Ammoniated  Oven  Cleaner A8 

PFC    CI 

Quick  C2 

SSC  Stainless  Steel  Metal  Polish    ....    A7 

Spin  Off  Electrical  Motor  Cleaner  K2 

Super  Power    A4 

Super  Power-10  A4 

SS  32  Contact  Cleaner   K2 

SS-40  Safety  Solvent    Kl 

TGC  Porcelain  Tile  &  Grout  Cleaner       CI 
Vapor  Spray  Fly  &  Insect  Spray    Fl 

Steam  Cleaners  Inc. 

Industrial  Medium  Duty  Steam  Com- 
pound        CI 

Steam  Engineering  Incorporated 

Low  Freeze  Caustic  Soda  G6 

SEI-102   G6 


SEI-103   G6 

SEI-104   G6 

SEI-105   G6 

SEI-106   G6 

SEI-107   G6 

SEI-108   G6 

SEI-110   G6 

SEI-111    G6 

SEI-124  G6 

SEI-125   G6 

SEI-126   G6 

SEI-128    G6 

SEI-130   G6 

SEI-137   G6 

SEI-138   G6 

SEI-139   G6 

SEI-141    G6 

SEI-142   G6 

SEI-150   G6 

SEI-151    G6 

SEI-154   G6 

SEI-155   G6 

SEI-165   G6 

SEI-166   G6 

SEI-167   G6 

SEI-212   G3 

SEI-223   G7 

SEI-224   G7 

SEI-225    G7 

SEI-226   G7 

SEI-227   G7 

SEI-228   G7 

SEI-238   G6 

Steam  Jet  Corporation 

New  Improved  Steam  Cln  L-89  Hvy 

Dty  Cone A8 

Stearns  Packaging  Corporation 

Acid  Salt  Cleaner   A3 

All  Purpose  Cleaner   Al 

Blue  Butyl  Degreaser   A4.A8 

Booster  Degreaser  CI 

Bowl  Cleaner C2 

BWCG  A2 

BWCR  Circle  Cleaner  Compound  A2 

Caustic  Soda  Beads  A2,G1,G6 

Chlorinated  Hytron   Al 

Citrus  Cleaner   CI 

Cleaner  Concentrate    A4 

Cleaner  Degreaser  #922    CI 

Cleaner  For  Automatic  Scrubbing 

Equip A4 

Cleaner-Degreaser  CI 

Concrete  Floor  Cleaner  CI 

Conveyor  And  Equipment  Cleaner Al 

D-Lime-X    A3 

Dairyland  Brands  Eggit  Egg  Wash    ....  Ql 

Deep  Fry  Cleaner    Al 

Dineotex  D2 

Dineotex  "4"    D2.E3 

Dishwashing  Compound  Al 

Drain  Opener  LI 

Each  Egg  Ql 

Extra-Strength  Cleaner   CI 

Fat-Solv  Al 

Flow  Clean    Al 

Flowtron  Drain  Treatment    L2 

Foaming  Cleaner  Degreaser  Al 

Foaming  Degreaser  #1700    Al 

Foaming  Degreaser  #2700    A2 

General  Purpose  Cleaner Al 

General  Purpose  Cleaner-Penawet  Al 

GS-"77"  A4JI2 

Heavy  Duty  Dairy  Utensil  Cleaner    ....  Al 

Heavy  Duty  Degreaser   Al 

Hi-Pressure  Washer A4 

Hose-Off    C3J>1 

Hy-Foam   Al 

Hydrosol    A3 
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Hypo-Chlor   D2 

Hypo-Chlor  Formula 

X-12   B1,D2,G4,Q1,Q2,Q4 

HyprochlorX-12  D2 

Jungle  Jake    A8.B1.C1 

Laundry  Detergent Bl 

Lavochlor Al 

Liquid  Soap  E4 

Manno-Clean  Al 

Mark  E  Dl 

Mark  EH  A4 

Mark  10  C2 

Mark  11   D2 

Mechanics  Hand  Soap C2 

Milkhouse  Brand  Eggit  Egg  Wash  Ql 

Multi-Surface  Cleaner  A4 

Nu-Tron  Al 

Nutra  Liquid  Hand  Soap  El 

Pam  Activator!    A3 

Pam  Detergent  Al 

Penawet  Soft   El 

Percleen  C2 

Pine  Scent  Deodorant  Cleaner   CI 

Pink  Lotion  Hand  Soap    E4 

Powdered  Laundry  Detergent  Bl 

Pyrosol  Super  Grade  A3 

Quatamine   D2 

Sanitizing  Hand  Soap   E2 

Shark  Cleaner    A2 

Smokehouse  Cleaner-Penawet    A2 

Spray-Det D2 

Stannosol  Formula  M  A3 

Steramine  D2 

Willow  Creek  Eggit  Egg  Wash    Ql 

Window  Cleaner  CI 

Window  Cleaner  &  Stainless  Steel 

Cleaner   C2 

7-1 1  General  Cleaner   Al 

Steco  Corporation,  The 

Tap  Magic  Aluminum  Cutting  Fluid   ....  PI 

Steelco  Industrial  Lubricants,  Inc. 

#7201  Air  Compressor  Oil  SAE  10  ....  H2 

#7202  Air  Compressor  Oil  SAE  20  ....  H2 

#7203  Air  Compressor  Oil  SAE  30  ....  H2 

#7205  Air  Compressor  Oil  SAE  50  ....  H2 

#7410  Hydraulic  Oil  SAE  10  H2 

#7420  Hydraulic  Oil  SAE  20  H2 

Fleet  Engine  Oil  SAE  30   H2 

Fleet  No.  1089  Van-Purpose  Gear  Oil  H2 

Fleet  No.  2014  Vari-Purpose  Gear  Oil  H2 

No.  225-2  Food  Machinery  Lubricant  HI 

No.  50  Fan  &  Pump  Oil  H2 

No.  500  Industrial  Gear  Oil  SAE  80   ..  H2 

No.  5000  Industrial  Gear  Oil  SAE  250  H2 

No.  7430  Hydraulic  Oil  SAE  30    H2 

No.  8010  White  Oil  ISO  32  HI 

No.  8030  White  Oil  ISO  100  HI 

No.  8090  White  Oil  ISO  220  HI 

488-1  Red  Crown  Lubricant  H2 

488-2  Red  Crown  Lubricant  H2 

7010  Industrial  Air  Tool  Oil  SAE  10  H2 

Steindler  Paper  Company,  The 

Steindler-Reid  DIF  Cream  Cleanser  ....  A6 
Steindler-Reid  H-23  Super  Bowl 

Cleaner   C2 

Steindler-Reid  H-9  Mild  C/L  Bowl 

Cleaner   CI 

Steindler-Reid  P-20  Bowl/Tile/Prcln 

Clnr  C2 

Steiner  Company,  Inc. 

Alcohol  Hand  Sanitizer E4 

Antimicrobial  Hand  Soap   El 

Bayberry  Odor  Neutralizer  CI 


Bug  Killer   Fl 

Citrus  Handmaster  Indus. Pumicized 

HdClnr    CI 

Citrus  Handmaster  Industrial  Hd  Clnr  ..  E4 

Deluxe  Skin  Cleansing  Lotion   El 

E2  Antiseptic  Skin  Cleansing  Lotion  ....  E2 
Handmaster  Industrial  Waterless  Hd 

Clnr  E4 

Industrial  Skin  Cleansing  Lotion   El 

Industrial  Skin  Cleansing  Lotion  JJ   E4 

Lilac  Odor  Neutralizer   CI 

Lime  Odor  Neutralizer   CI 

Odorless  Odor  Neutralizer   CI 

Skin  Cleansing  Lotion  Hygienic-White    El 

Swiss-Air  Baby  Powder   CI 

Swiss-Air  Cherry  CI 

Swiss-Air  Floral    CI 

Swiss-Air  Green  Apple  CI 

Swiss-Air  Lemon  CI 

Swiss-Air  Mint    CI 

Swiss-Air  Mountain  Air  CI 

Swiss-Air  Sea  Air  CI 

Swiss-Air  Spice  CI 

Swiss-Air  Tropical    CI 

Stejan  Corporation 

GTC  Grease  Trap  Cleaner   A4.L1 

Stepan  Chemical  Company 

Bio  Soft  S-100    Al 

Nacconol40DB  Al 

Nacconol  40DBX    Al 

Nacconol  40LB  Al 

Nacconol  90F    Al 

Stepan  Company 

Acid  CD D2 

BTC  1010  7.5%  Solution  D2 

CD  1 .6  Detergent/Disinfectant  D2 

Detergent  Disinfectant  Pump  Spray  ....  CI 
Hshld/Lt  IndusType  Grmcdl  Acid  Bowl 

Clnr  C2 

Indusi.  Type  Cone.  Acid  Grmcdl  Bowl 

Clnr  C2 

NP  12.5  Detergent/Disinfectant   D2 

NP  3.2   D2 

NP  4.5  (D&F)  Detergent/Disinfectant  CI 

NP  4.5  Detergent/Disinfectant    D2 

NP  9.0  (D&F)  Detergent/Disinfectant  CI 

NP  9.0  Detergent/Disinfectant   D2 

PT  4.0  Pine  Scent 

Disinfectant/Detergent   CI 

10%  BTC  2125M  Indstrl  Wtr  Cool  Twr 

Algcd G7 

10%BTC2125M/TIN   G7 

10%  BTC  776  Indus  Wtr  Cool  Tower 

Algaecd  G7 

20%  BTC  99  Indust.  Wtr  Cool  Tower 

Algacd  G7 

5%  BTC  2125M  Powdered  Fabric 

Sftnr/Sntzr B2 

Stephenson  Chemical  Co.,  Inc. 

P-F-I  Plus  Total  Release  Fogger    Fl 

Redi-Mist  JJ  Concentrated  Aerosol    Fl 

Redi-Mist  IJJ   Fl 

Sterilex  Corporation,  The 

Indicon  R901  PI 

Ultra-Kleen  for  Stm  &  Mech  Cln  & 

Dcntmnt    Al 

Ultra-Kleen  Fabric  Clnr  &  Decontam- 

inant    Bl 

Ultra-Kleen  Fd  Cntct  Hd  Surf  Cln 

Dcntmnt    Al 


Ultra-Kleen  Hand  Cleaner    El 

Ultra-Kleen/Biokleen Bl 

Sterling  Chemical  Co.,  Inc. 

Kreme  Lotion  Antiseptic  Hand  Soap  ....  El 
Safer  Non  Acid  Bl  &  Bath.  Dsnfctnt 

Clnr  CI 

Steri-Septic    C2 

Steri-Shine-Brite    CI 

Sterling  Chemical  Products,  Inc. 

"131"  Liq.  Hand  Dishwashing  Detergnt  Al 

Superior  1000    Al 

Superior  157    A4 

Superior  183  Alum.  Trailer  Brightner  A3 

25  APC    Al 

270  Kitchen  Multi  Purpose  Degreaser  A4 

277  Wax  Remover    A4 

Sterling  Products 

All  Purpose  Cleaner   A4 

De-Greaser  Cleaner  Al 

Floor  &  Concrete  Cleaner A4 

Pine  All   CI 

Startling  Hand  Soap    El 

Sterling  Soap  and  Chemical  Co., 
Inc. 

Kleen-Quat Dl 

Mint  Disinfectant C2 

Pine  Odor  Disinfectant   CI 

Pow'r  Plus    Al 

3D  Disinfectant,  Deodorant,  Detergnt  A4 

Stern  Chemical  Company,  Inc. 

Assist  Al 

Big  Janitor  A4.A8 

Breakthrough  Sanitizer  D2 

Bust-Up  Foaming  Cleaner    Al 

Bust-Up  Grill  and  Oven  Cleaner   A8 

Dermisan   E2 

Dissolve  CI 

Freeze  Kleen  Cleaner   A5 

Grease  Buster    CI 

Independence  Non-Butyl  Cleaner Al 

Iodex    D2 

Lumin  Pine  Odor  Disinfectant   CI 

Nu-Grout  Renovator  A3 

Orange  Solv  CI 

Oven  Scale-Off  A8 

Sani-Bright  Disinfectant  Cleaner   ....  A4.C2 

Spray  N  Wipe  CI 

Steam-Jenny  Cleaner A4 

Stem's  Break -Through    Al 

Stern -Chemtech  Corporation 

A.C.  Cleaner   A3 

Action    Dl 

Action  Germicidal  Spray  and  Wipe  CI.    CI 

Action-Plus    D2.Q3 

All  Day    CI 

Aqua  Fresh  Cherry   CI 

Chem-Lube   HI 

Chlor-N   Dl 

Chlorosan-16  D1.Q3 

Citramine  CI 

Cleen-Brite A3 

D-Rusto   A3 

Dry-Kil Fl 

Electro-Ease K2 

Electro-Ease  Safety  Solvent   Kl 

Electro-Ease  Safety  Solvent   K2 

End  Con  PI 

Fantabulus   Al 

Foamad    Al 
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Foaming  Glass  Cleaner  CI 

FAT-10    A2 

Germex    D2 

Gritty  E4 

GP-66  Al 

Hades  Al 

Hand  Soap  20% El 

Hand  Soap  40% El 

Ice-Away  Granulated  Ice  Remover   ....    CI 

Jet-Det  CI 

Jet-Det  Concentrated  Utility  Cleaner  ..    CI 

Koil  Kleen  Plus  PI 

Kwiki  E4 

L.D.  Cleaner   Al 

Loosen  Penetrating  Lube    H2 

Lubezz  HI 

Magnum  Cherry  Dry  Air  Freshener  ....    CI 
Magnum  Solvent  Cleaner/Degreaser    ..    K2 

Magnum  Spray  &  Wipe   CI 

Mask    CI 

Micro-Bac    L2 

Moist-Out    K2 

Moly  Bento   H2 

Nu-Oven    A8 

Nu-Oven    Al 

Pine  Oil  Disinfectant  (Phenol  Coef.  5)     CI 

Pow  Residual  Insecticide    F2 

Quixide    Fl 

Red  Magic  LI 

Red  Magic  Municipal  Sewer  Solvent  ....  LI 

Release  HI 

Robot  A3 

RES-B  Residual  Insecticide   F2 

S.C.  101  A2 

Saf-Suds  Al 

Skat   A2 

Slick  H2 

Smoke-X   A2 

Sparkle  Metal  Polish  A7 

Spectrum   CI 

Stem-O-Lube  H2 

Stemdex  Glass  Cleaner  CI 

Swat  F2 

SAF-100    Al 

SOA  A2 

Tef-Tape  Pipe  Thread  Sealer   PI 

TFE  Tape PI 

1001  Cleaner  CI 

Stero  Clor  Chemical  Company 

Activated  Liquid  Detergent CI 

Amaze   A2 

Stero  Clor    A2 

Stero  Products 

All-Ways-Cleans  Al 

Eeze  Klean  Concentrate   A! 

Elite  Creme  El 

Glass  &  Dish  Wash Al 

Grease  Away  Al 

Jet  Power  Cleaner  A4 

Lemon  Aid  All  Purpose  Cleaner   A4 

Linen-Brite Bl 

Liq.  Micro-Organisms  w/Instnt 

OdorCntrl   L2 

Liquid  Live  Micro-Organism   L2 

Oven  And  Griddle  Cleaner Al 

Purple  Power  Cleaner  A3 

Stero  Glo  CI 

Sterwin  Laboratories 
Pitman-Moore,  Inc. 

Step  U  Farm  Disinfectant  D2.Q3 

Stetson,  M.  D.  Company 

Blue-J  Formula   CI 

ONatural  Citrosolve  CI 


Powerscrub  Concentrate   CI 

Stetco  Antiseptic  Lotion  Soap    El 

Stetco  Drain-Zyme    L2 

Stetco  Giant  Air  Sntzr  &  Odor  Modifier  CI 
Stetco  Odor-Zyme  CI 

Steve  Green  Co.,  Inc. 

Do  It  All    C2 

Steve  Regan  Co. 

Multi-Purpose  Detergent  Bl 

Stevens  Chemical  Company 

Bowl  Glo  C2 

Bright  Clear CI 

Clean  Off  Concentrate    Al 

DLT-100    A3 

Neutra  Scent    CI 

Sta-Gleem    A4 

Stev-O-Rod   LI 

Super  Drain  Eze    LI 

Terrene Al 

Stevens  Co. 

Emulsi-Flash   Al 

Stevens  Products  Company 

Nimbus    El 

Stevenson,  Brothers  &  Co.,  Inc. 

#85  Pure  White  Mineral  Oil  HI 

Steward  Chemical  Corp. 

Aqua  San  Chlor-Clean    Al 

Aqua  San  Chlor-Clean  H.F Al 

Aqua  San  Lube  Rite  H2 

Aqua  San  Safe  Ql 

Aqua  San  1001    A3 

Aqua  San  1030   A3 

Aqua  San  1050   A3 

Aqua  San  2000   A2 

Aqua  San  2020    Al 

Aqua  San  2040    A2 

Aqua  San  2090    A2 

Aqua  San  222   Al 

Aqua  San  2500   A2 

CP-100  Al 

Liqui-Flow  Al 

Liqui-Melt   Al 

Quota  Al 

Rally  C.F Al 

Velocity  A2 

Stewart  Chemical  Products 
Company 

Quarry  Tile  and  Hard  Surface  Cleaner     A3 

Stewart  Sanitary  Supply,  Inc. 

Aerosol  Bear  #9  Smoke  Odor  Remover  CI 
Aerosol  Kitten  88  Problem  Odor  Re- 
mover       CI 

Bear  #9  Smoke  Odor  Remover    PI 

Bear  #9  Smoke  Odor  Remover  Concen- 
trate      CI 

De-Scale A3 

DC- 11  Powdered  Machine  Dishwashin 

Det Al 

H.D.  Blue  Cleaner-Degreaser  A4A8 

Kitten  &  Bear  Brand  Cooling  Tower 

Algcd G7 

Kitten  &  Bear  Brand  Enzymes  Plus L2 


Kitten  &  Bear  Brand  Malathion  57   F2 

Kitten  &  Bear  Brand  Pyrethrin-3  Fl 

Kitten  &  Bear  Brand  Swimming  Pool 

Algcd CI 

Kitten  88  Problem  Odor  Remover 

(Bulk)    CI 

Kitten  88  Problem  Odor  Remover  Cone.  CI 
Kitten's  Cone.  Laundry  Odor  Remover  B2 
Safety  Clean    K2 

Stewart-Hall  Chemical  Corp. 

Acid  Cleaner-G  A3 

Acid  Cleaner-H  A3 

Acid  Cleaner-S    A3 

Actabs    PI 

Actabs  Type  E  PI 

Actabs  XX  G7 

Anti-Foam  AF  G7 

BWT-A    G6 

BWT-BD-11    G6 

BWT-BD-4   G7 

BWT-BD-4F   G6 

BWT-BD-8    G5.G7 

BWT-BD-8F   G6 

BWT-G    G6 

BWT-H   G6 

BWT-HL  G6 

BWT-HM G6 

BWT-M  G6 

BWT-OLA  G7 

BWT-OLA-F  G6 

BWT-OLC  G6 

BWT-SLF   G6 

Coil-Rite    PI 

Contax   K2 

Continental  No.  1    K2 

Corroclean  F   G3 

CT-NF  G7 

CWT-BB-12    G7 

CWT-BB-25    G7 

Foam-A-Coil   PI 

Foam-A-Coil  Aerosol    CI 

Foam-Cleen  CI 

Gnme-Solv    CI 

Ice  Machine  Sanitizer  Concentrate  D2 

Letsgo    H2 

Liquid  Descalit    A3 

Liquid  Fluxomatic  PI 

Nickel-Safe  Ice  Machine  Cleaner  A3 

No.  11    K1JC2 

No.  11  Aerosol    K1JC2 

Renewz    PI 

Scale  Strip  A3 

Scaleclean-F G2 

Scalomatic  G7 

Silent  Run    H2 

Steamaster  Type  1  G7 

Steamaster  6    G6 

Steamaster-F    G6 

Sulfite  BWT-SF    G6 

T.K.O K2 

WT-CP G2 

Zipp  K2 

Stewart- Warner  Corporation/ 
Alemite  Marketing  Dept. 

Alemite  All  Purpose  Spray  Kleen    Al 

Alemite  Hi-Temp  No.  1    H2 

Alemite  Industrial  No.  37  H2 

Alemite  Industrial  No.  38  H2 

Alemite  Regular  No.  30   H2 

Alemite  Regular  No.  32   H2 

Alemite  Regular  No.  33   H2 

Alemite  Spray  Kleen  No.  1    Al 

Alemite  Spray  Kleen  No.  2    Al 

Alemite  Spray  Kleen  No.  3    A2 

Alemite  Temprite-White  H2 

Alemite  Viscous  "H"  H2 

Alemite  Water  Pump H2 
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Stigler  Supply  Company 

Citru-Clean  Non-Butyl  Cleaner   CI 

Heavy  Duty  Cleaner-Degreaser- 

Stripper  A4.A8 

Heavy  Duty  Plus  Hand  Cleaner  E4 

Heavy  Duty  Pumice  Plus  Hand  Cleaner  E4 

Kleen  Foam  Degreasing  Cleaner   Al 

Lubra  Spray  H2 

Neutral  Disinfectant  Cleaner CI 

Non-Butyl  Degreaser  Cleaner  And 

Deodmt Al 

Penelube  Plus    H2 

Stigler  All  Purpose  Concentrate  CI 

Stigler  Blue  Thunder CI 

Stigler  Liquid  Alive    L2 

Stigler  Medamist  CI 

Stigler  Neutral,  Free-Rinse  Detergent       CI 

Stigler  Pine  Odor  Cleaner CI 

Stigler  Quat  Quick  Neutral  64  CI 

Thaw-Kleen  Cold  Room  Cleaner  A5 

Stiles-Kern  Division/ 
Met-Pro  Corp. 

Aquadene  Gl 

Stockhausen  Inc. 

Estesol   E4 

Industrie  Praecutan   E4 

Kresto  EF E4 

Kresto  L  E4 

Praestol  A3040LTR LI 

ReDuRan  E4 

ReDuRan  Special    E4 

Solopol  E4 

Solopol  EF  E4 

Stoko  Emulsion  E4 

Stoko  Lotion    E4 

Stokoderm   E4 

Stokomin  Syndet  E4 

Taktodor E4 

Verapol  Waterless  Skin  Cleaner E4 

Stockyards  Hardware  &  Supply  Co. 
Inc. 

Hardware  A.M Al 

The  New  Super!  Fly  &  Roach  Spray  ....  Fl 

Stone  Soap  Company,  Inc. 

Ace  Laundry  Liquid  Builder Bl 

Crystal  Laundry  Liquid  Bleach  14%   ..    Al 

Heavy  Duty  Steam  Cleaner    Al 

Kemade  General  Purpose  Cleaner 

(H.D.)    Al 

Kemade  Soaper  Liquid  A4 

Pride  Concentrated  Powdered  Bleach  Bl 
Pride  Concrete  Floor  Cleaner  Heavy 

Duty    A2 

Pride  Concrete  Floor  Cleaner  Reg.  Duty  Al 
Pride  Laundry  Liquid  Fabric  Softener      B2 

Pride  Pressure  Wash  Compound    Al 

Pride-Lo-Dine   D2.E3 

Professional  All-Purpose  Cleaner  Al 

Star  Disinfectant   D2 

Star  Liquid  Hand  Soap  El 

Tune  Controlled  Suds  Detergent  ....  A 131 
Tune  Laundry  Liquid  Detergent  Bl 

Stoner  Incorporated 

E139  Mineral  Oil    HI 

Straub,  W.  F.  &  Company 

W-TTen    G2 


Strauss  Paper  Co.,  Inc. 

Power  Clean  Degreaser  Concentrate    ..  Al 

Stremick's  Inc. 

Super  Dri  Jl 

Strong-Lite  Products  Corp. 

Strong-Lite  All  Purpose  Aggregate    Jl 

Strong-Lite  Coarse  Perlite Jl 

Stuart  Hale  Co. 

White  Mineral  Oil  #35  USP  HI 

White  Mineral  Oil  #7  NF  HI 

White  Oil  No.  8-T HI 

Stuart  W.  Johnson  &  Co. 

Lagenco  Silicone  Spray    HI 

Lagenco  Spray  Lubricant   HI 

Stuart-Ironsides,  Inc. 

Dasco  FR  322-2    H2 

Dasco  FR  322-3    H2 

Stuart's  Galleon 

Energizer  21    CI 

Stutton  Corp. 

BigR  Al 

Electra  Shield    H2 

Glass  Cleaner CI 

Slipper  HI 

Slipper  Silicone  Mold  Release  HI 

Straight's    HI 

Super  Solv  Kl 

Sweet  Sue  Bio  Active  Cultures  in  Liquid  L2 

Tip-Tap    H2 

Topsail  #30    Al 

Sudsy  Vending  Supply 

Heavy  Duty  Non  Butyl  Cleaner  De- 
greaser    Al 

Sugar  Beet  Products  Company 

SBS-52  Clnr-Disinf.  Sanitizer-Deod.  ..  CI 

Sull-Tech 

Sull-Tech  Raise  A4 

Sull-Tech  Raise  L  A4 

Sull-Tech  100    Al 

Sull-Tech  1110   Al 

Sull-Tech  1125    Al 

Sull-Tech  1170    Al 

Sull-Tech  1220   A2 

Sull-Tech  1240    A2 

Sull-Tech  1245   A2 

Sull-Tech  1250    Al 

Sull-Tech  1300   Al 

Sull-Tech  1350    Al 

Sull-Tech  1430   A2 

Sull-Tech  1460    Al 

Sull-Tech  1500    Al 

Sull-Tech  1600    A2 

Sull-Tech  1660    Al 

Sull-Tech  1800    A3 

Sull-Tech  1805    A3 

Sull-Tech  1851    A3 

Sull-Tech  9    Al 


Sullair  Corporation 

Sullube  32   H2 

Sumico  Lubricant  Co.  Ltd. 

White  Alcorn  Grease HI 

White  Lub  Spray  HI 

Summax  Corporation 

Finis  F2 

RC-440    H2 

Summer  Co. 

Detergent  #1    Al 

Detergent  #3    Al 

Safe  Clean  #  10  Al 

Safe  Clean  #4    Al 

Summit  Chemical  Company 

Barnes  &  Hogan  Refrigeration  Oil H2 

Esbiol  Fogging  Concentrate  1-2-3   Fl 

Insect  Fogger  Fl 

Mistocide  Fl 

Mistocide  D  Plus  Fl 

Mistocide-B  Fl 

Mistocide-D  Fl 

Permacide    F2 

Permacide  Plus    F2 

Pyrethrins  Fogging  Concentrate  123    ....  Fl 
Pyrethrins  Fogging  Concentrate  3610    ..  Fl 

Summit  Mistocide  Plus  Fl 

Summit  Mistocide  3   Fl 

Summit  Permacide  P  Concentrate    F2 

Summit  Permacide  P-JJ  F2 

Summit  Pyrethrins  Fogging  Concentrate 

D   Fl 

Super  Permacide  F2 

Summit  Chemical  Industries,  Inc. 

Big  Punch    CI 

LTP  Liquid  Tableware  Presoak    Al 

QTG  Quarry  Tile  and  Grout  Cleaner  ..    CI 

Summit  Industries/ 

A  Div.  of  Advance  Chemical  Dist., 

Inc. 

Alklor  A2 

AC  500    D2 

AC-131     D2.G5 

AC-3    A3 

Chem  Care  PFC-I   A2 

Chem  Care  SC-I   Al 

Chlor-Clean  Al 

Clean-Off Al 

Conan CI 

Conveyor  Lube   H2 

E2  Hand  Cleaner/Sanitizer  E2 

Fat  Scat   Al 

Food  Grade  Chain  Lube  HI 

FG  Break  Bl 

FG  Fabric  Softener  B2 

FG  LLD  Bl 

FG  PLD  Bl 

FG  PLD  B  Bl 

FG  PLD  ffl   Bl 

FG  Sour  Bl 

FG  Sour/Soft  B2 

Gen-Chem   Al 

Hand  Soap  E4 

Iodawash   E2 

Lemon  Destroyer CI 

LF  Acid  Cleaner  A3 

Multi  Solve   A4A8 

Oven  &  Grill  Cleaner  A8 

Pine  Destroyer  CI 
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Pot  &  Pan    Al 

Poultry  Chem  Care  AC-1   A3 

Poultry  Chem  Care  AC-2  A3 

Poultry  Chem  Care  CC-1    Al 

Poultry  Chem  Care  CC-2   Al 

Poultry  Chem  Care  Vat  Clean  300 A2 

Poultry  Chem  Care  Vat  Clean  800 A2 

Power  Solve Al 

Rock'n'Bowl C2 

Ruby    CI 

Sani-Dip  E3 

Sani-Quat  D2.Q3 

Scale  Scat    A3 

Sodium  Hypochl  Solut  10.0% 

(NaOCL  by  Wt)  D2.G4.L1 

Sodium  Hypochl  Solut  12.5% 

(NaOCL  by  Wt)  D2.G4.L1 

Sodium  Hypochl  Solut. 

5.25%(NaOCL  by  Wt)  D2.G4.L1 

Sodium  Hypochl  Solut.  9.2% 

(NaOCL  by  Wt)  D2.G4.L1 

Suds-Z  Al 

Sudsy  Ammonia    CI 

Summitize   CI 

Super  Chlor-Clean  Al 

Summit  Laboratories,  Inc. 

Chlor-Al  Al 

Dry  Chlorine  Bleach  Bl 

H.D.  Drain  Opener   LI 

HD.S A2 

H.D.S.  + A2 

Heavy  Duty  Cleaner-S    A2 

High  Alkaline  Liquid  Cleaner    Al 

Laundry  Break  Bl 

Laundry  Detergent Bl 

M.D.P Al£l 

Q-Foam    A2 

Sum-Brite    A3 

Sum-J.A Al 

Summit  Foam  Additive  Al 

Summit  295  A3.G7 

Summit  422  G7 

Summit  430  G6 

Summit  455  G6 

Summit  466  G6 

Summitt  288    G7 

Super  Laundry  Soft/Sour    B2 

Summit  Oil  Co.,  Inc. 

FG-100 HI 

FG-200 HI 

FG-300  HI 

FG-400  HI 

Lime-Sol    A3 

Sublime    A3 

Sum-Clean  A4.A8 

Sum-Clean  II  CI 

Sum-Kool    Al 

Summit  DSL  100    H2 

Summit  DSL  125    H2 

Summit  DSL  68    H2 

Supra  Coolant   H2 

Supra  32 H2 

Sun  Chem  Industries 

Enzymes L2 

Sun  Chemical  Mfg. 

Ripper    Al 

Sun  Core  Inc. 

Sun-Safe Al 


Sun  Crystals  Distributors,  Inc. 

Water  Softener  Salt  PI 

Sun  Distributing  Company 

Gentle  Lotion E4 

Laser    A4 

New  Digest   CI 

New  Digest   L2 

Nova  C2 

Pro  Kling-Hospital  Type  C2 

Sun  Baby  Powder   CI 

Sun  Foaming  Germicidal  Cleaner    CI 

Sun  Glass  Cleaner  CI 

Sun  Glo  Concentrate  Al 

Sun  Indoor/Outdoor  Insecticide   Fl 

Sun  Residual  Insecticide  Spray    F2 

Sun  Spray  Foam  Meatroom  Degreaser     Al 

Sun-San   D2 

Sunny  A4 

Sun  Industrial  Chemical,  Inc. 

Clearmop  A4 

Fountain  Solution  900  A4 

Prime  Time   CI 

Quat  40  Industrial  Type  Dsnfctnt  Clnr     CI 

Sprite  Citrus  Bouquet  Scent  CI 

Sprite  Neutral  pH  Disinfectant  CI 

Sun  Accent  Disinfectant/Deodorant  ....    CI 

Sun  Capture  Fl 

Sun  Carbonex  Oven  &  Grill  Cleaner  ..    A8 

Sun  Citrisolv   CI 

Sun  Citrusolv  212  CI 

Sun  Citrusolv  214  CI 

Sun  Clear  Glass  &  Surface  Cleaner  ....    CI 

Sun  High  Skies   CI 

Sun  Laser CI 

Sun  New  Digest    L2 

Sun  Nova  C2 

Sun  Pro  Kling   CI 

Sun  Quat-40  Dtrgnt-Deod.-Sntzr- 

Dsnfctnt CI 

Sun  Residual  Insecticide  Spray    F2 

Sun  Scortch  A6.C2 

Sun  Shield  A7 

Sun  Sun-San  Sanitizer-Disinfectant  ....    D2 

Sun  Sunny  Al 

Sun  Tackle  Foaming  Germicidal 

Cleaner   CI 

Sun  Workday  900  A4 

Sun  Working  Hands  Gentle  Lotion  Hd 

Clnr  E4 

Sun  Working  Hands  Heavy  Duty  Hand 

Clnr  E4 

Sun-San   D2 

Sun  Industrial  Products 

De  Aqua  Lube  H2 

Safety  Solvent  Degreaser   K2 

Sun  Products 

Sun  Gold  CI 

Sun  Products  Co.,  Inc. 

Air  Flow    PI 

AC-222Q  Acid  Bowl  Cleaner C2 

DI  440A  Disinfectant  &  Deodorant  ....    CI 

DO-145P  Powder  Enzymes    L2 

DO-50Q  Sulfuric  Acid  Drain  Opener    ..  LI 

DO-70Q  Alkaline  Drain  Opener LI 

IN  100A  Residual  Insecticide  F2 

IN  240A  Lock  Down  Insect  Bomb   Fl 

IN-220  F2 

LU  5070A  Silicone  Spray HI 

LU  5075A  Food  Grade  Silicone  Spray    HI 
LU  555A  Penetrating  Oil   H2 


LU  560A  Moisture  Guard H2 

Super  Impact  Grease  H2 

SD  500A  Safety  Solvent K2 

WG-200A  Window  and  Glass  Cleaner  CI 

WT-444  Non-Toxic  Anti-Freeze    G7 

Sun  Products,  Inc. 

Bac-Off  Antiseptic  Hand  Soap  Lotion  ..  El 

Brute  Power Al 

Foam-Solv  Degreaser   Al 

Natural  Citrus    CI 

Polar  Kleen  Freezer  Cleaner AS 

Sani-424  Sanitizing  Disinfectant    D2 

Sun  Ray  Chemical  Company 

Liquid  Steam  Cleaner  #100    Al 

Liquid  Steam  Cleaner  #50    Al 

Sun  Refining  &  Marketing 
Company 

Sun  Refrigeration  300  H2 

Sun  Refrigeration  400  H2 

Sun  Trans  U H2 

Sunoco  Multi-Purpose  ATF   H2 

Sunoco  Ultra  10W-30  H2 

Sunoco  Ultra  10W40 H2 


Sunv 
Sunv 
Sunv 
Sunv 
Sunv 
Sunv 
Sunv 
Sunv 
Sunv 
Sunv 
Sunv 
Sunv 
Sunv 
Sunv 
Sunv 


s  732  H2 

s  746  H2 

768  H2 

s  8100  H2 

s  832  H2 

846  H2 

s  868  H2 

9100  H2 

s  915  H2 

s  9150  H2 

s  922  H2 

9220  H2 

s  932  H2 

s  946  H2 

s  968  H2 


SR  2810  SAE  10  H2 


Sun  Sales  and  Service 


Non-Butyl  Degreaser CI 

Sun  Sanitary  Supplies,  Inc. 

Excel    Al 

High  Gear    Al 

Johnny  Ring-0    CI 

S-260  Residual  Insecticide  F2 

Sun's  Excel  Cone.  Soil  &  Grease  Em- 

ulsf Al 

Sun's  I-X   Bl 

Sun's  Safe  Scouring  Creme  Cleanser  A6.C2 


Sun  Tek  Labs 

Bac  Man    L2 

Cherry-O   CI 

Cyclone   CI 

De-Foam    Al 

Delime  A3 

Double  Duty    C2 

Good  Stuff  E4 

Grease-B-Gone    E4 

Hots   A8 

Kleenz-All   CI 

Lemon  Cide  CI 

Liquid  Grease    H2 

Low  Foam  A4 

Mellow  Mint   CI 

Mountain  Pine  CI 

Step  1  CI 

Step  2  Al 

Sun  Deophene  CI 
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Sun  Fresh  N  Clean   CI 

Sun  Lub  Silicone  Spray    HI 

Sun  Tek  Stainless   CI 

Sun-Sok  Fl 

Sun-Stix  CI 

Sun-SSD  Sol  K2 

Surface  Gleem  CI 

Tough  7M  Tender  E4 

Sun-Brite  Corporation 

Sun-Brite   CI 

Sun-Chem  Co. 

Automatic  Floor  Scrubber A4 

Foam  It  Away  Al 

Sunbeam  Products,  Inc. 

Sunbeam  Conquer  C1.A8 

Sunquat  Sanitizer D2 

Sunbelt  Brands/ 

A  Div.  of  Atco  Manufacturing 

Company 

Antibacterial  Sanitizing  Hand  Soap  E2 

Surface  Disinfectant  and  Deodorizer   ..  Al 

Sunbelt  Chemical  &  Equipment 
Company 

NAB  Al 

S-256-NP  D2 

SB-60P D2 

XL-WOFS  "Concentrate"  Ind.  Laundry 

Soap    Bl 

XL-700 A4 

XL-900 Al 

XLP-510    A3 

XLP-522    Al 

XLP-524    Al 

XLP-528    Al 

XI.P-530    A2 

XLP-560    E2 

XLP-570    Al 

XLP-572    A1.Q5 

XLP-580    Al 

XLP-582    Al 

Sunbelt  Chemicals  &  Equipment 

BWT-254  G6 

BWT-269  G6 

C-115  Extra  Heavy  Duty  Cleaner- 

Degreaser   A4.A8 

C-356  Oven  &  Fryer  Cleaner  A8 

C-920  Al 

Clean  #822 A2 

DICA  Detergent    A3 

Formula  303    Al 

Fryer  Cleaner A8 

Hi-P  Contact  Cleaner   K2 

Klor-Klean  Al 

Laundry  Detergent  I   Bl 

Lime  and  Scale  Remover  A3 

Lubricant  Penetrant  H2 

Mean  Green  Al 

N-Sect-Tox    Fl 

P-Det   A4.A8 

Pink  Fury  A4 

Rid-Odor   CI 

Safety  Solvent  Kl 

Steam-N-Clean    Al 

SC  255  D2 

SC-Descaler-2   A3 

SC-1205  Al 

SC-328  A4 

SC-330  A4 


SC-332  A4.A8 

Triple  XXX  A4 

Sunbelt  Laboratories 

Brake-Kleen  Brake  Parts  Cleaner  Dgrsr.  PI 
Clear- View  Premium  Glass  Cleaner  ....  CI 
Germ-Away  Germicidal  Spray  &  Wipe 

Clnr CI 

Knock  Down  Flying  Insect  Killer   F2 

Nut-Buster  Nut  &  Bolt  Loosener  Pene- 
trant      H2 

S.S.D.  Safety  Solvent  Degreaser   K2 

Slide  All  Purpose  Silicone  Spray  HI 

Sta-Brite  Stainless  Steel  Clnr.  &  Polish  A7 
Sunbelt  Fog-It  Total  Release  Fog.  Inset.  F2 
Sunbelt  Hospital  De-Dis  Deodorant 

Disnf C2 

Sunbelt  Sling  Shot  Wasp  &  Hornet 

Spray  F2 

SL-A14  Chlorinated  All-Purpose 

Cleaner   CI 

SL-102  Industrial  Degreaser  Al 

SL-103  Heavy  Duty  Industrial  De- 
greaser      A4 

SL- 104  Industrial  Degreaser  A! 

SL-105  Heavy  Duty  Industrial  De- 
greaser      A4 

SL-107  H.D.-Phos.  Free  Oil  &  Gr. 

Emul A4 

SL-108  Detergent-Degreaser Al 

SL- 1 1 1  Non-Butyl  H.D.  All  Purpose 

Clnr Al 

SL-111E  Al 

SL- 1 1 5  Heavy  Duty  Industrial  De- 
greaser      Al 

SL-135  Liquid  Steam  Cleaner  Concen- 
trate      Al 

SL-305  HD.  Non-Ammon.  Floor 

Stripper  A4.A8 

SL-313  Concentrated  All-Purpose 

Cleaner   CI 

SL-315  All  Purpose  Cleaner  &  Neutral- 

izer    A3 

SL-402  Glass  Cleaner  CI 

SL-405  Glass  Cleaner  Concentrate CI 

SL-410  Spray  &  Wipe   CI 

SL-420  Oven  &  Grill  Cleaner   A8 

SL-421  Oven  &  Grill  Cleaner   A8 

SL-450  Freezer  Cleaner   A5 

SL-501  Cone.  Industrial  Hand  Cleaner     El 

SL-504  Lotionized  Hand  Cleaner El 

SL-531  Lemon  Oil  Polish  CI 

SL-615  Mildew  Stain  Remover   CI 

SL-640  Detergent  Disinfectant  D2 

SL-640L  Lemon  Scent  Detergent 

Dsnfctnt.   CI 

SL-640P  Pine  Scent  Detergent  Dsnfctnt,  CI 
SL-651  Lemon  Odor-Di- 

sinf.-Deod.-Clnr A4.C1 

SL-652  Disinfectant,  Cleaner,  Deodo- 
rant        CI 

SL-652  Mint  Scent  Disinf.-Cleaner 

Deod CI 

SL-653  Disinfectant,  Cleaner,  Deodo- 
rant        CI 

SL-653  Pine  Odor  Di- 

sinf.-Cleaner-Deod CI 

SL-658  Germicidal  Foaming  Cleaner  ..  CI 
SL-659  Disinfectant-Sanitizer- 

Deodorant  D2 

SL-672  Residual  Insecticide  with  Durs- 

ban F2 

SL-673  Dual  Spray  Insecticide  Fl 

SL-810  A3 

SL-812  Lime  &  Scale  Remover  A3 

SL-910  Liquid  Live  Bacteria    CI 

Wipe  Away  Foam.  Citrus  Frag 
Dgrsr/Clnr  CI 


Sunbelt  Sales,  Inc. 

Alkyl    A4.A8 

All  Purpose  Cleaner   Al 

Betty's  Pink  Lotionized  Hand  Soap  El 

Bionic  Emutsifier  Cleaner Al 

Chain  Lub  &  Cleaner  HI 

Coconut  Oil  Liquid  Hand  Soap   El 

Contact A2 

Cool-X  G7 

E-Z  Electro  Kleen  Solvent   K2 

Fire  Proof  Electro  Kleen  Solvent  K2 

Foam-Kleen  A4 

Foam-Up    A4 

Insecticide  No.  Ill   Fl 

Knock  Down  Defoamer    Al 

KA-GO-C  601  Acid  Cleaner   A3 

Neutra-Sate    G6 

Po  Pac  Ho  Cleaner   Al 

React   G6 

Santi-Wash E2 

Space  Spray  No.  3    Fl 

Spra-Det  A4.A8 

Super-Solv  A4 

Sunbrite  Services  Inc. 

Bacterial  Digestant-Deodorant   CI 

Descaler  &  Metal  Brightener  A3 

Sunbrite  Non-Butyl  Degreaser  Al 

Sunburst 

Cherry  Bowl  Cleaner    CI 

Sunburst  Citrusol  CI 

Sunburst  Chemicals,  Inc. 

Accent   Bl 

Antibacterial  Handwash    E2 

Antiseptic  Lotion  Skin  Cleanser E4 

Attack A8 

Auto  Scrub A4 

Boil-Out  D  A2 

Brute    A4 

Bulls  Eye  Chlorinated  Degreaser  Al 

CAndS  Al 

Challenge  A4.A8 

Chlorinated  All  Purpose  Powder   Al 

Chlorinated  Liq  Auto.  Dshwsh  Stn 

Control    A2 

Cleaneze CI 

Cold  Liquid  Degreaser-Decarbonizer  ..    A8 

Complete  B2 

Conserv   B2 

Cut  A5.A8 

De-Terge   Bl 

Defoamer  Al 

Dominator   Bl 

Dura  Suds    Al 

Effecto  A8 

Encore   Al 

Execute    Al 

Fabric  Softener   B2 

Final  Touch  A3 

Freezer  Floor  Cleaner  A5 

Grease  Beater    A4.A8 

Grease  Go   Al 

Grease  Release    Bl 

Guard  A8.P1 

Hand  &  Body  Lotion    E4 

Heavy  Duty  Kitchen  Degreaser   A4 

Hoodwash  090  PI 

Isopropanol    K2 

Laundry  Sour  "FP"   B2 

Lemon  Suds  Al 

Lift  Off    A8 

Lime  Remover  Plus A3 

Liquid  #202B  Dishwash  A2 

Liquid  Auto.  Dshwsh  #202  Stain  Con- 
trol      A2 
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Liquid  Automatic  Dishwash  #200   Al 

Liquid  Boil  Out  A8 

Liquid  Break   Bl 

Liquid  Creme  Cleanser  A6.C2 

Liquid  Pot  &  Pan    Al 

Liquid  Uniterge  Bl 

Lo  Foam  Glass  Cleaner    Al 

Neutral  Cleaner  Al 

Non  Acid  Restroom  Cleaner C2 

One  Step  Antibacterial  Hand  Wash  E2 

Pan  Bnte   Al 

Powdered  Break    Bl 

Quick  San    D2 

Red  Baron   Al 

Result  Shield  D  Al 

Sanitizing  Handwash  E2 

Sentry Al 

Shamrock  Al 

Skoop  Multi-Purpose  Cleaner A4 

Smokehouse  Cleaner  A8 

Solid  Gold  Al 

Steralen    A4 

Sun-Lite  Bl 

Sunbrite   Bl 

Sunburst  System  ID  Bl 

Sundine    D2 

Sundrops  Hair  &  Body  Shampoo  E4 

Sure  Lotion  Skin  Cleanser   El 

Tempest  Shield   Al 

Tiffany  Pink CI 

Tiffany  Snow  C2 

Treat  Bl 

Ultimate  Bl 

Uniterge  Bl 

Velvet  Touch  Bl 

Vital  L2 

2020  Automatic  Bar  Glass  Wash  Al 

303  Stain  Release   Al 

636  Al 

Sunburst  Products,  Inc. 

1980  Sunburst  Detergent/Disinfect. 

Cone   D2 

2370  Hi-Power  Cleaner A4 

Sungro  Chemicals,  Inc. 

Best  'White  F"  Food  Machinery  Grease  HI 

Kitchen  And  Can  Insecticide    Fl 

Numb  Bug  Fl 

Power  Residual  Spray  F2 

Purge  Water  Treatment  Microbiocide       G7 

Pyreth  Fl 

Reside  DU  F2 

Sanitiz-It    D2 

Sun-Bugger  #2 Fl 

Sun-Bugger  #4 Fl 

Sun-Dust  Roach  Away   F2 

Sunbugger  #99  F2 

Sunbugger  DU F2 

Sunbugger  Residual  Ant&Roach  Spr 

Aqueous    F2 

Sunbugger  Super  Fog  Food  Plant  Fog 

Inset Fl 

Sunbugger  1-10  Concentrate Fl 

Sunbugger  100  Pyretheum    Fl 

Sungro  Amber  Clean  Disinfectant   D2 

Sungro  Dairy  &  Livestock  Disinfectant  D2 

Sungro  FPS   D2 

Sungro  IO-Soap  Concentrate    E2 

Sungro  Permith  with  Permanone   F2 

Sungro  Pyreth  #3  Fl 

Sungro  Residual  Roach  Dope  F2 

Sungro  Residual  Spray   F2 

Sungro  Water  Bs  Fd  Plant  Fog.  Inserted  Fl 
Super  Numb  Bug Fl 

Sunland  Sanitary  Supply  Inc. 

A-Plus  Disinfectant  Cleaner  CI 

Action  Plus    CI 


Applause  Hand  Soap E4 

Blue  Glass  CI 

Boot  Hill  Roach&Ant  Crawling  Inset 

Kill F2 

Cherry  Bowl    CI 

Citadel  Stripper  A4 

Citra  Foam  CI 

Citrus  Chisel    A4.A8 

Citrus  Chisel  RTU    CI 

Clean  Fast  Oven  &  Grill  Cleaner A8 

Coco  Hand  Soap  El 

Defoamer  Al 

Eliminator  Wettable  Powder  Insecticide   F2 

Enviro-Fresh  Wildwood   CI 

Germaseptic  CI 

H.D.C.  +    Al 

High  Genie  AF   C2 

High  Genie  DD  CI 

HG-AF  Bathroom  Cleaner  C2 

HG-DD    CI 

Kleen  Fast  Oven  &  Griddle  Cleaner   ..    A8 

Lemon  HG  CI 

Lime  Off   A3 

MintHG    CI 

Pine    CI 

Pink  Pot  Al 

Playoff  A4 

Power  Scrub    A6.C2 

Red  Baron   Fl 

Ringo  rv   C2 

Speed  Spray  CI 

Spray  Away  CI 

Spray  Kleen  CI 

Strike  Bac   L2 

Sun  Bright  A7 

Sun  Foam  HD  A3 

Sun-Foam    C2 

Super  Kleen  A4 

Supreme  Blue    A4 

Take  Off   CI 

Touch  &  Glo  CI 

Sunlite 

Food  Prep  Cleaner Al 

New  Improved  K-92  A4 

Porcelain  &  Tile  Cleaner    CI 

Sunshine  Brite  Laundry  Detergent  Bl 

Sunnyside  Chemical  Corporation 

SS-100  Al 

Sunrise  Environmental  Scientific 

All  Purpose  Penetrant  H2 

All-Free  H2 

Attack A4 

Ban-Ice CI 

Barrier   E4 

Battery  Terminal  Cleaner  PI 

Cable-Clean  PI 

Cleaner  Concentrate  H.D A4 

Coco  Soap  El 

Corro  Free  CI 

Corrosion  And  Scale  Remover  A3 

Dazzle  Plus   CI 

Del  10-11  A4 

Digestant  250 L2 

Dirty  Harry    A4 

Easy  Kleen  Waterless  Hand  Cleaner  ....  E4 
Enzymes  Formula  Plac  100  Sewage 

Digsnt  L2 

Exeter CI 

Extend  Tank  Protector    G3 

Flush-Off  CI 

Gasket  Seal   PI 

Gasket  Sealer PI 

Glass  Cleaner CI 

Glisten   CI 

Han-D    E4 

Hot  Line LI 


Hot  Line LI 

Invisa-Shield    E4 

Irish-Aire  CI 

Kleer  Vu  Plus   CI 

Kwik  Thaw   CI 

Lektnkleen  K1JC2 

Lemon  "Glycolized"   CI 

Magic  Glide HI 

Melt-It   CI 

Metal  Magic    A7 

N-Zymes  Formula  STD-1000  L2 

Obliterate  A4A8 

Orange  Rush   E4 

Ox-Off  CI 

Pacemaker  CI 

Pen-It  H2 

Penetrate    H2 

Penetrating-Lube  Oil  H2 

Prolong    G3 

Purge   Al 

Puritan   HI 

Red  Flash  LI 

S.S.  Cleaner  A7 

Saf-T-Kleen  Solvent  (Aerosol)  K1JC2 

Saf-T-Kleen  Solvent  (Bulk)    Kl 

Saf-T-Solvent K1.K2 

Seal  Tite PI 

Silicone  Lubricant  HI 

Siliplate   G3 

Spunk  Kl 

Stainless  Steel  Cleaner   A7 

Steameze   Al 

Super  Dry  Lube H2 

Techniclean   K2 

Techxon  CI 

Thermo  Dip  A2 

Water  Soluble  Degrease   CI 

Waterless  Lanolin  Hand  Cleaner   E4 

White  Lightning    H2 

Sunrise  Ohio  Valley 

Daily  Floor  Cleaner  Neutral  PH  Al 

Heavy  Duty  Degreaser  Non-Butyl   Al 

Window  &  Glass  Cleaner  CI 

410  All  Purpose  Cleaner C2 

Sunrise  Supermarket  Services,  Inc. 

Freezer  Cleaner  Al 

Heavy  Duty  Degreaser  Cleaner    Al 

P.S.  Plus    Dl 

Sani-Clean-Plus  Al 

Sunrise  Medicated  Hand  Soap   El 

Sunset  Chemical  Company 

Scat    G6 

Sunset- Roamer  Industries,  Inc. 

Primex  Food-Area  Degreaser  A4 

Sunshine  Chemical  Specialties,  Inc. 

Alumna  Brite  A3 

Anti-Seize  Compound  H2 

Atomic  Power   CI 

Atomic  Power  Flake  CI 

Blow-Down  FG  G7 

Boil  Out  PI 

Bol-Trol  C2 

BA  609    LI 

BT-100  G6 

BTMH-L   G6 

Chain  &  Cable  Lubricant   H2 

Change  Over  H2 

Coconut  Hand  Soap    El 

Coil  Kleer  Hygroscopic  Coil  Cleaner       Al 
Cold  Kill   F2 
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Concrete  Etch  &  Cleaner   A3 

Crazy  Clean  CI 

Crazy  Clean  Plus  C2 

Dri-Moly  Lubricant  H2 

DR-OP  LI 

Egg-Wash    Ql 

Egg-Wash  Booster Ql 

EWP  Powder  Ql 

Far-N-Away  Hand  Dishwashing  Com- 
pound        Al 

Fathom  Surface  Renovator  Al 

Flash  Proof    Al 

Genie  Multi-Purpose  Liquid  Cleaner  ..    Al 
Genie  Multi-Purpose  Powdered  Cleaner  Bl 

Giant  Mist   F2 

Giant  Mist-S  Insect  Killer F2 

Grease  Away  Kl 

Guts   E4 

Handy Al 

Haunt  F2 

Hunt  F.G G6 

Industrial  Hand  Cleaner    El 

JS  409  Cleaner    A4A8 

King  of  Steal  A7 

Kleen  M  Up Al 

Kleen  Screen  CI 

Knock  Out  C2 

Knock  Out  Plus  Disinfectant-Deodorant  CI 

Last  Blast  Fl 

Lemon  Fresh   C2 

Lift  Station  Cleaner LI 

Liquid  Hand  Soap  El 

Look  Out  CI 

M.T.C Al 

Magic  Al 

Meat  Head  Al 

Merlin    A3 

Mr.  Drain  LI 

Natra-Clean   E4 

Natra-Lene  S.D CI 

Natra-Sol  D.C.D CI 

No-Seize    H2 

No-Seize  (Bulk) H2 

No-Sweat  Pipe  Insulation  PI 

NBC  Al 

Odor  Free Dl 

Odorid  Activated  Chemical  Granules  ..    CI 

Odorless  Foramba  Insect  Spray   Fl 

Orange-Ade  CI 

Orange-Ade  Concentrate  CI 

Pipe-Tite  Pipe  Thread  Sealer   PI 

Pop  Out  Chewing  Gum  Remover CI 

Power  House  Concentrate  Al 

Proficient  Freezer  Cleaner    A5 

Protect  Skin  Shield  Cream   E4 

Quarry   Al 

React    G6 

Red  To  Green   C2 

Remov  Mark  Remover   Kl 

Restore  Al 

Retum-H    G6 

Rex  Lemon-Scented  Oven  Cleaner    ....    A8 

Rim  Shot   Al 

Rusty   H2 

Rusty  Moisture  Shield    H2 

RF  1 127  Rinse  Free  Non  Alkaline  Fir 

Cln  CI 

RF  910  Powdered  Hand  Soap    C2 

S.E.W Ql 

S-100  Disinfectant  Deodorant C2 

Sani-Lube HI 

Sassy  Porcelain  Cleaner   C2 

Scale-Rid  A3 

Scrubby  Controlled  Sudsing  Floor 

Cleaner   Al 

Sea  Mist  CI 

Sewer  Out   LI 

Silly  Kone  Silicone  Lubricant    HI 

Slam  Bang  Al 

Slymex  Conncentrated  Grease  Trap 

Solvent   CI 

Slymex-N CI 


Soapcream  El 

Spray  Cling  Multi-Use  Cleaner  De- 
greaser  CI 

Spray  Cling  Plus  C2 

Spray-Cling  Instant  Degreaser   C2 

Sprint  Deodorant-Disnf.-All  Purp.  Clnr.  C2 

Steam  Go  Al 

Sun  Chlor    D2,G4,Q4 

Sun  Jet  CI 

Sun  Pine  Odor  Disinfectant    CI 

Sun  Solv    Kl 

Sun  Solv  Solvent  Degreaser  K2 

SunTef   H2 

Sun  Zorb   Jl 

Sun-Clean  Concentrate   CI 

Sunshine  Conveyor  Lube   H2 

Sunshine  Super  Defoamer  for  Egg  Wash  Q5 
Sunshine  Super  Defoamer  For  Egg 

Wash  Q5 

Sunzyme    L2 

Sunzyme  L L2 

Sunzyme  L L2 

Sunzyme  P  L2 

Sunzyme-L L2 

SunBrite  Bl 

SunBrite  Bl 

Super  Cleaner    A4 

Super  Uni-Tabs  C2 

Super  Wipe  Out A8 

Sur-Grip  PI 

Tronic  Contact  Cleaner  K2 

W.H.C.  Waterless  Hand  Cleaner   E4 

White  Grease  Lithium  Base  Lubricant     H2 

Wipe  Out  A8 

WFGG  Food  Plant  Lubricant  H2 

WFGG  70728  Food  Plant  Lubricant   ..    H2 
Yum  Yum   F3 

Sunshine  Engineering,  Inc. 

Sunshine  Sure  Bet  CI 

Sunshine  Lubricants  Corp. 

Blanco  130  USP   HI 

Blanco  180T    HI 

Blanco  200  USP   HI 

Blanco  200T   H2 

Blanco  240  USP   HI 

Blanco  350  USP   HI 

Blanco  350T    HI 

Blanco  500  USP   HI 

Blanco  500T    HI 

Blanco  60T   HI 

Blanco  70  USP  HI 

Blanco  70T   HI 

Blanco  90  USP  HI 

Blanco  90T   HI 

Multi-White  H2 

Sunshine  Makers,  Inc. 

Simple  Green  A4.B2.A8 

Simple  Green  d  CI 

Sunshine  Supplies,  Inc. 

BathShine    C2 

Clean  Shine  Germicidal  Foaming 

Cleaner   C2 

GlaShine    CI 

Spotless   CI 

Super  <  hem  Corp. 

Alk-Super A2 

AC  Super  A3 

B  R  Super   A2 

Bravo  El 

Bravo-X  Al 

BR  Super  SPL  A2 


Deli  Brite  Al 

Deli  Super  Al 

Deli-Exxtra    Al 

Deli-SPL    Al 

Detail  Al 

Dyno  Super  SPL  Al 

Dyno-Super  Al 

Eggwash  FC    Q5 

Flite-XL  H2 

Glade-Super  A2 

Handsan  E2 

LFI  Super D2 

LFI  SPL  D2 

Provene   A4 

ProveneSPL   Al 

Quat-Super D2 

Rifle  Al 

Super  Clean  A2 

Super  Clor  Al 

Super  Clor  X  A2 

Super  Foam  Al 

Super  Foam  Plus  Al 

Super  K   Al 

Super  Power    Al 

Super  Spray  A2 

Super  Strip  A2 

Super  Strip  XL    A2 

Super  XXX   A3 

Super-Brite A4 

Super-Vis  A8 

Supreme  Al 

SC  Laundry  Detergent    Bl 

SC  Sanitizer D2 

SP201   Al 

WT-11    G7 

747  A3 

Super  Soap  Company 

All  Purpose  Neutral  Cleaner CI 

Super  Citrus  Magic  CI 

Super  Systems  Inc. 

Oven  Protector A8 

Superfine  Products  Inc. 

Superfine  Pine  Odor  Disinfectant 
Cleaner   CI 

Superior  Chemical  Corp. 

"Northwoods  Bomb  Out"   Fl 

A-Plus    E2 

ASR-932   G6 

Blossom  Al 

Brute  Force  13 A4 

Buzz  Saw A4A8 

Chefs  Pal  Al 

Citra  Suds    Bl 

Deep  Clean    A6.C2 

Dry  Blast  Fl 

Flush,  Inc L2 

Germ  Stuff E2 

Glove  Solvent  Resistant  Barrier  Cream    E4 

Great  Stuff  E4 

Hands-Up  Lotion  Hand  Cleaner  E4 

Highlight   CI 

L.S.C.  Lotion  Skin  Cleanser El 

North  Wood  Sun  Fresh  CI 

North  Woods  Bake  Off A8 

North  Woods  Big  Cat  Al 

North  Woods  Brilliance    CI 

North  Woods  Control   F2 

North  Woods  De-Foam  Al 

North  Woods  Direct  Hit  F2 

North  Woods  Fresh  CI 

North  Woods  Muscle    E4 

North  Woods  Natural  Stuff E4 

North  Woods  Nature's  Way  B   CI 
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North  Woods  Power  Play  E4 

North  Woods  Rosebud   CI 

North  Woods  RPM  Engine/Motor  De- 
greaser  CI 

North  Woods  Sun  Scent  C2 

North  Woods  Sunburst  Dl 

North  Woods  Swarm F2 

North  Woods  Swat   Fl 

North  Woods  Terminate  CI 

Northwood's  Alive  Bacteria   L2 

Northwood's  Blue  Ox  A4 

Northwood's  Blue  Spruce  C2 

Northwood's  Cloud  Burst  Al 

Northwood's  Deep  Freeze  A5 

Northwood's  Dew  Drop    Bl 

Northwood's  Fireball  CI 

Northwood's  Grease  Off  A8 

Northwood's  M.A.D A3 

Northwood's  No  Flash    K2 

Northwood's  One  Shot    D2 

Northwood's  Pine  Forest  Disinfectant       CI 

Northwood's  Splash  CI 

Northwood's  Sunshine  A4 

Northwood's  Super  Bowl    C2 

Northwoods  Natures  Way  CI 

Northwoods  Oxygen  Scavenger  G6 

Northwoods  RPM  Motor  Cleaner CI 

Northwoods  Sunbath  CI 

Northwoods  Trapper  CI 

North  Woods  Big  Bite  CI 

NorthWoods  Special  Blend A3 

Orange  Stuff  Citrus  Hand  Cleaner  E4 

Prime  Stuff   E4 

Rose  Milk  Hand  &  Body  Lotion  E4 

Satin  Hand  &  Body  Lotion    E4 

Spray  Fog    Fl 

Tuff  Stuff  Hand  Cleaner  E4 

U.S.A.  Choice  Al 

3-D  Glass  Cleaner  and  Polish  CI 

Superior  Chemical  Corporation 

Polysil  Silicone  Spray  HI 

Special  Solv-50   A4 

Stainless  Beauty-Brite  Polish   A7 

Steel-Klene  Stainless  Steel  Cleaner  ....  A7 

Touch-Up  All  Purpose  Cleaner    CI 

Superior  Chemical  Products  Co. 

Janus  Brand  Window  and  Glass  Cleaner  CI 

Janus  Disinfectant  Deodorant  CI 

Janus  Glybet  Disinfectant  Deodorant  ..    CI 
Janus  315  CI 

Superior  Chemicals,  Inc. 

Sure-Shine  A7 

Superior  Cleaning  Supply  Co. 

Clear-It LI 

E-Z  Kleen    A4 

Grease  Away  A4 

Mountain  Fresh  CI 

New  Non  Butly  Emulsifier  Al 

Oven  Magic  A8 

Pine-Fresh   CI 

Power  Cleaner  A8 

Revolution  Al 

Shower  Clean    C2 

Sparkle  Shine CI 

SCS  Bowl  Cleaner    C2 

Terrell's  Pride    Al 

Superior  Graphite  Co. 

Superflake  Conventional  Oven  Chain 
Lubr H2 

Superflake  Premium  Convntl  Oven 
Ch.Lubr H2 


Superior  Industrial  Products  Corp. 

Drain-Away  LI 

Pal  Penetrating  Oil  &  Rust  Remover  ..    H2 
Sani-Lube  Food  Equipment  Lubricant      HI 

Superior  Industrial 
Supply&Services  Inc. 

Conquer  256  Lemon  Fragrance    A4 

Creme  Cleanser  A6 

Formula  1-359  Al 

Formula  359    Al 

Formula  359-156  Al 

Glo  Bowl/Tile  Porcelain  Cleaner  C2 

Hand  Job  E4 

Stainless  Steel  Cleaner    A7 

Toilet  Bowl  Cleaner   C2 

Waterless  Paste  Hand  Clnr. 
w/Emollients  E4 

Superior  Industries  Inc. 

Fogging  Spray  Concentrate Fl 

FG-10  White  Food  Grade  Grease HI 

FG-5  Food  Grade  Silicone  HI 

Germa-Kleen  C2 

Kleen  Waterless  Hand  Cleaner E4 

Kleen-It   CI 

Kool-Kut  Cutting  &  Tapping  Fluid  ....    H2 

NT-100 HI 

OP-20 PI 

Release  H2 

Safety-Solvent  K2 

Sheen  CI 

Shield  E4 

Si  Lubra-Kote   H2 

Sprint  Oven  Cleaner  A8 

Super  Foam  CI 

TEF-Tape PI 

TFE  Release  Fluorocarbon  Lubricant  ..    H2 

Superior  Lubricant  Co.,  Inc. 

Industrial  &  Marine  Cleaner  (Regular)    Al 
Super  Concentrate  Cleaner  Al 

Superior  Oil  &  Belting  Co. 

Carnation  White  Mineral  Oil    HI 

Kaydol  White  Mineral  Oil  USP  Heavy    HI 
Pure  White  Oil    HI 

Superior  Quality  Products 

Grease  Breaker    CI 

SQP  Break  Through   Al 

SQP  Bullet  Bowl/Tile  Porcelain  Cleaner  C2 

SQP  Bullet  n  C2 

SQP  Fatal  Attraction  256   CI 

SQP  Fatal  Attraction  64  CI 

SQP  Magnum  Bowl  Cleaner    C2 

SQP  Onward   Al 

SQP  Pot  Shot  Bowl  Cleaner  C2 

SQP  Refresh    CI 

SQP  Top  Gun   C2 

SQP  Versi-Clean  C2 

Superior  Sales  Co.,  Inc. 

All  Purpose  Concentrate  A4 

Big  Red  Concentrate  Al 

Bora-Soap    C2 

Brite  Creme  Cleanser  C2 

E-Z  Kleen    E4 

Formula  3609    Fl 

Heavy  Duty  Cleaner-Degreaser-Stripper  Al 

Hefty    E4 

Liquid  Hand  Soap-30% El 

Lotion  Soft  Dish  Detergent Al 


Lotion  Soft  Lotionized  Liq  Hand  Dish- 
wash    Al 

Luxury  Pink  Lotion  Handsoap  El 

Power  Plus  Prilled  Drain  Opener  LI 

Speed  Kleen Al 

Super  Fresh  Hospl  Disinf  Spray  Deod      C2 
Super  Spray  Heavy  Duty  Clnr-Dgrsr- 

Strip Al 

Sure  Kill  Insect  Killer F2 

Swish  Bowl  Cleaner  C2 

Valor  Insect  Spray Fl 

Whisk  Away  Germicidal  Cleaner  & 

Deo CI 

Window  Cleaner  Spray  CI 

Superior  Sealants,  Inc. 

E-Z  Butyl  Sealant  White PI 

Sure  Seal  All  Purp.  Adhesive  Caulk 

3030    PI 

Tub  &Tile  Caulk  White PI 

White  Lightning  Adhesive  Caulk  PI 

1100  Clear  Superior  100%  Silicone  Slnt  PI 

1101  White  Superior  100%  Silicone  Slnt  PI 

Superior  Solvents  Corporation 

Sup-R-Klean    A4 

Sup-R-Tnple  X   A4 

Superior  Supply  Co.,  Inc. 

Big  Blast   F2 

Dry  Blast  F2 

Electro  Kleen  Kl 

Fight  CI 

Freeze-Up    PI 

Gear  Lube   H2 

Germicide    C2 

Grease    H2 

Grizzly  Bear    A4 

Lightning  K2 

North  Woods  Breakaway   H2 

North  Woods  Bnght  A7 

North  Woods  Contact  Fl 

North  Woods  Crawl-X    F2 

North  Woods  Hammer   A4 

North  Woods  Herpi  Kil    A4 

North  Woods  Lemon  Glo  CI 

North  Woods  Lift  Off  Oven  Cleaner  ..    A8 

North  Woods  Mark  Off    CI 

North  Woods  Nice  Stuff E4 

North  Woods  Power  Plus  LI 

North  Woods  Sani-Foam    CI 

North  Woods  Sani-Mist    CI 

North  Woods  Screen  Clean    CI 

North  Woods  Shower  Power    C2 

North  Woods  Slick   HI 

North  Woods  Swarm F2 

North  Woods  Swat   Fl 

Northwood's  Alive  Bacteria   L2 

Northwood's  Baby  Breath  CI 

Northwood's  Blue  Ox   A4 

Northwood's  Blue  Spruce  C2 

Northwood's  Cloud  Burst  Al 

Northwood's  Deep  Freeze  A5 

Northwood's  Dew  Drop    Bl 

Northwood's  Fireball  CI 

Northwood's  Grease  Off  A8 

Northwood's  Lemon  Drop  Disinfectant    CI 

Northwood's  M.A.D A3 

Northwood's  No  Flash    K2 

Northwood's  One  Shot    D2 

Northwood's  Pine  Forest  Disinfectant       CI 

Northwood's  Splash  CI 

Northwood's  Sunshine  A4 

Northwood's  Super  Bowl    C2 

Northwoods  Natures  Way  CI 

Northwoods  One  Shot  D2 

Northwoods  RPM  Motor  Cleaner CI 

Northwoods  Sanicide    D2 
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Northwoods  Sunbath  C2 

Northwoods  Trapper  CI 

Sani-Foam   CI 

Sani-Foam   C2 

Shower  Foam C2 

Slick  HI 

Slip  Not  PI 

Sparkle  CI 

Sunburst  Dl 

Super  Bowl  23 C2 

Tuff  Stuff E4 

Tuff  Stuff  n E4 

U.S.A.  Choice  Al 

Wham LI 

3-D  Glass  Cleaner  and  Polish  CI 

Superior  Supply,  Inc. 

Blue  Cutter  Industrial  Degreaser   ..    A4A8 

Blue  Magic    Al 

Disinfectant  Sanitizer  Pine  Odor   CI 

Neutral  Disinfectant/Cleaner D2 

Non-Acid  Bathroom  Cleaner   CI 

Superior  Disinfectant  Detergent  CI 

Superior  Solvent  Cleaner  De- 
Greaser   K1JC2 

Superior  Water  Management,  Inc. 

B-300  G6 

B-500  G7 

BA-350P   G6 

BAF-100   G6 

BA400P  G7 

BA500P  G7 

BD-1050    G6 

BD-1051    G6 

BLC-500    G6 

BLC-511    G7 

BLP-200    G6 

BOS-P1000   G6 

BOS-101    G6 

BOS-121    G6 

BOS-131    G6 

BRL-21    G6 

B400    G7 

B500P    G7 

CNA11   G6 

CNA-13  G6 

CNA-14  G6 

CNA-15  G6 

CNA-21   G6 

CNA-22  G6 

CNA-23  G6 

CNA-24  G6 

CNA-25  G6 

CNA-26  G6 

CS-501LM  G7 

RC-41    G6 

TA-470 G7 

TA-471  G7 

TA-472 G7 

Superior  Water  Services,  Inc. 

BFWT-1000LG  G6 

SWS  4000   G6 

SWS  4100   G6 

SWS  4200   G7 

Ultreat    G7 

Supertech  Products  Inc. 

APC-2008  All  Purpose  Cleaner  Al 

DG-2005  Heavy  Duty  Degreaser  A4 

DI-505  Germicidal  Detergent  & 

Dsnfctnt Al 

DI-605  Germicidal  Detergent  & 

Dsnfctnt Al 

Flying  Insect  Spray  F2 


Grit  Lotion  Hand  Cleaner  E4 

Residual  Insect  IN- 100   Fl 

Supply  Corp.,  The 

Rolmar  Silicone  Spray    HI 

Supply  Station,  Inc.,  The 

Belt-Grip    PI 

Grease-It-Clean   H2 

Hands-Clean    E4 

Pene-Trate  H2 

Strip-It-Clean  C3 

Supply/Service  Inc. 

Deluxe  Laundry  Detergent  Super  B  ....  Bl 
Derma  Sep  Q  Anti-Bacterial  Liquid 

Soap    El 

Q.A.C Al 

Super  B  1  Step  Meat  Mold  Clnr  w/Chlr.  Al 
Super  B  1  Step  Smokehouse  Clnr  w/ 

Chlr A8 

Supreme  Industrial  Products,  Inc. 

"Shiny" A7 

Break  Down  Foaming  Meatroom 

Cleaner  Al 

Germ  X  Foaming  Germicidal  Cleaning  CI 

Odor  Control   CI 

Supreme  Industries 

711  P  Al 

Supro  Chemical  &  Supply  Co.,  Inc. 

Acid  Cleaner   A3 

Begone  Residual  Insect  Spray    F2 

H  D  Degreaser Al 

HDSC    A2 

Mega-Foam   A4A8 

Supro  Chlor  Clean Al 

Supro  Det  Formula  #55    A4 

Supro  Formula  #58   A4 

Sure  Products 

Sure  Air  Freshener  Mint  CI 

Sure  All  Purpose  Al 

Sure  All  Purpose  Polish    A7 

Sure  Concentrated  Floor  Conditioner  ..    CI 

Sure  Dish  Pan   Al 

Sure  Disinfectant  Spray    CI 

Sure  Drain  Opener    LI 

Sure  Emulsion  Bowl  Cleaner  C2 

Sure  Glass  Cleaner  CI 

Sure  Hand  Cleaner   El 

Sure  Ice  Away  CI 

Sure  Lotion  Hand  Soap  El 

Sure  Oven  Cleaner    Kl 

Sure  Ox    A4 

Sure  Petro  Degreaser CI 

Sure  Renovator   A4 

Sure  Roach  &  Ant  Kill  F2 

Sure  Safety  Solvent  K2 

Sure  Silicone  HI 

Sure  Spray  &  Wipe CI 

Sure  Stainless  Steel  Polish   A7 

Sure  Steam  Cleaner A2 

Sure  Tile  &  Grout  CI 

Sure  Stop  Floor  Safety,  Inc. 

Sure  Stop  Pex    Al 

Surebond,  Inc. 

Siliconized  Rubber  Sealant  Gray   PI 


Siliconized  Rubber  Sealant  White    PI 

SB- 160  Siliconized  Rubber 

Sealant(Clear)  PI 

SB-188  Silicone  Rubber  Sealant    PI 

Surety  Supply 

Sure  Liquid  Break  Bl 

Sure  Liquid  Sour  Bl 

Surety  Supply  Co. 

CDS  A4 

Surface  Solutions,  Inc. 

Big-G  Orange    CI 

Orange  Aid   CI 

Surpass  Chemical  Company,  Inc. 

All  Purpose  Cleaner  L-1P  A4A8 

All  Purpose  Cleaner  L-1Y    A4A8 

All  Purpose  Cleaner  O-SP    Al 

Surchlor  Sodium  Hypochlorite  Solution  D2 

Surtec,  Inc. 

GC-270    A4.A8 

HC-150    A4 

Inksol-2   CI 

Liquid  Enzymes L2 

Surfacide  Formula  HQ-715  D2 

SC-210  A4 

Susquehanna  Paper  &  Sanitary 
Supply  Corp 

Bio  Line  Sanitizer  D2 

Disinfectant  Deodorant  CI 

Foaming  Disinfectant  Cleaner    CI 

Lotion  Hand  Cleaner E4 

Power  Line  Foaming  Degreaser  Al 

Power  Line  Spray  &  Wipe  CI 

Soft  Hands  El 

Sutter  US  Inc. 

Taski  Cristal    CI 

Taski  De-Grease   Al 

Taski  Profi  Al 

Taski  Sanofresh  Fleur  CI 

Taski  Sanofresh  Perla  CI 

Taski  Syntonet CI 

Sutter,  A.  Ltd. 

Taski  Chrom  Star   CI 

Taski  Profi  A4 

Swamp  Fox  Chemical  &  Mfg.  Co. 

"21"  Concentrate  Al 

"747"  HD  Jumbo  Cleaner  Al 

Aci-Det    C2 

All  Purpose  Cleaner   Al 

AU-KleenHD    Al 

Applaud  C2 

Big-Bull  A4 

Blue  Butyl  Cleaner  A4A8 

Boni-Fide  A8 

Bowl  Kleen   C2 

Break-Away  A4A8 

Butylful  Blue  A4 

Extra  Hi  Concentrate Al 

Foxy  Blue  Concentrate  A4 

Golden  Gator  CI 

Golden  Pine  CI 

Grime  Scat  S/D-G  A4 

H-D  321  Concentrate    A4 


11-418 


Lift  A4.A8 

Red  Devil  Concrete  Cleaner  A4 

Scale  &  Slime  Remover  Al 

Steam  Cleaner  "Medium  Duty"    Al 

Steam-All  Steam  Concentrate  Al 

Superior  Concrete  Cleaner   A2 

Tile  And  Grout  Cleaner   C2 

Total  Break   A4 

X-Stream   A4.A8 

Swan-Mor,  Inc. 

Super  Propel    A4A8 

Sweet  Corn  Products  Company 

Trap-N-A-Sak    F3 

Swift  Chemical  &  Supplies,  Inc. 

Big  Gem    A8 

Bull's  Eye    Al 

Compete  Laundry  Detergent  Bl 

Concrete  Cleaner  CI 

D.G.D Dl 

Kleeneze    A4 

Liquid  Hand  Soap  El 

Mechanic's  Hand  Soap   E4 

Pine  Scented  Sudsy  Ammonia   CI 

Pink  Magic    Bl 

Pink  Powder    Al 

Saf-Dri-Chlor  Bleach    Bl 

Scouring  Powder  With  Bleach  A6 

Spray  On  Wipe  Off CI 

Swift  Cleaner A4 

Swift  Laundry  Detergent  L  24  Bl 

10%  Sodium  Hypochlorite  Solution  ....  Bl 

2125  D2 

Swift  Chemical  Co.,  Inc. 

Acid  Cleaner  SS    A3 

AGP  4066 A3 

AGP4900XD    A3 

AGP  5000   A3 

Cleaning  Compound  No.  84  Al 

Egg  Wash    Ql 

EG  3000C   Ql 

GP  1550  Al 

GP2000  Al 

GP2700  Al 

HD  1000   A2 

HD  1100   A2 

HD  1200    A2 

HD  1400   A2 

HD  1600   A2 

HD  1600F   A2 

HD  200CNF    A2 

HD  200CNT   A2 

HDL  8100  A2 

HDL  8100NF A2 

Industrial  Pyrethrin  Spray  X40  Fl 

Iodine  Hand  Soap  and  Sanitizer  E2 

Kleeneze    A4A8 

Lime-So!    A3 

Liquid  Hand  Soap  El 

LU  1000 AI.EIJK 

LU  2000 A1JT2 

Mirago  A4A8 

MC  3000   Al 

MD  1300  A2 

MD  1500C A2 

MD  1500C A2 

MD  1800C  A2 

MD  3300C A1.Q1 

MD  3400  A2 

MDL4500  Al 

MDL4500  Al 

MDL4501  Al 

MDL7500C    Al 

MDL  7600F Al 


MDL  7602F Al 

MDL  8000C    Al 

Pink  Magic    Al 

Rust  Preventative  and  Penetrating  Oil  H2 

Sani-Bright    D2 

Sani-Kleen  E2 

Sarge    Al 

Sodium  Hypochlorite  Solution  ..  D2,G4,Q4 

Swift  Cleaner A4 

Swift  PHD  A4 

Swift  Q-5  A4 

Swift  3-D  CI 

2D  Swift  Solution  D2 

Sybron  Chemicals  Inc. 


-Chem  Culture  Blend  A    L2 

-Chem  Culture  Blend  B    L2 

-Chem  Culture  Blend  C    L2 

-Chem  Culture  Blend  10  L2 

-Chem  DC-2000  GL  (Powder)  L2 

-Chem  GC-600-L  Cone CI 

-Chem  LC-2000  GL  (Liquid)  L2 

-Chem  LC-2001  LN   L2 

-Chem  Septic  Aid  1     L2 

-Chem  Septic  Aid  2    L2 

-Chem  SM-450  L    CI 

-Chem  SM-700    L2 

-Chem  SM-700  F    L2 

-Chem  TD  500L   CI 

-Chem  TD-500-L-NP    L2 

-Chem  TD-800  L2 

-Chem  TD-800-F  L2 

-Chem  TD-800-S  L2 

-Chem  1003  FG  LI 

-Chem  250  L2 

-Chem  250-F  L2 

-Chem  300LX    L2 

-Chem  350  L2 

-Chem  55  L2 

-Chem  600L  EP  (10X)  Special L2 

-Chem  600L  EP  (4X)   L2 

-Chem  600L  EP  (6X)   L2 


Sybron  Chemicals  Inc. 

Ionac  C-249  PI 

Sybron  Chemicals  Inc./ 
Gamlen  Division 

Gamazyme  DC  2000  GL    L2 

Gamazyme  LC  2000  GL L2 

Sylvania  Industrial  Supply  Co. 

DF  Cold  Room  Cleaner   A5 

Syn  D  Corporation 

Dirtz-Off   El 

Syn-Co  Chemical,  Inc. 

Acid  Detergent    A3 

Big  Blue    Al 

Big  Blue  Truck  Wash  Al 

Boil  Out  A2 

Bully  Hand  Cleaner E4 

Concrete  Cleaner  A4 

DD-S    D2.Q3 

DD-1    D2 

Egg  Wash    Ql 

Egg  Wash-1  Ql 

Flush-It    LI 

Fresh-100  Bl 

Germ  Free   C2 

Krystal  Klear  (Concentrated)    CI 

Krystal  Klear  Ready  To  Use    CI 

Liquid  Gold  Al 

Open  Line  Drain  Opener    LI 


Smokehouse  Cleaner  A2 

Syn-Co  Plus Al 

Syn-Co-50   Al 

Wild  Cherry  Hand  Cleaner  E4 

5020  Hook  &  Trolley  A2 

Synco  Chemical  Corporation 

Festogel   HI 

Super  Lube    HI 

Super  Lube  (Aerosol)   H2 

Syncogel    HI 

Syncolene Al 

Syndet  Products,  Incorporated 

All  Klean  A2 

ALD  Al 

Bleach    Al 

Blue  Butyl   A4 

Booster  1   Al 

Booster  2  Al 

Clean-Up   A2 

Cleaner  &  Degreaser A4 

Clout    Al 

Cool  A5 

Cyclone   A2 

CL  Cleaner    A1.Q1 

CL-15  Cleaner  A1.Q1 

Defend  Al 

Dyna-Fresh    D2 

Egg  Wash  I  Ql 

Egg  Wash  II    Ql 

Egg  Wash  m  Ql 

Film  Fyter   Al 

Flash    A3 

Fleet-Kleen    Al 

Foam  Additive  Al 

Foam-Off  Al 

Foam-Off  Plus  A4A8 

Food  Plant  Bleach  Al 

Force   A2 

Formula  8000    Al 

Handi  E2 

High  Test  #1   A2 

High  Test  #2  A2 

HF-15 Al 

HF-35 A2 

HF-55 A2 

Jet  Klean    Al 

Klean  Liquid  Hand  Soap    El 

Kwik-Kleen  A4 

Liqua  Lube    H2 

Liquid  Acid  Cleaner  A3 

Long  Life  H2 

Low  Suds  Laundry  Detergent  Bl 

LF-O-Blue  Al 

LF-0  Al 

LF-100  A2 

LF-20  A2 

LF-40  A2 

LF-60  A2 

LF-60  Green    A2 

LFX-0    Al 

MF  Cleaner  Al 

PRO  A4 

Pace  Al 

Perk   Al 

Power  Wash Al 

Powerhouse  A2 

Pre-Soak  Al 

Protect   A2 

Purge   D2.E3 

San-I-Fresh    D2.G5 

Search    Al 

Smokehouse  Cleaner A2 

Strike  A4.A8 

Strike-LF  A2 

Top  Gloss  Concentrate   Al 

Tornado   Al 

True  Detergent A4 
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5-78  Butyl  Concentrate  A4 

969  H.D.  Steam  Cleaner  Al 

Syneco  Systems,  Inc. 

Magna-Bac L2 

SB-7000  L2 

Synergy  Inc. 

BT  06 G6 

BT11  G7 

Syntec  Corporation 

Adjunct  25-C  G6 

Adjunct  50-C  G6 

Bio-Syn  170-15  G7 

Poly-Hib  Formula  800    G7 

Syn-Cat  25L  F G6 

SyntonC-lOOF/1349    G6 

SyntonC-lOOR    G6 

Synton  C-100R  F/1360  G6 

Synton  C100R  1354   G6 

Synton  P  100  G6 

Synton  P-100  F/1333    G6 

Synton  P- 1 00  F/l  361    G6 

Synton  P-100  F/l  389    G6 

Synton  P-100  F/1420    G6 

Synton  P-100R    G6 

Ty-Kleen  AC  A3 

Tyco  Det  830 Al 

Tycochlor  3250  Al 

Tycodyne  D2 

Syntech  Industrial  Lubricants  Inc. 

Synchain  500  EPS  1138  H2 

Syncone  SG-1    HI 

SyngearFGL-140   HI 

Syngear  FGL-85   HI 

Syntech  Products  Corp. 

Clear  Line   LI 

Grease  Gel  H2 

L/LF  Liquid  Life  Forms  with  Odo-Trol  CI 

No  Cid  Bowl  &  Bathroom  Cleaner  ....  C2 

P.C.  Porcelain/Tile/Grout  Cleaner   C2 

Synquat    Dl 

Syntech  6138  Al 

Titanic   A4 

Synthetic  Laboratories,  Inc. 

npld  Bio  Solve    Al 

Acid  Tile  &  Wall  Cleaner    A4 

Air  Freshener CI 

Alky]  5070  G5.G6 

All  Purpose  Cleaner   Al 

All  Purpose  Cleaner  10  Al 

All  Purpose  Cleaner  30  A4 

Boiler  Dispersant/Scale  Inhibitor  5052  G6 

Boiler  Water  Treatment  #3  G6 

Boiler  Water  Treatment  #35  G6 

Boiler  Water  Treatment  5053  G7 

Boiler  Water  Treatment  5054  G6 

Carbon  Pressure  Wash  Detergent  A8 

Carbon  Soot  Remover Al 

Citrus  Drain  Cleaner  CI 

Cleaner/Degreaser  Al 

Cleaner/Degreaser  1-A    A4A8 

Cleaner/Degreaser  1-B    A4 

Cleaner/Degreaser  1-C    Al 

Cleaner/Degieaser  1-D   Al 

Cleaner/Degreaser  1-E    Al 

Cleaner/Degreaser  1-F A4.A8 

Cleaner/Degreaser  1-Y    A4.A8 

Cleaner/Degreaser  2    A4.A8 

Closed  Recirculating  Treatment  2    G7 

CD-1ES    A4.A8 


CD-I  High  Foam  A4 

D-X  Chemical  Cleaner  A3 

Detergent  A  C  Al 

Detergent  ABC   Al 

Dispersant  10  G7 

Dispersant  6068  G7 

Drain-Away  LI 

Enzyme/Bacteria  Treatment   CI 

Filter  Cleaner  JS   Al 

Fleet  Wash  Al 

Fleetwash  RC    A4 

Flush  Out  PI 

Formula  PH  Liquid-B  G6 

Formula  630    G7 

FPD   Al 

Grease  Trap  Cleaner  &  Sewage  Deo- 
dorizer    CI 

GC  Super  10  D2 

GC  Super  60  Blue/Mint   Dl 

GC  Super  60  Green/Lemon    Dl 

GC  Super  60  Red/Rose  Dl 

GC  Super  80  D2 

GC-2010    D2 

GC-2030    A4 

GC-2040-32  CI 

GC-2060    Al 

H.D.  Cleaner-Degreaser  Concentrate  ..  Al 

Heavy  Duty  #75    Al 

HD-Mel   Al 

Liquid  Hand  Dish  Compound  1-A  Al 

Low  Temp  Auto  Scrub  A5 

Low  Temp  Auto  Scrub  PG  A5 

LF  1  Low  Foam    Al 

LF-l-HD    Al 

Mold  and  Mildew  Remover  Al 

Natural  B  Concentrate  Cleaner-De- 
greaser    CI 

Neutral  pH  Drain  Cleaner LI 

Non-Acid  Trailer  Cleaner  Al 

Pine  Soap  Detergent  CI 

Pressure  Washer  Detergent  621 1    ....  A4.C1 

PW  3    A4.A8 

Sani-Hands E2 

Scavenger  2  G6 

Steam  Cleaner  Al 

Steam  2    G6 

Steam  5017    G6 

Steam  5022   G7 

Steam  5023   G6 

Super  Blue  Butyl  Concentrate    CI 

Tower  Dispersant-Multiuse G7 

Tower  Treatment  &  Dispersant    G7 

Window  and  Glass  Cleaner    CI 

6368  Power  Wash  Al 

74-A  A4 

Syracuse  Key  Maintenance 
Products,  Inc. 

Action  Foaming  DegTeaser/Cleaner   ....    Al 

Keyline  Restore  CI 

Power  Plus-Cleaner/Degreaser  A4 

Tackle  H.D.  Industrial  Cleaner A4.A8 

Trouble  Buster CI 

Sysco  Corporation 

Ant  &  Roach  Killer F2 

Ant  &  Roach  Spray F2 

Bathroom  Cleaner  C2 

Bio  System  Odor  Eliminator    L2 

Chain  Lube   H2 

Clean  &  Secure  El 

Cleanser  A6 

Concentrated  Bathroom  Cleaner C2 

Concentrated  Emulsifier  Bl 

Concentrated  Glass  Cleaner   CI 

Concentrated  Grease  Remover  Al 

Concentrated  Metal  Cleaner  A3 

Concrete  Cleaner  A2 

Contact  Insecticide    Fl 


Creme  Cleanser  A6 

Descaler  A3 

Destainer   Al 

Disinfectant  Deodorant  C2 

Food  Service  Hand  Soap    E2 

Fryer  &  Grill  Cleaner  A8 

Furniture  Polish  A7 

Germicidal  Foam  Cleaner  CI 

Glass  Cleaner CI 

Golden  Touch    A4 

Grease  Digestant  L2 

Grease  Remover   Al 

H/D    Al 

Hair  &  Body  Shampoo  C2 

Health  Care  Hand  Soap    E4 

Hi-Suds  Heavy  Duty  Detergent  Beads  Al 

Insect  Killer  Fl 

Iosan D2 

Iosan  Detergent  Sanitizer   D2 

Laundry  Emulsion  Concentrate    Bl 

Liquid  Germicidal  Detergent    CI 

Liquid  H/D    Al 

Liquid  Laundry  Builder    Bl 

Liquid  Laundry  Detergent Bl 

Liquid  Laundry  Fabric  Softener  B2 

Liquid  Oxygen  Bleach    Bl 

Liquid  Protect    Al 

Liquid  Sour/Softener  B2 

Liquid  Super  H/D   Al 

Lotion  Hand  Soap  E4 

Lustre  A7 

LT  Laundry  Builder   Bl 

LT  Laundry  Detergent    Bl 

Oven  Cleaner A8 

Pine  Oil  Disinfectant CI 

Powdered  Builder  Bl 

Powdered  Built  Detergent  Bl 

Powdered  Chlorine  Bleach  Bl 

Powdered  Detergent    Bl 

Powdered  Fabric  Softener  B2 

Powdered  Oxygen  Bleach  Bl 

Presoak  Al 

Pro  Guard    PI 

Protect   Al 

Quat  Disinfectant  Cleaner A4 

Quaternary  Disinfectant    D2 

Reliance  Bleach  B1.D1 

Reliance  Lemon  Disinfectant   A4 

Sanitizer  D2 

Satin  Shine  Stainless  Steel  Cleaner   ....  CI 

Solid  Protect    Al 

Spark-Ling  Floor  And  Wall  Cleaner   ..  CI 

Sparkle  Brite  Al 

Supreme  Suds  Hand  Dish.  &  Gen  Clng 

Beads CI 

Toilet  Bowl  Cleaner   C2 

T  &  G  Chemical  &  Supply  Co.,  Inc. 

Sir  George  Heavy  Duty  Cleaner- 
Degreaser   A4.A8 

T  &  R  Chemicals  Inc. 

T&R-100  All  Purpose  Cleaner  A4 

T  &  S  Products 

GlisT^J  Foaming  Glass  &  Hard  Surface 

Clnr  CI 

T  and  L  Associates,  Inc. 

Dri-Mol   H2 

Grip  Dressing  For  V-Flat-Round  Belts  PI 

Invisible  Skin  Shield  Cream  E4 

Mold  Release HI 

Mr.  Grime   A4 

Spray  Silicone  Release   HI 

Wyte-Ease  Lithium  Base  White  Grease  H2 
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T  A  MCO 

Germ-Away  CI 

Safety  Solvent  K2 

Sparkle  CI 

T  A  S  C  Manufacturing  Company 

TASCn  Al 

T  C  Corp. 

Septic  Solution    CI 

T  C  Laboratories 

TC-22 L2 

T  I  C  Industries 

Anotect  0307  CJ 

T  I  M  A  C  b.v. 

FM  Grease  HI 

T  K  M  Industries 

SafeTex    CI 

TK  #101  TK  Clean  A4 

TK  #101-A  TK  Clean-A A4.A8 

TK  #102  TK  Super  Plus  A4 

TK  #106  TK  Liquid  Steam  Cleaner 

Cmpd Al 

TK  #225  Soap  Lubricant    H2 

TK  #226  Silicone  Liquid  Lube H2 

TK  #700  TK  Liquid  Hand  Soap  El 

T  L  C  Manufacturing,  Inc. 

(FS)  Muscle  A4 

(FS)  Steam  Klean  CB  Al 

(FS)  Steam  Klean  DB Al 

(FS)  Steam  Klean  LB   Al 

(FS)TLC2000   Al 

(FS)  TLC  4000   Al 

(FS)  TLC  8000   Al 

(FS)  V  Klean  CB    Al 

(FS)V  Klean  DB    Al 

(FS)  V  Klean  LB Al 

Aero  Kill   Fl 

Aero  Kill  2    F2 

Al!  Powderful    Al 

All  Powerful  LF    Al 

Ant-I-Foam    Al 

Auto  Scrub CI 

Auto  Scrub  NB   A4.C1 

Automatic  Toilet  Bowl  Cleaner  C2 

Avenger  Al 

Bath  N  Tile  CI 

Blast  CI 

Blast  Off   Al 

Blitz  E4 

Blue  Devil  Al 

Blue  Thunder Bl 

Boil  Out  AM  Al 

Boil  Out  Liquid  A2 

Boil  Out  Powder  A2 

Brake  Klean  K2 

Broiler  Brite A8 

Brute    CI 

BWT  1000  G6 

BWT  2000  G6 

BWT  3000  G6 

C/L  Toilet  Bowl  Cleaner    C2 

Carb  Klean K2 

Care  Fresh  Baby  Powder   CI 

Care  Fresh  Bouquet CI 

Care  Fresh  Cherry  CI 

Care  Fresh  Cinnamon  CI 

Care  Fresh  Cologne CI 


Care  Fresh  Evergreen   CI 

Care  Fresh  Lemon  CI 

Care  Fresh  New  Car  CI 

Care  Fresh  Pina  Colada    CI 

Care  Fresh  Rose    CI 

Care  Fresh  Spearmint   CI 

Care  Fresh  Strawberry    CI 

Care  Fresh  Wintergreen    CI 

Chlor  Foam   Al 

Chlorinated  Egg  Wash    Ql 

Chlorinated  Egg  Wash  2  Ql 

Chlorinated  Egg  Wash  3  Ql 

Citri  Solve   CI 

Clinging  Bath  N  Tile    CI 

Clinging  Strip  Off  C3 

Creamy E4 

Creamy  Suds  Al 

Crete  Care   A3 

CIP  Liquid  Al 

CIP  Liquid  Plus  Al 

CIP  Powder  Al 

CIP  Powder  Plus  A2 

CWT  Coil  Klean  100    PI 

CWT  Coil  Klean  200   PI 

CWT  100  G7 

CWT  1000  G7 

CWT  3000  G7 

Deep  Six    F2 

Deo  One CI 

Descaler  1000    A3 

Descaler  2000    A3 

Descaler  3000    A3 

Descaler  4000    A3 

Dissolve  CI 

Dissolve  HF CI 

E-2  El 

Econo  Clean    Bl 

Econo  Lube  HI   HI 

Egg  Destainer    Q1.Q2 

Egg  Destainer  2  Q1.Q2 

Egg  Wash    Ql 

Egg  Wash  2  Ql 

Egg  Wash  3  Ql 

Experience  CI 

EZ  Lube  Food  Grade    HI 

EZ  Lube  Gold  H2 

EZ  Lube  Hi  Impact  H2 

EZLubeMoly  H2 

EZLube  Red  Grease H2 

EZ  Lube  Tuff  Kote  H2 

EZ  Lube  Ultra  Moly  H2 

Foam  Plus   Al 

Food  Service  (FS)  Steam  Klean  MB   ..  Al 

Food  Services  (FS)  V  Klean  MB  Al 

Formula  11586    Bl 

Formula  11686    Bl 

Formula  11786    B2 

Formula  2187    Bl 

Formula  2287    B2 

Formula  2387    Bl 

Formula  8586    Bl 

Freezer  Locker  Cleaner  A5 

Fresh  "N"  Clean    Bl 

Fresh  N  Fluff B2 

G/P  Disinfectant  Cleaner    C2 

Get  Tough   Al 

Get  Tough  2    Al 

Grease  Gel  H2 

Green  Pad  Soap  Al 

Green  Pad  Soap  2  Al 

Griddle  Klean    A8 

Head  Over  Heels  2   C2 

Heavy  Duty  A2 

Heavy  Duty  2    Al 

Hot  Stuff   Al 

Ice  Away  Pellets   PI 

Inferno  LI 

Iodo  Care  E-2  Handsoap E2 

Killer  Fog    F2 

Kwik  Strip  Baseboard  Cleaner  &  Wax 

Strpr    CI 

L  C  Bleach  8.4    D2.G4 


L  Chlor    Al 

L  Chlor  Plus    Al 

Lab L2 

Lemon  Suds A4 

Lemon  Suds  2  A4 

Lime  Remover A3 

Link  Lube   H2 

Link  Lube  HI    HI 

Liquid  Aero  Kill   Fl 

Liquid  Aero  Kill  2    Fl 

Liquid  Citri  Solve  CI 

Liquid  Ice  Away  PI 

Liquid  Space  Spray  Fl 

Liquid  Stop  Crawl  F2 

Lotion  Gold  El 

Max  Degreaser    CI 

Metal  Brite  Powder  A3 

Metal  Brite  1000  A3 

Metal  Brite  2000  A3 

Metal  Brite  3000  A3 

Mil-Dont    PI 

Neutralizer  Bl 

Nitti  Grit    E4 

Old  Hickory  Extra A2 

Old  Hickory  Liquid  Al 

Old  Hickory  Powder  Al 

Ole'  E4 

Orange  Plus  CI 

P  Chlor    Al 

P  Chlor  Plus    A2 

P-Ox  Bleach    Bl 

Phene  Klean- 128  A4 

Phene  Klean-256  A4 

Phos  Klean A3 

Pine  Brite  CI 

Power  Foam CI 

Priceless  El 

PC  Bleach  10%  Bl 

PC  Bleach  16%  Bl 

PC  Bleach  20%  Bl 

PC  Bleach  25%  Bl 

PC  Bleach  7%  Bl 

PWS  Kl 

PWS  Plus CI 

PWS  Plus  150  CI 

Quat  Care  128  CI 

Quat  Care  256  CI 

Quat  Care  64  CI 

Ream  Out LI 

Red  Devil  Al 

Red  Inferno   LI 

Release  Waterless  Hand  Creme   E4 

S.S.  Glisten   A7 

S-1088   Al 

S-1188   Al 

S-1388  Al 

S-1488 Al 

S-1588  Al 

S-1688   Al 

S-188   Al 

S-288   Al 

S-388   HI 

S-488   Al 

S-688   Al 

S-788   Al 

S-988  A2 

Safe  Spray  K1JC2 

Safety  Solvent  K2 

Safety  Solvent  2    K2 

Safety  Solvent  3    K2 

Sani  Fluff B2 

Sani  Spray  Disinfectant  &  Deodorant       CI 

Smoothy  El 

Smoothy  Plus    E4 

Solution  1    Al 

Solution  384-1  A4 

Solution  384-2  Al 

Sparkle  Glass  Cleaner  CI 

Splash  Lite  CI 

Splash  NP    A4 

Splash  Plus    A4 

Spray  Cabinet  AM    Al 
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Spray  Cabinet  FM  A2 

Spray  Cabinet  FM  Plus  A2 

Stop  Crawl  F2 

Strip  Off C3 

Surpass  CI 

Terminate  F2 

Tray  Wash  Liquid  Al 

Tray  Wash  Powder  Al 

Tuff  Stuff E4 

Turbo  Foam  CI 

TLC  Antifoam  Agent   L1.Q5 

TLC  Antifoam  Agent  2  L1.Q5 

TLC  Antifoam  Agent  3  L1.Q5 

TLC  Concentrate  Al 

TLC  MP    A4A8 

TLC  MP  2  A4.C1 

TLC  701    Al 

TLC-0-Rex  C2 

TNT  Al 

Utility  Cleaner  A3 

Vat  Care  AM  Al 

Vat  Care  FM  A2 

Vat  Care  FM  Plus  A2 

Vigil  CI 

Ware  Care   Al 

Whip  All    Al 

White  Inferno    LI 

T  L  R  Industries 

Clear  Glass    CI 

L  &  F  Cleaner  A5 

L.A.B.  233  L2 

N  C  Concentrate   A4 

Sani-tize  D2 

Sprite  CI 

Sprite  Foamy  CI 

Super  Sprite  Degreaser  Al 

Super  Twinkle  Window  Cleaner    CI 

Super-Solv  Degreaser  Al 

Twinkle   CI 

Twinkle  Concentrate  CI 

T  M  Products,  Inc. 

TM  160   Al 

TM  1906   A8 

TM  1909   A8 

TM  1910   A2 

TM  1928   Al 

TM  1941    A3 

TM  1942   A3 

TM  1951    A3 

TM  1954  HD  A2 

TM  1958   Al 

TM  1959   Al 

TM  1960   Al 

TM  1970   A3 

TM  207   A2 

TM  848   Al 

TM  925   A4 

TM926   Al 

TM927   Al 

TM929   A2 

TM9676A  Al 

TM  999   A2 

T.  L.  Care,  Inc. 

Blue  Care  All  Purpose  Cleaner    A4 

T.  R.  F.  Chemicals 

7283  T.R.F.  Floor  Cleaner  A4 

7284  T.R.F.  All  Purpose  Cleaner  Al 

7297  T.R.F.  Meat  Hook  &  Trolley  CI.  A2 

T.  S.  Moly-Lubricants,  Inc. 

No  Moly  90  HI 


T.C.  Products 

Chelate  G6 

Condensate  Control  G6 

Oxcon  #1  G6 

P-M  Control  Liquid    G6 

P-M  Control  Powder G6 

Polyhos    G6 

T.F.G. 

SRW  5000  L2 

SRW  5000m    L2 

T-Chem  Products 

Pure  Bright  Bleach    B1.C1 

Pure  Bright  Pure  Ammonia    CI 

Pure  Bright  Sudsy  Ammonia   A4 

Tabco  Industrial  Products,  Inc. 

Bakery  Pot  and  Pan  Detergent  Al 

Bowl  Cleaner C2 

Tabco  All  Purpose  Cleaner A4 

Tabco  Brite   Al 

Tabco  No.  2 Dl 

Tabco  Safety  Solvent    Al 

Tabco  Six  Delux  Hand  Soap    El 

Tabco  Products  Inc. 

Blue  San-H    D2 

Tailor  Made  Products 

Degreaser  K2 

Talsol  Corporation 

No.  2811Tal-Strip    C3 

Tamaras  Supply  Company 

Heavy  Duty  Degreaser   Al 

Liquid  Soap  El 

Tamco  Chemical 

Formula  #139    G6 

Formula  #50    G6 

Formula  #70    G6 

Tampa  Chemical  Sales  Co.  Inc. 

Mighty  Blue    Al 

Tandem  Div. 

Ammoniated  All  Purpose  Cleaner   A4 

Break  Laundry  Booster  Bl 

Floor  And  Concrete  Cleaner A4 

Freezer  Cleaner  A5 

Heavy  Duty  Liquid  Laundry  Detergent  Bl 

Heavy  Duty  Soft  n  Sour  Bl 

Idophor D2 

Lemon  Lotion   Al 

Liquid  Laundry  Bleach  Bl 

Lotionized  Hand  Soap E4 

Oven/Grill  &  Fryer  Cleaner  A8 

Safety  Kitchen  Degreaser  Al 

Sani-Dine  D2 

Tandem  Products-Services 

Antibacterial  Sanitizing  Hand  Soap  E2 

De-Greaser  Cleaner  Al 

Foaming  Glass  &  Utility  Cleaner CI 

Oven  Cleaner A8 

Pink  Lotion  Hand  Dish  wash  Detergent  Al 


Sanitize    D2 

Stainless  Steel  Cleaner   CI 

Window  Cleaner  CI 

X-33  Break   Bl 

Tandem  Products,  Inc. 

Rhino  Hyde  RTV  Silicone 
Sealant/Adhesive    PI 

Tandex  Chemicals  Pty.  Ltd. 

Alkali  No.  4 G6 

Polyfloc   G6 

Tandex  B.W.S G6 

Tandex  BW-252    G6 

Tandex  BWT400  G6 

Tangible  Research  &  Development 
Corp. 

No.  ES-11    PI 

No.  ES-22A  PI 

No.  ES-22B  PI 

No.  ES-33   PI 

88  Super  C Al 

Tanglefoot  Company,  The 

Difuso    Fl 

Tank  Tech,  Inc. 

FS4225  Al 

FS  4500  CI 

FS  4525  CI 

FS  4550  Al 

GP  1050  Al 

GP  1125  Al 

GP  1150 Al 

GP  1200  Al 

GP  1225  Al 

GP  1250  Al 

GP  1300 Al 

GP  1450  Al 

GP  1550  A4 

GP  1600 Al 

GP  1625  Al 

GP  1700  Al 

GP  1750  Al 

GP  1800 A4 

GP  1875  Al 

HD5015    Al 

HD  5025    Al 

HD5055   Al 

HD5065    Al 

HD  5075    Al 

HD  5090   Al 

HD  5100   Al 

HD  5105    Al 

HD  5125    Al 

HD5150   Al 

HD  5160   Al 

HD  5170    Al 

HD  5175    Al 

HD  5190   Al 

HD  5200   Al 

HD  5205    Al 

HD  5225    Al 

HD  5260   Al 

HD  5300   Al 

HD5305    Al 

HD5325    Al 

HD5375    Al 

HD5395   Al 

HD  5400   CI 

HD  5425   Al 

HD  5450   Al 

HD  5475    Al 

HD  5505    Al 

HD5550   Al 
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HD5575   Al 

HD  5625   A4 

HD5675   Al 

HD5700   Al 

HD5725    Al 

HD5775    Al 

HD  5800   Al 

HD5860   Al 

HD  5870   Al 

HD5875    Al 

HD  5880   Al 

HD  5925   CI 

HD  5975   Al 

KP3000  Al 

KP  3150 Al 

KP  3175  Al 

KP  3200  Al 

KP  3225  Al 

KP  3250 Al 

KP  3300 Al 

KP3325  Al 

KP  3350  Al 

KP3450  Al 

KP3550  Al 

KP  3575  Al 

KP3625  Al 

KP3675  Al 

KP  3725  Al 

KP3750  Al 

KP3775  Al 

KP  3825 Al 

KP  3925  Al 

KP  3950 Al 

Smoke  House  Cleaner A8 

VC  2105    Al 

Tannehill  Chemical,  Inc. 

Attack  Chlorinated  Alkaline  Liquid  Clnr  Al 
D-Solv  Concentrate  Nonflammable 

Dgrsr A4 

Dish-Shine  Hand  Dishwash  Liquid    ....  A8 

Hi-Suds  APC  A8 

Tar-OfF  Distributors,  Inc. 

Waterless  Hand  Cleaner  E4 

Tara  Distributors 

Dirt  Buster  Al 

Targosz,  E.  &  Company 

Industrial  Detergent  Disinf.  Concentrate  D2 

Tarheel  Paper  &  Supply  Co. 

Hy  Foam  Foaming  Degreasing  Cleaner  Al 

Tarheel  State  Chemicals,  Inc. 

"Hand  Cleaner"  and  Conditioner   El 

"Old  Purple"    A4 

Break-Away  A4 

Heavy  Duty  Cleaner  Degreaser-De- 

waxer Al 

Tari  Industries,  Limited 

Ter-If-Ic  Grime  Buster   A4 

Tarkelp  Mfg. 

Tarkelp  Hand  Soap  E4 

Tartan  Supply  Co.  Inc. 

Do-It-All  General  Purpose  Foaming 

Clnr  C2 

Free  Hand  Dishwashing  Detergent  Al 


Kamfastic  All  Purpose  Cleaner    CI 

Lo-Foam    A4 

Low  Foam  Iodophor  D2 

Sana  Clean  D2 

Soil-Solv    CI 

Spray  Warsh    A4 

Spray  Wash  Al 

Stainless  Steel  Cleaner  &  Polish    CI 

Tartan  Quat  D2 

Vandal  Mark  Remover  CI 

Tayco  Industrial  Products 

Aqua  Solv   Al 

Fresh  Fry  A7 

Winner  Proteinized  Antsep  Ltn.  Hand 
Soap    El 

Tayco  Service  Inc. 

Degreaser  Al 

Tayloe  Paper  Company 

Clear  Lemon  Disinfectant-Cleaner  C2 

Green  Kleen A4 

Liquid  Hand  Soap  Ready  for  Use    El 

Solvs-It    A4A8 

Taylo-Pine  CI 

Thrifty  Mint  Disinfectant   C2 

Thrifty  Pine  CI 

Winda  Shine    CI 

Taylor  &  Sledd,  Inc. 

Pocahontas  Antiseptic  Liquid  Hand 
Soap    El 

Pocahontas  General  Purpose  Cleaner 

Dgrsr  A8 

Pocahontas  Laundry  Detergent  Bl 

Pocahontas  Liquid  Oven  &  Grill 

Cleaner   A8 

Taylor  Chemical  Co.,  Inc. 

TA-10FG   Ql 

TA-20  FG    Ql 

TA-30  FG    Ql 

Taylor  Industrial  Supply  Co.,  Inc. 

Food  Grade  Silicone  Release   HI 

RT's  Pride    Al 

Taylor  Laboratories,  Inc. 

"Mint"  Deodorant   CI 

Acclaim   Al 

Alklean  Extra  A2 

Aqua-Terg   A4 

Assure    E2 

APC-27    Al 

Bacterial  Culture  Concentrate  CI 

Blast  A2 

Blue  Ace   A4 

Bravo  A2 

Breakaway  Al 

Brite  A3 

BriteLF  A3 

Brite  500   A3 

Cherry  Granular  Deodorant    CI 

Chloro-Plex   Al 

Citrast    CI 

Clean  &  More  Al 

Clean  All  Al 

Commercial  Laundry  Detergent  Bl 

Cycle  Three  A2 

CIP-150   Al 

Dry  Bleach Bl 

Dual  Action  D2 

Dyna-Boost   Al 


Dyna-Tron  Al 

DQ  Sanitizer   D2 

Eight-O-Three   A3 

Enzymes  For  Sewage  Systems  L2 

Excel    A2 

Express A2 

Foamy  Brite A3 

FA-99  Al 

Gator   Al 

General  Smokehouse  Cleaner  A2 

Grime  Master El 

GOC  Granular  Odor  Control    CI 

H.A.V.O.C A2 

Heavy  Duty  Smokehouse  Cleaner   A2 

Heavy  Duty  Steam  Cleaning  Compound  A2 

Hi-Five  CI 

Hyper-Active  A2 

Hyper-Dyne  E3 

Hypo  Sanitizer D2,G4,G7,Q4 

Iodo-San D2.E3 

Iodophor  Sanitizer  D2 

Kitchen  Kwik    Al 

Kloro-Terg  Al 

Lemonate  CI 

Liquid,  Live  Bacterial  Culture  &  En- 
zymes      L2 

LP-30  Al 

LT-428  Al 

Machine  Descaler   A3 

Mikro  Mint    C2 

Monster  Sewer  Solvent  LI 

Most  A2 

Neutros-N    CI 

NB  Degreaser   Al 

Odorless  Concrete  Floor  Cleaner  A4 

Odorless  Disinfectant    D2 

One-Step    E2 

Phos  Free  A3 

Plex    E2 

Purple  K  CI 

Quickstart A3 

Rally    Al 

Red  Hot  Sewer  Solvent LI 

San-O-Dine  LF   D2 

Scale  Away  A3 

Sure  Clean  Al 

Tetra-San  D2,G5 

Trac-Eze H2 

Tron  Auto-Scrub  Concentrate  Al 

True  Blue  CI 

TC-38 A2 

TCD  A2 

Unique  E4 

Vista  Blue   Al 

Wild  Cherry  Deodorant  Concentrate   ..    CI 
WD-86  CI 

Taylor  Made  Products,  Inc. 

Glass  Cleaner  TAC-38   CI 

Taylor  Rental 

Taylor  No.  21  Industrial  Degreaser  ....    Al 

Team  Associates 

ABT-1385   G6 

BWT-1260  G6 

CWT-1615  G6 

Dispersant-1800  G6 

R.L.T.-1351  Return  Line  Treatment  ....  G6 

Team  Laboratory  Chemical  Corp. 

Jell  Degreaser  and  Tar  Remover    Kl 

Roughneck  HI  Hand  Cleaner   E4 

Safety  Solvent  Kl 

Team  190  L2 

Team  350 G6 

Team  414  Old  Faithful  C2 
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Team  501  Automatic  Dishwash  Al 

Team  504  Ammoniated  Oven  Cleaner  A8 

Team  505  Sani-Bac  D2 

Team  508  Stainless  Steel  Metal  Polish  A7 

Team  51  Eliminator    CI 

Team  8 1  Safety  Solvent  K2 

Team  89  Nut  Buster  H2 

Team  90  Little  Squirt   H2 

T149  Grease  Buster  Concentrate   CI 

T151  Floating  Lift  Station  Cleaner    ....  CI 

T51  Eliminator    CI 

323  Disinfectant    CI 

400  Hospital  Type  Disinfectant  &  Deod.  CI 

402  Lim  Bac'r  CI 

403  Minty  Breeze  CI 

408  Glass  Cleaner  CI 

503  Laundry  Detergent  B2 

70  Roughneck  Grit  Hand  Cleaner   E4 

72  Roughneck  D   E4 

83  Jell  Degreaser  Kl 

Tech  Products,  Inc. 

Sani-Clean  A8 

Shine    A3 

Super  Clean  A4 

Tech  Clean-M   A2 

Tech  Clean-MP  A2 

Tech  4   A4.A8 

Tech  Spray 

Anti  Static  Cleaner  for  Production  Areas  A4 

Blue  Shower    K2 

Instant  FD  Zero  Residue  Cleaner K2 

Instant  Kleen-AU  K2 

Instant  Stripper   K2 

Kleen-It   K2 

Minus  62  Instant  Chiller  K2 

Slic  K2 

Tech-Line  Products 

Flying  Insect  Killer  Fl 

Foamy  Lube HI 

Knock  Out  Insect  Spray  Fl 

Tech-Lube  Corp. 

Alkaline  Drain  Opener   LI 

Assault  A4 

Auto  Scrubber  A4 

Blast  Oven  Cleaner  A8 

Cling  Bowl  Cleaner C2 

Crystal  Solvent   A4 

Edible  Gear  Oil  ET140FFX   HI 

Food  Grade  Silicone  HI 

HD  Industrial  Cleaner  A4 

Knockout  Bowl  Cleaner  C2 

Neutra  Neutral  Cleaner  CI 

Quarry  Tile  Cleaner    A4 

Strip   A4 

Super  Blue  A4 

Super  Suds  Pot  and  Pan  Cleaner   Al 

T  A.L.O.  AAS  HI 

T  1715  HI 

Tech-Lube  THFR  228^50  H2 

Tornado   C2 

TCO10/40AAS    HI 

TCO10/50AAS    HI 

TCO10AAS  HI 

TCO20AAS  HI 

TCO30  H2 

TCO40  H2 

TC010/40AA  H2 

TC010/50AA  H2 

TC04950S   H2 

TC04970S   H2 

TC05000S   H2 

TEF  A.L.0 HI 

TG-NT-AA1  HI 


TGNT HI 

TGNT-HD012   HI 

TGWR  H2 

TGWR-87    H2 

TG123   H2 

TH10AAS   HI 

TH20AAS    HI 

TLC  Capping  Oil    HI 

TLC  228-200  H2 

TLC  228-300  H2 

TTLFX  HI 

TTLRC#1AAS    HI 

T3800HT  H2 

T600NT  HI 

T90/250AAS   HI 

White  Gold  AA  HI 

White  Gold  AAS  HI 

Zenith  CI 

Tech-Reps 

All  Star    C2 

Bacta  Zyme  CI 

Bacta  Zyme  2    L2 

Bio-Zyme  Biologically  Safe  Enzymes  CI 

Bodymate  E4 

BAP  Brake  And  Parts  Cleaner  Kl 

Clean  Out LI 

Clobber    LI 

Crawler  Mawler  Residual  Insecticide  ....  F2 

Critter  Ridder  Multi-Purpose  Insecticide  Fl 

Derma  Clean  El 

Double  Punch    F2 

Foam  King  Al 

Foul  Out    CI 

Fresh  Scent  Lime    CI 

Glass  Glo  Concentrate    CI 

Glass  Master   CI 

Glass-Glo  CI 

Glo  Hand  Dishwashing  Concentrate    ..  Al 

Glyco-Tech    C2 

Grime  Busier  Kl 

Grime  Gobbler Al 

Grime  Wave    Al 

Gripper  II  Belt  Dressing  PI 

Hit  &  Run   CI 

Kwik  Kut  Rinse  Free  Floor  Stripper  ..  CI 

Lemon  San CI 

Liqui-Scrub  Creme  Cleanser A6 

Magic  Clean    A3 

Moly  Guard  Lubricant    H2 

Multi  Clean  A4 

Multi-Tech  A4 

Oven  Master  Oven  &  Grill  Cleaner  ....  A8 

Oven  Mate  A8 

Porcelain  Power A3 

Pro-Bowl  II  Hosp.  Tp  Disinf  Toil  Bl 

Clnr  C2 

Safe-Tech  Safety  Solvent   K2 

Sani  Rinse   D2 

Sani-Clean  A4 

Sanitene  Dl 

Sentry  9  G6 

Sila  Tech  II  Silicone  Spray HI 

Sila-Tech  Silicone  Lubricant  Spray  ....  HI 

Skale  Go    A3 

Super  Foam  CI 

Swabby  II  Non-Acid  Dsnfct  Ttl  Wshrm 

Clnr  C2 

T-200  Contact  &  Circuit  Board  Cleaner  K2 

Tech  Ox  A3 

Tech-Ox  A3 

Tech-Power  Bowl/Tile  Porcelain 

Cleaner   C2 

Touch  Down   A4 

Vandal  Tech  Vandal  Mark  Remover  ..  CI 
Vandal-Tech  Vandal  Mark  Remover  ..  CI 
Whisper  Powder  Fragrance  Air  Fresh- 
ener    CI 

Wing  Dinger  Wasp  &  Hornet  Killer   ....  F2 


Technical  Concepts,  Inc. 

Neutralle  SWAK  F2 

Technical  Packaging  Inc. 

Bar  &  Sink  Sanitizer D2 

Technical  Packaging,  Inc. 

"Blitz"    A4.A8 

Butyl  All  Purpose  Cleaner  Degreaser  A4 

Everclean  CI 

402-B  A4 

Technical  Petroleum  Company 

Technical  Lubricant  285  HI 

Technical  Lubricant  401   HI 

Technical  White  Oil  75  T  HI 

Technical  White  Oil  75-NF   HI 

Technical  White  Oil  85-T  HI 

Technical  Products  Corporation 

TPC-550    G2 

TPC-556    G2 

TPC-558    G2 

V  931  G2.G5 

V-937  G2,G5,G7 

Virchem  932   G1,G5,G7 

Technical  Products,  Inc. 

Tech-Chlor  150  D2 

Technical  Specialties  Corp. 

TSC  801    G6 

TSC  802    G6 

TSC  809    G6 

TSR  #1    G6 

Technical  Water  Treatment  Inc. 

1210  G6 

1220  G6 

1226  G6 

1230  G6 

1231  G6 

1232  G7 

1234  G7 

1236  G6 

1240  G6 

1241  G6 

1242  G6 

1243  G6 

1244  G6 

1245  G6 

1250  G6 

1251  G7 

1252  G6 

1253  G6 

1254  G6 

1256  G6 

1260  G6 

1270  G6 

1271  G6 

1272  G6 

1410  G6 

1420  G6 

1426  G6 

1430  G6 

1431  G6 

1432  G7 

1434  G7 

1436  G6 

1440  G6 

1441  G6 

1442  G6 

1443  G6 
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1444  G6 

1445  G6 

1450  G6 

1451  G7 

1452  G6 

1453  G6 

1454  G6 

1456  G6 

1460  G6 

2218  G5 

2418  G5 

3230  G5 

3430  G5 

4210  G2 

4211  G2 

4410  G2 

4411  G2 

Technichem,  Inc. 

Soft  Scrub   E4 

Ultra  Scrub  Plus    E4 

Ultra  Strip  M-70  P.P A2 

Ultra  Strip  M-75   A2 

Techniseal,  Inc. 

MR-24  Lock-Seal  Sealant  PI 

Part  #541063  PI 

Part  No.025390  Panlastic  (Bead  Seal) 

Wht  PI 

Part  429148  PI 

PL  No.  027893  Panlastic  (Bead  Seal) 

Wht  PI 

PtNo.025392  Panlastic  Cartrdg  Type 

Wht  PI 

Tech-Seal  70  Butyl  Tape  Sealer PI 

Tech-Seal  8900  Butyl  Caulk  Gray  PI 

016688  Gray  Sealant PI 

TechniChem  Corporation 

Acta-Vate L2 

Battery  Terminal  Cleaner  and  Protector   PI 

Block  Out    CI 

Brute    CI 

De  Aqua  Lube  H2 

Drox  A3 

El-Bo  Grez A4.A8 

Galley  Clean   CI 

Orange  CI 

Quick  Magic  Bowl  Cleaner   C2 

Rag-Out  Sulfuric  Acid  Drain  Opener  ....  LI 

Sani-Lube HI 

Tech-Magic  Clinging  Toilet  Bowl 

Cleaner   C2 

Tech-Maid  CI 

Tef-Tape    H2 

Technology  Chemical,  Inc. 

AlkAdd  Al 

All    Al 

Automatic  Wash   Al 

C-Chlor   A2 

C-Steam  Al 

Chloro  Clean  Al 

Clean-All  A4 

CA-DF  Al 

CIP-Chlor    Al 

CL-431  H2 

CL-681  H2 

Foamy    Al 

FS-77  A4 

Liquid  CIP  Al 

N-100  P  A3 

NP-200  A3 

Presto  A2 

Presto  CM  A2 

Presto-CH    A2 

QuatNR D2 


RG-10C  A3 

Tech  Boc  A2 

Tech  Fop  CI 

Tech  NBC  Al 

Tech  NBC  Al 

Tech  Off    A3 

TechPTW  Al 

Tech  RJ   Al 

Tech  360   A2 

Tech  362   A2 

Technolube  Products 

Alaska  Aqualube  AW  Hydrlc  Oil  ISO 

VG  32  HI 

Alaska  Aqualube  AW  Hydrlc  Oil  ISO 

VG  46  HI 

Alaska  Aqualube  AW  Hydrlc  Oil  ISO 

VG  68  HI 

Alaska  Crystal  F.M.  Grease  NLGI 

Grade  #1  HI 

Alaska  Crystal  FM  Grease  NLGI  Grade 

#2    HI 

Alaska  Egg  Spray  Oil  HI 

Alaska  Feed  &  Grain  Dust  Stop  Oil  ..  HI 
Alaska  Food  Mach.  Gear  Oil  ISO  VG 

220    HI 

Alaska  Food  Machinery  Gear  Oil  ISO 

VG460 H2 

Alaska  FM  Chain  Oil  ISO  VG  100  ....  HI 

Alaska  FM  Chain  Oil  ISO  VG  220  ....  HI 
Alaska  FM  Hydraulic  Fluid  ISO  VG 

100    HI 

Alaska  FM  Hydraulic  Fluid  ISO  VG  32  HI 
Alaska  FM  Hydraulic  Fluid  ISO  VG  46  HI 
Alaska  FM  Hydraulic  Fluid  ISO  VG  68  HI 

Techspec,  Inc. 

Big  Red   H2 

Black  Magic    H2 

Blue  Super  Busolv    A4 

Boiler  Complete    G6 

Boiler  H.  D G6 

Chain  Lube    H2 

Clear-Out  LI 

Condensate  L.  T G6 

Cooling  Tower  Complete   G7 

D-Grease   Al 

De-Grime  Kl 

De-Scale A3 

Debris  Free    A3 

Displace  H2 

Dissolve  Away    CI 

Double  Bubble CI 

Dual  Action  Al 

Electr-Solv  K2 

Electra-Solv  K2 

Exit    LI 

Fuzz  Buster  K2 

Glide    HI 

Glide    HI 

Golly  Molly  Grease H2 

Klenzall   A4 

Klinger  A4 

Lube-All  H2 

Memories  CI 

Old  Spicy  CI 

Plexipol    CI 

Precision  Lube  H2 

Shield  CI 

Sili-Tex    HI 

Slick  H2 

Sock-It  Penetrant  &  Release  Agent  ....  H2 

Sock-It  Penetrating  Lubricant  H2 

Sparkle  CI 

Spectrum   CI 

Steam  Off    Al 

Stop  Stick    HI 

Suds-Up  CI 

Super  Busolv  A4.A8 

Swash-Roc  #2  LI 


White  Lightning    H2 

Wipe-Out  CI 

Tecna  Corporation 

#2  Colloid  Supplement  G7 

Liquid  Special  Phosphate   G6 

Return  Line  Treatment    G6 

Teena  Industries 

Hi-Al   G6 

Tejon,  Inc. 

Mr.  Muscle  Concentrate  Al 

Tek  Chemical  Inc. 

Tek  P-16  Heavy  Duty  Steam  Cleaner 

Cmpd.   A2 

Tek  PI  7  Medium  Duty  Steam  Cleaner 

Powder   Al 

Tek  102  All  Purpose  Cleaner  A4 

Tek  143  Pressure  Wash    Al 

Tek  191  Liquid  Floor  Degreaser   A4 

Tek  404  Liquid  Detergent  Concentrate  Al 

161  Heavy  Duty  Steam  Cleaner  Liquid  Al 

Tek  Distributors,  Inc. 

Tek-II  Industrial  All  Purpose 
Cleaner   A4.A8 

Tel  Star  Chem  Corp. 

Star  Kleen  Ail-Purpose  Cleaner  A4 

Telechem  Corporation,  The 

Acid  Detergent  Powder A3 

Aqua-Solv  100  G7 

APC  CI 

Classy    CI 

Clean-A-Peel  CI 

Closed  System  Treatment  G7 

Consume   L2 

CWT-500  G7 

Dawn  Fresh  CI 

Foam  Aid  Concentrate   Al 

Foaming  Breakdown  Cleaner  Al 

Golden  Gator  Concrete  Cleaner  CI 

Gum  Remover  CI 

Handsome  Hand  Soap  El 

Hi-Pure K2 

Liquid  Gloves   E4 

Mighty-Clean  Al 

Nifda  Sneeze  Guard    CI 

R.I.S.-15  Residual  Insecticide F2 

Ryan's  Sneeze  Guard  Cleaner CI 

Shackle  Cleaner A2 

T-17  Silicone  Spray  &  Mold  Release  HI 

T-50  K2 

Tele-Clean-B  CI 

Telechem  Acid  Detergent  383   A3 

Telechem  Algaecide  1205  G7 

Telechem  Condensate  Treatment   G6 

Telechem  SHS  D2 

Telechem  WTP  775    G3 

Teleclean  CI 

Telefresh-20  A4 

Teleshine  A7 

Top  Gun CI 

Tuff  Task  El 

Zap  Brite  Porcelain  Cleaner  C2 

21  Guns  Al 

Temco,  Inc. 

T-Lube  li: 

T-12  H2 
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Temple  Chemical  Co.,  Inc. 

Lemon  Scented  Hospital  Disnf.  Spray  CI 
Silicone  Spray  HI 

Templex 

"MCCL"  Moly  Chain  &  Cable  Lube  ..  H2 

Anti  Seize    H2 

Citra-Degreaser  CI 

Extreme  High  Temp(up  to  2100 

Deg.F.Aer.)  H2 

Four  Way  Action H2 

Grease  Trap  Maintainer    CI 

Hand  Barrier  Cream   E4 

Power-Off   A4 

Sani-Temp  HI 

Silicone  Spray  HI 

Speed  Cleaner  CI 

Spray  Silicone  Release   HI 

SMR  Al 

Templex  TI  750  High  Purity  Solvent  ..  K2 

Templex  109  #2  Food  Grade  Grease  ..  HI 

Tuff-T  Waterless  Hand  Cleaner  E4 

853  Water  Base  Degreaser  CI 

Tempo  Chemical  Company,  Inc. 

Aquatone  Boiler  Water  Treatment  G6 

Formula  #17  All  Purpose  Cleaner   Al 

Greasgo   Al 

Tempo  Products  Company 

20-117  Silicone  Spray  HI 

Tennant  Company 

Tennant  #408  Rapid  Prep  PI 

Tennant  330  Germicidal  Cleaner  A4 

Tennant  340  Tile  &  Terrazzo  Cleaner  A4 
Tennant  600  General  Purpose  Cleaner  Al 
Tennant  601  Super  Strength  Cleaner  ..    Al 

Tennant  654  Heavy  Duty  Cleaner   Al 

Tennant  655  Super  Strength  Concentrate  A4 
Tennant  656  SRS  General  Purpose  Clnr.  A4 
Tennant  658  SRS  ES  Super  Strength 

Clnr A4 

Tennant  660  Cold  Area  Cleaner AS 

Tennant  698  Neutral  pH  Cleaner  CI 

2000  All  Hard  Surface  Formula  CI 

2000  Plus  Concentrate  Cleaner  and 

Dgrsr  A4.C1 

3000  Hot  Water  Scale  Inhibitor  G7 

409  Pre-Kote/Cleaner   A3 

413  Bonding  Additive  PI 

520  Solvent   PI 

523  Fast  Cure  Additive  PI 

5230  Urethane  Light-Shield   PI 

528  Cleaner  &  Remover  CI 

622  Detergent  Cleaner    A4 

653  General  Purpose  Cleaner  A4 

670  Cleaner  A4 

Tennant  Trend 

Drynamic  Cleaner  and  Degreaser A4 

Terand  Industries,  Inc. 

All  Purpose  Foam  Cleaner  CI 

Anti-Seize  Lubricant  H2 

Battery  Cleaner  &  Protector  PI 

Belt  Dressing  PI 

Belt  Dressing  PI 

Chain  &  Cable H2 

Citrus  Glass  And  Plastic  Cleaner  CI 

Citrus  Jel  Degreaser  and  Vandal  Re- 
mover        CI 


Contact  Cleaner  K2 

Cutting  &  Tapping  Fluid    H2 

Dry  Lubricant    H2 

Dry  Silicone  Lubricant  HI 

Environmental  Foam  Cleaner  CI 

Food  Equipment  Lubricant  HI 

Glass  and  Plexiglass  Cleaner   CI 

High  Pressure  Insect  Bomb    Fl 

Insect  Killer Fl 

Invisible  Skin  Protector E4 

Metal  Cleaner-Polish  A7 

Multi-Surface  Cleaner  CI 

Non-Chlorinated  Belt  Dressing PI 

Oven  and  Grill  Oeaner A8 

Penetrant-Lubricant  Demoisturant    H2 

Pipe  Insulation  PI 

Red  Spray  Grease   H2 

Safety  Solvent  Cleaner  and  Degreaser      K2 

Silicone  Mold  Release    HI 

Stainless  Steel  &  Metal  Polish  Oil  Base  A7 

Terand  Insect  Spray    Fl 

Thread  Sealer PI 

Waterless  Hand  Cleaner   E4 

White  Grease  Lithium  Base   H2 

White  Lube  Food  Grade  Grease  HI 

Termac  Chemical  Company 

Tackle    Al 

Termac  Quad  II  Detergent  Cleaner  Di- 
sinf.  Dl 

Terminate  Control  Corp. 

Freezer-Cleaner  A5 

Hard  Surface  Cleaner   A4 

Synthetic  Cleaner    Al 

Terminix  International,  Inc. 

Aero  Term  II  Fl 

Pyrid    F2 

Pyrid  Injection  System  Insecticide  F2 

Terminix  Aeroterm  Industrial  Insecticide  Fl 

Terminix  GP-MAL  Concentrate  F2 

Terminix  Inside  Residual  Dust  F2 

Terminix  MFG  Concentrate  Fl 

Terra  Sphere  Chemical,  Inc. 

TSC  Crystals  G6 

Vulcan  Boiler  Chemical  Adjunct  #200  G6 

Vulcan  Boiler  Chemical  Adjunct  #201  G6 

Vulcan  Boiler  Chemical  Adjunct  #202  G6 

Vulcan  Boiler  Chemical  Adjunct  #99  G6 

Vulcan  Boiler  Chemical  LP  G6 

Vulcan  Steam  Line  Chemical  G6 

XC-S  Boiler  Chemical    G6 

XC-S  Tower  Chemical   G7 

Terra  Technologies 

Food  Service  Degreaser    Al 

Food  Service  Sanitizer    D2 

Terry  Enterprises 

TE385  Glass  Cleaner  (Aerosol)   CI 

Tesch  Chemical  Co.,  Inc. 

Gold  Soap  PCMX  E2 

Speedee  San D2 

Teco  Yellow  II    A4 

Testco 

B101    G6 

B310    G6 


Testron  International 

Aquaspec  BG  521   G7 

Aquaspec  BG  721  G7 

Aquaspec  BG  822  G6 

Aquaspec  BP  123   G7 

Aquaspec  BP  124   G7 

Aquaspec  BP-121    G7 

Aquaspec  CG  918  G7 

Aquaspec  CL  532   Al 

Aquaspec  CL  832  PI 

Aquaspec  O  326   G6 

Aquaspec  OP  828   G6 

Aquaspec  SR  222   G6 

Aquaspec  WT  873 G6 

Aquatron  A-777 G7 

Aquatron  CS-10 G6 

Aquatron  H-l  11  G7 

Aquatron  H-222 G7 

Aquatron  H-333 G6 

Aquatron  H-400 G7 

Aquatron  H-410 G7 

Aquatron  H-485 G7 

Aquatron  H-55  G6 

Aquatron  MS-99   G7 

Aquatron  S-220  A3 

Aquatron  S-500  A3 

Aquatron  XF-111    G7 

Belt-Grip    PI 

Bio  Sol  Al 

Bio-Zyme  L2 

Body  Guard  E4 

Brite  Bowl-X  C2 

Citron-GP    CI 

Coil  Kleen  PI 

Coiltron   PI 

Cretex A3 

D-ALG  Swimming  Pool  Algicide    Dl 

D-Terge   A4 

Dnlube  H2 

Dust-B-Gone  Formula  2  PI 

Dyna-Therm LI 

Easy  Formula  1   Al 

Engine-X   CI 

Foamite  600  Al 

Foamite  800  Al 

Greasolve  CI 

Greeze    H2 

Hospex  El 

Ice  Flo  PI 

Limex  A3 

Lubetron  Gear-X  H2 

Lubetron  Gear-X  (Aersol) H2 

Lubetron  TR-1 11  H2 

Lubetron  TR-666  HI 

Lumex   A3 

LCL-200    H2 

Mecamatic  Al 

Mirro-Gard  CI 

Moto-Lene  CI 

Motomate  CI 

Mulsit CI 

MSR  A3 

No-Seize    H2 

Nu-Coil    PI 

Odor  Ban  CI 

Odor  Gone  CI 

Oven-X    A8 

Oxigo  A3 

Pestron  F3 

Pinetex  Disinfectant    CI 

Por-Lex    C2 

Purosolv  K2 

Quik-Sol    Al 

Remove  It    Al 

Renovex  A3 

Saf-T-Sol  K2 

Sanitor  Homognzd  Metal  Prcln  &  Tile 

Clnr  A6 

Shop  Mate  E4 

Silitex  HI 

Solutron  A4 
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Sperse CI 

Spring    CI 

Sta-Brite  A7 

Stripper    Ci 

Sunshine    CI 

Tensifect  Disinfectant-Sanitizer  Deodmt  D2 

Tesect  F2 

Tesphene  Cleaner  &  Disinfectant  A4 

Testrasol  K2 

Testrasol  (Aerosol)   K2 

Testro-Kill  Bmd  Rsdul  In- 

secuBaygonType    F2 

Testrocide  Contact  Insecticide   Fl 

Testrocide  Insect  Spray  Fl 

Testrokill  U   F2 

Testronic    H2 

Testrox  A3 

Vanish    CI 

Viretone  Hospital  Disinfectant  Deod.       C2 

Viretrone  Disinfectant-Deodorant  CI 

Zymex  Formula  A  L2 

Zymex  Formula  B  L2 

Texaco  Lubricants  Company 

Cygnus  Gear  Oil  220    HI 

Cygnus  Gear  Oil  460    HI 

Cygnus  Grease  1   HI 

Cygnus  Grease  2  HI 

Cygnus  Hydraulic  Oil  100   HI 

Cygnus  Hydraulic  Oil  32   HI 

Cygnus  Hydraulic  Oil  46   HI 

Cygnus  Hydraulic  Oil  68    HI 

Texaco  Refining  and  Marketing  Inc. 

Texaco  EG  Heat  Transfer  Fluid  100   ....  PI 
Texaco  PRG  Heat  Transfer  Fluid  200  ..  PI 

Texaco,  Incorporated 

Aircraft  Hydraulic  Oil  15   H2 

Alcaid  Oil  60 H2 

Algol  Oil  100 H2 

AlmagOil    H2 

Canopus  Oil  32  H2 

Canopus  Oil  46  H2 

Canopus  Oil  68   H2 

Capella  Machine  Oil  32   H2 

Capella  Oil  WF  I  32  H2 

Capella  Oil  WF  100   H2 

Capella  Oil  WF  32   H2 

Capella  Oil  WF  68    H2 

Cepheus  Oil  68   H2 

Cetus  Oil  46    H2 

CorvusOill3   H2 

Crater  A  H2 

Crater  O  H2 

Extra  Cutting  Oil  PI 

Geotex  LA-30   H2 

Havoline  Motor  Oil  SAE  10W  H2 

Havoline  Motor  Oil  SAE  20-20W   H2 

Havoline  Motor  Oil  SAE  30 H2 

Havoline  Motor  Oil  SAE  40 H2 

Havoline  Motor  Oil  SAE  50 H2 

Havoline  Motor  Oil  10W-30    H2 

Havoline  Motor  Oil  20W-40    H2 

High  Temp  Grease    H2 

Honor  Cylinder  Oil  680   H2 

Hydra  Oil  19  H2 

Hydraulic  Safety  Fluid  46 H2 

Marfak  Heavy  Duty  2  H2 

Marfak  Heavy  Duty  3  H2 

Marfak  MP2    H2 

Marfak  0    H2 

Marfak  00    H2 

Marfak  1    H2 

Meropa  150  H2 

Meropa  1500  H2 

Meropa  220  H2 

Meropa  320  H2 


Meropa  3200  H2 

Meropa  460  H2 

Meropa  680  H2 

Molytex  EP2   H2 

Multifak  EP1   H2 

Multifak  EP2  H2 

Multigear  Lubricant  EP  SAE  80W-90  H2 

Multigear  Lubricant  EP  SAE  85W/140  H2 

Outboard  Motor  Oil  SAE  30    H2 

Pinnacle  Cylinder  Oil  680    H2 

Rando  Oil  HD  32   H2 

Rando  Oil  HD  46    H2 

Rando  Oil  HD  68    H2 

Rando  Oil  HD-100   H2 

Rando  Oil  150  H2 

Rando  Oil  32  H2 

Rando  Oil  46  H2 

Rando  Oil  68  H2 

Regal  AFB  2  H2 

Regal  Oil  R&ON- 100   H2 

Regal  Oil  R&O  N-68   H2 

Regal  Oil  R&O  100    H2 

Regal  Oil  R&O  150    H2 

Regal  Oil  R&O  220    H2 

Regal  Oil  R&O  32    H2 

Regal  Oil  R&O  320    H2 

Regal  Oil  R&O  46    H2 

Regal  Oil  R&O  68    H2 

Regal  Oil  320    H2 

Regal  Oil  390    H2 

Regal  Oil  460    H2 

Rock  Drill  Lube  100  H2 

Rock  Drill  Lube  320  H2 

Rock  Drill  Lube  46  H2 

Rust  Proof  Compound  H    PI 

Rust  Proof  Compound  L  PI 

Rust  Proof  Compound  Spray   PI 

Soluble  Oil  D    PI 

Spindura  Oil  10  H2 

Spindura  Oil  22  H2 

Startex  Anti-Freeze  And  Summer  Coo- 
lant      PI 

Sugartex  3200   H2 

Sultex  D  PI 

Sultex  320   PI 

Texaco  Antifreeze  Coolant  PI 

Texatherm  46 PI 

Thermatex  EP  1  H2 

Thermatex  EP-2 H2 

Threadtex  H2 

Thuban  SAE  140  H2 

Thuban  SAE  90 H2 

Track  Roll  Lubricant  Medium    H2 

Transfomier  Oil  H2 

Transultex  D    PI 

TLA-700    H2 

Ursa  Oil  Extra  Duty  SAE  10W    H2 

Ursa  Oil  Extra  Duty  SAE  50   H2 

Ursa  Oil  Heavy  Duty  SAE  30   H2 

Ursa  Oil  P-100    H2 

Ursa  Oil  P-150    H2 

Ursa  Oil  P-68    H2 

Ursa  Oil  220   H2 

Ursa  Oil  50    H2 

Vanguard  Cylinder  Oil  460    H2 

Way  Lubricant  G  H2 

650  T  Cylinder  Oil  1000    H2 

Texas  Crown  Chemicals 

Triplus   G2 

Texas  Gulf  Industries,  Inc. 

Clean-Out L2 

Santimine  150   D2 

Texas  Lubricants  Corp. 

P.D.-80  Lubricant   H2 

Super  Texas  Red  A4 

Texas  Red   Al 


Texas  Multi-Chem  Inc. 

Aqua-Trol    G6 

Chemical  Cleaner    A3 

Chemical  Degreaser    Kl 

Chlorasol    CI 

D-Lime A3 

Detergent  Concentrate  Al 

Foam  Power CI 

Grand  Slam   C2 

Lectrasol    Kl 

Live-Bac    L2 

Mota-Jell    Kl 

Penetrating  Oil  H2 

Sof-T  Hand  Cleaner   E4 

View CI 

Texas  National  Inc. 

Bio-Live  L2 

Coilite    PI 

Coley  Cleaner   CI 

G.B.  Breakdown    CI 

G&S  Dissolver    CI 

Knock  Off  A3 

Mean  Green  Al 

Orange  Fresh  CI 

Remuvox   A3 

Rocky Al 

Saf-Solv  K2 

Tuf-Touch   E4 

Texas  Refinery  Corporation 

#880  Crown  and  Chassis  Grease   H2 

#890  Van-Purpose  Gear  Lube  SAE  75  H2 

#890  Vari-Purpose  Gear  Oil  SAE  140  H2 

#890  Vari-Purpose  Gear  Oil  SAE  90  ..  H2 

Big  Blue    Al 

Bio-Solv  CI 

Hydraulic  Oil  S.A.E.  10  H2 

Hydraulic  Oil  S.A.E.  20  H2 

Hydraulic  Oil  S.A.E.  30  H2 

Hydraulic  Oil  S.A.E.  40  H2 

Hydraulic  Oil  S.A.E.  5   H2 

Hydraulic  Oil  S.A.E.  50  H2 

Industrial  Gear  Lube  ISO  100    H2 

Industrial  Gear  Lube  ISO  150    H2 

Industrial  Gear  Lube  ISO  220    H2 

Industrial  Gear  Lube  ISO  320    H2 

Industrial  Gear  Lube  ISO  460    H2 

Industrial  Gear  Lube  ISO  680    H2 

Lithplex   H2 

LS  Energy  Saver  Gear  Lube  S.A.E. 

80W/90  H2 

LS  Energy  Saver  Gear  Lube  S.A.E. 

85W/140  H2 

Moly  Chain-Oil  S.A.E.  10   H2 

Moly  Chain-Oil  S.A.E.  20   H2 

Moly  Chain-Oil  S.A.E.  30   H2 

Moly  Chain-Oil  S.A.E.  40   H2 

Moly  Chain-Oil  S.A.E.  50   H2 

Moly  Lithplex  Grease  H2 

Moly  Universal  Gear  Lubr.  S.A.E. 

80W/90  H2 

Moly  Universal  Gear  Lubr. 

S.A.E.85W/140  H2 

Moly  Universal  Gear  Lubricant  S.A.E. 

250    H2 

Multi-Klean  Al 

Powdered  Big  Red  Cleaner Al 

Pure  Mineral  Trans  Lube.  SAE  90 H2 

Pure  Mineral  Trans.  Lube.  SAE  140  ..  H2 

Pure  Mineral  Trans.  Lube.  SAE  80  ....  H2 
Pure  Mineral  Transmission  Lubr.  SAE 

250    h: 

Quadra-Klean Al 

Special  #303  Oil   H2 

Special  Exposed  Gear  Grease  H2 

Special  Universal  Oil  SAE  10-ISO  32 
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&46   H2 

Special  Universal  Oil  SAE  20-ISO  68  H2 

Special  Universal  Oil  SAE  30-ISO  100  H2 

Special  Universal  Oil  SAE  40-ISO  150  H2 

Special  Universal  Oil  SAE  5-ISO  22  ..  H2 

Special  Universal  Oil  SAE  50-ISO  220  H2 

Super  Big  Red  Al 

Sure  Universal  Gear  Lube.  Grd.  140  ..  H2 

Sure  Universal  Gear  Lube.  Grd.  80  ....  H2 

Sure  Universal  Gear  Lube.  Grd.  90  ....  H2 

TRCBigRed    Al 

TRC  Food  Machinery  Grease  HI 

TRC  Special  FM  Liquid  Lube   HI 

TRC  6440  Universal  Torque  Oil   H2 

TRC-BOP    A2 

TRC-Super  Big  Red   Al 

TRC-SCR    A3 

Universal  Torque  Fluid  H2 

790  Sure  Universal  Gear  Lub 

S.A.E.80W/90  H2 

790  Sure  Universal  Gear  Oil  S.A.E.  140  H2 
790  Sure  Universal  Gear  Oil  S.A.E.  250  H2 

790  Sure  Universal  Gear  Oil  S.A.E.  80  H2 

790  Sure  Universal  Gear  Oil  S.A.E.  90  H2 
790  Sure  Universal  GearOil 

S.A.E.85W/140  H2 

Texas  Water  Technologies 

TWT-5601  G6 

TWT-5605  G6 

TWT-5631  G6 

TWT-5673  G6 

Texchem,  Inc. 

TC406  A4 

TC  414 A4.A8 

TC  423 A4 

TC  424 A4.A8 

Texize/ 

Division  of  the  Dow  Chemical 

Company 

Fantastik  All  Purpose  Cleaner    CI 

Glass  Plus    CI 

Grease  Relief  C1.B1.A8 

Janitor  In  A  Drum  CI 

Pine  Cleaner    CI 

Spray  n  Wash  Laundry  Soil&Stain  Re- 
mover     Bl 

Spring  Scent  Cleaner A4 

Texo  Corporation 

Acidisan  A  D2 

Acidisan  Q  D2 

ATC  A3 

B-Clean-C   Al 

Blitz  Al 

Breeze    Al 

Brutel  Al 

C-13  D2£3,G4,G7,Q4 

Car  Wash  384   Al 

Carwash  AD    Al 

Carwash  438   Al 

Chembrite    A2 

Chemcan    Al 

Chemcide  D2JE3,G4,G7,Q4 

Chemclean  X-40   Al 

Chemclear   A2 

Chemdex    Al 

Chemlac  Concentrate    A3 

Chemlac  Concentrate  N.P A3 

Chemlube  10  A1.H2 

Chemlube  20  A1.H2 

Chemlube  30-S   A4.H2 

Chemlube  5  A1,E1,H2 

Chemrak  No.  26    A2 

Chemtek-K  A2 


Chemtile    A3 

Chlorex    D1.Q1.Q4 

Cirket  A2 

Clean-R    Al 

D  Scale    A3 

D.C.  San    D2 

Defoamer  B  Q5 

Defoamer  16   A2 

Dermaclean  Lotion  Soap El 

Dermafresh  Shower  Soap  and  Shampoo  E4 
Dermasan  Food  Industry  Sanitizing 

Soap    E2 

Descale  P  A3 

Disan   D2 

Dyn-A-Mite  D2.G5 

Dyna-Chem   Al 

Excell  Dl 

Excell  Plus  C1JJ2.P1 

Ezey  Acid    A3 

Flo-Chem  E  A3 

Flo-Chem  Extra  A3 

Flo-Chem  N A3 

Flo-Chem  P.F A3 

Floorstrip  12    Al 

Frigid-Kleen A5 

FSR-9  Al 

Gel  Additive    Al 

Goliath  A2 

Handisan    E2 

Hook  &  Trolley  Lubricant   H3 

Keg  Wash  24  A2 

Kleen  All  Al 

Kleen-All  P  Al 

Klorotex  A1.Q1 

Lift-Off    Al 

Liquid  Blitz  Al 

Liquid  Chembrite    A2 

Liquid  Chembrite  H.T Al 

Liquid  Chembrite  N.P A2 

Liquid  Cirket  U  A1.Q1 

Liquid  Cirket  N.P A1.Q1 

Liquid  Cirket  60   A1.Q1 

Liquid  Pan-Handler  Al 

Liquid  PC  Bottlewash  Al 

Liquid  Spraychem  Al 

Liquitex   Al 

LP  931   Al 

LP  93b  Al 

LP  988  A2 

LP-31 3  Additive    Al 

LP- 354  A1.Q5 

LP-472  Al 

LP-492  A1.Q1 

LP-561  Al 

LP-572  A1.Q5 

LP-622  Q5 

LP-93  Al 

Midisan    D2 

Odor-Gone  A4 

Pontentex  A2 

Power  Foam A2 

Power  Foam  Plus    A2 

Power  Foam  Plus  II    A2 

Pro-Foam  B  Al 

PC  Bottlewash  Al 

Raise    CI 

Raise  Odorless  A4 

Rinse-Tex  Al 

Sani-Kleen  D2 

Sealtex  120    A3 

Sealtex  26    A3 

Sealtex  331    A3 

Septasan  NR    D2 

Sherichem  No.  2N Al 

Silvatex    Al 

Spraychem  A2 

Spraychem  2   Al 

Sterichem  Extra  Al 

Sterichem  No.  1    Al 

Sterichem  No.  2    Al 

Sunny  Bl 

T-Zyme-BFR  Al 


T-Zyme-L    L2 

T-Zyme-P L2 

Tank  Sheen   Al 

Tex  AC    Al 

Tex  Spra  4  Al 

Tex-2-O  No.  2112 G2.G5.G6 

Tex-2-0  No  2024 G7 

Tex-2-0  No.  2001  Water  Treatment  ....  G6 
Tex-2-0  No.  2005  Boiler  Water  Treat- 
ment      G6 

Tex-2-0  No.  2006  Boiler  Water  Treat- 
ment      G6 

Tex-2-0  No.  2009  Boiler  Water  Treat- 
ment      G6 

Tex-2-0  No.  2010  Boiler  Water  Treat- 
ment      G7 

Tex-2-0  No.  2012  Boiler  Water  Treat- 
ment      G6 

Tex-2-0  No.  2013  Boiler  Water  Treat- 
ment      G6 

Tex-2-0  No.  2014  Boiler  Water  Treat- 
ment      G6 

Tex-2-0  No.  2015  Boiler  Water  Treat- 
ment      G6 

Tex-2-0  No.  2018  Boiler  Water  Treat- 
ment      G6 

Tex-2-0  No.  2025   G6 

Tex-2-0  No.  2026   G6 

Tex-2-0  No.  2060   G7 

Tex-2-0  No.  2070  Condensate  Treat- 
ment      G6 

Tex-2-0  No.  2071  Condensate  Treat- 
ment      G6 

Tex-2-0  No.  2072  Condensate  Treat- 
ment      G6 

Tex-2-0  No.  2075  Condensate  Treat- 
ment      G6 

Tex-2-0  No.  2102  Inhibitor  Solution  G2.G6 

Tex-2-0  No.  2107  G2.G5 

Tex-2-0  No.  2130  Anti-Foam  G6 

Texel    Al 

Texo  BL  Compound  Bl 

Texo  Han  Sope   El 

Texo  Hand  Cleaner  E2 

Texo  Industrial  A.P.C Al 

Texo  Kleen    A  1.A4 

Texo  LP  1023  Al 

Texo  LP  1030   G6 

Texo  LP  1031    G7 

Texo  LP  1033   Al 

Texo  LP  1035   Al 

Texo  LP  1036   Al 

Texo  LP  1076   Al 

Texo  LP  1077   Al 

Texo  LP  1078   Al 

Texo  LP  1084  Al 

Texo  LP  1097   Al 

Texo  LP  1108   Al 

Texo  LP  11 10   G6 

Texo  LP  1130   G7 

Texo  LP  1135   Al 

Texo  LP  1144   A3 

Texo  LP  1145   Al 

Texo  LP  1150   G7 

Texo  LP  1167   Al 

Texo  LP  1170   G6 

Texo  LP  1176   A2 

Texo  LP  1183   Al 

Texo  LP  1188   G7 

Texo  LP  1193   G7 

Texo  LP  1194   G7 

Texo  LP  1196   G7 

Texo  LP  1197   G7 

Texo  LP  1198   Al 

Texo  LP  1212   Al 

Texo  LP  1222  Al 

Texo  LP  1229   E3 

Texo  LP  1245   Al 

Texo  LP  1260   Al 

Texo  LP  1289   Al 

Texo  LP  1293   Al 

Texo  LP  1336   A8 
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Texo  LP  134  C  A3 

Texo  LP  1365   Al 

Texo  LP  1569   A2 

Texo  LP  1581    A4 

Texo  LP  1605   Al 

Texo  LP  37   A3 

Texo  LP  578  A2 

Texo  LP  583  Al 

Texo  LP  695  Q5 

Texo  LP  701  B   H2 

Texo  LP  708  A2 

Texo  LP  736  Al 

Texo  LP  757   Al 

Texo  LP  768   Al 

Texo  LP  770  Al 

Texo  LP  788   A2 

Texo  LP  789   A4 

Texo  LP  793  A2 

Texo  LP  809  Al 

Texo  LP  844   Al 

Texo  LP  869   Al 

Texo  LP  880  Al 

Texo  LP  927   H2 

Texo  LP  956  Ql 

Texo  LP  965   Al 

Texo  LP  969  A3 

Texo  LP  970  Al 

Texo  Pantex  Al 

Texo  Pink  Pearl  El 

Texo  RO    Al 

Texo  Solv    Kl 

Texo  Solv  217  K1JC2 

Texo  1050   Al 

Texo  125  B   A2 

Texo  127   Al 

Texo  127  HD Al 

Texo  130  Al 

Texo  220  Al 

Texo  261    Al 

Texo  354  Al 

Texo  404  Thick  Kl 

Texo  481    A3 

Texo  51    Al 

Texo  528  A  Al 

Texo  608   "...    Al 

Texo  631   G5 

Texo  656  Al 

Texo  666   Al 

Texo  696  A2 

Texo  750  G2.G5 

Texo  816  A2 

Texo  82   Al 

Texo  90   A3 

Texo  90  Thick  A3 

Texoguard   G7 

Texolite  100 Al 

Texolite  100  NC   A1.Q1 

Texolite  189 A1.Q1 

Texolite  200 Al 

Texolite  300 Al 

Texolite  584 Al 

Texolite  93 Dl 

Texomatic    Al 

Texope  #3    El 

Texope218   A1JT2 

Texope  25   Al 

Texope  33   Al 

Texope  338   H2 

Texope  474   A1.H2 

Texope  474  M  Al 

Texope  5    CI 

Texope  515    Al 

Texope  525   Al 

Texope  535    Al 

Texope  75    A4 

Texstrip  Thick  A8 

Texstrip  12 A2 

Texstrip  12 A2 

Texstrip  40 A2 

Texstrip  60 A2 

Thrash    D2 

Tower  Tex  G7 


Transport  Al 

Trubrite  Blue  Bl 

TWP  Al 

Ultra  Al 

Ultra  B  Al 

XBC  Al 

1013  A2 

1055  Al 

1060  Al 

115  A2 

115  K  A2 

125  A4 

132  A2 

149  A  A4 

149  B  A4 

2  A2 

2  Additive   Al 

201   A4 

216  A3 

227  Al 

24  Al 

284  Al 

291   A2 

327  CI 

43  N  H2 

45  A2 

550  A2 

5823F  A3 

815  A2 

91  A3 

915  Al 

Texon  Corporation 

Tex-Tech   Al 

Texpenn  Oil  Company 

High  Load  GL-5   H2 

Moly-65  H2 

Multi-Vis  5000  Hour  Hydraulic  Oil  ....  H2 

Super  Impact  50  Grease   H2 

Super  White  Grease  with  PTFE  H2 

Super  50  Grease    H2 

White  Guard    HI 

Textile  Speciality  Company,  Inc. 

Elektra  Kleen  K2 

Nut  Buster  Penetrant-Lubncant    H2 

Safety  Solv    K2 

Silicone  Spray  Mold  Release   HI 

Thatcher  Company 

Acid  Cleaner   A3 

Acid  Cleaner  Granular    A3 

Acid  Cleaner  P   A3 

Acid  Cleaner  500    A3 

Acid  Cleaner  510    A3 

Acid  Cleaner  520    A3 

Acid  Cleaner  540    A3 

AC  20    A3 

Bowl  and  Tile  Cleaner   C2 

Caustic  Cleaner  427    A2 

Caustic  Cleaner  527    A2 

Caustic  Cleaner  627    A2 

Chlorinated  Circulation  Cleaner  No. 

2    A1.Q1 

Chloro  C  20 A1.Q1 

CIP  Cleaner  A2 

Dairy  Lubricant  H2 

Egg  Wash    Al 

Floor  Cleaner A4 

Foam  300  Al 

Foam  400  Al 

Foaming  Alkaline  Cleaner   Al 

Fryer  Cleaner A2 

FC  10  A2 

Heavy  Duty  Alkaline  Cleaner A4.A8 

Liquid  Alkaline  Cleaner  A2 


Liquid  CIP  A2 

Liquid  Detergent   Al 

Liquid  Pipeline  Cleaner    Al 

M-Chloro  Al 

M-Foamer    Al 

Plastic  Bottle  Wash  A I 

Powdered  Pipeline  Cleaner  Al 

Spray  Cleaner    A4 

Star  Chum  Al 

T-Chem  Laundry  Detergent   Bl 

T-Chlor    D2.G4 

T-Chlor  Granular  Dl 

T-San  Dl 

Tank  and  Equipment  Cleaner  Al 

Tank  and  Line  Cleaner  A2 

Value  Plus  Laundry  Detergent  Bl 

White  TSf  Brite  D2 

Theochem  Laboratories,  Inc. 

A  C  Cleaner CI 

All-Kleen  G6 

Aqua-Ban  Water  Based  Insecticide   F2 

Aqua-Sect  Water  Based  Insecticide  F2 

Automatic  Floor  Scrubber A4 

Big  Jim    Bl 

Big  Shot  LI 

Bisodyne    D2 

Blue  Bowl  Cleaner   C2 

Blue  Brite    Bl 

Blue  Suds    Al 

Blue  Wonder  CI 

Boil-Kleen  G6 

Bolt  Commercial  Laundry  Detergent  ..    Bl 

Bowl-San  C2 

Break   Bl 

Brite  Steam  Powder    Al 

C.M.D.  99   Al 

Car  +  Truck  Wash    Al 

Chain  Lube    H2 

Chlor-Brite  Commercial  Laundry 

Bleach  Bl 

Chlor-Clean  Al 

Chloro-Det  Ql 

Citra  Grit  E4 

Clean  Shot  LI 

CleanUp   LI 

Cleanse Bl 

Complete  Al 

Control  Machine  Dishwashing  Deter- 
gent      Al 

CSP-40  Beads   Al 

D.F.F.C A2 

De-Scale A3 

Deep  Fat  Fryer  Cleaner A2 

Defoamer  "A"   L1.Q1 

Defoamer  C  Q5 

Deo-Pine    CI 

Dew-O-Fresh  CI 

Dichlorozin    CI 

Disappear  Bl 

Double  Surprise  Al 

Dry  Bleach  #1   Bl 

Dry  Silicone  Lubricant   H2 

Econo  Steam   Al 

Econo-Clean    Al 

Emulso  Germicidal  Bowl  Cleaner   C2 

Enviro-Kleen  CI 

Envisol  CI 

Excel  Power A2 

Fabro-Cide  B2 

Fluff  Institutional  Softner  &  Sour    Bl 

Foamy    Al 

Food  Locker  And  Freezer  Cleaner  A5 

Fragropine   CI 

Freeway  LI 

Fumeless  Liquid  Drain  Solvent    LI 

Glyco  15    El 

Glyco  20    El 

Glyco  40  Soap  El 

Gold  Crete  CI 

Gold  Tiger  CI 
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Grease  Off  A8 

H.D.  Blue A4 

Hexabor  E4 

High  Chlor Bl 

Hydrosteam   A2 

Hygea  All  Purpose  Cleaner    CI 

Hygea  Battery  Terminal  Cleaner   PI 

Hygea  Belt  Dressing  PI 

Hygea  Dry  Silicone  Spray    HI 

Hygea  Dual-Synergist  Insect  Spray  Fl 

Hygea  Flying  Insect  Killer  Fl 

Hygea  Flying  Insect  Killer  No.  U    F2 

Hygea  Germicidal  Spray  Cleaner  CI 

Hygea  High  Purity  Contact  Cleaner  ....    K2 

Hygea  Insect  Killer  Fl 

Hygea  Insect  Spray  Synthetic  with  Fog- 

ger  F2 

Hygea  MCP-100   H2 

Hygea  Oven  Cleaner A8 

Hygea  Power  Pac    F2 

Hygea  Residual  Roach  and  Ant  Killer  ..  F2 
Hygea  Rust  Buster  Penetrating  Oil  ....  H2 
Hygea  S.W.A.T.  Total  Release  Fogger     F2 

Hygea  Safety  Solvent  K2 

Hygea  Silicone  Release  Agent  HI 

Hygea  Stainless  Steel  Cleaner   A7 

Hygea  Stainless  Steel  Cleaner  &  Polish  CI 

Kill-O-Cide   Fl 

Kill-O-Cide  Concentrate  Fl 

Kill-O-Cide  Special  Concentrate    Fl 

Kitchen  Power  A4A8 

Lacto  All  Purpose  Cleaner  Al 

Laundry  Solv  Bl 

Laundry  Terg Bl 

Laundry-Soft   B2 

Lemon-Q  CI 

Lime  Solv    A3 

Liqua-Zyme  CI 

Low  Phos  Laundry  Detergent  Bl 

LT-32  Al 

M.D.  9  Al 

Magic  Oven  Cleaner  A2 

Mighty  Green  Hvy  Dty  Industrial  Cln- 

Dgrs Al 

Mildew  Stain  Remover  Al 

Mint-0  CI 

Mint-O-Green    CI 

Multicide   D2 

MCP-100  H2 

Nu-Coil    PI 

Orange  Blossom    CI 

Parvo-Cide  Al 

Pearl  Drop  E4 

Pefko    C2 

Phosphate  Free  Hvy  Dty  Laundry  De- 
tergent      Bl 

Pine  Gel  CI 

Pink  High  Active  Built  Beads    CI 

Plus+Klor Al 

Pot  &  Pan  Brightener  A3 

Power  Kleen    Bl 

Power  Pac    Bl 

Power  Plus  I    Bl 

Powerbilt  Bl 

Premium  High  Suds  Laundry  Detergent  Al 

PTC-85    CI 

Q-Mint  CI 

Rescue   Ql 

Residual  Insecticide  F2 

Resolve    Al 

Rinse  No  More   CI 

Rite  Strip  A2 

Rust  Go  Acid  Cleaner  Rust  Rmvr  & 

Prevntv    A3 

Safe  Guard  H2 

Safe-T-Bowl    C2 

Safety  Clean    K2 

San-Air CI 

Saniscour  CI 

Scale  Away  Acid  Cleaner  Delimer    ....    A3 

Septo  Hand  Soap  15%    El 

Septo  Hand  Soap  40%    El 


Sewer  Solv  LI 

Shine-O-Glass   CI 

Silicone  Release  Lubricant  H2 

Smoke  House  Cleaner  Al 

Snow  Bleach   Bl 

Soft  Touch  B2 

Solvite  67    CI 

Sparkle  Al 

Speed-Zyme L2 

Spray  &  Clean  CI 

Stainless  Steel  Cleaner   A7 

Steam  Quick    A2 

Suds-O-Foam Al 

Sunshine    CI 

Super  Foam  A4A8 

Super  Lube  HW-15  H2 

Super  Power    Bl 

Super  Safety  Clean   K2 

Super-Chlor  Bl 

Sure  Shot  CI 

Surprise  Non-Butyl  Heavy  Duty  Clnr- 

Dgrsr  Al 

ST-25  CI 

T-C  505  Q  CI 

T-M-C   CI 

T-10  Heavy  Duty  General  Purpose 

Cleaner   A4A8 

T-128  A4.C1 

T-15  Concentrate  A4A8 

T-256  CI 

T-3  Cleaner  and  Degreaser A4 

T-4  Ammoniated  Cleaner  and  Wax 

Stripper  CI 

T-5  Heavy  Duty  All  Purpose  Cleaner  A4 

Theolac    A3 

Thermotron    A2 

Up-N-Down  F2 

Vat  Dip    A2 

White  Glove  Hand  Soap  E4 

White  High  Active  Neutral  Beads  CI 

Wipe  Out  C2 

Thermal-Lube  Inc. 

Exxel  Synth  NonMelt  Grs 

W/P.T.FE.X-L845    H2 

Exxel  Synthetic  Gen  Purp  Lub  Oil 

XL-7360   H2 

Exxel  Synthetic  Hi  Temp  Lube  Oil  X-L 

855    H2 

Exxel  Synthzd  Non  Melt  HiTemp  Grs 

X-L600  H2 

Thermionics  Inc. 

TI-147F   G6 

TI-152F   G6 

TI-601F   G6 

T1-602F   G6 

TI-603F   G6 

TI-604F  G6 

TI-605F   G6 

TI-610F   G6 

TI-630F   G6 

TI-631F  G6 

TI-632F   G6 

TI-640F   G6 

TI-641F   G6 

TI-647F   G6 

T1-661F   G6 

TI-800    G7.G2 

TI-804   G7 

TI-808    G7 

TI-810    G7 

TI-814   G7 

TI-842    G7 

TI-843    G7 

750  B  G6 

750  C  G6 

750A    G6 

755  F  G6 


Thermo  Cote,  Inc. 

#2000  Cleaner  Al 

#2500  Cleaner  Al 

Acid  Foam  Clean    A3 

B  W  C  A2 

Baking  Cart  Cleaner  Al 

Blue  Magic  Degreaser CI 

Bri-125  A2 

Bubble-Gum  Deodo    CI 

Chain  Lube  120  H2 

Chlor-A-Kleen  Al 

Conveyor  EZ  H2 

CLC  Al 

Dynosoap  Al 

Fleetwash  Al 

Foam-Klor  Al 

Foam-Klor  Plus  Al 

Formula  #540    Al 

Formula  #540  Special  Al 

Formula  501    Al 

G  P  C  84  A4,C1 

Galaxy   A4 

Heavy  Duty  Cleaner  #2    A2 

Heavy  Duty  Cleaner  #3    A2 

Heavy  Duty  Cleaner  #4    Al 

Lad  P1.C1 

Liquid  Spec  Cleaner  A2 

Lo-Foam    A4 

Lube-All  HI 

Neutra  Clean   A4 

Neutra  Clean  #2    Al 

Pac  710    A3 

Power  Foam  Degreaser  Al 

Power  Powder  #1000    A2 

Press  Clean    PI 

Safe-Solv  K2 

Satin  Clean    A4 

Spec  Cleaner  A2 

Super  OVS A8 

Super  X   Al 

Thermasol  #1  K2 

Thermosol  #2 K1JK2 

Thero-Van   CI 

TC-007  D2 

TC-160  Dl 

W-1000    A3 

XL-70 A4 

1210  Al 

1300  Cleaner  A2 

700X    A2 

900X    A2 

Thero-Chem 

B.T.-100 G6 

B.T.-200  G6 

B.T.-300 G7 

B.T.-39  Concentrate    Al 

B.T.-400 G7 

BT- 1500  Concentrate   G6 

C.T.-1000  G7 

Clean-Out A2 

Coil  Free  PI 

Rapid  Foam  Al 

Sani-Scrub  E2 

Super  Brite  Aluminum  Cleaner   A3 

TC  Organic  40 L2 

Third  Coast  Products 

Brute    A4 

Thom-Chem,  Inc. 

Thorn  Chem  102  CI 

Thom-Chem  202  Al 

201  Al 

203  Al 
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Thomas  Enterprises 

RA-125  Manual  Cleaner  Al 

RB-124  Cleaner  Booster  A2 

RC-126  Acid  Cleaner  A3 

RFB-121  Foam  Booster    Al 

Thomas,  F.  J.  Chemical  Company 

Acid  Cleaner  CI 

All  Fabric  Bleach    Bl 

Bar  Glass  Cleaner  Al 

Bath  And  Tile  Cleaner   C2 

Cling  Bowl  and  Porcelain  Cleaner  C2 

Dry  Acid  Cleaner    A3 

Dry  Chlorine  Bleach  Bl 

Dual  Acid  Multi-Purpose  Cleaner    A3 

Extra  Heavy  Duty  Cleaner  Degreaser  A4 
Extra  Hvy.  Dty. -Powder  Press.  Wshr. 

On A2 

Floor  And  Wall  Cleaner  Al 

Foaming  Heavy  Duty  Cleaner  Degreaser  A4 

Glass  Cleaner CI 

Grill  And  Oven  Cleaner  A8 

H.D.  Machine  Dishwashing  Concentrate  A 1 

Hand  Dishwash  Detergent    Al 

Heavy  Duty  Cleaner  Degreaser    Al 

Heavy  Duty  Concrete  Floor  Cleaner   ..  CI 

Heavy  Duty  Drain  Cleaner  LI 

Heavy  Duty  Egg  Wash  Detergent    Ql 

Heavy  Duty  Liquid  Pressure  Washer 

Clnr  Al 

Heavy  Duty  Machine  Pan  Wash    Al 

Heavy  Duty  Powder  Pressure  Washer 

Clnr  Al 

Industrial  Hand  Soap El 

Low-Suds  Laundry  Detergent  Bl 

M.R.C-1002   Al 

Medium  Duty  All  Purpose  Cleaner  ....  Al 
Medium  Duty-Liquid  Pressure  Washer 

Clnr Al 

Medium  Duty-Powder  Pressure  Washer 

Clnr Al 

Non-Butyl  Cleaner  Degreaser  Al 

Phosphoric  Acid  Bowl  &  Porcelain 

Cleaner   C2 

Pink  Lotionized  Hand  Soap    El 

Scrub  Soap  Hard  Surface  Cleaner      A4.A8 

Special  All  Purpose  Cleaner  Al 

X-Heavy  Duty  Liquid  Pressure  Washer 

Clnr  Al 

Thompson  Sales 

Chlorinated  Foaming  Cleaner  Al 

Thompson,  R.  F.,  Co.,  The 

Awesome  CI 

Thompsons  Sanitary  Supply  House, 
Inc. 

Blast-Off   Al 

Citri-Solv  CI 

Citrus  Oven  Cleaner  A8 

Concentrated  Bowl  Cleaner  &  Disinf.  C2 

Flying  Insect  Spray  Fl 

Foaming  Baseboard  Cleaner  A4 

Grafitti  Remover  CI 

Heavy  Duty  Foaming  Degreaser    Al 

M.R.  II  Cleaner  Disinfectant    Dl 

Slugger  Drain  Opener  LI 

Special  Cleaner  A4 

Steam  Cleaner  A2 

Vee  Pine  Disinfectant  CI 

Thornton  Bros.  Paper  Co.  Inc. 

Silicone  Spray  HI 


Thoro  Products  Company 

X-O-X   Dl 

Thoro  System  Products 

Acryl  60  PI 

Thoro-Clean  Products  Co.,  Inc. 

Liquid  Quik  Al 

Thorobred  Industrial  Chemicals, 
Inc. 

Bowl  Magic  C2 

De  Cal   A3 

EverKlear  CI 

Fast  Clean   Al 

Glass  Shine   CI 

Ice  Breaker    A5 

Oven  &  Griddle  Cleaner A8 

Triple  Crown  A4.A8 

Triple  Crown  H  A4.A8 

Three-M-Supply  Company 

Bac-Stop  FS    D2 

Bio  Foam  Al 

Bio  Foam  II  Al 

Bio  Kleen  F-10   Al 

BioKleenF-20  Al 

Bio  Kleen  F- 30  Al 

Bio  Kleen  F-5   Al 

Bio  Kleen  HDD Al 

Bio  Kleen  100  Al 

Bio  Solv  230  Al 

Bio  Solv  240  Al 

Ferro  Guard  A2 

Mericide  D2 

Power  +  A4 

Utility  CI 

Thunderbolt  Products  Incorporated 

Anteater  F2 

Automation    A4.A8 

Caress El 

Electrosolv  K2 

Electrosolv  Safety  Solvent  #25  (SD48)    K2 

Granite  Glow  A4.A8 

GPI  Fl 

H.  D.  Gusto  A4 

Pow    Fl 

Scour  Power    A8 

Scour  Power    A8 

Scram  GP Fl 

Soft  Touch  A4 

Super  Slick    HI 

Sweet  Air CI 

Thorough-Clean  A4.A8 

TLC  El 

Zap  F2 

Tidewater  Sanitary  Supply  Co. 

All  Purpose  Neutral  Cleaner A4 

Ammoniated  Wax  Remover   CI 

Big  Power   Al 

Bold  Action  Degreaser  A4 

Cavalier  Brand  Vita-Pine    CI 

Cavalier  Odorless  20%  Liq.  Hand  Soap   El 
Cavalier  Oven,  Fryer  &  Griddle  Cleaner  A8 

Creme  Cleaner  A6 

Duz-All    CI 

Odor  Eater  L2 

Oven,  Fryer  &  Griddle  Cleaner   A8 

Oven,  Fryer  &  Griddle  Cleaner   Al 

Pine  Oil  Coef.  5    CI 

Power  Concentrate    C2 

Prestige  Cleaner  and  Deodoiant  CI 


Steam  Cleaner  Liquid   A2 

6/49  Concentrate  A4 

Tidy  Tom's  Inc. 

Double  Action  II  F2 

Go-Blue  CI 

Graffitti  Remover    CI 

Rough  Touch  E4 

Rough  Touch  Hand  Cleaner  Product  No. 

671    E4 

Soft  Touch  E4 

Soft  Touch  Hand  Cleaner  Product  No. 

669    E4 

Stainless  Steel  Cleaner   A7 

Tifco  Industries 

Anti-Graffiti  CI 

Anti-Seez  H2 

Aqua-Lube  H2 

Aqua-Lube  8322   H2 

Brake  Kleen  8342  K2 

Choke-Kleen  8345 K2 

Clear  Silicone  RTV  Sealant&Adhesive 

9568    PI 

Disperse  Non-Butyl  Cleaner  Al 

Disperse  Plus  CI 

Dri-Mol    H2 

Dry  Film  8390  Moly  Lube  H2 

Food  Lube  9655  White  Food  Grade 

Grease  HI 

Glass  Kleen  CI 

Glass  Kleen  7650    CI 

Grease  Gun    H2 

Grease-Kut  Al 

Grip  -N  Kleen  CI 

Grip-N-Kleen  8310  Kl 

Handy  Kleen  9515  Hand  Cleaner E4 

Handy  Kleen  9516  Hand  Cleaner E4 

Handy-Kleen   E4 

Kleen  Grit    E4 

Kleen-Kut  8398  H2 

Kleen-Up  E4 

Lubrilink  8325  H2 

Metal  Sheen  CI 

No-Slip  8395  PI 

No-Spat   PI 

Orange  Peel  Handy  Kleen    E4 

Orange  Peel  Tuff  Grit  E4 

Organi-Solve  CI 

Purge   CI 

Safe  Kleen  K2 

Safe-Kleen  Kl 

Safe-Kleen  Safety  Solvent    Kl 

Safe-Kleen  9615  Safety  Solvent  ....    K1JC2 

Sani-Lube HI 

Sani-Lube  7656  Food  Equipment  Lu- 
bricant      HI 

Scraper  In  A  Can  7658  PI 

Silicone  Lubricant  8391    HI 

Spray  Lubricant  Grease  Gun    H2 

Spurt    LI 

Stainless  Steel  &  Metal  7652  Spray 

Pish A7 

Steam-Out    Al 

Super  Bowl    C2 

Super  Foam  CI 

Super  Grease-Kut     A4 

Tifco-SCC  Super  Cleaner  Concentrate     Al 

Tuff  Grit  9525  Hand  Cleaner  E4 

Tuff-Grit    E4 

White  Slide   H2 

Zyme-Away  CI 

7673  Speedi-Kleen    K2 

9635  Penetrating  Grease  H2 

9675  Super  Bowl  C2 

Tiffany  Professional  Products 

CD  200    CI 
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Tiger  International,  Inc. 

Big  "C"  Penetrant  Lubricant  H2 

Flying  Insect  Killer  F2 

Jel  Degreaser  CI 

Little  John   C2 

Orange  Rough  Touch    E4 

Tiger  Products,  Inc. 

#3291  Good  Stuff  E4 

Ant  &  Roach  Spray  No.  0305    F2 

Ant  &  Roach  Spray  No.  3560    F2 

Applause    El 

Applause  II    E4 

Bouquet   CI 

Bright  Shine    CI 

Clean  Surf  CI 

Daylight  A4 

Good  Stuff  #3290  E4 

Grease  Gun   H2 

Liquid  Drain  Cleaner    LI 

M/D  Bowl  Cleaner   C2 

Natural  Solution  D    CI 

Natural  Solution  E CI 

Natural  Solution  20  CI 

New  No.  1 040  Tiger-Power  Al 

No.  0560  Tiger-San  Mint  Dsnf.-Deo.- 

Clnr  CI 

No.  0600  Tiger-Grystal  Glass  Cleaner  CI 
No.  0645  Tiger-Scale  All  Purp  Acid 

Clnr  A3 

No.  0905  Tiger-Suds  Al 

No.  3371  Insect  Spray    Fl 

No.0515  Tiger  Cone.  All-Purpose 

Cleaner   Al 

No.0605  Tiger-Paw  Porcln  Tile&Mrbl 

Clnr  Al 

No.0740  Tiger  Heavy  Dty  Toilet  Bowl 

Clnr  C2 

No.  1020  Bengal  Water  Soluble  De- 
greaser      A4 

Pine  Valley    CI 

Power  Foam CI 

Ruff  Stuff  #3292  E4 

S.A.F.E CI 

Safety  Solvent  K2 

Soft  Touch  E4 

Spray  and  Wipe  Full  Duty  Cleaner  ....  C2 
Stainless  Steel  Cleaner  &  Protector  ....    A7 

Tiger  Aerocide CI 

Tiger  Brand  Creme  Cleanser    A6 

Tiger  Brand  Mild  Toilet  &  Porcelain 

Clnr  C2 

Tiger  Brand  Toilet  Bowl  Cleaner C2 

Tiger  Brand  Toilet  Bowl  Cleaner  C2 

Tiger  Odor-Digest  Dm  Mntnr&Inst  Odr 

Ctl   L2 

Tiger  Shower  Power  C2 

Tiger  Wasp  &  Hornet  Spray F2 

Tiger  Xtra  Heavy  Duty  Degreaser  & 

Clnr A4 

Tiger-Cide   CI 

Tiger-Fang  Al 

Tiger-Sept    El 

Tigress  Oven  and  Grill  Cleaner  A8 

Tight-Grip  International  Inc. 

Blue  Magic    A4.A8 

Timco 

Powerhouse  Heavy  Duty  Wtr  Soluble 
Dgrsr  A4 

Time  Chemical  Co.,  Inc. 

Advantage    CI 


First  Cut  E4 

Prime  Cut    E4 

Time  Products,  Inc. 

Acti-Solv   CI 

All  Temp  Built  Liquid  Laundry  Deter- 
gent      Bl 

Ammoniated  All  Purpose  Cleaner   CI 

Antiseptic  Liquid  Hand  Soap  El 

Antiseptic  Liquid  Hand  Soap  w/Cold 

Cream   El 

Aqua-Cide  F2 

Armour  Standard  Detergent  No.  100  ..  Al 
Armour  Standard  Detergent  No.  120  ..    Al 

Armour  Standard  No.  101     Al 

Armour  Standard  No.  103    A2 

Armour  Standard  No.  104    A2 

Armour  Standard  No.  105    A3 

Armour  Standard  No.  109    A3 

Armour  Standard  No.  110    A2 

Armour  Standard  No.  114    Al 

Blue  Magic  Wonder  Suds  A 131 

Carbonated  Alkali  Bl 

Chlor-16  Bl 

Chlor-9  Dl 

Chlorinated  CIP  Cleaner  Al 

Chlorinated  Farm  Cleaner  Al 

Coconut  Hand  Soap    El 

CSP-40  Beads   Al 

Econo-Line  Chlorinated  Mach.  Dshwsh 

Cmpd Al 

Kold  Power  Al 

Laundry  Fabric  Softener  B2 

Laundry  Liquid  Builder    Bl 

Laundry  Liquid  Detergent Bl 

Laundry  Liquid  Fabric  Softner  B2 

Lime  Gone  C2 

Liquid  Laundry  Bleach  Bl 

Liquid  Laundry  Softener B2 

Liquid  Laundry  Sour Bl 

Lo  Suds  Laundry  Detergent   Bl 

Morton's  Time-Saver  Liquid-Drain 

Opener LI 

Morton's  Time-Saver  Utnsl&Dishware 

Det  Al 

Morton's  Time-Saver 

Wind&LitDtyGenPurpCl   Al 

Morton's  Timesaver  Bowl  &  Porcelain 

CI C2 

Morton's  Timesaver  Odorless  Sanit. 

Agent D2 

Oven  &  Grill  Cleaner  A8 

Phos-Bowl  C2 

Phosphate  Free  Hvy  Dty  Laundry  De- 
tergent      Bl 

Pine  Plus   C2 

Pink  High  Active  Built  Beads    CI 

Pink  Lotionized  Liquid  Detergent   CI 

Ship  Shape  CI 

Solid  Clean    A2 

Sure  Clear   LI 

T-800  Liquid  Hand  Soap    El 

Time  Saver  Ace  Lube  8E  AIJL2 

Time  Saver  Acid  Brite   A3 

Time  Saver  Blue  Magic  Degreaser    ....    Al 

Time  Saver  Citru  Degreaser  CI 

Time  Saver  Citrus  Clean A4.C1 

Time  Saver  Cooling  Water  Additive  ..  G5 
Time  Saver  Erase  Laundry  Grs  &  Stn 

Rmvr Bl 

Time  Saver  Floor  Cleaner A4 

Time  Saver  Freezer  Floor  Cleaner  PI 

Time  Saver  General  Defoamer  Q5 

Time  Saver  Green  Hand  Dish  &  Glass 

Clnr  Al 

Time  Saver  GC-830    A4 

Time  Saver  HvyDty  Chlor  Mach 

Dshwsh  Cmpd    A2 

Time  Saver  Lanolized  Powdered  Hand 

Soap    C2 

Time  Saver  Liquid  Laundry  Sour Bl 


Time  Saver  Mild  A.D A3 

Time  Saver  Mint  Fragrance  Detrgnt 

Santzr   CI 

Time  Saver  No.  1 10-E   A2 

Time  Saver  Pine  Oil  Cleaner  &  Deo- 
dorizer      CI 

Time  Saver  Quad  Quat  256   CI 

Time  Saver  Safe  Scrub  CI 

Time  Saver  Safe  Scrub 

ScrtlsLiqClnsr&Pol  CI 

Time  Saver  Safety  Solvent  K2 

Time  Saver  Spot  &  Stain  Remover  ....    Bl 
Time  Saver  Stainless  Steel  Clnr  &  Pol- 
ish       A7 

Time  Saver  SS  Truck  Wash  Al 

Time  Saver  T900  Liquid  All  Purpose 

Clnr Al 

Time  Saver  White  Hi  Actv  Neutral 

Beads CI 

Time-Lo-Dine    D2 

Time-O-San  1000   Dl 

Time-Save  Heavy  Duty  Pure  Pak 

Cleaner   Al 

Time-Saver  #55  Gen.  CI.  &  Egg 

Wash  A1.Q1 

Time-Saver  #6748  Truck  Wash   Al 

Time-Saver  Agent  664-12 Al 

Time-Saver  Aluminum  Chum  Cleaner     Al 

Time-Saver  AA   Al 

Time-Saver  AA  Chlorinated  Al 

Time-Saver  AB   Al 

Time-Saver  AC  Al 

Time-Saver  AD  Al 

Time-Saver  AG  Al 

Time-Saver  AJ  Al 

Time-Saver  AP   Al 

Time-Saver  AQ  Al 

Time-Saver  AW    Al 

Time-Saver  AW  Chlorinated    Al 

Time-Saver  AW  Chlorinated  Pink  Gen. 

CI Al 

Time-Saver  AX  Al 

Time-Saver  AY  Al 

Time-Saver  Blue  Dr.Pipe&Sewr  Opnr  ..  LI 
Time-Saver  Built  Liquid  Laundry 

Detrgnt Bl 

Time-Saver  BB   A2 

Time-Saver  BD  A2 

Time-Saver  BE   A2 

Time-Saver  BF    A2 

Time-Saver  BG  A2 

Time-Saver  BK  A2 

Time-Saver  BN  A2 

Time-Saver  BP    A2 

Time-Saver  BQC#10  A2 

Time-Saver  BSR  Additive    Al 

Time-Saver  Campbl#3  Scour.  Pwdr.    ..    A6 

Time-Saver  Casewash  #3361    Al 

Time-Saver  Chelate  #5  A2 

Time-Saver  Chelate  Additive  No.  4  ....    Al 
Time-Saver  Chelate  No.  6  Low  Foam      A2 

Time-Saver  Chelate  No.  7    A2 

Time-Saver  Chlor  Kleen  Al 

Time-Saver  Chlor  16 Dl 

Time-Saver  Chlorinated  Cleanser A6 

Time-Saver  Chlorinated  Kleen  Ql 

Time-Saver  Chlorinated  Mech  Dshwsh 

Cmpd Al 

Time-Saver  Chlmtd  Machine  Dshwshng 

Cmpd Al 

Time-Saver  Cocoanut  Oil  Liquid  Hand 

Soap    El 

Time-Saver  CA  A6 

Time-Saver  CC  A2 

Time-Saver  CD  A2 

Time-Saver  CH  A2 

Time-Saver  CI  A2 

Time-Saver  CIP  655  Al 

Time-Saver  CJ  A2 

Time-Saver  CS  Heavy  Duty  Cleaner  ..    Al 

Time-Saver  CS  Scouring  Powder A6 

Time-Saver  CW  Chlor.  CIP  Clnr A2 
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Time-Saver  CWX  CIP  Cleaner    A2 

Time-Saver  Deep  Fat  Fry  Cleaner  A2 

Time-Saver  Delimer   A3 

Time-Saver  Deliming  Solution  A3 

Time-Saver  Deluxe  Hand  Dish  &  Glass 

On Al 

Time-Saver  Descaler  A2 

Time-Saver  Detergent-Sanitizer  D2 

Time-Saver  Detergent-Sanitizer  D2 

Time-Saver  Detergent-Sanitizer  #531  D2 

Time-Saver  DE   Bl 

Time-Saver  DG  Bl 

Time-Saver  DMW  Al 

Time-Saver  DMW-FL  Al 

Time-Saver  Eco  Floor  &  Wall  Cleaner  A4 
Time-Saver  Economy  Egg  Wash  ..  A1.Q1 
Time-Saver  Economy  Hand  Dish  & 

Glass  CI Al 

Time-Saver  Economy  Machine 

Dshwshng  Cmpd    Al 

Time-Saver  Foam-All   Al 

Time-Saver  Foamax    Al 

Time-Saver  Foamax  No.  730  Al 

Time-Saver  Foamide  A1.Q5 

Time-Saver  Formula  300  Floor  &  Wall 

On CI 

Time-Saver  Frigi-Kleen    A5 

Time-Saver  FD   Al 

Time-Saver  FF  Hook  &  Trolley  Clnr.  A2 

Time-Saver  FG   A3 

Time-Saver  FH   A3 

Time-Saver  FN   A3 

Time-Saver  Glow    A3 

Time-Saver  Grade  A  Hand  Dish  & 

Glass  CI Al 

Time-Saver  GA  A3 

Time-Saver  GA-LF  A3 

Time-Saver  GB   A3 

Time-Saver  GB-LF  A3 

Time-Saver  HA.  Concentrate  #511  ....  A4 

Time-Saver  H.D.  Extractor  Cleaner  ....  Al 

Time-Saver  H.D.  Extractor  Clnr.  NP  ..  Al 

Time-Saver  Heavy  Duty  #17    A2 

Time-Saver  Heavy  Duty  Super  Gel  #1  A2 

Time-Saver  Hi  Clean A2 

Time-Saver  Hi  Gel    Al 

Time-Saver  Hi  Power  Al 

Time-Saver  Hi-Active  Lube  H2 

Time-Saver  Hvy  Dty  Floor  &  Cement 

Clnr  A2 

Time-Saver  Hvy  Dty  Floor  &  Concrete 

Clnr  A2 

Time-Saver  Hvy  Dty  Steam  Cleaning 

Comp A2 

Time-Saver  HTP  Acid    A3 

Time-Saver  Institutional  Chlor.  Clnsr.  A6 

Time-Saver  Kleen-San    Al 

Time-Saver  KP  Alkali  A2 

Time-Saver  Lemon  Germicidal  Cleaner  CI 

Time-Saver  Lime-Gone A3 

Time-Saver  Liq.  Dairy  Detergent  Al 

Time-Saver  Liq.  Laundry  Fabric  Sour 

Soft  B2 

Time-Saver  Liqui-Clean   Al 

Time-Saver  Liqui-Drain  Opener LI 

Time-Saver  Liquid  #62  Retort   Al 

Time-Saver  Liquid  Alkali  #70   Al 

Time-Saver  Liquid  Bactericide D2 

Time-Saver  Liquid  Hi  Spray    Al 

Time-Saver  Liquid  Strip  Off    Al 

Time-Saver  Lndry  Stain  &  Spot  Remvr 

561    Bl 

Time-Saver  Low  Cost  Hand 

Dish&Glass  Cln Al 

Time-Saver  Low  Foam  Lime  Remover  A3 

Time-Saver  LA  3000    A3 

Time-Saver  LA-1 10    A2 

Time-Saver  LA- 120    A2 

Time-Saver  LA- 1829    A3 

Time-Saver  LA- 300    A3 

Time-Saver  LA-400    Al 

Time-Saver  LA-50    A2 


Time-Saver  LAP  815    A4 

Time-Saver  LC-60  Chlorinated    ....    A1.Q1 

Time-Saver  LCA  Al 

Time-Saver  LCA  10   A2 

Time-Saver  LCA  1000   A2 

Time-Saver  LCA  1 5   A2 

Time-Saver  LCA- 1700   A2 

Time-Saver  LCA-50   A2 

Time-Saver  Metal  Can  Lubricant  H2 

Time-Saver  Milkstone  Full  St.  GB    ....  A3 

Time-Saver  Mulsoclean    Al 

Time-Saver  MPC  Liquid  Scrub  Soap  ..  Al 

Time-Saver  MSR  No.  40    A3 

Time-Saver  MSR-LF A3 

Time-Saver  MSR- 50  A3 

Time-Saver  Nat.Gen.Purpose  CI Al 

Time-Saver  National  Standard  No.  110  A2 

Time-Saver  Natnl  Stand.  SpclSmhs  CI.  A2 

Time-Saver  No.  250  CIP    Al 

Time-Saver  No.  280  CD?    A1.Q1 

Time-Saver  No.  280-Super  Al 

Time-Saver  No.  282   Ql 

Time-Saver  No.  283-F    Al 

Time-Saver  No.  44  Heavy  Duty  Clnr.  A2 

Time-Saver  No.  440  Chelated  Cleaner  Al 

Time-Saver  No.  45M    Al 

Time-Saver  No.  5020   A2 

Time-Saver  No.  54M    Al 

Time-Saver  No.  73   A2 

Time-Saver  No.  88  Heavy  Duty  Clnr.  A2 

Time-Saver  NY  Al 

Time-Saver  Organo-Chlor Dl 

Time-Saver  Phosphating  Compound  #5  H3 
Time-Saver  Pine  Dres  Hvy  Dty  Floor 

Clnr  CI 

Time-Saver  Pot  &  Pan  Cleaner    Al 

Time-Saver  Poultry  Clean  Al 

Time-Saver  Power  Lube  H2 

Time-Saver  Power  Pac   Al 

Time-Saver  Punch  Al 

Time-Saver  S-25  Conveyor  Lubricant  H2 

Time-Saver  S-45  Conveyor  Lubricant  H2 

Time-Saver  Sanni  Rinse  D2.Q3 

Time-Saver  Slide  Conveyor  Lubricant  H2 

Time-Saver  Spray  Alkali  No.  1    A2 

Time-Saver  Spray  Cleaner   CI 

Time-Saver  Spray  Degreaser   CI 

Time-Saver  Standard  Mach  Dshwshng 

Cmpd Al 

Time-Saver  Steam  Cleaning  Compound  A 1 

Time-Saver  Super  Ace  J  Al 

Time-Saver  Super  Action  Al 

Time-Saver  Super  Chelo  Al 

Time-Saver  Super  Concentrate  44      A4.A8 

Time-Saver  Super  Derust  DR  A2 

Time-Saver  Super  Heat  Dm  Pipe  Opnr  LI 
Time-Saver  Super  X  Machine 

Dshwshng  Cmpd    Al 

Time-Saver  STP  Can  Wash   G5 

Time-Saver T-700  Liq.  All  Purp.  CI.  ..  Al 
Time-Saver  T-800  Liquid  All  Purpose 

Clnr  Al 

Time-Saver  T-900  Liquid  All  Purpose 

Clnr  Al 

Time-Saver  Time  Chlor  (Pink)  Dl 

Time-Saver  Time  Chlor  (White)    Dl 

Time-Saver  Time-O-Kleen  Al 

Time-Saver  Time-O-Lath   Al 

Time-Saver  Time-O-Lube  Chn  Lube  ..  H2 

Time-Saver  Toilet  Bowl  Cleaner  C2 

Time-Saver  Truck  Wash  No.  2    Al 

Time-Saver  Wetter  M  Al 

Time-Saver  Wetter  MC Al 

Time-Saver  Window  &  Stnlss  Stl.  G 

Cone A7 

Time-Saver  Winter  Lube    H2 

Time-Saver  Yellow  Pine  Hvy  Dty  Cncrt 

CI  CI 

Time-Saver  1 1 15  Al 

Time-Saver  210  Acid   A3 

Time-Saver  220  CIP  Acid    A3 

Time-Saver  274-CIP  Al 


Time-Saver  282  Liq.  Mech.  &  Pan  CI.  Al 

Time-Saver  400  Laundry  &  Shroud  G.  Bl 

Time-Saver  90-10  A2 

Timesaver  H.D.  Concentrate CI 

Timesaver  Heavy  Duty  Acid  Cleaner  A3 
Timesaver  Non-Chlorinated  General 

Clnr Al 

Tm-Svr  Value  Line  Chlor  Mach  Dshwsh 

Cmpd Al 

TmSvr  Value  Line  HD  Chi  Mach 

Dshwsh  Cmpd    Al 

Triple  C  Laundry  Liquid  Bleach  14%  Bl 

TG  Equipment  Cleaner  No.  4839   A2 

TCI  Immersion  Cleaner  No.  4838   A2 

Value  Line  Tmsvr  H.  D.  Mach  Dshwsh 

Cmpd Al 

ValueLineTime-Saver  HD. 

ChlrMachDshCmpd    Al 

Timesaver  Products 

Master  Gene  Al 

Timmons  &  Charles,  Inc. 

TAC  1068  Steam  Clean    A4 

TAC  1076  Spray  Powder  Al 

Tindd  Services,  Inc. 

Tindol  Special  Freez-Flor  Cleaner  A5 

Tiodize  Co.,  Inc. 

D99  Cleaner  Degreaser  Al 

Tipton  Laboratories,  Inc. 

Concrete  Floor  Geaner  Al 

Titan  Chemical 

Titan  Gold  CI 

Titan  Green  Multi-Purpose  Cleaner    A4.A8 

Titan  Chemical  Corporation 

"300"  Super  Cleaner  Al 

"870"    A8 

All  Purpose  Powder  Concentrate  Al 

Ammoniated  Oven  Cleaner A8 

CLP Al 

Concentrate  HD  Al 

Concentrate  HDS  Al 

Concentrate  272 Al 

Dn-Mol    H2 

Duo-Qua    D2 

Emulsion  Bowl  Cleaner    C2 

Food  Grade  Acid  Detergent   A3 

Freeze  Kleen  A5 

Hi-P  Contact  Cleaner    K2 

Hi-Temp  Anti-Seize    H2 

Kleen-All  Utility  Cleaner  CI 

Liquid  Grease  White  Grease H2 

Mustang  A4 

Odorless  Disinfectant   A4 

Quik  H2 

Rough  Neck  E4 

RW160 CI 

Sani-Lube  Food  Equipment  Lubricant  HI 

Sani-Ti  Al 

Skin  Shield  Hand  Barrier  Cream   E4 

Stainless  Steel  and  Metal  Polish    A7 

Ti-Chlor  All  Purpose  Powder  Concen- 
trate    Al 

Ti-Shine  Glass  Cleaner  CI 

Titan  Concentrate  C    A4 

Titanex  Utility  Cleaner  C2 

White  Guard    HI 

Zapp-O  CI 

100  Al 
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Titan  Enterprises 

Clean  and  Thaw    A5 

Titan  Industries,  Inc. 

Flush  Off  Odorless   CI 

Heavy  Duty  Organic  Drain  Cleaner  LI 

Power  Surge    Al 

Rodder  LI 

Score    LI 

Titan  Research  Industries,  Ltd. 

Liquid  Laundry  Detergent Bl 

Tnemec  Company,  Incorporated 

No.  1  Thinner   PI 

No.  10  Thinner   PI 

No.  13  Thinner   PI 

No.  15  Thinner   PI 

No.  18  Thinner   PI 

No.  19  Thinner   PI 

No.  2  Thinner   PI 

No.  22  Thinner   PI 

No.  26  Thinner   PI 

No.  3  Thinner   PI 

No.  30  Thinner   PI 

No.  32  Thinner   PI 

No.  35  Thinner   PI 

No.  4  Thinner   PI 

No.  5  Thinner   PI 

700  Clear  Amber  Series  44  Accelerator  PI 
710  Clear  Yellow  Series  44  Ure.  Accel.  PI 

Todco  Industries,  Inc. 

CLC  Clean  T- 1000   CI 

SS-1000  Safety  Solvent    K2 

Todco  AC  300  LF  Acid  Cleaner   A3 

Todco  AC  301  Reg  Acid  Cleaner    A3 

Todco  AC  302  Acid  Cleaner   A3 

Todco  AC-P-350  Acid  Powder A3 

Todco  AC-P-351  Acid  Descaler A3 

Todco  AP^O  Acidic  Polish   A6 

Todco  AS-10  Scouring  Powder   A6 

Todco  Butyl  Cleaner  A4 

Todco  Chain  Lube  #1   H2 

Todco  GC-SP  100  Spray  Cleaner Al 

Todco  GC-101  All  Purpose    Al 

Todco  GC-1 02  Chlorinated  Cleaner  ....  Al 

Todco  GC-103  Cleaner  Al 

Todco  GC-104  Cleaner  Al 

Todco  GC-1 05  Chlorinated  Cleaner  ....  Al 

Todco  GC-106  Chlorinated  CIP  Al 

Todco  GC-107  All  Purpose  And  Truck 

Wash  Al 

Todco  GC-1 08  Chloro    Al 

Todco  GC-1 09  Chlorinated  All  Purpose  Al 

Todco  Handcope  #  1    C2 

Todco  HD  200  General  Cleaner A2 

Todco  HD  201  Descaler  A2 

Todco  HD  203  Drain  Pipe  Opener LI 

Todco  HD  205  Chlorinated  Alkali  Al 

Todco  HD  206  Alkaline  Cleaner  A2 

Todco  HD  207  Chlorinated  CIP  A2 

Todco  HD  208  Chelated  Alkali   A2 

Todco  HD  210  Soak  It  A2 

Todco  HD  290  Chelated  Alkali   A2 

Todco  HDL  270  Alkaline  Cleaner  Al 

Todco  HDL  271  Chelated  Alkali  A2 

Todco  HDL  272  Chelated  Liquid A2 

Todco  HDL  273  Liquid  Chlorinated  CIP  Al 

Todco  HDL  274  Strip  Al 

Todco  L-100  Laundry  &  Shroud  Cleaner  Bl 
Todco  LGC  1000  Liquid  All 

Purpose&Foamer    Al 

Todco  LGC  1500  Detergent  Al 

Todco  LGC  500  Liquid  All  Purpose   ..  Al 


Todco  LGC  501  Liquid  All  Purpose   ..  Al 

Todco  Shroud  Cleaner-C    Bl 

Todco  Super  Kleen  #469    A4 

Todco  SP  101  Freezer  Kleen   A5 

Todco  SP  103  Environs  Cleaner    A4 

Todco  SP  104  Defoamer Al 

Todco  1000   CI 

Todd's  Ltd. 

Biopower  A8 

Oven  And  Hood  Protector    PI 

Todol  Products,  Inc. 

Duo-Fill  400    PI 

Pur  Fill  1G    PI 

Tola  Laboratories 

All  Purpose  Cleaner  with  Ammonia    ..  CI 
All  Purpose  Cleaner  Cone  Clnr  & 

Stripper  A4 

Automatic  Dishwash  Liquid  Al 

Biphase  Degreaser CI 

Caustic  Drain  Opener  LI 

Citra-Solv    CI 

Coco  Castile  20%  El 

Coco  Castile  40%   El 

Cold  Tank  Cleaner   Kl 

Concrete  Cleaning  Compound    Al 

Degreaser  Plus  Al 

Delimer  Lime  Deposit  Remover A3 

Deluxe  Concentrate  General  Purpose 

Clnr Al 

Descale  Concentrate  Rust  &  Scale  Re- 
mover     A3 

Descale  Powder  Chemical  Etching 

Compound A3 

Dual-Function    El 

Dual-Function  Cone.  Multi-Purpose 

Clnr A4 

Econo-Solv    Al 

Extra  Heavy  Duty  Industrial  Degreaser  A4 

F.P.  Sanitizer  D2 

Glass  Cleaner  Ready  To  Use   CI 

Hand  Dishwashing  Liquid    Al 

Heavy  Duty  Bowl  Cleaner  C2 

Heavy-Duty  Industrial  Degreaser  Al 

Heavy-Duty  Industrial  Degreaser  ..    A4.A8 

Heavy-Duty  Steam  Cleaner    A4 

High  Foam  Degreaser  Al 

Hot  Vat  Stripper   A2 

Industrial  Safety  Solvent  Kl 

Liquid  Heavy-Duty  Steam  Cleaner    ....  Al 

Liquid  Steam  Cleaner  Al 

Liquid  Utility  Cleaner  Al 

Low  Foaming  Concentrate  Clnr.  & 

Stripper  A4 

Low  Suds  Laundry  Compound  Bl 

Machine  Dishwashing  Compound    Al 

Multi-Purpose  Powdered  Cleaner  Al 

Oven  &  Grille  Cleaner  A8 

Safe  Acid  C2 

Safety  Solvent  Kl 

Scrub  Cream    E4 

Steam  Cleaner  A4 

Super  Cone.  Extra  Strength  Stpr/Cln  ..  A4 

Thrifty  Cleaner  General  Purpose  Cone.  A4 

Toledo  Industrial  &  Maint.  Supply, 
Inc. 

Double  Acting  Liquid  Alive  Bacteria       CI 

Tims  Rough  Touch  E4 

Tims  Soft  Touch  E4 

TolTech  Company 

Hot  Vat  2025  A2 

Pink  Power    Al 


Steam  Cleaner  1070    A2 

Steam  Cleaner  1075    A2 

T-499  A4Ai8 

Tom  Shirley  &  Assoc.,  Inc. 

Shower  Bath    CI 

Showers  N  Stuff  CI 

Tom-Pac  Inc. 

"TP-2431"  Bearing  Gel  HI 

Tomco 

Syncom  FG  10    HI 

Syncom  FG  20    HI 

Syncom  FG  30    HI 

Syncom  FG  40    HI 

TFG-1  Grade  1    HI 

TFG-10    HI 

TFG-140    HI 

TFG-2  Grade  2   HI 

TFG-20    HI 

TFG-30    HI 

TFG-40    HI 

TFG-90    HI 

Tomco  Chemicals 

Antibacterial  Hand  Soap  E2 

B-Shine    A2 

Be-Clean    Al 

Boiler  Compound  B-l  G6 

Boiler  Compound  B-l  Powder  G6 

Caustic  Add  A3 

Command    A2 

CIP  #100  Al 

CIP100-G  Al 

Dry-Acid    A3 

Duz-All    Al 

Duz-All  Liquid    Al 

DFA  Al 

Floor  Scrub  Liquid   A4 

Floor  Scrub  Powder    A4 

Foamy  Acid  A3 

Hy-Brite  A3 

1-0  Dip    E3 

I-O-Scrub E2 

Lab  Clean    Al 

Liquid  Circuit  #1  A2 

Nitro  Sheen   A3 

Oxy-Brite  Bl 

P-Chlor    Al 

Powerplay  Liquid    Al 

Prime  A2 

Prime-Plus  A4 

Protect-Sol  H2 

TChlor    Al 

T-Flo  Acid  A3 

T-Suds   Al 

lower  Treat  G7 

Trak  Lube    H2 

17%  Dry  Bleach   Bl 

44X    Al 

Tomic  Insecticide  Company,  Inc. 

Baygon  Residual  Spray  F2 

Grease  A  Way  Concentrated  Cleaning 

Cmpd Al 

Propoxur  Residual  Spray    F2 

Tomic-Malathion  F2 

Tomken  Commercial  Products 

Mop-It  Once    Al 

Tonaco  Inc. 

All  Purpose  Cleaner   CI 
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Chain  &  Cable H2 

Degreaser  Kl 

Drain-Away  LI 

Enzymes  250  L2 

KTOC  A3 

Rax  A8 

Sewer  Solvent   LI 

Silicone  Release  Food  Grd  Silicone 

Spray  HI 

Spray  Fog    Fl 

SC-180  Al 

Tonaco  USA  Ambush  Bowl  Cleaner  ..  CI 
Tonaco  USA  Appeal  Desclr  and  Metal 

Brtnr   A3 

Tonaco  USA  Assualt  Toilet  Bowl 

Cleaner  C2 

Tonaco  USA  Barrage  Creme  Cleanser  A6 
Tonaco  USA  Bedazzle  BowlATile  Porcln 

On C2 

Tonaconac   A4.C1 

Tool  Engineering,  Inc. 

ET-041-FF  HI 

ET-90-FF  HI 

TJ£i.  B-R  Divider  Oil  #961    HI 

T.E.L.  Non-Tonic  Edible  Grease  No. 

1-AA  HI 

TEL.  Non-Toxic  High  Temp.  "AA"  #2  HI 
T.E.L.  Non-Toxic  Lub.  Fluids  #500 

SAE#30 HI 

Top  Cat  Chemical/ 

A  Division  of  Tomlinson  Enterprise 

TC  007  All  Purpose    A4 

Top  Quality  Products 

Flush  &  Shine  CI 

Topco  Associates,  Inc. 

Topco  Disinfectant  Bleach   Q4 

TopiCare  Products  Co. 

San  Shine  Toilet  Bowl  &  Porcelain 
Clnr C2 

Topmost  Chemical  &  Paper  Corp. 

Glass  Cleaner CI 

Glass  Shine   CI 

Grease  Gun  In  A  Can  H2 

Husky Al 

Lily  White  CI 

Neutra  Clean   Al 

Nut  Buster  H2 

Pink  Sudsy  Ammonia  A431 

Pro  Bowl   C2 

Reprosolve  A4 

Slick  HI 

Slick  Multi-Purpose  Dry  Lubricant    ....  HI 

Super  Reprosolve    Al 

Topmost  Enviro  Foam    CI 

Topmost  NU  Oven    A8 

Topmost  Once  Over   A4 

Topmost  Steel  Brite    A7 

Vandal  Aid    CI 

Viro  Guard  Disinfectant  Deodorant  ....  CI 

1001  Uses  All-Surface  Cleaner    CI 

Torsey  Falls  Company 

Rough  Touch  Hand  Cleaner  E4 

Soft  Touch  E4 

TOR  B&B  A4 


Total  Equipment  and  Supply  Co. 
Inc. 

Sparkle  CI 

Spray  &  Wipe  CI 

Total  Group  of  Companies,  The 

Alk-Kleen    A2 

All  Purpose  Foaming  Cleaner A8 

Ammo    CI 

AC-10  Commercial  Acid  Cleaner    A3 

Boiler  All  G6 

Boiler  Mate  G6 

Buccaneer    Al 

Chain  Lube    H2 

Chem  Power    A4.A8 

Chlor-Kleen  A2 

Critters  CI 

CTS  Cooling  Tower  Solvent    G7 

Defoamer  G7 

Do-It  All    C2 

Foaming  Glass  &  Utility  Cleaner CI 

Io-Clean  D2.Q6.E3 

Lime  Stripper A3 

Neutramine  II    G6 

Safe-DF  D2 

SaniQuat    D2 

Stainless  Steel  Cleaner  &  Protector  ....  A7 

Stainless  Steel  Oil  HI 

Z-14  A4 

Total  Management  System,  Inc. 

Drain  Maintenance    L2 

Total  Textile  Technologies 

Alkalite    Bl 

Amaze   Bl 

Aqua-Suds  Bl 

Assault  Bl 

Attack Bl 

Bannish    Bl 

Bonus  Bl 

Brilliant    Bl 

Brisk    Bl 

Burst    Bl 

Challenge  Bl 

Citrisolve  B2 

Dry  Brite   Bl 

Extra Bl 

Hy-Met Bl 

Hy-Sil    Bl 

Impact    Bl 

Jubilant    Bl 

Liquid  Bonus  I    Bl 

Liquid  Bonus  II  Bl 

Liquid  Challenge  Bl 

Liquid  Dual   Bl 

Liquid  Extra Bl 

Liquid  Soften-It  B2 

Liquid  Talo   Bl 

Liquid  Unique   Bl 

Liquid  Vision    Bl 

Nullify  Bl 

Oxidant    Bl 

Radiant  Bl 

Soften-It  B2 

Talo   Bl 

Unique  Bl 

Vision    Bl 

Touch-Less,  Inc. 

All  Purpose  Lotion  Hand  Soap E4 

Food  M  Health  Hand  Wash  Sanitizer   ..  E2 
Shop  Buddy  Hand  Soap  E4 


Tower  Chemical  Corporation 

Tower  200  Cleaner  Concentrate  A4 

Tower  270  Cleaner  Concentrate  Al 

Tower  390  Safety  Solvent    K2 

Tower  392  Safety  Solvent    K2 

Tower  396  Safety  Solvent    K2 

Tower  399  Safety  Solvent    K2 

Tower  4A  Cleaner  Concentrate    Al 

Tower  Industries,  Inc. 

Chlorinated  Foaming  Cleaner  Al 

Tower  Oil  &  Technology  Co. 

Durol  CC  H2 

Durol  E    H2 

Durol  30 H2 

Grezall  A  HI 

Grezall  FM  Grease    HI 

Hydroil  CC    H2 

Kool  Klene  R-30  H2 

Kool  Klene  10W40  H2 

USP  White  Oil    HI 

Vacuum  Pump  EE  H2 

Tower  Supply 

Rinse-Off  A4 

Towlsaver,  Inc. 

Antiseptic  Cleanser  AS-200   E2 

Lotion  Cleanser  LC-1 00  El 

Townley  Chemical  &  Sales,  Inc. 

Insta-San  RD-10    D2 

Nova  All  Purpose  Cleaner   A4.C2 

Nova  Bakery  Pan  Cleaner Al 

Nova  De-Greaser  Cleaner  Al 

Nova  Foaming  Grease-Release 

Cleaner   A4.A8 

Nova  FC-100  Floor  &  Concrete 

Cleaner   A4.A8 

Nova  FC-100NC  Multi-Purpose  Cleaner  A4 
Nova  FC-120  Freezer  Floor  Cleaner   ..    A5 

Nova  Pot  and  Pan  Al 

Nova  Release  Oven  Cleaner  A8 

Nova  Septi  Scrub  Germ.  Hand  Soap 

TypeD    E2 

Nova  Septi  Scrub  Germicidal  Hand  Soap  E2 
Nova  Stainless  Steel  Cleaner   A7 

Trade  Paper  Company 

TP  Silicone  Spray  HI 

Trajac  Industries 

Super  Solv  #2   A4.A8 

Super-Solv  Heavy  Duty  Solvent 
Cleaner  A4.A8 

Trajac  Industries,  Inc. 
See  Trajac  Industries 


ZZ 


Trane  Company,  The 

Coil  Cleaner  Indoor  Coil,  Non-Toxic    ..  PI 
Trans  American  Chemical  Corp. 

Great  One    Al 
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Trans  Gulf  Industries  Inc. 

Bak  Solv    Al 

Glass  Cleaner CI 

Hercules  Al 

Hercules  Bak  Solv Al 

Hercules  Super  Plus    A8 

Hercules  Super  Plus-F A8 

Lube  Ease    H2 

Trans-Chemco,  Inc. 

Trans-10  Al 

Trans-107  Q5 

Trans- 245  Antifoam  Defoamer Al 

Transamerican  Supply  Company 

e-L.I.M.-inate  Liquid  Ice  Melt  P-318  ..  CI 
Amazin  Non-Butyl  Neutral-Cleaner  S- 

500    A4 

Blue  Wand  Car  Wash  Detergent  S-117    Al 

Car  Wash  Hard  Water  S-4007   Al 

Chlorinated  No  Foam  Mach.Dish  Wash 

S-103  Al 

Cold  Safety  Solvent  P-522  K2 

Concrete  Cleaner  P-l 06    A4 

Drain  Free  P-512  LI 

Econo-Kleen  Hvy  Dty  Butyl  Dgrsr 

P-504  A4.A8 

Fog-9  Insecticide  P-702    Fl 

Glass  Brite  Glass  Cleaner  S-508    CI 

Hand  Soap  Almond  Fragrance  S-506  ....  El 
Hand  Soap  40  Plus  Lotionized  S-507  ..  El 
Kleens-It-All  7  Way  Cleang  Action 

P-306  A4.C2 

Liquid  Machine  Dishwash  S-1006  Al 

Lo  Suds  Butyl  Cleaner  P-502  A4 

Lo-Suds  Laundry-Powder  S-122    Bl 

Neutral  Solvent  Degreaser  P-51 7  Kl 

No  Foam  Machine  Dishwash  S-104  ....    Al 

No-Flash  Safety  Solvent  P-523    K2 

Nox-AI  Resdl  Roach  &  Insect  Spray  P- 

701    F2 

Cfven  Cleaner  &  Carbon  Remover  S-547  Al 

P-l 25  Ice  Melt CI 

P-407  Low  Temp.  Heavy  Duty  Cleaner  A5 

Paint  Remover  P-539    C3 

Pink  Liquid  Dishwash  S-503   Al 

S  &  S  Heavy  Duty  Cleaner-Degreaser 

P-563  A4 

Sewer  and  Drain  Line  Opener  P-108  ....  LI 
Shines-It  Stnls  Steel&CopperBrtnr 

S-7005  A3 

Spray-Off  Oven  Cleaner  S-548    A8 

Steam  Cleaner  Heavy  Duty  P-l  1 1    A2 

Steam  Cleaner  Non-Caustic  P-l  10  Al 

Strip-Away  Cleaner-Degreaser  P-562       A4 

Sudsy  Ammonia  S-509  CI 

Tox  Industrial  Roach  &  Fly  Spray  P-700  Fl 

Truck  and  Car  Wash  S-115    Al 

White  Side  Wall  Cleaner  S-4005  Al 

Transchem  Industries,  Inc. 

Panel  Cleaner  TCI  No.  404B   Al 

TCI  No.4161  Revive  Interior  Trailer 
Wash  Al 

Trap-Zap  Environmental  Systems, 
Inc. 

Trap-Zap    L2 

Trap-Zap  Plus   L2 

Traster,  S.  Co. 

Activated  P. W.R Al 

Solv  Grand  Slam  Al 


Treat-Rite  Water  Laboratories,  Inc. 

Sodium  Hypochlorite  Solution   D2 

Treat-Rite  Water  Services,  Inc. 

BW-202  G6 

BW-203  G6 

BW-214  G6 

BW-216  G6 

BW-218  G6 

BW-219  G6 

BW-224  G6 

Formula  No.  Special  #55-71  G6 

RL-301  G6 

RL-303  G6 

Special  Formula G6 

Treatco 

BWT  6000  G6 

BWT  610FG   G6 

BWT  620FG    G6 

BWT  623FG   G6 

BWT  630  G6 

BWT  655  G6 

BWT  670FG   G6 

BWT  675FG   G6 

BWT  685  G6 

BWT  690  G6 

Treestone  Specialty  Products,  Inc. 

Amaze    Al 

Appeal  All  Purpose  Polish  A7 

Apropos  Al 

Big  Shot  Drain  Opener  LI 

Breakthru  LI 

Chlor-Foam  GP  Al 

Esteem   Al 

Esteem  Al 

Estimate  Al 

Ez  Foam  Al 

Formula  427    A3 

Kapow  Powdered  Hot  Tank  Cleaner  ..    A2 

Liquidate   Al 

Meteor  Al 

Mighty-Chlor  HD   A4 

Plush    Al 

Special  T  Degreaser  Cleaner    A4.A8 

Sting  Shot  Wasp  &  Hornet  Killer    F2 

Super  T    Al 

TreeChlor Al 

Tremco,  Inc. 

Butyl  Sealant  PI 

Curing  Agent  Tremseal  HP    PI 

Curing  Agent  Tremseal  TJ  PI 

DyMonic  Bronze  PI 

DYmeric  Aluminum  Stone  PI 

DYmeric  Black   PI 

DYmeric  Bronze  PI 

DYmeric  Off-White    PI 

DYmeric  White  PI 

Metal  Building  Tape  PI 

Mono  Aluminum  Stone    PI 

Mono  Black  PI 

Mono  Bronze  PI 

Mono  Off-White   PI 

Proglaze  Aluminum  PI 

Proglaze  Black  PI 

Proglaze  Clear  PI 

Quartz-Cote  Black  PI 

Quartz-Cote  Blue PI 

Quartz-Cote  Brown  PI 

Quartz-Cote  Gold  and  Brown  and  White  PI 
Quartz-Cote  Gray  and  White  and  Brown  PI 

Quartz-Cote  Green    PI 

Quartz-Cote  Red   PI 

Quartz-Cote  White    PI 


Quartz-Cote  Yellow    PI 

SST  800  PI 

Treamseal  TJ  White    PI 

Tremco  Acoustical  Sealant  PI 

Tremseal  HP  Aluminum/Stone  PI 

Tremseal  HP  Bronze  PI 

Tremseal  HP  Limestone   PI 

Tremseal  HP  White PI 

Tremseal  S  Aluminum  Stone  PI 

Tremseal  S  Bronze   PI 

Tremseal  S  Precast  White  PI 

Tremseal  TJ  Aluminum/Stone    PI 

Tremseal  TJ  Bronze    PI 

Tremseal  TJ  Limestone  PI 

440  Tape   PI 

Tretolite  Division  Petrolite 
Corporation 

TSG  6254  G7 

TSG  6264  G7 

TSG  7104  G6 

TSG  7204  G6 

TSG  7824  G6 

Tri  Chem  Products,  Inc. 

Odor  Mask  Fresh  Air  Fragrance CI 

Odor  Mask  Honeysuckle CI 

Slide  A4 

Trico  Hand  Soap  El 

Trico  Neutral  Cleaner  Al 

Triumph  #500   A4 

Tri  Sect  Corporation 

Alkali  Plus  Bl 

Boil-Out  Al 

Foam  Degrease  I  A4.A8 

Foam  Degrease  U    Al 

Foam  Release  I  Al 

Foam  Release  JJ    Al 

Fresh  &  Clean  Bl 

Glass  Cleaner CI 

Grease  Release    A8 

Laundry  Sour  Plus Bl 

Liquid  Chlor  Aid  Bl 

Liquid  Dishwash  Concentrate  Al 

Mask  Odor  Counteractant  CI 

Medicated  Hand  Soap  E2 

Multi-Purpose  Cleaner    CI 

Oven,  Grill  &  Stainless  Steel  Cleaner  A2 

PeroxyPlus  Bl 

Pink  Lustre  Lotionized  Detergent Al 

Spring  Green  Odor  Counteractant    CI 

Xtra-2000  Al 

Tri  Sentry  Chemical  Corporation 

Absorbent CI 

All  Purpose  Scale-X  A3 

Aurora  1  Al 

BlastOff   Al 

Blue  Yonder    CI 

Boiler  Compound    G7 

Bowl  Cleaner C2 

Chain  Lube    H2 

Chlorinated  Cleaner Al 

CleanUp  Al 

Countdown    Al 

Defoamer  Al 

Degreaser  Concentrate    Kl 

Digesto  L2 

Drain  Pipe  Cleaner  LI 

Enzyme  1000  L2 

Enzyme  800  L2 

Farm  &  Food  Industry  Disinfectant  ....    D2 

Foam  Additive  Al 

Foam  Additive  Concentrate   Al 

Foaming  High  Alkaline  Cleaner Al 

Foaming  Liquid  Ox  A3 
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Foaming  Power  Spray  &  Wipe    CI 

Foamless  High  Alkaline  Cleaner   Al 

Food  Locker  and  Freezer  Cleaner   A5 

General  Purpose  Non  Sudsing  Cleaner     Al 

General  Purpose  Sudsing  Cleaner    Al 

Glycolene  C2 

Hand  Dishwashing  Liquid  Concentrate    Al 

Hi-Co  A4 

Industrial  Deodorant   CI 

Jell  Degreaser    Kl 

Krystal  Dl 

L  100  Degreaser  Al 

L  101  Degreaser   A4.A8 

Lemon  Odor  Control  CI 

Liquid  Hand  Soap  El 

Liquid  Ox    A3 

Low  Sudsing  Laundry  Powder  Bl 

Lucide  Mint  CI 

Machine  Dishwashing  Powder  Al 

Meathook  Cleaner  &  Deruster  A2 

Mechanics  Friend    H2 

Mint  Odor  Control    CI 

Non  Flammable  Safety  Solvent   Kl 

Oil  &  Sludge  Emulsifier LI 

Orbit  Oven  Cleaner  A8 

Oven  Cleaner A8 

Penetrating  Oil H2 

Pine  Odor  Lucide    CI 

Pine  Oil  Disinfectant  CI 

Porcelain  Cleaner  Cling   C2 

Porcelain  Cleaner  Concentrate   A3 

Powdered  Porcelain  Cleaner  A6 

Processing  Acid  Cleaner  A3 

Pyrokill  Insect  Spray  Fl 

Red  Prilled  Drain  Opener  LI 

Refuse  Deodorant   CI 

Residual  Insecticide F2 

RTU  Cleaner  Disinfectant CI 

S'wash    CI 

Safety  Solvent  K2 

Scale  &  Lime  Remover    A3 

Sentry  One  Shot    LI 

Sentry  Power  Acid  Drain  Opener LI 

Sewage  Deo-Clean    CI 

Sewer  Opener   LI 

Silicone  Lubricant  &  Coating  H2 

Smokehouse  Cleaner Al 

Soak  Tank  Compound  General  Purpose 

Liq Al 

Soak  Tank  Compound  Genral  Purpose 

Powder   A2 

Soak  Tank  Compound  Heavy  Duty  Li- 
quid      A8 

Soak  Tank  Compound  Heavy  Duty 

Powder   A8 

Spray  and  Wipe CI 

Steam  Cleaning  Compound    A2 

Steam  Cleaning  Compound  General 

Purp  Liq   Al 

Steam  Cleaning  Compound  Heavy  Duty 

Liq Al 

Steam  Cleaning  Compound  Heavy  Duty 

Pwdr.  A8 

Steam  Line  Treatment  G7 

Super  Window  Cleaner  CI 

The  Right  Stuff  (Liquid)  CI 

The  Right  Stuff  (Powdered)  L2 

Window  Cleaner  Concentrate  CI 

140  Detergent  Concentrate  A4 

160  Detergent  Concentrate  A4 

8  Up  Al 

Tri  Service  Co.,  Inc. 

Formula  BW-9 G6 

Tri  Ton  Manufacturing  Corp. 

Albert  Enzyme L2 

All  Surface  Germicidal  Spray  &  Wipe 
On CI 


B-Tite  Belt  Dressing  PI 

Basic  20  Concentrated  Liquid  Hand 

Soap    EI 

Basic  40  Liquid  Hand  Soap   El 

Big  Daddy  A4 

Corvex  PI 

Davy  Flockit  Flocculent  LI 

Delux  Hand  Dishwashing  Liquid  Al 

Dermadrex  Proteinized  Lotion  Hand 

Soap    El 

Ditron  Diazinon  F2 

Double  Action  Al 

Draculube  Lithium  Grease   H2 

Electron   Kl 

Excel  Lanolized  Waterless  Hand 

Cleaner  E4 

Excel  Waterless  Hand  Cleaner  E4 

Flow  LI 

Formula  2000    Al 

Frankensteam  Al 

General  Purpose  Low  Sudsing  Cleaner    CI 

Glove  Protective  Cream    E4 

J.H.  500  G6 

J.H.  600  G6 

Liquid  Solvent  Non-Flammable  Cleaner  A4 
Loren  Green  Clean  Mint  Disinfectant       C2 
Nothin'  All  Duty  Chemical  Renova- 
tor       A4.A8 

Odor  Out  Deo-Gran    CI 

Power  Steam   A4 

Reem  Out LI 

Royal  Flush  Sewer  Solvent    L2 

Sheen  A7 

Sparkle  Glass  Cleaner  CI 

Super  Triox   A3 

Tri-Therm  Ice  Melting  Compound  CI 

Tri-Vex  Deodorizer  CI 

Tribrite  PotN  Pan  Concentrated  Cleaner  Al 

Trizone CI 

Ultimate  Organic  Debris  Dispersant  ....    A4 

Tri  Valley  Supply 

Clean  &  Shine  CI 

Non-Butyl  Heavy  Duty  Cleaner  Al 

Tri-Chem  Corporation 

Retard  Anti-Seize  Lubricating  Com- 
pound        H2 

Tri  Slide  Non-Flammable  Silicone 
Lbrcnt  HI 

Tri-Chem  HD  Waterless  Hand  Cleaner    El 

Tri-Chem/ 
Ecolab  Inc. 

All  Purpose  Cleaner   CI 

Heavy  Duty  Degreaser   Al 

Meat  Room  Degreaser    A4.A8 

Oven/Grill  Cleaner    A8 

Tri-Chem,  Ltd. 

A  &  S  Algaecide G7 

Banish  Residual  Insecticide    F2 

Beta   CI 

Big  Man  El 

Chem-Aqua  700AS  G7 

Citro-Spray    CI 

Deep  Freeze  Cold  Room  Cleaner A5 

Dual-27  Disinfectant-Cleaner  Dl 

Eat-M-Up  L2 

Hand  Job  E4 

Iodo-San E2 

Plumb-Out  LI 

Power  Cone.  Emulsion  Bowl  Cleaner      C2 

Ruff  Stuff Al 

Sani-T512  D2 

Sparkle  CI 

T.K.O.  Concentrate  Al 


Tri  Breakdown  LI 

Tri-Chem  Quat  256  Dl 

Tri-Chem  Spray  Foam  Meatroom  De- 
greaser      Al 

Tri-Fog  Space  Spray  Fl 

Tn-Pine   CI 

Tricide  Water  Based  Insecticide  Fl 

Tuff  Stuff Al 

TC  Easy  Foam Al 

TC-Coco  Lube El 

TC-Lemon-20  Cleaner-Deodorizer- 

Disnft    A4 

TC-24 A4 

TCL  Spray  #10   Fl 

Tri-Co  Equipment  Corporation 

C2D  D2 

Flash-Strip   CI 

Foam-Away  Al 

Freeze  Clean    A5 

M-38  Cleaner A4 

Power  Kleen    A4.A8 

Product  #19  Liquid  Steam  Cleaner    ....    Al 

Product  #21  Stripper/Degreaser   A4 

Rough  Touch  4.5  E4 

Speedy  Kleen  Floor  Cleaner A4 

Tri-Co-Cide  Odorless   Dl 

Tri-Con  Neutral  Cleaner  Al 

Tri-Flow  Division/ 
Richardson-Vicks  Inc. 

Tri-Flow  H2 

Tri-Pure  Corp. 

Tri-Pure#l    L2 

Tri-Pure  #2    CI 

Tri-Star  Industrial  Products 

SC-I  Steam  &  Pressure  Washer  Cleaner  Al 

SC-IV  A-l  Food  Area  Degreaser  Al 

SC-111  Cleaner  &  Degreaser  Al 

Tri-State  Chemical  Company 

Tri-Clean   Al 

Tri-Crete    Al 

Tri-Test    Al 

Tri-State  Equipment  Company 

TSE-4 Al 

Tri-State  Maintenance  Products 
Division 

Blast  A8 

Junk  E4 

Tri-Tec,  Inc. 

Brite  500   A3 

Tri-Us  Inc. 

Power  Rage  Multi-Purpose  Cleaner    A4.A8 

Triac  Industries,  Inc. 

Creme  Cleanser  CI 

Grease  Eater  Degreaser/Oeaner  Al 

Triad  Products,Inc. 

Liquid  Alive    L2 

Orange  Rough  Touch    E4 
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Triangle  Chemical  Company 

Boiler  Water  Treat.  Formula  No. 

MEC-301    G6 

Boiler  Water  Treat.  Formula  No. 

MEC-303    G6 

Boiler  Water  Treat.  Formula  No. 

MEC-304    G6 

Boiler  Water  Treat.  Formula  No. 

MEC-306    G6 

Boiler  Water  Treat.  Formula  No. 

MEC-307    G6 

Boiler  Water  Treat.  Formula  No. 

MEC-308    G6 

Boiler  Water  Treatment  Form. 

#27-36-34  G6 

Boiler  Water  Treatment  Formula  #37-34  G6 

Boiler  Water  Treatment  MEC-303-2   ..  G6 

Boiler  Water  Treatment  MEC-310  G6 

Boiler  Water  Treatment  MEC-3 10-2  ..  G6 

Boiler  Water  Treatment  MEC-3 11  G6 

Boiler  Water  Treatment  MEC-31 12  ....  G6 

Boiler  Water  Treatment  MEC-312  G6 

Boiler  Water  Treatment  MEC-3 12-2   ..  G6 

Boiler  Water  Treatment  MEC-3 13  G6 

Boiler  Water  Treatment  MEC-3 14  G6 

Boiler  Water  Treatment  MEC-315  G6 

Boiler  Water  Treatment  MEC-316  G6 

Boiler  Water  Treatment  MEC-317  G6 

Boiler  Water  Treatment  MEC-318  G6 

Boiler  Water  Treatment  MEC-319  G6 

Boiler  Water  Treatment  27-34  G6 

Boiler  Water  Treatment  27-35   G6 

Boiler  Water  Treatment  27-36-35    G6 

Boiler  Water  Treatment  37-35   G6 

Boiler  Water  Trtmt  Form  No. 

MEC- 301-2  G6 

Steam  Condensate  Treatment  MEC-302  G6 

Steam  Condensate  Treatment  MEC- 305  G6 

Steam  Condensate  Treatment  MEC-309  G6 
Steam  Condensate  Trtmt  Form  No 

MEC- 302-2  G6 

Threshold  Treatment  MEC-701    G2 

Threshold  Treatment  MEC-702   G2 

Threshold  Treatment  MEC-703   G2 

Threshold  Treatment  MEC-704   G2 

Triangle  Chemicals,  Inc. 

Barrier   E4 

Triangle  Energy  Company  of 
America,  Inc. 

Encoa  BL-130  G7 

EncoaBL-151   G6 

Encoa  BL-170-CW  G6 

Encoa  BL-508-S    G7 

Triangle  Tool  Group,  Inc.,  The 

Diamond  Liqui-Tool  Chloro-Clean    ....  K2 

Diamond  Liqui-Tool  Cleaner  Lube  ....  H2 
Diamond  Liqui-Tool  Electronic  Compt 

Clnr  K2 

Diamond  Liqui-Tool  Silicone  Lubricant  H2 

Diamond  Liqui-Tool  Super  Wash    K2 

Diamond  Liqui-Tool  TF  Solvent   K2 

Super  Lubricant  H2 

TF  No  Residue  Cleaner   K2 

Tribol 

A-930  High  Temperature  Chain  Oil  ....  H2 

A-940  High  Temperature  Chain  Oil  ....  H2 

A-943  Hydraulic  Oil  H2 

ATO  100  LSI    H2 

Chain  Oil  MID  22  H2 

Gear  Oil  MID  220 H2 

Gear  Oil  MID  320 H2 

GP  Oil  MID  100  H2 


Molub  Alloy  E-1720  H2 

Molub  Alloy  White  MID  Grease  0    ....  H2 

Molub  Alloy  White  MID  Grease  2    ....  H2 

Molub  Alloy  947  H2 

Molub-Alloy  10/46  General  Purpose  Oil  H2 

Molub-AUoy  1091  Special  Purpose  Oil  H2 

Molub-Alloy  20/68  General  Purpose  Oil  H2 
Molub-Alloy  30/100  General  Purpose 

Oil  H2 

Molub-Alloy  35/150  General  Purpose 

Oil  H2 

Molub-Alloy  40/220  General  Purpose 

Oil  H2 

Molub-Alloy  50/320  General  Purpose 

Oil  H2 

Molub-Alloy  815  Grease    H2 

Molub-Alloy  823  FM  Grease  HI 

MWO  40  LSI    H2 

Tribol  E-1420    H2 

Tribol  E-1722    H2 

Tribol  E3060  Grease  H2 

Tribol  Way  Oil  40 H2 

Tribol  1100/100  Gear  Oil  H2 

Tribol  1100/1000  Gear  Oil  H2 

Tribol  1100/150  Gear  Oil  H2 

Tribol  1100/220  Gear  Oil  H2 

Tribol  1100/32  Gear  Oil  H2 

Tribol  1100/320  Gear  Oil  H2 

Tribol  1100/46  Gear  Oil  H2 

Tribol  1100/460  Gear  Oil  H2 

Tribol  1100/68  Gear  Oil  H2 

Tribol  1100/680  Gear  Oil  H2 

Tribol  1440  46 H2 

Tribol  1440  68 H2 

Tribol  770  Circulating  Oil    H2 

Tribol  771  Circulating  Oil    H2 

Tribol  772  Circulating  Oil    H2 

Tribol  773  Circulating  Oil    H2 

Tribol  774  Circulating  Oil    H2 

Tribol  775  Circulating  Oil    H2 

Tribol  776  Circulating  Oil    H2 

Tribol  779  Circulating  Oil    H2 

Tribol  800/1000  H2 

Tribol  800/150 H2 

Tribol  800/220 H2 

Tribol  800/320  H2 

Tribol  800/460  H2 

Tribol  800/680  H2 

Tribol  890  Light  Synthetic  Comprsr  Oil  H2 
Tribol  890  Medium  Synthetic  Comprsr 

Oil  H2 

Tribol  943/32  Hydraulic  &  Circulat  Fid.  H2 
Tribol  943/46  Hydraulic  &  Circulat  Fid.  H2 
Tribol  943/68  Hydraulic  &  Circulat  Fid.  H2 

White  Mid  Grease  1    H2 

XTO  Heavy  Synthetic  Oil    H2 

XTO  Light  Synthetic  Oil    H2 

XTO  Medium  Synthetic  Oil  H2 

XTO  S  Heavy  Synthetic  Oil  H2 

878  Heavy  Food  Mach.  Oil  ISO  150  ..  HI 

878  Light  Food  Mach.  Oil  ISO  32 HI 

878  Medium  Food  Mach.  Oil  ISO  68  HI 

Tribology,  Inc. 

T-FGG  HI 

T-FGG-HT  WR  #2  HI 

T-FGG-TEF HI 

T-FGGWR2  HI 

T-FGO  100   HI 

T-FGO  220   HI 

T-FGO  32   HI 

T-FGO  460   HI 

T-NTO  40   HI 

T-NTO  50   HI 

T-NTO  90   HI 

T-800-SH2  H2 

Tribophysics  Corporation 

T-6  Food  Grade HI 


Trident  Technologies,  Incorporated 

1102  G6 

1202  G2.G6 

1210  G6 

1220  G6 

1303  G6 

2003  G5 

2102  G6 

3001-30   G6 

3301  G6 

3503  G6 

3503  G6 

5001  G2.G6 

6003  G7 

6005  G6 

7415  G7 

7420  G7 

8102  A3 

Tridon  Supply  Company,  Inc. 

Power  Foam  Degreaser  Al 

Triguard  Labs,  Inc. 

BT  133  G6 

BT-102  G6 

BT-1050  G6 

BT-140-P  G6 

CT-140-P  G6 

ST- 1 1 1  G6 

Triple  "A"  Wholesale 

Abra  Lotion  Detergent    Al 

Abra  Sanitizer  Cleaner   D2 

Triple  Pack 

Blap  Sulfuric  Drain  Opener   LI 

Triple  S 

Appeel    CI 

Borax  Hand  Soap    C2 

Boro-Guard   C2 

Control  Medicated  Lotion  Soap  E4 

Delux  Lotion  E4 

Fassst  Nullify    A4,C1 

Gold  Lotion  Skin  Cleanser  El 

Hair  &  Body  Shampoo  E4 

Hand-Guard  C2 

Heavy  Duty  Lotion  Skin  Cleaner  E4 

Impressions  Blue  Thunder   CI 

Iodine  Hand  Sanitizer  E2 

Lano-Guard  C2 

Lotion  Skin  Cleaner   E4 

Lura-Guard    C2 

LHS  Lotion  Hand  Soap    El 

Mild  Lotion  Skin  Cleanser  El 

Pink  Charm   E4 

Pink  Lotion  Hand  Soap    El 

Pink  Suds Al 

Pleascent  Clean  CI 

Pumice  Lotion  Hand  Cleaner  E4 

Qwell  D2 

Ssspectrum  Charge  Hvy  Dty  Ind  Dgrsr 

Form   Al 

Ssspectrum  Maxima  Hi  Fm  Fd  Svc  Clnr 

Form   Al 

Ssstarmarvelite  Sx  Auto  Serb  Sp  On 

Form   A4 

SssUrpulsar  SX  N-Btyl  All  Purp  On 

Form   A4 

Ssstrike  Q-Pro  Disnfctnt-Sntizr-Deo- 

drizr D2 

SSS  Absolve  Non-Acid  Bowl  Cleaner     C2 

SSS  Acscent    CI 

SSS  Air  Freshener  Baby  Powder  CI 

SSS  Air  Freshener  Bayberry CI 
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SSS  Appeel  Ready-to-Use    CI 

SSS  Black  Mark  Remover   CI 

SSS  Blaze    LI 

SSS  Blue  Bowl  Cleaner   C2 

SSS  Blue  Bowl  Cleaner   C2 

SSS  Blue  Glass  Cleaner   CI 

SSS  Blue  Glass  Cleaner  Ready-to-Use     CI 

SSS  Brake  &  Parts  Cleaner   Kl 

SSS  Censor  Vandalism  Mark  Remover   Kl 
SSS  Chewing  Gum  &  Candle  Wax  Re- 
mover       CI 

SSS  Citra  Peel  CI 

SSS  Cleanser  Contains  Chlorine  Bleach  A6 
SSS  Cleanworks  TB  Multi-Purpose 

Dsnfctnt CI 

SSS  Clean  Works  Disinfectant  Detergent  A4 
SSS  CleanWorics  Heavy  Duty  Cleaner  Al 
SSS  Gean Works  Multi-Purpose  Geaner  CI 
SSS  CleanWorks  Neutral  Floor  Geaner  CI 
SSS  CleanWorks  Non-Acid  Bowl 

Geaner   C2 

SSS  CleanWorks  Tile  and  Grout 

Geaner   A4 

SSS  Cobalt  Blue   CI 

SSS  Concrete  Primer  Neutralizer  A3 

SSS  Contact  and  Circuit  Board  Cleaner  K2 
SSS  Discreet  Emulsion  Bowl  Geaner      C2 

SSS  Disinfectant  Deodorant  CI 

SSS  Double  Action  Residual  Insecticide  F2 

SSS  Dual  Power  Disinfectant  CI 

SSS  DC  Plus  CI 

SSS  DC  Plus  Ready-to-Use   CI 

SSS  Emulsion  Bowl  Cleaner   C2 

SSS  Emulsion  Bowl  Geaner   C2 

SSS  Enz-Odor  Ready-to-Use   L2 

SSS  Enzyme  Control    CI 

SSS  Enzyme  Deodorant   L2 

SSS  Flying  Insect  Killer  F2 

SSS  Foam  Disinfectant  Cleaner  & 

Deodrzr  CI 

SSS  Foam-Klean  Al 

SSS  Foamy  Lube    HI 

SSS  Glass  Cleaner CI 

SSS  Go-Pro  CI 

SSS  Hosptl.  Strength  Disinf. 

Clnr&Deod CI 

SSS  HD  Concrete  Degreaser    A4.A8 

SSS  Ice  Melter    CI 

SSS  Indust,  Floor  Cleaner  &  Stripper      A4 

SSS  Jelled  Vandal  Mark  Remover  CI 

SSS  Large  Unitabs    C2 

SSS  Lemon  Legacy  Disinfectant 

Cleaner   CI 

SSS  Lemon  Legend CI 

SSS  Liquid  Scouring  Creme A6.C2 

SSS  Majestic  Red  C2 

SSS  Metal  Cleaner  &  Polish    A7 

SSS  Metered  Aerosol  Insecticide  Fl 

SSS  Mint  Bowl  Geaner  C2 

SSS  Moisture  Guard  H2 

SSS  Moisture  Guard  (Bulk)   H2 

SSS  Multi-Pro  A4 

SSS  Multi-Purpose  Insecticide  Fl 

SSS  Natural  Clean CI 

SSS  Natural  Gean  II CI 

SSS  Neutra-Clean   A4.A8 

SSS  Odor  Counteractant  Discs  CI 

SSS  Oven  &  Grill  Cleaner  A8 

SSS  Penetrant  Lubricant  (Aerosol)  H2 

SSS  Pleascent  Air  CI 

SSS  Pleascent  Air  Ready-to-Use   CI 

SSS  Pleascent  Disinfectant  CI 

SSS  Pleascent  Neutra-Shine  CI 

SSS  Pleascent  Spray  CI 

SSS  Porcelain  Promise  C2 

SSS  Porcelain/Shower/Tile  Cleaner  ....    CI 

SSSQuat64    Al 

SSS  Razzle  Dazzle  Disinfectant  Cleaner  CI 

SSS  Room  Deodorant  Citrus    CI 

SSS  Room  Deodorant  Mint    CI 

SSS  Room  Deodorant  Spice  CI 

SSS  Royal  Blue  CI 


SSS  S-270  Residual  Insecticide  F2 

SSS  S-450  Airborne  Insecticide  Fl 

SSS  S-500  Econo  Insect  Killer F2 

SSS  Safety  Solvent  (Aerosol)  K2 

SSS  Safety  Solvent  (Bulk)   K2 

SSS  Scotty  Al 

SSS  Scour  Foam  Abrasive  Foam 

Geaner  CI 

SSS  Seal  Stripper   C3 

SSS  Silicone  Lubricant  HI 

SSS  Silicone  Mold  Release    HI 

SSS  Slip-Shot    H2 

SSS  Solv-Geanse   A4.A8 

SSS  Stainless  Steel  Cleaner   A7 

SSS  Steam  Gean    Al 

SSS  Tile  Cleaner  &  Scum  Remover    ..    C2 

SSS  Uni-Bol    C2 

SSS  Utility  Cleaner  CI 

SSS  White  Grease  HI 

SSSafety  Bowl  Cleaner C2 

SSSafety  Drain  Treatment    L2 

SSSpectrum  Orange  Plus    A4 

SSSpectrum  Turbo  Instant  Reactor 

ClnForm    CI 

SSSpectrum  X-L  Ind.  All  Purp.  Clnr 

Form Al 

SSStrike  Miraquat  Det.  Disnf-Vircd- 

Deod   CI 

SSStrike  Q-Mate  DeL-Dsnfct-Vrucd- 

Deod CI 

SSStrike  Wonder  Q  Det,  Disnf-Vircd- 

Deod   CI 

Triple  S  Body  Shampoo  E4 

Triple  S  Gentle  Wash  E4 

Triple  S  Industrial  Lotion  El 

Triple  S  Lotion  Cleanser E4 

Triple  S  Medi-Care  Lotion  E4 

Triple  S  Super  Tough  Hand  Cleanser    ..  E4 

Triple  S  Supra-Care  Lotion    E4 

Triple  S  Waterless  Cleanser  with  Grit  ..  E4 

Waterless  Hand  Cleaner  E4 

1500  Liquid  Hand  Soap   El 

2nd  Shift    Al 

4  Sure C2 

Triple-D  Sales  Co.,  Inc. 

RC  50    A3 

40B    A4 

Tristate  Products  Company 

Compound  Al 

Industrial  Cleaner  Degreaser A4 

Kitchen  Pleasure   Al 

Triton  Chemical  Sales  Corp. 

Rash    A8 

Triton  Laboratories,  Inc. 

Compound  B-806    PI 

Eazystrip    A4 

Formula  806  Super  Conct   A4.A8 

Never-A-Stain  Heavy  Duty  Clnr.  Parts 

A&B   Al 

No-Scrub  Parts  A&B    Al 

OdorhydeU  CI 

Pure  N  Mild   El 

Super  Foam-T   Al 

Trojan  Chemicals,  Inc. 

TC-24 Al 

Trojan  Enterprises,  Inc. 

Soft  Hands  E4 

Warrior E4 


Tronex  Chemical  Corporation 

Aqua-San  Chlor  Gean  H.F Al 

Aqua-San  Gilor-Gean    Al 

Aqua-San  Foamer  Al 

Aqua-San  General  Cleaner  Al 

Aqua-San  H.D A2 

Aqua-San  Lube-Rite  H2 

Aqua-San  Safe  A1.Q1 

Aqua-San  Safe  No.  2    Al 

Aqua-San  1001    A3 

Aqua-San  1030    A3 

Aqua-San  1050    A3 

Aqua-San  2000    A2 

Aqua-San  2020   Al 

Aqua-San  2040   A2 

Aqua-San  2090   A2 

Aqua-San  222   Al 

Aqua-San  2500   A2 

CP-100  Al 

CP-150  Al 

Liqui-Flow  Al 

Liqui-Melt   Al 

Quota  Al 

Rally  CF    Al 

Tridex  G2 

Velocity   A2 

Tropical  Paint  Company,  The 

Tropical  Cleaner  Powder    A4 

Trowbridge  International  Chemical 
Corp. 

Hygenite  Hospital  HI  Disinfectant  CI 

Hygenite  U  Disinfectant   CI 

Troy  Chemical  Industries,  Inc. 

#1155  Freezer  Cleaner   AS 

BT  6010  G7 

BT-6002 G7 

BT-6005  G6 

BT-6020  G6 

BT-6030  G6 

BT-6032 G6 

BT-6051  G7 

BT6011    G6 

CW  6053  G7 

CW6057  G5 

Liquid  Boiler  Trtmnt-Heat.  Plus 

BT-6012   G7 

PW  6056   G3 

PWT6056  G6 

RC6040   PI 

Troy  1122  Heavy  Duty  Degreaser  A4 

Troy  1133  FP    A4A8 

Troy  1133-MPS  A2 

Troy  1137  FP    Al 

Troy  1138  FP-NP   Al 

Troy  1139  H   Al 

Troy  1140  FP    Al 

Troy  1141  FP    Al 

Troy  1145  FP    Al 

Troy  1151  FP    Al 

Troy  1151  FP-NP  Al 

Troy  1152  FP    A4 

Troy  1 153  FP    Al 

Troy  1419  FP  Lubricant  HI 

Troy  1423  Hand  Dip  Sanitizer  E3 

Troy  1424  Hand  Dp  Sanitizer  E3 

Troy  1425  Conveyor  Lubricant   HI 

Troy  1630    D2.G5 

Troy  1641  Acid  Sanitizer  D2 

Troy  1643  Acid  Sanitizer  D! 

Troy  1646    D2 

Troy  1651  Disinfectant/Sanitizer   D2 

Troy  1713  Concentrate  B   Fl 

Troy  1722  Synergized  Pyrethrin  Spray  Fl 

Troy  2022  Antifoam  Emulsion  Al 
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Troy  2086  FP  Defoamer  Al 

Troy  2087  FP    A3 

Troy  2111  FP    A3 

Troy  2118  FP    A3 

Troy2118-C    A3 

Troy  21 19  FP    A3 

Troy2119-BFP    A3 

Troy  2119-MS  CIP  Acid  Cleaner A3 

Troy  2121  FP  Self-Foaming  Acid 

Cleaner  A3 

Troy  6004    G7 

Troy  6032  Liquid  Oxygen  Scavenger      G6 

Troy  6040    PI 

TC  1129  Al 

1105  Elite    A4.A8 

1 106  Lo  Foam  Concentrate    A4 

1107  Concentrate A4 

11 10  Hi-Foam  Al 

1110-A  Al 

1 128  Egg  Washing  Compound  Ql 

1131  Foam-Add Al 

1132  FP  Chlorine  Booster    Al 

1134  Troy  Fome   Al 

1135FP  Al 

1 137  FP  Alkaline  Cleaner Al 

1138FP  Al 

1139  FP  Al 

1 144FP  Liquid  Smokehouse  Cleaner  ..    A8 

1402  Heavy  Duty  Hand  Cleaner    E4 

1402  Heavy  Duty  Hand  Cleanser E4 

1406  Liquid  Hand  Soap    El 

1410  Medicated  Soap  with  PCMX El 

1412  Hand  Sanitizer  E2 

1413  Conveyor  Lubricant  H2 

1414  Conveyor  Lubricant  H2 

1415  Conveyor  Lubricant  H2 

1416  Conveyor  Lubricant  A1.E1.H2 

1501  Concrete  Floor  Cleaner  CI 

1502  FP  Laundry  Detergent  Bl 

1506  FPH-S  Cleaner  Al 

1 508  FP  Heavy  Duty  Floor  Cleaner  ....    A4 

1509  FP  General  Purpose  Cleaner  Al 

1609  Detergent  Disinfectant  Dl 

1612  Heavy  Duty  Detergent  Disinfec- 
tant        A4 

1623  D2 

1701  Non-Residual  Insecticide  Fl 

1703  Fogger  &  Contact  Spray   Fl 

1707  Insecticide F2 

1713  Space  &  Contact  Spray  Fl 

1714  Fogging  Concentrate   Fl 

1715  Fogging  Concentrate   Fl 

2004  Glisten  Glass  Cleaner    CI 

2018  Tank  &  Line  Cleaner Al 

201 8-B  Tank  &  Line  Cleaner A2 

2021  Concrete  Floor  &  Equipment  Clnr.  Al 
2027  FP  Drain  Opener   LI 

2030  FP  Al 

2031  FP  A2 

2032FP A2 

2108  Scale  and  Rust  Remover  A3 

2108-A  Scale  &  Rust  Remover   A3 

2109  FP  Acid  Cleaner A3 

2109  FP  Acid  Cleaner  with  Foam   A3 

2110  FP  Acid  Cleaner A3 

2116  Self-Foaming  Acid  Cleaner  A3 

2117  FP  Dry  Acid  Descaler  A3 

2303  Al 

2310  Alkaline  Rust  Stripper  &  Soak 

Clnr A2 

2401  FP  Solvent  Cleaner   K2 

2403  FP  Solvent  Cleaner    K1JC2 

2414  FP  Solvent  Cleaner   Kl 

2501  Bottle  Wash  Soak  Cleaner A2 

2501  FPC  Food  Plant  Cleaner   A2 

2506  Smokehouse  Cleaner  A2 

2507  FP  Heavy  Duty  Cleaner A2 

2510  H.  D.  Jelled  Cleaner    A2 

2604  FP  Emulsion  Cleaner  Kl 

2701  FP  Food  Plant  Cleaner    Al 

2701  FP  Food  Plant  Cleaner  with  Foam  Al 


2701  Liq.  Alkaline  Cleaner  &  Degrsr.  Al 

2702  FP  Food  Plant  Cleaner    Al 

2702  FP  Food  Plant  Cleaner  with  Foam  Al 

2702  H.D.  Liquid  Steam  Cleaner Al 

6001  G6 

6003  G6 

6007  G6 

6010  G6 

6020  G6 

6030  G6 

6056  G2 

Troy  Chemicals  Inc. 

Troy  General  Purpose  Cleaner  A4 

Troy  Heavy  Duty  Cleaner Al 

Troy  Sanitary  Supply  Co.,  Inc. 

Hodgkinson's  "Aqua-Solv"  Degreaser 

Cln Al 

Hodgkinson's  Heavy  Duty  Hand  Soap  ..  E4 

Hodgkinson's  Hospital  Hand  Soap  E2 

Hodgkinson's  Lotion  Hand  Soap    El 

Hodgkinsons  "904"  Neutral  Fragrance     Dl 

Tru-Chem  Company 

TC-705  A3 

TC-706  A3 

TC-854 Al 

Tru-Test  Manufacturing  Company/ 
Division  of  Cotter  &  Company 

Tru-Test  Professional  Cone.  Grmcdl 
Clnr  Al 

True  Concentrates  Inc. 

A  Sub.  of  True  Chemical  Co.  Inc. 

Pot  Shot  Al 

Tri-Melt  CI 

True  All  Purpose  Concentrates  Al 

True  Knock-Out  Sanitizer  Cleaner  D2 

True  Value  Chemical  Co. 

Formula  137    Al 

Formula  504    L2 

Trust-X 

Liquid  Draynamite  Drain  Opener LI 

Tryton  Construction  Corp. 

C- 100  Foam-Aide  Al 

C-112EagelD.  A4 

Tugwell  Supply  Co. 

Mighty  Green    Al 

Mighy  Myrt  CI 

Super  Lemon  Quat  Disinfectant  CI 

Tulco  Oils,  Inc. 

Lubsoil  F.R.  40  F.G.  Hydraulic  Fluid  Hi 

Lubsoil  White  Oil  200  F.G HI 

Lubsoil  White  Oil  350  F.G HI 

Lubsoil  White  Oil  55  F.G HI 

Lubsoil  White  Oil  70  F.G HI 

Lubsoil  White  Oil  90  F.G HI 

Turbo  Braze  Corporation 

F9AS  964  M4   PI 


Turbo  Enterprises 

SP-101   C2 

SP-1020  Odor  Destroyer L2 

Turbo  SP-101  Germicidal  Foaming 

Cleaner  C2 

Turco  Products/ 

A  Division  of  Atochem  North 

America  Inc. 

Aktiv    CI 

Alkaline  Rust  Remover A2 

Alkaline  Rust  Remover  NF    CI 

Aqua-Fax  Al 

Aviation  Al 

ABC  Special    A2 

Blu-Fax    Al 

Borzin    CI 

Botl-Glo  A2 

Brite  Clor A1.Q1 

Brite-Fax    A2 

Chempo   CI 

Co-Ro-Go    A3 

Dubl-Brite   Al 

Dubl-Fax    Al 

Eaze  Al 

Econo-Flash  A3 

Econo-NSF   A3 

Egg  Kleen   Ql 

Eureka  Special  A2 

Eureka-Special-NP    A2 

Ferrex  B  A2 

Flash    A3 

Foamgo    Q5 

Gem  A3 

Handi-Brite    Al 

Handisan   C2 

Hi-Brite   Al 

HAC  A1.Q1 

HAC-NP    Al 

JC-3  Al 

Kwik-Solv   Kl 

L.C.A Ql 

Lactop    Al 

Lactop-NP  Al 

Line  Kleener   Al 

Liquid  Alkaline  Rust  Remover-NF    ....  A2 

Liquid  Poly-Botl-Glo    Al 

Liquid-Sanilube  A1.H2 

Oilift    Al 

Pan  guard  #2  Al 

Plaudit   A4 

Poly-Botl-Glo    Al 

Powdered  Flash  A3.Q2 

Powr-Steam  A2 

Powrinse    Al 

R.R.  #3    Al 

R.R.  #5    Al 

Ra-Brite  A2 

Rustgon   A2 

Saniline    A2 

Sanitrete  Al 

Shock  A2 

Solusoil    Al 

Sparkleen  A1.Q1 

Sprayeze  LT    Al 

Stain-Gon  Q1.Q2 

Steam-Aero    Al 

Steameze   Al 

Steamzall   Al 

Super  Ferrex    A2 

Super  Flash   A3 

Surpass  Al 

T-1685  A4 

T-3252  Al 

T-4331   A2 

T-5009  A2 

T-5042  Al 

T-5765  A1.Q1.Q2 

T-5787  CI 
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T-5805  Al 

T-5865  Al 

T-5875  CI 

T-5890  Aim 

T-5921   Ql 

T-5987  A1JI2 

Thoral D2.Q3 

Thoral  Plus    D2 

Tile-O A4 

Turbrite#l  Al 

Turclor  D1.Q1,Q2,Q4 

Turco  Case  Geaner Al 

Turco  De  Fo  Mer    Q5 

Turco  Descaler    A3 

Turco  5668    Kl 

Turco  6012    A3 

Turco  6162    A5 

Turco-NSF A3 

Turco-Pine  CI 

Turcodine D2.Q6 

Turcosan-2  Dl 

Turcosheen  A1.Q1 

Type  C  A2 

Zeal    A4 

4819  Al 

5369  Al 

Turco-Purex  Industrial  Corp. 

Franklin  Sentinel  D  Germicidal  Detrgnt  Al 

Germicidal  Detergent    A4 

Sentinel  m  A4 

Twi-Laq  Chemical  Co.,  Inc. 

Excedo  CI 

Twin  City  Cleaning  Supplies 

Delight  A4 

Twin  City  Fruit,  Inc. 

CSS  Value  Line  New  Pinky  Plus CI 

Twin  City  Janitor  Supply,  Inc. 

TC  Bath,  Tile  &  All  Purpose  Germcdl 
Clnr  C2 

Tylane  Products,  Inc. 

#1517  Pink  Lotion  Cone  Hand  Dish 
Detrgnt    Al 

#1518  Pink  Lotion  Hand  Soap  Concen- 
trate    El 

"1506"  Crystal  Blue  Glass  Cleaner    ....    CI 

"1508"  Butyl  Degreaser   A8 

"1509"  SGT  T  General  Purpose 
Cleaner   A4 

"1511"  Ammoniated  All  Purpose 
On  #09010  A4A8 

"1515"  Odorless  Ammonia  Al 

Tyler- Wood  Company,  Inc. 

Medi  Soap  Plus  El 

Solo   E2 

Tymstone  Studio 

Waterproofing   PI 

Tysol  Products  Division 

No.  117    A2 

Tyson  Foods  Inc. 

Tyson  Brite-Lume  Al 

Tyson  Caustic  Cleaner    A2 


Tyson  Chlorinated  C.I.P.  Cleaner Al 

Tyson  Chlorinated  General  Cleaner  ....  Al 

Tyson  Chlorinated  Heavy  Duty  Cleaner  A2 

Tyson  Complete    A2 

Tyson  Contact  Insecticide  Fl 

Tyson  Conveyor  Lube H2 

Tyson  Foam  Add Al 

Tyson  Foam  Cleaner  Al 

Tyson  Fryer  Cleaner  A8 

Tyson  General  Cleaner  Al 

Tyson  Heavy  Duty  Cleaner    A2 

Tyson  Laundry  Detergent  Bl 

Tyson  Liquid  Acid  Double  Strength    ..  A3 

Tyson  Liquid  Acid  Self  Foaming A3 

Tyson  Liquid  Acid  Single  Strength   ....  A3 

Tyson  Liquid  Acid  Triple  Strength    ....  A3 

Tyson  Liquid  All-Purpose  Cleaner A4 

Tyson  Liquid  General  Cleaner  Al 

Tyson  Nu-Tral  Al 

Tyson  Rapid  Foam    Al 

Tyson  Self-Foaming  Smokehouse 

Cleaner   A2 

Tyson-Klor Al 

Tyson/Bac  Hand  Soap E2 

U  S  Chemco  Supply  &  Service 

Solubilize  Concentrate    Al 

U  S  Chemical/ 

A  Division  of  Hydrite  Chemical  Co. 

A-108  G6 

A-108-5   G6 

A-1082  G6 

Acid  Concentrate  No.  32    A3 

Active E2 

Additive  305   Al 

All  Purpose  Liquid  707    A8 

Antisept  E2 

Antiseptic  Hand  Soap  E2 

Apple  Orchard  Dry  Air  Freshener  CI 

B-C  Concentrate   A4 

Baseboard  Geaner  and  Wax  Stripper  CI 

Bathroom  Cleaner  Disinfectant A3 

Beaver  Aluminum  Safe  Hot  Tank  Com- 
pound      Al 

Beaver  B-100  Floor  Cleaner CI 

Beaver  Concrete  Cleaner    CI 

Beaver  Kleerview  Glass  Cleaner   CI 

Beaver  Paint  Safe  (Med.  Dty)  Stm. 

Comp CI 

Beaver  Sudzy  All  Purp.  Detergent  CI 

Beaver  Super  Duper  Hvy.  Dty  Liquid 

Steam    Al 

Blue  Star   Bl 

Blufoam  C2 

Borax  Suds    Al 

Bottle  Wash  Compound    A2 

Bright  Dishwasher  Detergent  Al 

C-100  Corrosion  Control    G7 

Can  Geaner  No.  2    Al 

Chain  Lube  #1  H2 

Chain  Lube  3X   H2 

Chlor  Bac  No.  277   D2 

Chlor-Bactericide  Disinfectant   D1.Q4 

Combo  Bl 

Con-Tac  A2 

Concentrate   CI 

D-Scaler  A3 

De-Soil-It  C2 

Defoamed  Acid  No.  117  A3 

Defoamed  Liquid  Chelate  U.S.  No. 

66-D   A2 

Dig,  U.S.  Formula  No.  62-A    Al 

Disinfectant  Cleaner   CI 

Dislodge  Formula  No.  35  A2 

Dry  Bleach  Bl 

Dry  Bleach  No.  45    Bl 

Dual-Drive  #220   A2 

DO-1    G6 

Egg  Brite  Ql 


Egg  Stain  Remover  Q2 

Egg  Wash  #1   Ql 

Egg  Wash  #2  Ql 

Egg  Whitewash  Ql 

Eggwash  Recirculation  Detergent  ..    A1.Q1 

Emerge  No.  75    D2 

Extra CI 

Extra-Shine    Al 

Fabric  Softener   B2 

Flor-Clean   CI 

Foam  Booster    Al 

Foam  Clean  Al 

Foamotex  A4 

Fore  Concentrate  A4 

Formula-C  G6 

Formula-K  G7 

Freezer  Cleaner  A5 

Fryer  Cleaner  Formula  No.  148  A2 

Fury  No.  94  Al 

Gallant  Formula  #27  A3 

General  Geaner  No.  107    Al 

Glass  Geaner  Floral   CI 

Goal  #97    Al 

Grease  Gone  #55  Al 

Grenade  No.  87  A2 

HD.  Cleaner  344    Al 

Handyman  No.  138  LI 

Heavy  Duty  Acid  Detergent  No.  15  ....  A3 

Heavy  Duty  Compound    CI 

Heavy  Duty  Liquid  Compound    Al 

Heavy-Chlor    Al 

High  Foaming  Additive  Formula  No. 

304    Al 

High  Temperature  Alkali  No.  35   A2 

Hydro  Glo.  Formula  No.  325  Al 

Hydro-Klor    Al 

Hydro-Sheen  Formula  Number  324  ....  A 1 

HD-148    A2 

Immense A4.A8 

Ind/Com  Disinfectant  Deodorizer 

Lemon  CI 

Ind/Com  Flying  Insect  Killer  Fl 

Inflation  Kleen  Formula  35    A2 

Iocide  D1,Q6 

IND/COM  Antichlor  Bl 

IND/COM  Break  Bl 

IND/COM  Built  Detergent  Bl 

IND/COM  Softener  Bl 

IND/COM  Suds  Bl 

Laundry  Break  Bl 

Laundry  Break  Compnd  Formula  35  ..  A2 

Laundry  Detergent Bl 

Laundry  Pre-Spotter   Bl 

Lime  Scale  Remover A3 

Lime-Out  A3 

Liq.  Steam  Al 

Liqua-Cleen  LPC-3  Al 

Liquaclean  Al 

Liquid  Chelate  No.  66    Al 

Liquid  Fury  No.  291  Al 

Liquid  Hand  Soap  No.  120 El 

Liquid  Laundry  Bleach  Bl 

Liquid  Laundry  Break  Bl 

Liquid  Laundry  Neutralizer  II    Bl 

Liquid  Laundry  Suds Bl 

Liquid  Oxy  Bleach  II   Bl 

Liquid  Oxygen  Bleach    Bl 

Liquid  Soap  El 

Liquid  Soap  15% El 

Liquid  Soap  20% El 

Liquid  Soap  40% El 

Liquid  Sour  "N  Soft B2 

Liquimac  Formula  No.  142    A2 

Liquitrol  Acid  Formula  No.  25    A3 

Liquitrol  Alkali  Formula  No.  23    A2 

Liquitrol  Conditioner  Form.  No.  24  ....  Gl 

Liquitrol  Recirculation  CI.  No.  201   ....  A2 

Lube-It  H2 

Lubriclean  No.  243  HI 

Lustre  Coat    CI 

Mill  Spray   Fl 
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Moderate  #195  Bl 

Nu-Jon  C2 

O-San  D2 

Orbit  Formula  #2 Al 

Oven  Cleaner A8 

P.  L.  Cleaner  Al 

Plate-Klene  Formula  No.  81  Al 

Poly-Det  Formula  No.  236  Al 

Porcelain  and  Tile  Cleaner  A3 

Powdered  Degreasing  Compound A4 

Powdered  Fabric  Softener B2 

Power-Lav  CI 

Pro-Tect  No.  235  A3 

Proto-Kleen  No.  19  Al 

Punch  No.  298  Al 

Rejoice  Al 

Restore  No.  238    Bl 

Rifle  No.  17  A3 

Rodine  92-A    G7 

San-1-King  D2 

San-I-Queen  D2 

Sanction  A8 

Sani-Bac D1.Q4 

Saniphor  No.  240    D2 

Sano  D2 

Scale-Clean   A3 

Score    Al 

See-Thru    Al 

Shurguard D2 

Skybrite   CI 

Speed-Off CI 

Speedy  A4 

Spray-Bac    CI 

Stainless  Brite  A7 

Stainless  Steel  Cleaner  Petroleum  Based  CI 

Stainless  Steel  Cleaner  Water  Based   ..  A7 

Stainless  Steel  Polish    CI 

Stalwart   Al 

Standby  Kleener  #20 Al 

Steam-Lav   CI 

Streamline  Foaming  Oven  Cleaner A8 

Suds  Bl 

Super  B-Kleen  Formula  No.  49  Al 

Super  Steam  Heavy  Duty  Steam  Com- 
pound      CI 

Swat  Fl 

Tackle    CI 

Talent  Al 

Tank-Chlor Al 

Target  Formula  #39 Al 

Tec  E-2    E2 

Turbo  Al 

U.S.  #600  Formula  No.  28  Al 

U.S.  Alkali  No.  54    A2 

U.S.  Alkali  No.  54  G    A2 

U.S.  Boiler  Compound  No.  56  G7 

U.S.  Caustic  #233  A2 

U.S.  Caustic  Formula  No.  43G    A2 

U.S.  Caustic  234  A2 

U.S.  Chelated  Caustic  #33   A2 

U.S.  Defoamer  Formula  No.  200  Al 

U.S.  Iodophore  Formula  No.  34  Dl 

U.S.  Pink  Liquid  No.  4  Al 

U.S.  Powerlube   H2 

U.S.  Rust  Proofer  No.300  PI 

U.S.  Rust  Proofer  No.302  PI 

U.S.  Rust  Remover  No.86    A3 

Ultra  A3 

Ultra  Clean  No.  354   Al 

Universal  Floor  Cleaner  No.  128  A4 

Velva  Suds A4 

Wand  Formula  #131   Al 

Whisper  B2 

Wil  Kleen  No.  41    A3 

Winter  Lube  Formula  No.  241  H2 

XCLube    H2 

500  Formula  #29  Al 

600  Pineol   CI 

U  S  Envirotech  Company 

Wonder-Clean  Industrial  Cleaner  Al 


UTP  Welding  Materials,  Inc. 

Utplast  Extra-White PI 

U  Z  Engineered  Products 

Belt  Dressing  10347   PI 

Bug  Buster Fl 

Citru-Gel  Heavy  Duty  Citrus  Degreaser  CI 

Cut-Ease PI 

Cutting  Oil  10708  H2 

D.A.R.L H2 

Deep-Kleen  Waterless  Hand  Clnr. 

w/Pumice    E4 

Deep-Kleen  Waterless  Hand  Clnr.  Reg- 
ular      E4 

Dry  Graphite  10701    H2 

Electrical  Contact  Cleaner  10344  K2 

Eye  Opener  CI 

Gasket,  Paint  &  Decal  Remover    PI 

Gloss  Protective  Coating  10343  CI 

Graffiti  Relief   CI 

Grime  Guard  E4 

Grit  Strip   E4 

Ice-Be-Gone CI 

Lubri-Tec  No.  190118    H2 

P.L.D.P m 

Pene-Dry  No.  190101  (Aerosol)  H2 

Penetrating  Fluid  10337   CI 

Red  Grease  Lubricant  H2 

RTV  Clear  10738    PI 

RTV  White  10726 PI 

Silicone  Lube  10334  (Aerosol) HI 

Two  Smooth  Lotionized  Skin  Cleaner  ..  El 

Underrating  10707    PI 

UZ  Dry  Moly  Lubricant  #1901 16    H2 

UZ  S.W.A.T Fl 

UZ  Stainless  Clean-N-Sheen    CI 

White  Food  Grade  Grease  with  PTFE      HI 
White  Lube  10345  HI 

I  .  S.  Industrial  Lubricants 

Dyna-Therm  FG-10  HI 

Dyna-Therm  FG-20  HI 

Dyna-Therm  FG-30  HI 

Everstay  Food  Grease-2   HI 

Everstay  H-2  H2 

Everstay  Polymer  100  H2 

Everstay  40   H2 

Food  Grade  Lubricant  HI 

Power-Flo  100  H2 

Power-Flo  22  H2 

Power-Flo  32  H2 

Power-Flo  32  H2 

Power-Flo  46  H2 

Power-Flo  46  H2 

Power-Flo  68  H2 

Power-Flo  68  H2 

Powerflo  ISO-32  H2 

Powerflo  ISO-68  H2 

Ryan's  Oil    H2 

USL  FG-100    HI 

USL  FG-140   HI 

USL  FG-150   HI 

USLFG-32   HI 

USL  FG-68   HI 

USL  FG-90   HI 

USL  HD  Gear  Oil  140  WT    H2 

USL  HD  Gear  Oil  90  WT   H2 

USL  HD  250  Wt.  Polymer  Gear  Oil  ..  H2 
USL  30  Wt.  Non-Det.  Vacuum  Pump 

Oil  H2 

USL-600    H2 

WL-10  HI 

WL-15  HI 

WL-20  HI 

WL-200  H2 

WL-25   HI 


WL-300   HI 

WL-500   HI 

U.  S.  Marketing  Dist. 

Profesnl  Bmd  Exterminator's  Kit 

Form200   F2 

U.N.X.  Incorporated 

Ally    D2 

Array   Bl 

Bid  Bl 

Bio-Satin  Rinse  Bl 

Blitz  D2 

Bonus  D2 

Boon    Bl 

Brite-X-20   Bl 

Certex  D2 

Cling    Al 

Defend  D2 

Discover Bl 

Dyno  55  Bl 

Endorse    Bl 

Flo-Crest    Bl 

Flo-Det Bl 

Flo-Glo    Bl 

Flo-Kon   Bl 

Flo-Kon  NP  Bl 

Flo-Sol  B2 

Hy-Lite Al 

Kar-Kare-M  Al 

Kleenall-M Al 

Lustro  A3 

Magnum  D2 

Master   Al 

Pack  Bl 

Pro   B2 

Reserve    D2 

Soft-Brite  Liquid  B2 

Solv-Special  Bl 

Super-Pro  Bl 

Super-X   Al 

Tame    Bl 

Tempo   Al 

Trap-Free  L2 

U.N.X.-40    Bl 

Vantage   Bl 

X-99  Bl 

Zel  Liquid   Bl 

5  Star  A8 

L.S.  Aviex  Company 

Hand  Cleaner  E4 

U.S.  Cleaner  Corporation 

S-Plus  APC  CI 

S-PlusXD  Al 

U.S.  Diamond  Chemical  Division 

USD-980   A4.A8 

VS.  Movidyn  Corportion 

Movilube  H  H2 

Movilube  S    H2 

PA-200  A1.L1 

VS.  Petrolon  Industrial,  Inc. 

S-50  EP  H2 

USPI  1518-150-F    HI 

USPI  4003  Lube  Oil  HI 

USPI  4600-46-F    HI 

USPI  4601-46   H2 

USPI  4608-150-F    HI 

USPI  4608-220-F    HI 

USPI  4608-46-F    HI 
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USPI  4608-460-F    HI 

USPI  4617-100-F    HI 

USPI  4617-220-F    HI 

USPI4617-46-F   HI 

USPI  4617-460-F    HI 

USPI  4617-68-F    HI 

USPI-1553-150-F    H2 

USPI-40  FG/A  HI 

USPI-40  FG/M   HI 

USPI-60SR    HI 

VS.  Polychemical  Corporation 

Alternative  2000   CI 

Cleaning  Concentrate  101  A4.A8 

Lots  of  Instant  Suds    Al 

Perfect  Way  #147   CI 

Poly  Rust  Remover  #109   CI 

Polychem  205  Liquid   E4 

Polycrystals  106    Al 

Polyspray-Jet  #790    Al 

Samson    Al 

System  401    K2 

ST  21  Poly  Spray  Jet    A4 

ST-22  Poly-Spray  Jet    Al 

Tropiclean  281  CI 

U.S.  Research  &  Chemical  Co. 

Nature-Zyme   CI 

VS.  Sanitizing  Co.,  Inc. 

San-Us  Cleaner/Sanitizer    D2 

I  .S. A.  Chemical  Manufacturing  Inc. 

Block  Buster  A4.A8 

U-San-O  Corporation 

Floor  Cleaner A4 

Heavy  Duty  Degreaser   „....  A4 

High  Foam  Spontaneous  Emulsifier  ....  Al 

High  Foaming  Detergent Al 

Kettle  Cleaner  A8 

Power  Clean    Al 

Swing  Shift   Al 

Ulrich  Chemical,  Inc. 

Bleach    D2,G4,Q4 

Ultra  Adhesives,  Incorporated 

Foam-Ban  119  Q5 

Ultra  Blend  Concentrates 

Everyday    CI 

Kleen  Zit   CI 

Ultra  Last  Products/ 
N  C  H  Corporation 

Ultra  Last  833  Non-Meth  Stripper  C3 

Ultra  One,  Inc. 

Supreme  A4 

Ultra  Shield  Products  International, 
Inc 

Ultra  Shield  Cleaner  Concentrate  CI 

Ultra  Shield  Sanitizing  Hand  Soap E2 

Ultra  Soap  Products  Inc. 

Ultra  Sanitizing  Hand  Soap    E2 


Ultra-Chem.  Co.  Inc. 

U.C.  212  Ultra  Confidence  C2 

Ultra-Chem,  Incorporated 

Act-A-Cide    F2 

Anti-Friction  Lubricant  H2 

AF-Ultra C2 

Best  Bet  A6.C2 

Bio-Matic L2 

Break-it    H2 

Citru-D  CI 

Citru-Derm E4 

Clear  Bet  CI 

Complete  CI 

Conquer  CI 

Deep  Blue  (Aerosol)  CI 

Deo-Buds  CI 

Desolve    CI 

Drain  Power LI 

Dry-Cide    Fl 

Ez-E  H2 

Forest  5    CI 

Glitter CI 

Kling   CI 

Perform    E4 

Power-Solv    CI 

Re-Act  (Green)   CI 

Re-Act  (Orange)   CI 

Re-Act  Red   CI 

Shield  E4 

Stix  CI 

Sure  Bet  C2 

Total  CI 

Wipe  Out  A8 

Wipe-Out  A8 

Wipe-Out  TRU  Oven  &  Grill  Cleaner  A8 

Write-Off  CI 

Ultrachem,  Inc. 

Chemlube  140  H2 

Chemlube  215   H2 

Chemlube  221   H2 

Chemlube  225  H2 

Chemlube  228  H2 

Chemlube  229  H2 

Chemlube  230  H2 

Chemlube  250  H2 

Chemlube  501   H2 

Chemlube  5050  H2 

Chemlube  530  H2 

Chemlube  751   H2 

Chemlube  80W   H2 

Chemlube  85W90  H2 

Omnilube  Non  Tox  640    HI 

Omnilube  Non-Tox  280    HI 

Omnilube  Non-Tox  370    HI 

Omnilube  100   H2 

Omnilube  520    HI 

Pneu  Mist  325  H2 

Ultrachem,  Inc. 

Ultraclean  1000  Powder  A2 

Ultraclean  200  Extra  Mild  Liquid    Al 

Ultraclean  500  Liquid  Al 

Ultrastay  Foam    Al 

Ultrachem,  Inc. 

Vischem  352  H2 

Vischem  373   H2 

Ultramar  Canada  Inc. 

Ultra  Alimar  (Grease)  HI 


Uncle  Sam  Chemical  Co.,  Inc. 

Breath-O-Mint  Mint  Odor  Disnft  Clnr- 

Deo CI 

D-Trans  No.  5  Vaporizer  Insect  Spray  Fl 
D-Trans  No.10  Em- 

ulRes.InsctSpy.w/Dursban   F2 

De-Soil  Concentrtd  All  Purp.  Detergnt    Al 

Duzitall  Germicidal  Cleaner  A4 

Duzkleen  Liquid  Detergent Al 

F.A.C.  Multi-Purpose  Alkln  Clnr  & 

Dgrsr  A4 

Formula  12  Wonder   Dl 

Formula  50  Wonder  Odrls  Disinf.  & 

Sntzr   Dl 

Haunt  Residual  Insect  Spray F2 

Odorless  Foramba  Insect  Spray    Fl 

Pactor-Fume  Up  &  At'Em  Wtr  Based 

Insctcd  Fl 

Pest-Rid  TransEmul.InsSpr.No.5 

w/Dursban  F2 

Pest-RidTransEmu  Unsect- 

SprNo.lOw/Dursban  F2 

Pestaway  Insect  Spray Fl 

Pestene  Aqueous  Residual  Insect  Spray    F2 

Pestene  Residual  Insect  Spray    F2 

Proficient  Freezer  Cleaner    A5 

Pyrenone  Livestock  Spray  &  Insect 

Spray  Fl 

Rid-O-Germ  Pine  Odor  Disinfectant  No. 

5    CI 

Scotsman's  Friend  All  Purpose  Det.  Clnr  A4 

Sprayzon  Magic  Cleaner Al 

Super-Solv  Emulsion-Degreaser  Cone.     CI 

T  K  O  Detergent  Sanitizer  D2 

USCO  Trop.  Aqueous  Roachkil  Insect 

Spray  F2 

USCO  Tropical  Roachkil  Insect  Spray     F2 

Vaporizer  No.  2-1/2  Insect  Spray Fl 

Wonder  Liquid  Soap  15%    El 

Wonder  Liquid  Soap  40%    El 

Unelko  Corporation 

The  Invisible  Shield    PI 

Unger,  H.  J.  Inc. 

KR600    Al 

Uni-Chem 

Electro  Clean  K2 

Food  Grade  Silicone  HI 

Uni-Chem  of  Savannah 

A.C.  Cleaner   Al 

Bisodyne    Dl 

Gold  Tiger  CI 

Kill-O-Cide   Fl 

Multicide   Dl 

PTC-85    CI 

Septo  Soap  El 

Sewer  Solvent   LI 

ST-25  Al 

T-5  A4 

Uni-Chem  Corporation 

Action    A4 

Blanco  76  A2 

Blue  Crete  Clean  A4 

Uni-Chem  Corporation 

Chem-Sol  Al 

Uni-Chem  Corporation 

Chlorogent  Al 


11-443 


Claro  101  Al 

Clavel  97  A3 

Colgar    Al 

Concentrated  Coconut  Oil  Hand  Soap  ..  El 

Uni-Chem  Corporation 

D-Wax   A4 

Derma-Soft  2  El 

Dri-Kil  Fl 

Flite-Control    Fl 

Germ-A-Pine  CI 

Ic-A-Wa  CI 

Uni-Chem  Corporation 

Industrial  Soap  Powder  Al 

Uni-Chem  Corporation 

Instant    LI 

Kleer    CI 

Uni-Chem  Corporation 

Light'n   A4 

Uni-Chem  Corporation 

Minus  Plus  A5 

Uni-Chem  Corporation 

Pink  Lotion  Hand  Soap    El 

Uni-Chem  Corporation 

Quick-Flo  LI 

Sani-Suds  A4 

Uni-Chem  Corporation 

Soff   Al 

Special  Crete  Clean  CI 

Uni-Chem  Corporation 

Steam-Eze   Al 

Tn-Gly  CI 

UC25    Kl 

Uni-Chem  Corporation 

UC  49    LI 

UC  747    Ql 

UC  99    C2 

Verde  100    Al 

White  Crete  Clean  A4 

Uni-Chem  Corporation  of  Florida 

Ammoniated  Oven  Cleaner A8 

Bactivate    CI 

Big  O  Orange  Power A4 

Blow-Out  L2 

Chain  &  Cable H2 

Citra-Sol  Plus  E    CI 

Coil-ite  PI 

Digest  LI 

Dissolvo  LI 

Dri-Mol    H2 

Dual-27    Dl 

Electro-Pure  Contact  Cleaner  K2 

Electro-Sol  Safety  Solvent   K2 

Food  Grade  Silicone  HI 

Getz-It   CI 

Glass  &  Mirror   CI 

Good  Bye  Bug Fl 

Grip  Tite   PI 

Help  Detergent/Disinfectant   D2 


Hi-Pressure  Insect  Bomb    Fl 

Hydro-Lube  H2 

Hydro-Sol    CI 

Kuul  H2 

Lanolin  Waterless  Hand  Cleaner   E4 

Lightning  H2 

Lube-Rite  H2 

New  Power   PI 

No  Sect    F2 

No-Seize  BT   H2 

Orange  Activator  CI 

Oven  Protector PI 

Quick-Off A8 

Quick-Off  All  Purpose  Cleaner   CI 

Re-Pel    CI 

San-O-Chem    Dl 

Sani-Lube  D.C HI 

Sani-Lube  Food  Equipment  Lubricant      HI 

Screen  Kleen  CI 

Showcase  CI 

Siltrol  H2 

Skin  Shield  Cream    E4 

Solvite  Solvent  Bowl  Cleaner    C2 

Super-Dri  PI 

Sure  Kill    Fl 

Tef-Seal  Pipe  Thread  Sealer  PI 

Terminator  Insect  Spray  Fl 

Tuff  Muscle  A4 

TFE  Release  Fluorocarbon  Lubricant  ..    H2 

U.C.  Bowl  Blocks  C2 

U.C.  Conveyor  Lube  H2 

U.C.  Sewer  Solv   LI 

U.C.  Trak  Eze  H2 

U.C.  Urinal  Cakes  C2 

U.C.  1000  Disinfectant  Dl 

U-C-10-12  Stainless  Steel  &  Metal  Pol- 
ish      A7 

Wonder  Lube H2 

Uni-Clean  Chemical  Corporation 

200  Mak-It-Ezy  General  Purpose 
Cleaner   Al 

Uni-Kem  of  California,  Inc. 

Uni-Amine  FC1  G6 

Uni-Amine  I    G7 

Uni-Trete  B902  G6 

Uni-Trete  B950  G7 

Uni-Trete  B951    G6 

Uni-Trete  B952  G6 

Uni-Trete  T700   G7 

Uni-Trete  T701   G7 

Uni-Trete  T702   G7 

Uni-Trete  T705   G7 

Uni-Kem  Chemicals 

Orange  Grease  Digester   CI 

Uni-Bac  D2 

Uni-Dine    D2 

Uni-Pine  CI 

Uni-Quat    Dl 

Uni-Kem  International,  Inc. 

Adios   Al 

Uni-Kem  Products  and  Systems 

Chain-Loob   H2 

Chain-Loob  Extra   H2 

Chain-Loob  Plus   H2 

Chum-Kleen    Al 

CIP  Additive   Al 

OP  Kleen  D    A2 

CIP-Kleen    A2 

CIP-Klor  Kleen  Al 

Dari-Blast Al 

Dari-Brite A3 


Dari-Klor  Kleen Al 

Dari-Man  Al 

Dari-Man  Plus  Al 

De-Fome    Al 

HTST-Kleen    A3 

HTST-Kleen  LF    A3 

Iodo-San  LF D2 

Kloro-Sheen  Al 

Oven-Kleen    A8 

Spray-Kleen  DG    Al 

Uni-Amine  I    G7 

Uni-Amine  II  G7 

Uni-Gel    Al 

Uni-Klor  Kleen   Al 

Uni-Klor  Liquid Al 

Uni-Power  Kleen  A2 

Uni-Power  Kleen  LF A2 

Uni-Trete  B950  G7 

Uni-Trete  T700   G7 

Uni-Trete  T701   G7 

Uni-Trete  T702  G7 

Uni-Trete  T705  G7 

Uni-Kem,  Inc. 

Food  Grade  Grease  HI 

Food  Grade  Lube    HI 

Food  Grade  Silicone  HI 

Safety  Solvent  Clnr  &  Dgrsr  (Aerosol)  K2 

Uni  Kern  1495  A8 

Uni-Guard  5552 G7 

Uni-Guard  5553 G7 

Uni-Kem  FG  #1     HI 

Uni-Kem  FG  #2    HI 

Uni-Kem  0005  Q5 

Uni-Kem  0113  A2 

Uni-Kem  0114  A3 

Uni-Kem  0410  Al 

Uni-Kem  0539  A3 

Uni-Kem  0622 A2 

Uni-Kem  0635  Al 

Uni-Kem  0636  A2 

Uni-Kem  0690 Al 

Uni-Kem  0690  A Al 

Uni-Kem  0711  Al 

Uni-Kem  0735  Al 

Uni-Kem  0737  Al 

Uni-Kem  0743 A3.Q2 

Uni-Kem  0873  A2 

Uni-Kem  0920  A3 

Uni-Kem  0924  Al 

Uni-Kem  0931  Al 

Uni-Kem  0962  Al 

Uni-Kem  1021  A4 

Uni-Kem  1024  Al 

Uni-Kem  1027  A2 

Uni-Kem  1113  A3 

Uni-Kem  1126  A2 

Uni-Kem  1139  Al 

Uni-Kem  1267  Al 

Uni-Kem  1615  H2 

Uni-Kem  2019  Al 

Uni-Kem  2075  Al 

Uni-Kem  2798  A2 

Uni-Kem  2902 Al 

Uni-Kem  3071  A2 

Uni-Kem  3376  Al 

Uni-Kem  3495  A5 

Uni-Kem  3500  Al 

Uni-Kem  3530  Bl 

Uni-Kem  3531  Bl 

Uni-Kem  3710 Al 

Uni-Kem  3888  Al 

Uni-Kem  4890  Al 

Uni-Kem  5389  G6 

Uni-Kem  5393  G6 

Uni-Kem  5402  G7 

Uni-Kem  5425  G6 

Uni-Kem  5426  G6 

Uni-Kem  5427  G6 

Uni-Kem  5441  G7 

Uni-Kem  5548  G7 
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Uni-Kem  5549  G6 

Um-Kem  5675  G7 

Uni-Kem  6109  CI 

Um-Kem  6700  G7 

Um-Kem  6822  CI 

Uni-Kem  6917  Al 

Uni-Kem  7460  H2 

Um-Kem  848  A3 

Unimeen  100  G7 

Uni-Tek  Systems 

Beltac  Belt  Dressing  PI 

Easy  Clean  A8 

Eze-Clean  Plus    A8 

Glad  Hand  Rough  Cut    E4 

Gladiator   E4 

Lube  Gun  H2 

Moly-Tek  Moly-Micro-Film  H2 

Powerline  LI 

Sani-Lube HI 

Sila-Tek  Spray  Silicone  Release HI 

Tef-Lube    H2 

Lnicare 

Kleen  Touch    El 

Lnichem 

Citra  Sol    CI 

Lnichem 

Freezer  Cleaner  A5 

Lnichem 

U  1000  X A4 

U1000    Al 

Unichem  Company  Limited 

Legend  G2 

Unichem  Corporation 

Detergent  3025    Bl 

Flex  E  Suds  Bl 

Lin-Clor  Bl 

Metasil  Bl 

P/C  Detergent    Bl 

Phos-Free  Detergent   Bl 

Ultimate  Bl 

Ultra-Suds   Bl 

Uniclor  Bl 

Uniclor  Extra  Bl 

Uniclor  P/F   Bl 

Unigreen    A4 

Unimatic  Breakout    Bl 

Unimatic  Punch  Bl 

Unimatic  Saniwhite  Bl 

Unique  Bl 

Unisil   Bl 

Unisoft  B2 

Unisolv  PC-W  Bl 

Wonder  Solv   Al 

Wondersuds  Bl 

Lnichem  International 

Boiler  HIB  400  G7 

Boiler-HIB  1001    G6 

Boiler-HIB  1022  G6 

Boiler-HIB  320   G6 

Boiler-HIB  431    G6 

IC  7901    Al 

IC7910   Al 

IC  7911    Al 

IC7920   Al 

IC  7940   A1JI2 


IC  7941    Al 

IC  7950   PI 

IC  7970   Al 

IC7990   LI 

IC  7991    LI 

IC  7992   LI 

Techni-Floc  6000    LI 

Techni-Floc  6040    LI 

Unichem  Manufacturing  Co.,  Inc. 

Deo-Kleen   CI 

Drain  Opener  LI 

Germicidal  Bowl  Cleaner  C2 

Koko-Kon  Hand  Cleaner    El 

Liquid  Snake  LI 

Liquid  Steam  A2 

Lo  Phos  Al 

Super  Strip  A4 

Uni-Car-Wash   Al 

Uni-Fresh  CI 

Unichem  Manufacturing  Company 

DS-Control    A3 

Fast-Klean   A2 

Foam  &  Clean  Al 

Formula-22    LI 

Halog-Klean Al 

Liqua-D'Clean   Al 

Lub H2 

LDW-1  Al 

Powder-Bleach  Bl 

Power-Kleen    Al 

PBW-100  A2 

PTD-10    A3 

Silver-Shine  Al 

Uni-Clor Al 

I  niclean  Products  Inc. 

UniClean  VD  Al 

Unico  Oil  &  Chemical  Co. 

A.B.C L2 

Aqua-Sect    Fl 

Computer-Safe  K2 

Dermi-Klean    El 

Dress  Belts PI 

Duz-It-All    C2 

Finish  Line  Resdl  Insctcd  Contain  Bay- 

gon    F2 

Fresh-N-Piney   CI 

Good  Cents   Dl 

Hot  &  Heavy  A2 

Lemon  Sent  A4 

Lemonene    CI 

Kfl-380  Al 

Odo-Rout  CI 

One  Step    A4 

Quat-Fresh  Dl 

Safe  N  Eze   H2 

Slide  &  Glide    HI 

Slime/Algae  Gone  G7 

Tiger Al 

Unicorn  Laboratories 

Unicom  Dursban  Room  Fogger  F2 

Unicom  House  &  Carpet  Spray  II  F2 

Unicom  Knockdown  Spray F2 

Unicom  Permethrin  Spray    F2 

Unicom  Wasp  &  Hornet  Killer    Fl 

Unifax,  Inc. 

All  Purpose  Sanitizer    D2 

Fryer  Cleaner A2 

Gentle  Lotioruzed  Hand  Soap  E4 

Maximun  Strength  Degreaser  A4 


Oven  &  Gnll  Cleaner  A8 

Pride  Beaded  Detergent    A1J31 

Super  Strength  Non-Butyl  Degreaser  ..    Al 

Supreme  Suds  Beaded  Detergent  A4 

Total  Clean  All  Purpose  Cleaner  CI 

Unijax 

All  Star  Aero  Grease H2 

All  Star  All  Purpose  Cleaner   CI 

Al!  Star  Belt  Dressing PI 

AH  Star  Bowl/Tile  Porcelain  Cleaner  ..    C2 

All  Star  Cleaner  Degreaser Al 

All  Star  Coco  20  Liquid  Hand  Soap  ....  El 
All  Star  Descaler  And  Metal  Brightener  A3 

All  Star  DSD  D2 

All  Star  Foam  Disinfectant  Cleaner  ....  CI 
All  Star  Foamer  Foaming  Degreasing 

Clnr Al 

All  Star  Glass  Cleaner  (Aerosol)   CI 

All  Star  Gum  Remover  CI 

All  Star  Hi  P  Circuit  Board  Cleaner  ..  K2 
All  Star  Hospital  Disinfectant  Deo.  II      CI 

All  Star  HC-515    Al 

All  Star  HF-745 A4 

All  Star  HPH-230   A4 

All  Star  Industrial  Hand  Cleaner   E4 

All  Star  Klean  All  A4 

All  Star  Lemon  Disinfectant  CI 

All  Star  Lemon  Lime  Air  Sanitizer  ....  CI 
Al!  Star  Liq.  Life  Forms  Bactrl.  Digest.  CI 

All  Star  Mint-A-Dis    CI 

All  Star  Mold  Release HI 

All  Star  Multi-Purpose  Insecticide  Fl 

All  Star  NB-100  Non-Butyl 

Degreaser/Clnr    Al 

All  Star  One-Step  Antiseptic  Hand  Soap  E2 

All  Star  Open  Gear  Lubricant    H2 

All  Star  Oven  &  Grill  Cleaner  A8 

All  Star  Pine  Odor  Disinfectant  CI 

All  Star  Residual  Insect  Killer  F2 

All  Star  Safety  Solvent  Kl 

All  Star  Stainless  Steel  Cleaner  A7 

All  Star  SuperPower  Punch  Al 

All  Star  Super  Toilet  Bowl  Cleaner  ....    C2 

All  Star  SS-888  Kl 

All  Star  Textile  Grade  Dry  Silicone  Spy.  HI 
All  Star  Textile  Grd.  Dry  Silicone  Spray  HI 

All  Star  Toilet  Bowl  Cleaner  C2 

All  Star  Unicleanse  A6 

All  Star  Uniquat    Dl 

All  Star  Vandalism  Mark  Remover  ....    CI 

All  Star  Wasp-B-Gone   F2 

All  Star  White  Grease H2 

All  Star  10/30  Acid  Sanitizer-No  Rinse  D2 
All  Star  256  Quaternary  Disinfectant  ..  A4 
AB  175C  Dgrsr/Clnr/Truck  Wash/Alum 

Brtnr   Al 

AB-175  Alkaline  Cleaner  Aluminum 

Brtnr Al 

B-A    G6 

B-SF G6 

Barcrobe Dl 

Bole  Aire  C2 

Chlor-Clean  Al 

Coco  15  Liquid  Hand  Soap    El 

Concentrated  Liquid  Acid  Cleaner  A3 

Concrete  Cleaner  CI 

Conveyor  Lube  599 H2 

Corroclean  F  Water  Treatment  Gl 

CC  410    A3 

CL-599  H2 

Deep  Fat  Fryer  Cleaner  Powder  A2 

Dy-Sul  Drain  Opener    LI 

Dyna-Clean  HT).  Degreaser  A4.A8 

Electrical  Motor  Cleaner  K2 

Freezer  Cleaner  A5 

Fresh  And  Clean  C2 

Fryer  And  Grill  Cleaner  A2 

FRC-199    A5 

General  Purpose  Insect  Killer..3P Fl 

Gold  Concrete  Cleaner  CI 
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HC-515    Al 

HD  100C  Heavy  Duty  Degreaser CI 

HD  102C  Solvent  Based  Cone. 

Indstrl  Clnr  A4.A8 

HD-100  Industrial  Degreaser 

Cleaner  A4.A8 

HDC  150  C  Heavy  Duty  Concrete 

Cleaner   A4 

HDC-150  Concrete  Cleaner   A4 

HF  745  A4.A8 

HPH-230   A4 

HS-700  E3 

Insect  Killer,.6P Fl 

Lemon  D-Germ  A4 

Multi  Purpose  Insecticide  Spray  Fl 

NB  100C  Non-Butyl  Degreaser  Cleaner  Al 

Ocean  Blue    CI 

Odorless  Concrete  Cleaner  CI 

Oven  and  Grill  Cleaner A8 

OC-510  Sewer  &  Garbage  Odor  Cntrl 

&Deg CI 

Perfumed  Deod.  Blox  No.  16  In  Hang- 
ups       CI 

Perfumed  Deod.  Blon  No.24  In  Hang- 
ups       CI 

Perfumed  Deodorant  Cakes    CI 

Power  Plus  LI 

Power  Punch   Al 

Residual  Insecticide  with  Diazinon    F2 

S&P-790  Steam  &  Pressure  Cleaner   ..    Al 

Scaleclean  F  Water  Treatment  Gl 

Sof-T-Suds  Hand  Dishwashing  Com- 
pound        Al 

Solv-Kleen  W.S.  Degreaser   CI 

Strip-All  CI 

SC-190  Al 

SP  790  Al 

SS  230  K2 

SS-220  Safety  Solvent    Kl 

SS-222  Super  Safety  Solvent   Kl 

Uni-Pine  CI 

Uniclean  CI 

Unijax  Descaler  A3 

Unijax  Foamer Al 

Unilabs,  Inc. 

Chief  Porcelain  Tile  &  Bowl  Cleaner      C2 

Chief  90  Porcelain-Bowl  Cleaner C2 

Cover  Up  LI 

Drain  Power LI 

General  Green  CI 

One  Shot   LI 

Removit  A3 

Scout  Porcelain  Tile  &  Bowl  Cleaner 

16    CI 

Scout  19  C2 

Scout  22 C2 

Scout  25  C2 

Scrub  Squad A6 

Speedy   LI 

Spore  Corps  Navy  LI 

Warrior C2 

Warrior  240  Toilet  Bowl  Cleaner C2 

Union  Carbide  Agricul.  Products., 
Inc. 

Fumarin-22    F3 

Fumasol-A  F3 

Fumasol-C  F3 

Fumasol-S    F3 

Union  Carbide  Chemicals  &  Plastics 
Co  Inc 

Aqucar  504  Water  Treatment  Microbi- 
ology      G7 

Aqucar  514  Water  Treatment  Mi- 
crobiocide  G5.G7 

Aqucar  515  Water  Treatment  Mi- 


crobiocide  G5.G7 

Aqucar  542  Water  Treatment  Mi- 

crobiocide  G5.G7 

Aqucar  545  Water  Treatment  Mi- 

crobiocide  G5.G7 

SAG  710  Silicone  Antifoam  Emulsion 

10%  Q5 

SAG  730  Silicone  Antifoam  Emulsion 

30%  Q5 

Tergitol  Nonionic  Surfactant  NP-9  ..  A 131 

Ucarsan  Sanitizer  420  CI 

Ucon  Compressor  Lubricant  FG- 100  ..  HI 

Ucon  Compressor  Lubricant  FG-150  ..  HI 

Ucon  Compressor  Lubricant  FG-68  ....  HI 

Ucon  Hydraulic  Fluid  FDC-300  HI 

Uconex  315  Antimicrobial   05,0731 

UCAR  Food  Freeze  35  PI 

UCON  Food  Grade  Lubricant  150  HI 

UCON  Food  Grade  Lubricant  220  HI 

UCON  Food  Grade  Lubricant  400  HI 

UCON  Hydraulic  Fluid  FDC-400    HI 

UCON  Hydrolube  DG-746,  Dyed    H2 

UCON  Hydrolube  HP-5046,  Dyed H2 

Union  Chemical  Industries,  Inc. 

Uni-Chem  Quaternary  Sanitizer  D2 

Union  Chemicals  Division 

140  Solvent  Kl 

Union  Quimica  S.A. 

Leal  Detergente  Bl 

Unique  Products  &  Service 
Corporation 

W.C-200  Al 

Unisan  Corporation 

Steam  Cleaner  100    Al 

Uni-Acid    A3 

Uni-Additive   Al 

Uni-Case  Cleaner    Al 

Uni-Floor  Cleaner  CI 

Uni-Powdered  Geaner   Al 

Uni-Purpose  Cleaner  Al 

Unilube    H2 

Unisel  Manufacturing  Company 

Cold  Power  Kl 

Coolmatic    PI 

E-Lect    Kl 

Everything  CI 

Handy El 

Magnet  PI 

Naturally   L2 

Rusty   A3 

X-Rated   A4 

Unisource  Corporation,  The 

Cleaner/Degreaser  Al 

Food  Service  Cleaner   Al 

Heavy  Duty  General  Purpose  Cleaner  CI 

Liquid  Scouring  Cleanser  A6 

Neutral  Commerical  Strength  Cleaner  CI 
Pine  Scented  Commercial  Strength 

Cleaner   CI 

Ready  to  Use  Commercial  Strength 

Cleaner   CI 

Tile  and  Grout  Cleaner  CI 

Unisource  Industries,  Inc. 

Acid  Foam  Cleaner  A3 

Brite  Stainless  Steel  Cleaner  &  Polish  A7 


BWT  3186-P  G6 

BWT  3700  G6 

BWT  3800  G6 

BWT  3900  G6 

Concrete  Cleaner  Al 

Deodorant  Nuggets   CI 

DWT  1710  G2 

Freezit  Penetrating  Oil    H2 

Fresh  Hospital  Disinfectant  Deodorant     C2 

Gard  Lotionized  Liquid  Soap  E4 

Gone  II E4 

Goneffl  E4 

Grease  Gun   H2 

Mar-No-Mor  Mark  Remover    Kl 

Process  1    Al 

Remove-All  CI 

RLT  1000    G6 

Scale-Rid  Chemical  Cleaner  &  Deoxi- 

dizer    A3 

Sewer-Rod  Sewer  Solvent    LI 

Sta-Clear  Prilled  Drain  Opener LI 

Super  Foam  CI 

Swipe  C2 

Thru  22-1  CI 

Thru-22  Glass  Cleaner   CI 

Uni  Bac   L2 

Uni-Con  U  Multi-Purpose  Detergent  A1.E1 
Uni-Gly  Air  Sanitizer  &  Surface  Disinf.  CI 

Uni-Kil  I  Pyrethrin  Insecticide  Fl 

Uni-Kill  I  Fl 

Uni-Kill  I  New  Fly  &  Roach  Spray Fl 

Uni-Kill  D   F2 

Uni-Kill  D  Residual  Roach  Liquid  F2 

Uni-Kill  Non  Residual  Space  Spray Fl 

Uni-Steam  Liquid  Steam  Cleaner A4 

Uni-Vac  Auto  Scrubber    A4 

Unicon  Concentrate  Al 

Unisan    A4 

Unisolve  550  Heavy  Duty  Cleaner A4 

Unisolve  990  Degreaser   K2 

Unizyme L2 

Wyte-Ease  Lithium  Grease  H2 

Zap-0 E4 

3450  G6 

3510  G6 

Unit  Chemical  Corporation 

Kleen-Quat Q3 

Pine-O-Quat PI 

Timsen  Concentrated  Liquid  Detergent    Al 

United  Air  Specialists,  Inc. 

UAS  Smog-Hog  FD   PI 

United  Building  Services 

A-l  Floor  Cleaner  A4 

All  Purpose  Dsnfctnt,  Deodmt,  Dtrgnt  CI 

Glass  &  Window  Cleaner  CI 

Mint  9%  Bowl  Cleaner C2 

United  Chemco,  Inc. 

HP-100  Super  Plus   A4 

United  Chemical  &  Supply 

Super  Power  #1  A4.A8 

United  Chemical  &  Supply  Co.,  Inc. 

Fabric  Softener  and  Anti-Static    B2 

Heavy  Duty  Cleaner  Al 

Heavy  Duty  Laundry  Detergent  Bl 

Liquid  Fabric  Softener   B2 

No.  50  Conveyor  Chain  Lubricant  H2 

Sno-Flo    Bl 

United  Thermal  Insecticide Fl 

7011  Foam  Booster  Al 
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United  Chemical  Company,  Inc. 

DD  Disinfectant Dl 

Olive  Liquid  Soap  El 

Olive  Liquid  Soap  Concentrated    El 

Puro  Pine  Disinfectant    CI 

Q-Nary  Dl 

Surgasept  El 

U-C  Germicidal  Soap   El 

U-C  Multi  Purpose  Spray  F2 

U-C  Olive  Liquid  Soap  El 

U-C  Pine  Odor  Disinfectant  CI 

United  Chemical  Corp.  of  New 
Mexico 

DP-706 D2 

DP-707  Dl 

IC-7000   Al 

IC-7010   Al 

IC-7020   Al 

IC-7030   Al 

IC-7040   Al 

IC-7050   A2 

IC-7100   A2 

IC-7110   A2 

IC-7120   A2 

IC-7150   Al 

IC-7155   Al 

IC-7160   Al 

IC-7165   Al 

IC-7170   Al 

IC-7175   Al 

IC-7180   Al 

IC-7200   CI 

IC-7210   CI 

IC-7400   Bl 

IC-7410   Bl 

IC-7500   G6 

IC-7510   G6 

IC-7600   LI 

IC-7700 A3 

IC-7710   A3 

IC-7800   El 

IC-7900   CI 

United  Chemical  Corp.  of  Norwood 

Detertex  AS  CI 

United  Chemical  Inc. 

1550  Low  Foam  Floor  Cleaner    A4 

United  Industrial  Sales,  Inc. 

Alpine-22  A3 

AL-109  Waterless  Hand  Cleaner  E4 

AL-114  Spray  &  Wipe  Disnft.  &  Deo. 

Clnr CI 

AL-115  Hospital  Disinfectant  Deodorant  C2 

AL-130  Van-Off  CI 

AL-153  Insecticide  Fog  With  Cherry 

Scent  Fl 

AL-210  Residual  Spray  Insecticide   F2 

AL-31 2  Commercial  Odor  Killer  CI 

AL-67  Liquid  Hand  Soap  El 

AL-70  Non-Fuming  Chemical  Cleaner  A4 
AL-78  Pearlescent  Industrial  Hand  Clnr.  El 
AL-82  Heavy  Duty  Liquid  Organic  Dm 

On LI 

AL-83  Body  &  Hair  Shampoo  El 

AL-88  Automatic  Dishwash  Liquid 

Cone Al 

ML-1 10  Silicone  Spray  HI 

ML-19  Liquid  Steam  Cleaning  Com- 
pound        Al 


United  Janitor  Supply 

Spray  Foam  Al 

United  Laboratories,  Inc. 

Aerosol  Wasp  United  123 F2 

Aqua  Roma  Body  &  Hair  Shampoo 

United  279    E4 

Biatron  LI 

Contact  Cleaner  United  174  K2 

Desert  Aire  United  196  CI 

Food  Grade  Silicone  Lubricant HI 

Green  Magic  United  258    E4 

In-Fil-Kil  United  135    F2 

Kool  Red  United  686   H2 

Lift  Offl  Pnt,  Vam.&Ur.Rmvr  United 

189    C3 

Liquid  Hand  Soap  Concentrate El 

Nutkracker  United  148   H2 

Oh  Buoyl  Crystalized  Hand  Cleaner   ....  E4 

Old  Softy  United  389  E4 

Silicone  Lubricant  United  106   HI 

Solv- All  United  180    CI 

Ten  Strike  Safe-Way  Cleaner  C2 

United  101  Moisture  Barrier H2 

United  107  Kl 

United  108  Penetrating  Oil  H2 

United  109  Spray  &  Wipe  Cleaner   ....    CI 

United  110  C2 

United  114  Glass  Cleaner  CI 

United  117  Stainless  Steel  Polish  A7 

United  122  Sharp  Focus  CI 

United  126  CI 

United  127  E4 

United  128  Brass-Pak  CI 

United  129  Chrome  &  Metal  Polish  ..  CI 
United  136  Disinf.  Deod.  Lemon 

Scented  C2 

United  1 36  Lemon  Scented  Deod.  Dis- 
infect      C2 

United  137  Lemon  Cream  Polish  CI 

United  138  Search  and  Destroy   Fl 

United  139  Dry  Spray  Lubricant   H2 

United  146  Self  Cleaning  Oven  Cleaner  A8 

United  149  F2 

United  15  Al 

United  163  F2 

United  170  H2 

United  171  Dry  Moly  Lube  Lubricant  H2 
United  175  Clean  &  Free  Foaming 

Cleaner  CI 

United  176  F2 

United  179  Kool  Orange  Room  Air 

Frshnr   CI 

United  18  A3 

United  186  Fatal  Dose  Metered  Insct- 

Kill Fl 

United  187  Sani-Mist  Metered  Air 

Santzr CI 

United  1 88  Anti-Seize  Compound  H2 

United  200  A2 

United  21  LI 

United  211  Satin  Scrub  C2 

United  213  Al 

United  214  Laundry  Detergent  Bl 

United  217  A3 

United  220  Pine  Jel  CI 

United  222  Super  Orange  Jel   CI 

United  224  PI 

United  231  Vanishing  Act    Bl 

United  25  Kl 

United  250  Dirty  Fighter    A4.A8 

United  255  Disinfect  Plus  Al 

United  265  A3 

United  266  Chiller  Coil  Cleaner PI 

United  276  All  Duty  Emulsifier  CI 

United  282  Sharp  Shooter CI 

United  287  Neoflection  Glass  Clenaer     CI 

United  288  Heavy  Duty  Cleaner   CI 

United  289  Rain-Forest  CI 

United  299  LI 


United  301  Moist.  Barrier  &  Elctrcl 

Lubr CI 

United  306  CI 

United  307  Super  Safety  Solvent  K2 

United  308  CI 

United  310  G6 

United  311  G6 

United  316  Cooling  Tower  Treatment      G7 

United  317  Slimicide    G7 

United  318  G6 

United  319  Three-In-One  Boiler  Treat- 
ment        G7 

United  321  Boiler  Treatment   G6 

United  322  Boiler  Treatment   G6 

United  324  Water  Conditioner  G2 

United  33  Extra  Care  Lotion    E4 

United  350  'Dirty  Fighter  U"  Al 

United  351  Disinfectant-Deodorant   ....    CI 

United  355  CI 

United  363  Antiseptic  Lotion  Soap   E4 

United  363  Creme  Clean    El 

United  366  Heavy  Duty  Solvent  De- 
greaser  Al 

United  375  T.S.R.  Total  Surface 

Rnvtr  A4.A8 

United  376  Al 

United  378  Bon  Aire CI 

United  379  Medi-Creme  E4 

United  380  2%  Transparent  Emulsion 

Cone F2 

United  386  Green  Shield    H2 

United  387  Visi-Max    CI 

United  392  Parts  Cleaner   CI 

United  394  Drain  Maintainer  CI 

United  395  Engine  Degreaser  Kl 

United  396  Tar  Remover   Kl 

United  401  H2 

United  423  White  Food  Grade  Lubricant  HI 
United  423  White  Food-Grade  Hi  Temp 

Grs H2 

United  424  Lubefact  HDM  Moly-Base 

Grease  H2 

United  440  Super  Bond  Polish  A7 

United  446  X-Pire  Insecticide 

w/SBP-1382   Fl 

United  448  Nutcracker  Penetrating  Oil    H2 

United  455  Liqui-Zyme    CI 

United  46  Fl 

United  463  Lather-Eze   E4 

United  465  P.D.Q CI 

United  477  Best  Shot   LI 

United  481  Ground  Zero F2 

United  494  Triple  D  CI 

United  499  X-Ray  LI 

United  50  Pink  Marvel   C2 

United  51  A8 

United  514  Titan  Bl 

United  515  Prep    Bl 

United  517  Rust  Ripper    PI 

United  519  "Dazzle"  Bl 

United  526  Vandal  Mark  Remover   ....    CI 

United  53  Al 

United  54  Al 

United  55  L2 

United  550  Purple  Power  Al 

United  555  Zyme-Flow  CI 

United  57  CI 

United  576  All  Clear CI 

United  58  with  True  Grit   E4 

United  592  Dispersant PI 

United  60  Neutra-Clean    CI 

United  606  Glide  Silicone  Lubricant  ..    HI 

United  62  A4 

United  63  El 

United  64  D2 

United  66  All  Duty  Chemical  Cleaner     Al 

United  660  Citramite A4.C1 

United  661  Polymer  Solvent    A4 

United  67  Total  Washroom  Cleaner  ....    CI 
United  676  K.D.C.  Kitchen  Dgrsr. 

Cone Al 

United  677  Cast-Away   LI 
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United  692  Parts  Cleaner  CI 

United  694  Drain  Maintainer  CI 

United  695  Engine  Degreaser  CI 

United  696  Tar  Remover   CI 

United  755  Liquid  Impact L2 

United  767  Soft  Touch  C2 

United  776  Sub-Zero A5 

United  80  Odor  Neutralizer    CI 

United  82  White  Knight  Cream  Cleanser  A6 

United  855  Liquid  Impact  +  L2 

United  86  Kl 

United  87  Low  Odor  Solvent  Kl 

United  880  Sun-Solv  CI 

United  886  Uni-Lube    H2 

United  92  C2 

United  920  Gear  Oil  85W-140  H2 

United  921  Gear  Oil  90W    H2 

United  922  Hydraslik  Hydrlc  Oil 

10W-40  H2 

United  923  Hydrasilk  Hydraulic  Oil 

10W H2 

United  924  Hydraslik  Hydraulic  Oil 

20W H2 

United  925  Hydraslik  Hydraulic  Oil 

30W H2 

United  992  Parts  Cleaner   CI 

United  995  Parts  Cleaner  &  Engine 

Degrs K2 

United  996  Tar  Remover   K2 

UL-114 CI 

UL-14  De-Greaser  And  Rust  Inhibitor  Kl 

UL-202  Rat  Bait   F3 

UL-360  Slime  &  Grease  Cutter  LI 

Wash-Off  Degreaser  United-1 51    CI 

United  Manufacturing  Inc. 

Kill-O-Bac  CI 

Pro-Bac    L2 

Uni-Bac   L2 

United  Oil  Company,  Inc.,  The 

"T"  Pressure  Gun  Grease    H2 

Duralene  #77  White  Grease   H2 

Duralene  Pressure  Special  Lubricnt  ....  H2 

Safti-Lube    HI 

United  Products  International,  Inc. 

C-Kleen   Al 

Ez-Strip   A2 

Idosept  E2 

Master  Clean  A2 

Power  Foam A2 

United  Sales  Associates 

Ban  Ice CI 

Detract  A7 

First   Al 

H.F.C CI 

Komplete  G6 

Lektrikleen  K2 

Liquid  Thaw    CI 

O.A.D A3 

Ox-Off  A3 

Pro  340    El 

Pro-Kleen  Bl 

Proof  1  C2 

Proof  2  C2 

Proof  3  C2 

Quatra  D    Dl 

Squeaky  Clean  Al 

Steameze   Al 

Twin  Power  A4 

U.S.  Mint  CI 

U.S.-10  C2 

U.S.P Al 

2  In  1   CI 


United  Salt  Corp. 

Brine  Washed  Solar  Crystals    PI 

Cubettes  Gl 

Cubettes  Plus  Gl 

Ranch  House  Feed  Mix  Salt CI 

Ranch  House  Rock  Salt  Coarse   CI  Jl 

Ranch  House  Rock  Salt  Deiceing    CI 

Ranch  House  Rock  Salt  Medium  ....    CI  Jl 

Ranch  House  Rock  Salt  Stock  C1J1 

Ranch  House  Salt   CI 

Ranch  House  Salt-Stock  CI 

United  Sanitary  Chemicals  Corp. 

Big  Boss  Acid  Foam  Cleaner  A3 

Blitz  Residual  Insect  Spray F2 

Chem  Strip    C3 

Citrus  Mist  Subtle  Deodorizer   CI 

Formula  #1901  Multi-Phase  Deterger  A4 
Formula  #1901  Multi-Phase  Deterger  A4 
Fumo-Gleem  Lemon  Cream  Polish   ....    CI 

Grove  Sheen    CI 

Hot  Shot  Steam  Cleaner/Press.  Wash. 

Det A4 

Irafect  Spray  Disinfectant  CI 

Jamaica  Insect  Spray  Fl 

Kling  and  Kleen  Bowl  &  Porcelain 

Cleaner   A3.C2 

Lime  Light  Cone.  Full-Range  Detergent  CI 

Penelube H2 

Pizzazz  Creme  Cleanser  A6 

Presto-Kleen  Aerosol  Glass  Cleaner  ..  CI 
Presto-Kleen  Glass  Mirror  &  Utility 

Clnr  CI 

Quick  Wash  El 

Quick-A-Fect  CI 

Red  Spray  Grease   H2 

Royal  Flush  Drain  Pipe  Opener  LI 

Sani-Rinse  Concentrated  Sanitizer  D2 

Spontns  Emulsf  Non-Flambl  Dgrs. 

Detrgnt.  Al 

Tempest  Al 

Tempest  Disinfectant-Deodorant- 
Detergent  A4 

The  Challenger  Instant  Cleaner   CI 

Uni-Pine  CI 

Unisect  Fl 

Velva-Creme   El 

United  Specialties 

Crystal  Clear  CI 

Sprint  Hand  Cleaner  E4 

United  Spray  Systems,  Inc. 

Automist  D    Fl 

United  States  Chemical  Co..  The 

Bio-Kleenrite  A4 

Breakthm  Al 

Brite  White  Complete  Liquid  Detergent  Bl 

Brite  White  Liquid  Bleach  Bl 

Brite  White  Liquid  Detergent  Booster  Bl 

Brite  White  Sour  Soft  B2 

Cream  Hand  Soap  El 

Cream  Hand  Soap  Medicated  El 

Formula  40/80  Al 

Kleenocide  Dl 

Nox-Soil    A4 

Orange  Stuff   CI 

Tuff  Grease  H2 

USCO  Acid  Foaming  Cleaner    C2 

USCO  Air  Freshener  Baby  Powder  Fra- 
grance     CI 

USCO  Air  Freshener  Bayberry  Fra- 
grance     CI 

USCO  Air  Sanitizer  Mint  Fragrance   ..  CI 

USCO  All  Purpose  Cleaner   CI 


USCO  Cream  Hand  Soap  El 

USCO  De  Aqua  Lube  H2 

USCO  Disinfectant  Deodorant  CI 

USCO  Disinfectant  Spray  CI 

USCO  Dry  Air  Deodorizer  Apple  Fra- 
grance       CI 

USCO  Dry  Air  Deodorizer  Talc  Fra- 
grance       CI 

USCO  Glass  Cleaner CI 

USCO  Hospital  Germicidal  Disinfectant  CI 

USCO  Insecticide   F2 

USCO  Kreem  Kleen  Kleanser   A6 

USCO  Liqua-Zymes  Liquid  Life  Forms  CI 

USCO  Liquid  Drain  Opener  LI 

USCO  Liquid  Lustre  A7 

USCO  Lusco  Hand  Dishwashing  Liquid  A 1 

USCO  Mark  Rid  CI 

USCO  Porco  Glo  C2 

USCO  Porco  Kleen  Toilet  Bowl  Cleaner  C2 

USCO  Roach  &  Ant  Killer F2 

USCO  Solv  Degreaser    K2 

USCO  Spray  N  Wipe  Foam  Disnfct. 

Clnr C2 

USCO  Spray&Wipe  All  Purpose 

Germcdl  Clnr   CI 

USCO  Stainless  Steel  Cleaner   A7 

USCO  Super  Bowl  Toilet  Bowl  Cleaner  C2 

United  States  Chemical  Corp. 

Dynamic-101   A4 

United  States  Chemical  Corp. 

E.Z.  Klean  Degreaser   A4 

United  States  Chemical  Corp. 

Likkety  Split   A4 

United  States  Chemical  Corp. 

Rustgonna  No.  11A  G6 

Rustgonna  No.  600-5    G7 

United  States  Rust  Control  Corp. 

Safety  Grease HI 

United  Worth  Hydrochem 
Corporation 

B- 1606  Boiler  Treatment    G7 

B- 1608  Boiler  Treatment    G7 

B-1609  Boiler  Treatment    G7 

B-1612  Steam  Line  Treatment  G6 

B- 161 5  Steam  Line  Treatment  G6 

B-1616  Steam  Line  Treatment  G6 

B-1680  Transport  Out  G7 

B-800  Boiler  Treatment   G6 

B-804  (Liquid)  Boiler  Treatment  G6 

B-805  Boiler  Treatment    G6 

B-806  Boiler  Treatment   G7 

B-808  G6 

B-809  Boiler  Treatment    G7 

B-812  G6 

B-8 13  Boiler  Treatment   G6 

B-8 14  Steam  Line  Treatment   G6 

B-815  Steam  Line  Treatment  G6 

B-8 16  Steam  Line  Treatment  G6 

B-861  Boiler  Antifoam  G7 

B-880  Transport  Out  G7 

S-522  Closed  System  Cleaner    PI 

S-544  Closed  System  Treatment    G7 

United-Erie,  Inc. 

Neverstick  Beerlube    HI 
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I'nitex 

Ultra  Lube  HI 

Ultra  Lube  H  HI 

Wonder  Lube HI 

Wonder  Lube  H HI 

Unitor  Ship  Service,  Inc. 

Enviro-Rinse   D2 

Enviro-Wash    Al 

Unival/ 
Chemical  Division 

Du-Ol  The  Liquid  Tool H2 

DU-01  Penetrating  Liquid  Tool   PI 

Natural  Citrus  Solvent  Cleaner  &  Dgrsr  CI 

Universal  of  St.  Louis,  Inc. 

Clear  Magic  Non  Flammable  Micronic    CI 

DontBugMe   F2 

Nut  Buster  U-108  Non  Flam.  Pentrtng 

Oil  H2 

U-101  Big  Red  Red  Spray  Grease  HI 

U-107  Safety  Solvent   K2 

U-112  Sanitary  Lube  Food  Equip. 

Lubrcnt  HI 

U-114  Klear  Glass  Cleaner CI 

U-117  Stainless  Steel  Metal  Polish    ....    A7 

U-120  Crawl  Kill    F2 

U-139  White  Lithium  Grease  H2 

U-140  Belt  Dressing  PI 

U-146  Ammoniated  Oven  Cleaner  A8 

U-147  Seal  It  PI 

U-200  Upright  Anti-Slip  Jl 

U-216  Chlorinated  Tank  &  Pipe  Line 

Clnr  Al 

U-217  Food  Equipment  Cleaner Al 

U-240  No  Seize H2 

U-55  Super  Bacterial  Enzymes L2 

U-59  Soft  N  Kleen  E4 

U-666  Citrus  Clean  CI 

U-77  Knock-Out  Liquid  Drain  Pipe 

Opener LI 

U-950  R.T.U.  Cleaner-Disinfectant  ....  A4 
U106  Silicone  Spray  HI 

Universal  Adhesives,  Inc. 

Butyl  Caulk  Almond  PI 

Butyl  Caulk  Blue    PI 

Butyl  Caulk  Bronze PI 

Butyl  Caulk  Gray    PI 

Butyl  Caulk  Lime  PI 

Butyl  Caulk  White    PI 

Universal  (hem  Corp. 

Insecticide  (w/Residual  Insect  Control)     F2 

Universal  Chemical  Corp. 

All-Purpose  Cleaner  (Butyl)  A4 

Aluminum  Brightner  Concentrate A3 

Arctic  Clean A5 

Asphalt  and  Tar  Remover  Kl 

Concrete  Floor  Cleaner  CI 

Emulsifiable  Degreaser  Kl 

Enzymes  for  Sewage  Systems    L2 

Foam  Kleen  Al 

Germicidal  Cleaner  CI 

Heavy  Duty  Miracle  Kleen  A2 

Heavy  Duty  Steam  Cleaning  Compound  A2 
Hvy  Duty  Alk.  Clnr  &  Safe  Dgrsr. 

Conctrt    A4 

Ice  &  Snow  Melt CI 

Miracle  Kleen    Al 

Miracle  Kleen  with  Deodorizer    CI 

Miracle  Kleen  Plus   A4 


Odor  Control  Granules   CI 

Packing  House  Cleaner  Al 

Purge  Sewer-Treatment  LI 

Safety  Solvent  Kl 

Synthetic  Cleaner    A4 

Universal  Chemical  Corporation 

Grease  Trap  Plus  L2 

Uni-Solv    Kl 

Universal  Chemicals  &  Supplies, 
Inc. 

Acid  Cleaner  A3 

Acid  Powder  Compound  A3 

All-Purpose  Powder    Al 

Atomic  235   Al 

APL-100  Cleaner Al 

B-112  G6 

B-34H    G7 

Cas-AA  Trolly  Lube  H2 

Chain  Lube  A    H2 

Concrete  Cleaner  A4 

CCC-5    Al 

CIP  Liquid  Cleaner  C Al 

CIP  Liquid  Cleaner  C.F Al 

CIP  Powder  C  Al 

CIP  Powder  HD    A2 

Deep  Fat  Fryer  Cleaner A2 

Destainer   Bl 

Disfect  202    D2 

Disfect-I  D2.E3.G5 

Disfect-Super-10   CI 

Disfect-SS-12 CI 

Drain  Line  33    LI 

Egg  Wash  P Q2 

ECC^l    PI 

General  Purpose  Cleaner-301   Al 

General  Purpose  NP  Al 

Heavy  Duty  Liquid  Al 

Heavy  Duty  Powder   A2 

Hi-Foam  Concentrate  Powder Al 

High  Foam  Concentrate    Al 

HT  Stripper  Powder   A2 

HT-3000 A2 

Laundry  Bleach  A  Bl 

Laundry  Bleach  B  Bl 

LC-125  Al 

Machine  Dish  Liquid    A2 

Odor  Neutralizer  CI 

Pink  Power    Al 

Safety  Solvent  A  K2 

Scale-Off  PI 

Shrowd  Cleaner  Bl 

T&T1000  Al 

Transport  Wash  Al 

Trolly  Lube  AA  HI 

Trolly  Wash  A2 

TK  115  CIP  A2 

TK  135  LF Al 

TK-10 Al 

TK-100 A3 

TK-105 Al 

TK-110 A3 

TK-140 Al 

TK-150 A4 

TK-160 A2 

TK-20 Al 

TK-25 Al 

TK-30 Al 

TK-30A   Al 

TK-40 Al 

TK-45 Al 

TK-5 A2 

TK-50 Al 

TK-50A   A2 

TK-55 Al 

TK-60 Al 

TK-70 Al 

TK-75 Al 


TK-80 A3 

TK-85 A2 

TK-95 A2 

WT-16  G7 

WT-32  G7 

WT-38  G7 

WT-38  F   G6 

WT-7E  G6 

Universal  Companies,  Inc. 

HiTemp  Food  Machinery  Grease  HI 

Universal  Cooperatives,  Inc. 
Universal  Cooperatives,  Inc. 

Bulk  Milk  Tank  Cleaner Al 

Chlor-O-San D2 

Dairy-Kleen  Al 

Iodo-Kleen  D2 

Line-Clean  1    Al 

Steribalm   Dl 

Universal  Egg  Wash  Detergent    Ql 

Universal  Gen.  Purp.  Clning  Cone Al 

Universal  Hvy  Dty  Clng  Conctrte  2  ....  Al 

Universal  Super  Kleen    Al 

White  Oil  B  HI 

Universal  Foods  Corp. 

Acid  Cleaner  #1     A3 

Acid  Concentrate  75  A3 

Chlominated  All-Purpose  Cleaner   Al 

Dairy  Pipe  Line  Cleaner  Al 

Dairyman's  Acid  Cleaner    A3 

Separator  Cleaner  3-M2   Al 

UF  Chelated  Caustic  A2 

UF  Chlorinated  Cleaner    Al 

UF  High  Foam  L-40  Al 

UF  Liquid  Alkali  #4  A2 

UF  Machine  Dishwashing  Compound  Al 

UF  Soft  Soap^+0  Al 

Universal  Laboratories/ 

Div.  of  Hanson-Loran  Chemical  Co. 

Inc. 

Heavy  Duty  CI.  &  Disinf.  Cat.  No. 

UL-530  A4 

Quaternary  Germicidal  Cleaner  UL-709  A4 

UL  707  Sanitizer D2 

UL-404  Dynamite  Water-Base  De- 
greaser    A4 

UL-539  Kleen  Dish  Liquid  Dishwash- 

ingClnr    Al 

Universal  Manufacturing  &  Supply 
Company 

HD-10    Al 

Lucky-7  Liquid  Steam  Cleaning  Com- 
pound      Al 

Miracle  Cleaner  A4.A8 

Miracle  Cleaner  +40  A4.A8 

Softouch  El 

Super  Steam  Cleaning  Compound  Al 

Universal  Method,  Inc. 

Golden  Quat  800  Al 

Universal  Motor  Oils  Co.,  Inc. 

Dyna-Plex  21C  Calzon  H2 

Dyna-Plex  21C  Dynamo  A4 

Universal  Sanitation  Incorporated 

Assault  Al 

Atomic  Action  A4 
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BigO  Al 

Blitz  Al 

Blue  Flame  Sewer  Solvent  LI 

Chlophos   A2 

Chlor-Wash   Al 

Combat    A2 

Command    Al 

ConClean  CI 

D-Solv   Al 

De  Aqua  Lube  H2 

Deep  Freeze  A5 

Defense    Al 

Defense    Al 

Dermagene  El 

Extra  Clout    A2 

Food  Lube  HI 

Green  Elf  Al 

Green  Giant  CI 

Laundry  Bleach  Bl 

Mediclean    E4 

Mighty  Foam  Al 

Nutra  Klecn  Al 

Prolong    D2 

Protec  A1.H2 

Sani-Tote  Al 

Sani-Wash   E2 

Scale  Away  A3 

Smoke  House A2 

Sno-Flo    Bl 

Sparkle  A3 

Super  Power    A2 

Swipe  A2 

Uni-Bryte  A3 

Uni-Foam  Al 

Uni-Foam  Plus    Al 

Uni-Jell    Al 

Uni-Solv    A4 

Unichlor  B1X>2,Q4 

Unidine  Disinfectant  D2 

Unilube    A1J42 

Unisept E2 

US-25  Al 

US-90  A2 

Universal  Specialty  Products,  Inc. 

Kreme-Klean  Hand  Cleaner  E4 

Puma-Scrub  Hand  Cleaner  E4 

USPI-A080    C2 

USPI-A120    CI 

Universal  Technology  of  America, 
Inc. 

•88'  A4 

"Neu-Blue"    CI 

Balance    CI 

Blue  Bomber  C2 

Citra  Clear  CI 

Citrus  Bouquet  Balance    CI 

Class  Mate  CI 

CDC  Al 

Econo  Bowl  C2 

Grease  Release    Al 

Grease  Release-NF   Al 

HD-I  A4.A8 

HD-ill    A4 

JJ-244 C2 

Lemonall   CI 

LOCO    A4.A8 

Orange  Balance  CI 

Power  Full  A4.A8 

RK-200    C2 

RK-301    A4 

RK-303    CI 

RK^OO    CI 

RK^Ol    C2 

RK^02    A4 

RK-403    CI 

Sassy  Solv  Degreaser   A4.A8 

Soil  Solv    Al 

Solvs  Alot   A4.A8 


Super  Red  Solv  Degreaser   Al 

Swish  LI 

Thrift  Brightener  &  Destainer    Bl 

Thrift  Laundry  Break    Bl 

Thrift  Laundry  Detergent    Bl 

Thrift  Softener  Bl 

Thrift  Softener/Neutralizer   B2 

Thrift  Sour  Bl 

Vio  Solv  Degreaser  A4 

Wonder  Kleen   Al 

Universal,  Inc. 

Whole-Side    A4 

Uniwater  International  Inc. 

B-34H  Boiler  Treatment  G7 

B-9  Boiler  Treatment    G6 

S-4CD  Steamline  Return  Treatment  ....  G6 

Uniweld  Products,  Inc. 

Cool  Blue  Heat  Sink  Paste  PI 

UniChem  Mfg.,  Inc. 

Heavy  Duty  "Butyl"  Cleaner-Degreaser  A4 

Unlimited  Specialties,  Inc. 

Pure  Power    Al 

Scrub  All   Al 

The  General  Al 

Unocal 

FM  Grease  1    HI 

FM  Grease  2  HI 

Guardol  Motor  Oil  SAE  10W    H2 

Guardol  Motor  Oil  SAE  20    H2 

Guardol  Motor  Oil  SAE  30    H2 

Guardol  Motor  Oil  SAE  40    H2 

MP  Gear  Lube  LS  85W/140 H2 

Refrigeration  Oil  68    H2 

Thermally  Stable  MP  Gr  Lub  LS 

SAE85W-140  H2 

Thermally  Stable  MP  Gr  Lube  LS 

SAE80W-90   H2 

Union  A  Grease  2  H2 

Union  Extra  Duty  NL  Gear  Lube  2EP  H2 

Union  Extra  Duty  NL  Gear  Lube  4EP  H2 

Union  Extra  Duty  NL  Gear  Lube  5EP  H2 

Union  Extra  Duty  NL  Gear  Lube  6EP  H2 

Union  Extra  Duty  NL  Gear  Lube  7EP  H2 

Union  Extra  Duty  NL  Gear  Lube  8  EP  H2 

Union  Hydraulic/Tractor  Fluid  H2 

Union  Klondyke  ISO  VG  22   H2 

Union  Klondyke  ISO  VG  46   H2 

Union  Klondyke  ISO  VG  68    H2 

Union  Marok  ISO  VG  150  H2 

Union  Marok  ISO  VG  220  H2 

Union  Marok  ISO  VG  68  H2 

Union  Mineral  Gear  Lube  SAE  90    ....  H2 

Union  Soluble  Oil  10   PI 

Union  Steaval  A    H2 

Union  Turbine  Oil  ISO  VG  100 H2 

Union  Turbine  Oil  ISO  VG  150 H2 

Union  Turbine  Oil  ISO  VG  22 H2 

Union  Turbine  Oil  ISO  VG  220 H2 

Union  Turbine  Oil  ISO  VG  32 H2 

Union  Turbine  Oil  ISO  VG  46 H2 

Union  Turbine  Oil  ISO  VG  460 H2 

Union  Turbine  Oil  ISO  VG  68 H2 

Union  Turmaco  ISO  VG  100  H2 

Union  Turmaco  ISO  VG  22  H2 

Union  Turmaco  ISO  VG  32  H2 

Union  Turmaco  ISO  VG  46  H2 

Union  Turmaco  ISO  VG  68  H2 

Union  Unax  AW  ISO  VG  100  H2 

Union  Unax  AW  ISO  VG  150  H2 


Union  Unax  AW  ISO  VG  220  H2 

Union  Unax  AW  ISO  VG  32  H2 

Union  Unax  AW  ISO  VG  320  H2 

Union  Unax  AW  ISO  VG  46  H2 

Union  Unax  AW  ISO  VG  68  H2 

Union  Unax  RX  ISO  VG  100    H2 

Union  Unax  RX  ISO  VG  150    H2 

Union  Unax  RX  ISO  VG  22    H2 

Union  Unax  RX  ISO  VG  220    H2 

Union  Unax  RX  ISO  VG  32    H2 

Union  Unax  RX  ISO  VG  46    H2 

Union  Unax  RX  ISO  VG  68    H2 

Union  Unoba  F-l  Grease    H2 

Union  Unoba  F-2  Grease   H2 

Union  Worm  Gear  Lube  140   H2 

Union  Worm  Gear  Lube  250   H2 

Union  Worm  Gear  Lube  90   H2 

Unoba  EP-3  Grease H2 

Unocal  Multiplex  EP  2  Grease H2 

Unocal  Unoba  EP-1  Grease   H2 

Unocal  Unoba  EP-2  Grease   H2 

Unocal  White  Oil  100  ISO  22  HI 

White  Mineral  Oil  35USP   HI 

White  Oil  200  ISO  46 HI 

White  Oil  400  ISO  85  HI 

Upper  Midwest  Sales  Co. 

Brite-Work  C2 

Glisten   C2 

Solvent  Spotter    K2 

Total  Care  Breakdown  Hvy  Dty  Clnr 

Dgrsr  Al 

Upright,  Inc. 

WYK  Safety  Sorbent    Jl 

Upjohn  Company,  The 

Botran  75W  PI 

Urban  Sanitary  Supply 

Foaming  Disinfectant  Cleaner    C2 

Utility  Chemical  Company 

Absorbent  Deodorizer  Granules  CI 

Dairy-Kleen  Heavy  Duty  Cleaner    A4 

Fostan    G6 

Heftee  Disinfectant  Bowl  Cleaner   C2 

Keltan  Special   G7 

Klick  20%  Hand  Soap    EI 

Liquid  H.D.  Steam  Cleaner    Al 

OBoy!  Waterless  Hand  Cleaner E4 

PolyscourC-105    Al 

Polyscour  M-O-G   A4 

Sani-San  D2 

Sewer-Solv LI 

Special  Quadrasoap  Bl 

Swish  A4 

Utidyne    D2 

Utikleen  D-0  CI 

Utiklecn  77    A4 

Utility  Chemicals,  Inc. 

Boil  Out  Al 

BWT-10  G6 

BWT-10L G6 

BWT-100  G6 

BWT-101-AF G6 

BWT-110  G6 

BWT-111  G6 

BWT-112  G6 

BWT-180  G6 

BWT-181  G6 

BWT-270 G6 

BWT-270-S  G6 

BWT-271  G6 
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BWT-272  G6 

BWT-273  G6 

BWT-274  G6 

BWT-275  G6 

BWT-337-LM  G7 

BWT-360  G6 

BWT-361  G6 

BWT-440  G6 

BWT-537  G7 

CWT  108  G7 

CWT  526  G7 

CWT-100  G7 

CWT-101  G7 

CWT-101-AF G7 

CWT-169  G7 

CWT-25  G7 

CWT- 300  G7 

CWT- 323  G7 

CWT-521  G7 

CWT-523  G7 

CWT-524  G7 

CWT-525  G7 

CWT-527  G7 

CWT-537  G7 

Neutrox    G6 

PWT  67  G2.G6 

PWT-67  L  G6 

RLT-ODA   G6 

RLT-10    G6 

RLT-15    G6 

RLT-20    G6 

RLT-35    G6 

RLT-40    G6 

U-Cide  BG G5.G7 

U-Cide  BT  G5.G7 

U-Cide401    G7 

U-Cide  508    G7 

U-Cide  509   G7 

U-Cide  524   G7 

UA-100    G7 

V  A  Sanitary  Supply  Co.,  Inc. 

Tyson  Tuff  R-T-U  Cleaner  Degreaser  Al 

V  C  I,  Inc. 

VCI-11B    G6 

VCI-53C    G7 

VIPCO 

Excel  Cleaner/Degreaser  Al 

VIP  Laboratories,  Inc. 

Punish  Prooff  Sanitary  Lubricant  HI 

Punish  Prooff  Silicone  Spray   HI 

V  I  P  Products 

Champion  Butyl  Cleaner A4.A8 

Egg  Wash    Ql 

Super  Slym-Trol  N  CI 

V  J  A  X  X  Company 

Super  Clean  Stainless  CI 

Super  Clean  Stainless  Steel  Cleaner  ....  A7 

V  P  C  Company,  The 

Select  CD D2 

Val-Chem  Company,  Inc. 

Bi-Far Bl 

Bi-Far  Phosphate  Free Bl 

Code  156  Chlor  Check  Bl 

Code  157  Chlor  Check  Plus  Bl 


Code  265  Industrial  Laundry  Cleaner  Bl 

Code  267  Institutional  Laundry  Formula  Bl 

Heavy  Duty  Cleaner  Bl 

Liquid  Sour  Bl 

One  Shot   Bl 

San-O-Val    CI 

Silver  Jet  Car  Wash    Al 

So-Soft  Bl 

Softex  B2 

Stain  Remover  B2 

Stain  Remover  3000   B2 

Suds-Up  Bl 

Suds-Up  3000   Bl 

Val-Chlor  Bleach  D1J31 

Val-Soft  Bl 

Val-SpecK-10  A2 

Valdol  1201  B2 

Valkali  Bl 

Valco  Products,  Inc. 

Clean  Out L2 

Foam  All   C2 

Window  Shine  CI 

Valdes,  G.  Enterprises,  Inc. 

El  Toro  Super  All  Purpose  Cleaner  ....    Al 

El  Toro  Tempered  Drain  Opener  LI 

1010  Cleaner/Degreaser   Al 

Valdosta  Industrial  Chemical  Co. 

Blue  Magic  Cleaner    Al 

VICCO  Odor  Control   L2 

Valent  U.S.A.  Corporation 

Orthene  PCO  Formula  H    F2 

Valley  &  Universal  Supply,  Inc. 

Acid  Free  Ice  Melter  CI 

Air  Deodorizer  (Aerosol)   CI 

Ammoniated  Heavy  Duty  Stnpper  A4 

Ammoniated  Heavy  Duty  Stnpper  A4 

Astronaut  Dl   Kl 

Boiler  Feedwater  Treatment  G7 

Break-Thru  Powder  LI 

Ceox  A3 

Chain  &  Cable  Lubricant  H2 

Chewing  Gum  &  Tar  Remover  (Aer- 
osol)        CI 

Cold  And  Clean A5 

Emulsion  Degreaser    Kl 

Enzymes L2 

Foamacid  CI 

Glass  Cleaner  (Aerosol)    CI 

Grill  &  Oven  Cleaner  A8 

Guardian    K2 

Guardian  (Bulk) K2 

Lift  Station  Cleaner LI 

Liqui-Drain  Opener  LI 

Liquid  Hand  Soap  El 

Liquid  Hand  Soap  El 

Liquid  Scouring  Cream  CI 

Marvel   A4 

Natumate  L2 

Neutral  pH  Cleaner  Al 

Non-Aerosol  Air  Deodorizer    CI 

Non-Aerosol  Barrier  Seal   CI 

Non-Aerosol  Chewing  Gum  &  Tar  Re- 
mover        CI 

Non-Aerosol  Glass  Cleaner    CI 

Non-Aerosol  Plexiglass  Cleaner  CI 

Non-Aerosol  Safety  Solvent  K2 

Non-Aerosol  Silicone  Spray  H2 

Non-Aerosol  Vandalism  Mark  &  Stain 

Rmvr  CI 

Odor  Control  Granules   CI 

Oven  Cleaner A8 


Paint  Stripper  C3 

Quick  Drane    LI 

Release H2 

Safety  Solvent  (Aerosol)  K2 

Silicone  Spray  (Aerosol)  HI 

Stainless  Steel  &  Metal  Polish  (Aerosol)  A7 
Stainless  Steel  &  Metal  Polish  (Bulk)      A7 

Stainless  Steel  and  Wood  Polish    A7 

Super  Butyl  Cleaner   A4 

Super  Safety  Solvent  Non-Combustible   Kl 

Tile  Klenz   C2 

Touch  of  Mink    E4 

Unibol    C2 

Vandalism  Mark  and  Stain  Rmvr  (Aer- 
osol)        CI 

Waterless  Hand  Cleaner  E4 

Valley  Chemical  Distributors 

VC-103  Insect  Spray  Fl 

VCD  Ovec  A8 

VCD  Pine  Odor  Disinfectant  Cleaner       CI 

VCD  Spray  Silicone  Release    HI 

VCD  SSC  Stainless  Steel  Metal  Polish    A7 

Valley  Chemical  Specialties  Inc. 

AMR    A3 

Cleaner  100  A2 

Cleaner  200  Al 

Cleaner  210   Al 

Cleaner  240  A2 

Cleaner  300  Al 

Cleaner  310  Al 

Cleaner  320  Al 

Cleaner  400  A2 

Cleaner  800  Al 

Cleaner  900  A2 

CL-54 H2 

Defoamer  A  Al 

Foam  Clean  Al 

KC   A2 

Liquid  Steam  Cleaner  A4 

PA    A3 

Val-Add  Al 

Valchlor  Al 

Valley  Fruit  &  Produce,  Inc. 

Val-Pro  APC  All  Purpose  Cleaner  Al 

Val-Pro  Clear  and  Alive  L2 

Val-Pro  Deep  Drain  Concentrate   LI 

Val-Pro  Neutral  Cleaner  A4 

Val-Pro  Super  Cleaner   Al 

Val-Pro  Super  Cleaner  II    Al 

Val-Pro  Versa-Clean  Al 

Valley  Industrial  Products,  Inc. 

Brake  Cleaner   PI 

Clean  White  Grease    H2 

Foamy  Chain  and  Cable  Lube   H2 

Gasket  Stripper  PI 

Heavy  Duty  Glass  Cleaner  CI 

High  Tech  Electronic  Cleaner    K2 

Hvy  Dty  Waterless  Hd  Clnr  Ltn 

VIP95425   E4 

Hvy  Dty  Waterless  Paste  Hd  Clnr 

VIP91486    E4 

Red  Grease    H2 

Sure  Skin  Cleanser   El 

VIP  Battery  Cleaner  And  Protector  PI 

VTP  Belt  Dressing  PI 

VIP  Dri-Film  Graphite  Lubricant  H2 

VIP  Four  Way  Action  H2 

VIP  Instant  Foamer  CI 

VIP  Kill's  It  Fl 

VIP  Penetrating  Oil  H2 

VIP  Silicone  Lubricant  Multi-Purp 

Spray  HI 
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Valley  Industrial  Supply 

Smoke  House  Cleaner A2 

Valley  Janitor  Supply  Co. 

Big  Blue  Extra  Heavy  Duty  Clean- 

er-Dgrsr A4.A8 

VJS  Heavy  Duty  Cleaner  Degreaser   ..    A4 

Valley  Maintenance  Supply,  Inc. 

NB-350    Al 

Valley  Research,  Inc. 

SVR-300   L2 

Valley  Solvents  &  Chemicals 

White  Oil  70  NF  Carnation  Repackaged  HI 

Valley-Curtis  Associates,  Inc. 

Acidet  2  A3 

Al  Clean  F  Al 

Chlorclean   Al 

Crystaleen    Al 

Foamsit    Al 

Glokleen  Super  140 A2 

Hot  Stuff   Al 

KBO    A2 

Manpan    Al 

ManPan  CL  Al 

Mebec  100  A2 

Mebec  130  A2 

Mebec  140  A2 

Mebec  150  A2 

Mebec  200  Al 

Mebec  260  Al 

Mebec  300  A3 

Mebec  350  Al 

Mebec  400  Al 

PanGuard  Al 

PanGuard  L  Al 

Valone,  A.  M.  Supply  Corp. 

Activ  Vm    Al 

Valspar  Corporation,  The 

Thinner  7-T-38    PI 

Thinner  7-T- 39    PI 

Thinner  7-T-41    PI 

Thinner  7-T-60    PI 

Thinner  7-T-61    PI 

Value  Industrial  Products,  Co. 

All-N-One   H2 

Free-EZ   H2 

Naturally  Clean  CI 

Slick  HI 

Slip-N-Slide  HI 

Ultra-Pure    K2 

Versatile  Orange   CI 

Value  Line  Laboratories 

Formula  No  126    Al 

Heavy  Duty  Pumice  Hand  Cleaner    E4 

Water-Based  Residual  Insecticide    F2 

Waterless  Hand  Cleaner  E4 

Value  Products,  Inc. 

Activated  Liquid  Detergent A4 

Hi-Fat  Powdered  Laundry  Detergent  ..    Bl 
Iodophor  Disinfectant  D2 


Pride-Bright  Bl 

Wiz Al 

Valvoline  Oil  Company/ 
Div.  of  Ashland  Oil,  Inc. 

All  Climate  HD  Motor  Oil  SAE  10W- 

20W^»0  H2 

Anti-Wear  Hydraulic  Oil  No.  20   H2 

Automatic  Trans.  Fluid  Type  D  Dexron 

B   H2 

Automatic  Transmission  Fluid  Type  FA  H2 
Hydro-Lube  SAE  80W-85W-90  Gear 

Oil  H2 

HD  Super  HPO  Motor  Oil  SAE  20W  H2 

HD  Super  HPO  Motor  Oil  SAE  30  ....  H2 

Non-Detergent  Motor  Oil  SAE  20W  ..  H2 

Non-Detergent  Motor  Oil  SAE  30  H2 

Super  HPO  Motor  Oil  SAE  10 H2 

Unitrac  Fluid  H2 

X-18  Multi-Purp.GearOil 

SAE80W-85W-90 H2 

X-18  MD  Multi-Purp.  Gear  Oil  SAE 

85W-140  H2 

Van  Tone  Co.,  Inc.,  The 

Acid  Cleaner  VT-1 10  A3 

APC-Plus  A I 

Liquid  Circlor    Al 

Vanco-Clean    Al 

Van  Waters  &  Rogers 

(VW&R)  Pyrethrin-1  (1-5)  Fl 

(VW&R)  Pyrethrin-1  (5-25)  F2 

(VW&R)  Pyrethrin-2  (3-6-10)   Fl 

(VWR)  Dursban  IE F2 

(VWR)  Dursban  2E F2 

(VWR)  Dursban  4E F2 

Baygon  1.5E   F2 

Baygon  1.5EC  F2 

Dry  Chlorine  Granular   Dl 

Dry  Chlorine  Tablets Dl 

FD-3  Al 

Grid-10  Dairy  Cleaner-Sanitizer D2 

Grid-100 A3 

Grid-30 Al 

Guardsman  Boiler  Treat.Chemical  G6 

Ice  Bite    CI 

Namco  Diazinon  4E   F2 

Namco  Diazinon  4S    F2 

Namco  Methyl  Bromide  F4 

Namco  Pyrcnone  Concentrate Fl 

Namco  Pyrenone  Fog  Concentrate  Fl 

Namco  Pyrenone  Food  Storage  Spray  ..  Fl 

Namco  Synthroid  Insect  Fogger  Fl 

Van  Wet  629  Wash  A2 

Vanguard  Calcium  Hypo- 
chlorite Granules    D2,G4,G5,G7,Q4 

Vanguard  Calcium  Hypo- 
chlorite Tablets  D2,G4,G5,G7,Q4 

VW  ".  R  Mineral  Oil  NF  9    HI 

VW  &  R  Mineral  Oil  USP  35   HI 

VW  &  R  Mineral  Oil  75  T HI 

VW  &  R  Mineral  Oil  85  T HI 

VW  &  R  Mineral  Oil  95  T HI 

VW&R  Detergent  40    Al 

VW&R  Pyrethrin-1  (0.5-5)  Fl 

VW&R  Talon-G  Rodenticide  Mini-Pel- 
lets    F3 

VW&R  Talon-G  Rodenticide  Pellets  ....  F3 
VW&R  Talon-G  Rodnt  Bait  Pack 

(Mini-Pelt)    F3 

VW&R  Talon-G  Rodntcd  Bait  Pack 

(Pellets)  F3 

VW&R  WeatherBlok  Bait   F3 

VW&R  9N9 Al 

VWR  Purge  Baygon  Crack&Crevice 

Proflnsct   F2 

VWR  Purge  Dursban  Crack&Crevice 


Prolnsct  F2 

Warlasco  Acid  Cleaner  SS201   A3 

Warlasco  Castor-B-Lubricant  HI 

Warlasco  Floor  &  Metal  Cleaner  A2 

Warlasco  Grease  and  Oil  Absorbent  ....  Jl 
Warlasco  Heavy  Duty  Soak  Tank 

Cleaner  A2 

Warlasco  Ice  Remover   CI 

Warlasco  Packers  Oil  4470 HI 

Warlasco  Scale  Remover  (Liquid)  G7 

Warlasco  Sewer  Cleaner  No.  5    LI 

Warlasco  Sure  Foot Jl 

Warlasco  Toilet  Bowl  and  Urinal 

Cleaner   C2 

Water  Treat  7    G2 

White  Mineral  Oil  75T  HI 

Van  Waters  &  Rogers,  Inc. 

See  McKesson  Chemical  Company 

ZZ 

Van  Wood,  Inc. 

All  Purpose  Cleaner   CI 

Vanguard  Chemical  Laboratories 

Apex  All  Purpose  Cleaner    Al 

Clear  Vue  Neutral  Cleaner  CI 

Concentrated  Odor  Suppressant  & 

Deodrzr CI 

Dishwish    Al 

Escents  CI 

Foaming  Meat  Room  Degreaser Al 

Grease  Trap  Cleaner  CI 

Heavy  Duly  Degreaser   A4A8 

Liquid  All  Purpose  Polish    A7 

Metal  Cleaner  &  Polish    C2 

Mop  Strip  Plus    A4 

Opti-Brite CI 

Orange  Grafitti  Remover    CI 

Reliquifier   A4 

Royal  Flush  C2 

Sanitizer/Deodorizer   D2 

Smooth  E4 

Tile  &  Grout  Cleaner   A3 

Unique  A8 

Vanguard  Systems/ 
Div.  Curtis  Noll  Corp. 

BCA-3535   C2 

DGFC^OO  CI 

DHTS-1350  A2 

DLA-1250   A4 

DLA-1375   A8 

DLAF-1275  A4 

DLAX-1150  A4 

DLAX-1280  Al 

DPC-1050    Al 

DWHL-1000   Al 

GC-1500    CI 

GPC-1050   Al 

MCB-2500  A3 

Vanguard,  Inc. 

Re-Fresh  CI 

149  Zippy  Detergent  Al 

1 50  Vanguard  Detergent  Concentrated     Al 

160  Handy  Suds  Detergent  Al 

2930  Coconut  Oil  Hand  Soap  40%    El 

2980  Deep  Luster  Liquid  Handsoap  El 

30  Hot  Vat  Compound  CI 

304  Quick  Kleen  A4 

3130  Non-Chromate  Boiler  Water 

Treatment   G6 

3135  Cooling  Tower  Treatment  G7 

3173  Deodorant  Blocks  4  oz.  Round  ..  C2 
3180  Bowl  Block  4  oz.  w/Plastic  Hanger  C2 
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3194  Wall  Block  24  oz C2 

380  Tackle  Drain  Opener  LI 

505  Blue-Magic  Fleet-Shampoo  A4 

505  Dual  Action   A4 

507  N3.D.  Non-Butyl  Degreaser    Al 

507  Odorless  Steam  Cleaner  Concen- 
trate    Al 

507  Vanguard  Rapid  Clean A4 

514SteamkIean  Al 

521  Big  Blast    Al 

563  Rapid  Clean   A4 

577  Big  Red    Al 

619  Green  Giant   A4 

647  Challenge  Concentrate  Al 

655  Artie  Clean  Locker  &  Cold 

Temp.  Clnr  A1A5 

755  Wildcat  Concrete  Cleaner  CI 

772  Concrete  Cleaner  CI 

804  Deicer  Pellets  CI 

Vantage  Chemical  Corporation 

Anti-Bac  Hand  Cleaner E2 

CLP.  Cleaner  #1765  G5 

Car  &  Truck  Wash  #7430    Al 

Car  &  Truck  Wash  #7630    Al 

CIP  Acid  Circulation  Cleaner  A3 

Descale A3 

Egg  Klene   Ql 

Epic   Bl 

Floor  Cleaner  7120  A4 

Foam  Additive  1675  Al 

Foam  Away  CI 

Fryer  Cleaner Al 

Gold  Hand  Dishwash  Liquid    Al.El 

Green  Heavy  Duty  Cleaner A4 

Heavy  Duty  Alkaline  Drain  Opener LI 

Heavy  Duty  Bottle  Wash    A2 

Heavy  Duty  Chlorinated  Cleaner  A2 

Heavy  Duty  Smoke  House  Cleaner  ....  A2 
Heavy  Duty  Solvent  Degreasing  Cleaner  A4 

Hook,  Trolley,  And  Tree  Cleaner A2 

Liquid  Automatic  Dishwash  Detergent  Al 

Low  Alkaline  General  Purpose  Cleaner  Al 

MACC  Automatic  Dishwash  Detergent  Al 

MACC  Grill  Cleaner  A8 

Pan  And  Mold  Cleaner  A2 

Peerless  Liquid   Bl 

Pink  All  Surface  Cleaner   CI 

Rapid  Cleen  2000  A3 

Refine Bl 

Saponicate   Bl 

Scale  Off  A3 

Soft  Metal  Cleaner    Al 

Super  Cleen  1500   Al 

Super  Cleen  1630   Al 

Synthetic  Chain  Lube   H2 

ThoroClene    El 

Vantage  Laboratories 

All  Purpose  Foaming  Cleaner A8 

Arctic  Clean A5 

Liquid  Alive  Bacteria   L2 

Power  Foam CI 

Vaportek,  Inc. 

Bio-C  CI 

Environmental  Odor  Control  Cartridge  CI 

Odo-Raser   CI 

Odor-Raser CI 

Var-Tec  Florgard  Corp. 

Freezer  &  Locker  Cleaner  #566  A5 

Germicidal  Cleaner  #901    A4 

Planisol  M  Al 

Tec-Kleen    A4 


Varco  Chemical  Corporation 

Freezer  &  Locker  Cleaner  #766  A5 

Germicidal  Cleaner  #547    A4 

Insta-Foam  Al 

Jet-Kleen-100 Al 

Varco  #32  Compound  CI 

Varied  Product  Lines 

Deep  Kleen   A2 

Power  Foam  Cleaner Al 

Power  Plus  Al 

Power  Plus  Foam    Al 

Smokehouse  Cleaner  Al 

Steam  Cleaner  Caustic    Al 

Steam  Cleaner  Non-Caustic   Al 

Steam-Klor Al 

Super  White  Lithium  Grease  No.  2   ....  H2 

Ultra-Kleen   Al 

Varley  &  Sons,  Incorporated 
See:  James  Varley  &  Sons,  Inc. 

ZZ 

Varn  Aegis,  Inc. 

Marley  Skin  Guard   E4 

Vasco  Brands  Inc. 

Vasco  Insta-Kleen   Al 

Vasco  Chemical  Company,  Inc. 

Clecon  Concrete  Cleaner    CI 

Dynamic K2 

Glo-N-Go  Kl 

Multi-Purpose  Concentrate  Fl 

Pure-N-Sweet CI 

Swirlaway    A4 

Vasco-Zyme L2 

Vasco  Industrial  Supply 

Vasco  Action  Foam  Al 

Veckridge  Chemical  Company 

Nu-Dri   Jl 

Vector  Chemicals 

Surgi-Klean  Al 

Vector  Laboratories 

Tornado   Al 

Vector  Laboratories,  Inc. 

Bio-Grease  Buster  L2 

Bionic  2000  Al 

Vector  700  Al 

VecTec,  Inc. 

Scythe    F2 

Vedco,  Inc. 

D-128  Al 

Velsicol  Chemical  Corp. 

Gold  Crest  Synerol  Insecticide  Fl 

Gold  Crest  Tribute  Termitcd./Insect 

Cone   F2 

Gold  Crest  Vectnn  0.5%  Insecticide   ....  Fl 


Gold  Crest  Vectrin  3%  Insecticide Fl 

Gold  Crest  Vengeance  Rdntcd  Sml  Bait 

Pks F3 

Gold  Crest  Vengeance  Rod.  Bait  Packs    F3 
Gold  Crest  Vengeance  Rod.  Bait  Pellets  F3 

Promar  Meal    F3 

Ramik  Red F3 

Vendo  Co.,  The 

Vending  Machine  Cleaner    C2 

Ventron  Corporation 

Cumlate  2419    PI 

Venture  VI  Incorporated 

5131  G6 

5241  G6 

5361  Boiler  Water  Treatment  G7 

5522  Boiler  Water  Treatment  G7 

5691  G6 

6411  G6 

6632  G6 

8071  G6 

9271  G3 

VentureTech  Inc. 

Guardian  Sanitizing  Hand  Soap  E2 

Venus  Laboratories,  Inc. 

#1003  Silicone  Spray    HI 

#407  Liquid  Hand  Soap    El 

Acid  Free  Ice  Melter CI 

Acid-Free  Ice  Melter  535   CI 

Air  Deodorizer  (Aerosol)   CI 

All  Purpose  Detergent Al 

All  Purpose  Non-butyl  Orange  Cleaner  CI 
Aluminum&Chrome  Rust  Remover  ....    A3 

Ammoniated  Heavy  Duty  Stnpper  A4 

Boiler  Feedwater  Treatment  G7 

Bowlex  C2 

Break -Thru  Powder  LI 

Chain  &  Cable  Lubricant  (Aerosol)  ....    H2 
Chewing  Gum  &  Tar  Remover  (Aer- 
osol)        CI 

Coil  Brightener   PI 

Concentrated  Super  PTB  Clnr  &  Dgrsr 

283    CI 

Degreaser  and  Motor  Cleaner  (Aerosol)  Kl 

Descaler  &  Delimer    A3 

Emulsion  Degreaser    Kl 

Enzymes L2 

Extra  Strength  Non-Butyl  Cleaner  Al 

Fashion  Bowl  &  Porcelain  Cleaner   ....    C2 

Flying  Insect  Killer  Fl 

Foamacid  CI 

Foamacid  Extra  C2 

Foaming  Germicidal  Detergent D2 

Fogging  Insecticide  F2 

Germicidal  Spray  &  Wipe  Cleaner    ....    CI 

Glass  Cleaner  (Aerosol)   CI 

Glycol  Air  Sanitizer  (Aerosol)  CI 

Grease  Away  (5649)  CI 

Grease  Control CI 

Grill  &  Oven  Cleaner  A8 

Heavy  Duty  All  Purpose  Orange  Cleaner  CI 
Heavy  Duty  Multi  Purpose  Cleaner  ....  A4 
Heavy-Duty  All-Purpose  Cleaner  Cone.  CI 
Heavy-Duty  PTB  Cleaner  and  Degreaser 

273    CI 

Instant  Uni-Grill  Cleaner    A8 

Lemon  Odor  Disinfectant  Cleaner   A4 

Lift  Station  Cleaner LI 

Liqui-Drain  Opener  LI 

Liquid  Hand  Soap  El 

Liquid  Ice  Melter    CI 

Liquid  Residual  Spray  Insecticide    F2 
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Liquid  Scouring  Creme  CI 

Low  Temp  Heavy  Duty  Cleaner    A5 

Mia  Rose  Citri-Glow  #5657  CI 

Mia  Rose  Uni-Fresh  Citrus  #5652  CI 

Mia  Rose  Uni-Fresh  Citrus  #5655  CI 

Mia  Rose  Uni-Fresh  Lime  #5653  CI 

Mia  Rose  Uni-Fresh  Lime  #5656  CI 

Mint  Disinfectant  Cleaner A4 

Mint  Odor  Disinfectant  Cleaner  CI 

Moisture  Barrier  &  Electrical  Lub.  (Aer)  K2 
Moisture  Barrier  &  Electrical  Lubricant  K2 

Natumate  L2 

Neutral  PH  Cleaner  Al 

No.601  Odor  Control  Granules    CI 

Non-Aerosol  Air  Deodorizer    CI 

Non-Aerosol  Barrier  Seal   CI 

Non-Aerosol  Chewing  Gum  &  Tar  Re- 
mover       CI 

Non-Aerosol  Degreaser  and  Motor 

Cleaner   Kl 

Non-Aerosol  Glass  Cleaner    CI 

Non-Aerosol  Moisture  Barrier  & 

Elect.Lub  K2 

Non-Aerosol  Penetrating  Oil    H2 

Non-Aerosol  Plexiglass 

Cleaner&Polisher  CI 

Non-Aerosol  Safety  Solvent  K2 

Non-Aerosol  Silicone  Spray  H2 

Non-Aerosol  Vandalism  Mark  &  Stain 

Rmvr  CI 

Non-Butyl  Water  Base  Degreaser 

Cone A4.A8 

Orange  Deodorant  CI 

Oven  &  Food  Line  Cleaner    Al 

Oven  Cleaner A8 

Penetrating  Oil  (Aerosol)    H2 

Pine  Odor  Disinfectant  Cleaner   CI 

Pots  and  Pans  Cleaner A8 

Powdered  Caustic  Drain  Opener  126  ....  LI 

Residual  Insect  Killer  F2 

Residual  Insecticide  Liquid  Spray   F2 

Safety  Solvent  (Aerosol)  K2 

Safety  Solvent  Cleaner  &  Degreaser  ..    K2 

Sewage  Opener  CI 

Special  Formula  43  CI 

Stainless  Steel  &  Metal  Polish  (Aerosol)  A7 

Stainless  Steel  and  Metal  Polish    A7 

Stainless  Steel  and  Wood  Polish    A7 

Super  Butyl  Cleaner   A4 

Super  Enzymes  Sewer  Drain  &  Trap 

Cleaner  L2 

Super  Foam  Oven  and  Carbon  Cleaner    A8 

Super  Neutral  Cleaner Al 

Super  Non-Butyl  Cleaner  CI 

Super  Uni-Tabs  C2 

Tempered  Drain  Opener  LI 

Tile  Klenz   C2 

Touch  of  Mink    E4 

Uni-Det  All  Purpose  Kitchen  Cleaner      A4 

Unibol    C2 

Unidine  Hand  Soap  E2 

Unifresh  CI 

Vandalism  Mark  &  Stain  Remover 

(Aerosol)  CI 

Venuscide  Insecticide  Concentrate  Fl 

Waterless  Hand  Cleaner  E4 

Waterless  Hand  Cleaner  with  D-Limo- 

nene  E4 

Waterless  Hand  Cleaner  With  Pumice  ..  E4 
Waterless  Hd  Clnr  w/D-Limonene  & 

Pumice    E4 

1-Piece  Unitab  Screens  C2 

1024  Cone.  Cleansing  and  Barrier 

Cream   E4 

5205  Neutral  pH  Cleaner  Al 

569  S.A.C.T.  Solid  Air  Conditioner 

Treat   PI 

6506  Wats  Kl 

8117  Odor  Counteractant   CI 


Veratec 

LD-22WB    Fl 

Odds-On  Residual  Insecticide Fl 

Verax  Chemical  Company 

AcTiv  Concentrated  All  Purpose 

Cleaner   A4.C1 

Blu  Mist  A4 

Chekmate  Dl 

China  Brite    Al 

Maximite  Al 

No.  18  Steam  Cleaner Al 

No.  9  Steam  Cleaner A4 

Radium  Powdered  Borax  Hand  Soap  ..    C2 

Sani-Septic  E2 

Sanishine  Dl 

Spra  Bryte  Al 

Spray  &  Kleen  Cleaner  &  Degreaser  ..    CI 
Spray  Strip  Industrial  Cleaner  &  Dgrsr    A4 

Super  Strip  A4 

Test  Best   D2 

Triple  De  A4 

V-575  Cleaner  Degreaser  A4.A8 

Velva  Coconut  Oil  Liquid  Hand  Soap  ..  El 
Wizard  Al 

Verde  Environmental,  Inc. 

Micro-Blaze  L2 

Vermatek 

Vermatek  #1  AA  L2 

Vermillion  Chemical  Service,  Inc. 

Blue  Glass  Cleaner  CI 

Bonanza  Super  Concentrate   A4A8 

Chef-Ette  Liquid  Detergent Al 

Chef-Kleen  Liquid  Detergent  Al 

Concrete  Cleaner  A4 

Du-Fine    A3 

E-Z-Go  Al 

Lemon  Odor  Disinfectant  CI 

LDC  Bl 

M-Quat D2 

Mint  Odor  Disinfectant  CI 

Piney  Woods-Pine  Odor  Disinfectant  ..  CI 

Scale  Clean   A3 

Sewer  Solvent  LI 

Steam  Kleen  It Al 

Ster-O-Chloro    Al 

Super  Chloro  Al 

VC  5  Concentrate  Al 

Wax  Stripper  CI 

Verne  Maranda  &  Son 

Maranda  Power  Foam  Cleaner  Al 

Maranda  Smokehouse  Cleaner  Al 

Verner  Chemical  Corporation 

Bacteria  Alive  L2 

Vernitron  Medical  Products 

Aquiline  A  Alkaline  Cleaner  4930  Al, 

Aquiline  C  Alkaline  Cleaner  4921  Al 

Aquiline  PF  Alkaline  Cleaner  4935  ....  Al 

Turbo  Power  Acid  Cleaner  4916   A3 

Turbo  PF  Acid  Cleaner  4901   A3 

Turbo  6  Acid  Cleaner  4912   A3 

Verna-Q  4944   D2 

Vernon  Sanitation  Supply  Inc. 

Visco  Liquid  Hand  Soap El 


Visco  15  A4 

Visco  30 A4 

Vero  Chemical  Distributors,  Inc. 

Vero  Chem  Medicated  Handsoap  El 

Verochem  Silicone  Spray  HI 

Verpas  Products,  Inc. 

Liquid  Hand  Soap  E4 

Pink  Lotion  Dishwashing  Detergent  ....    Al 

Vertex  Chemical  Corporation 

Vertex  CSS-10  B1.D2,G4,Q1,Q2,Q4 

Vertex  CSS-12 B1,D2,G4,Q1,Q2,Q4 

Vertex  CSS-5  B1,D2,G4,Q1,Q2,Q4 

Vestal  Laboratories,  Inc. 

Coverage  256 CI 

Double  Barrel    Al 

Environ    A4 

Enviroquat  D2 

Foaming  Insurance    C2 

T.B.Q.  Germicidal  Detergent   A4.C1 

Vesta-Syde  D2 

Vestal  Insurance    CI 

Vestal  S.  Q.  256   CI 

Vestal  S.Q.  128  CI 

Veteran  Supply  Company 

Vet's  Blue  Cream  Detergent  Al 

Vet's  Degreaser  A4 

Vet's  Pink  Foamanol  Al 

Vet's  Scrub  It Al 

VOS  Scrub  Soap  CI 

15%  Vet's  Hand  Soap  El 


Vi-Tech  Systems 

Diamond  S  


Al 


Vicco  Supply  Company 

Orange  Solv  CI 

Victor  L.  Larimer,  PC 

Achieve   Al 

Acidet-D    A3 

Acidet-F  A3 

Acidet-N    A3 

Alkaterg  A2 

All  Hands El 

Alumikleen    Al 

Bac  Hands  El 

Cement  Scrub    A4 

Citrasolv  Plus    CI 

Clean-Off A2 

Cleanoff851    Al 

CIP-Klor    Al 

Drain  Opener  LI 

Emerald  Ice  Al 

Enzym-OffI    Al 

Enzym-Off  II  Al 

EB  Degreaser A4 

Foam  Off  Al 

Foamklor  Al 

FPS-170  HI 

GP-Chlor  Al 

Jet  Clean    Al 

Minus  50  A5 

Oven  Plus    A8 

Polysolve  Al 

Reconditioner Al 

Remover Al 

Rust  Rid  A3 

Rust  Solv  2X  A3 
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Scum-Off  A4 

Steam  Blast   Al 

Steam  Jet  AI 

Super  3-Way  Truck  Cleaner  Al 

Super  7-L  Cone Al 

Ultra  940  Al 

Ultra-Lube  LF  H2 

Ultrachem    A4 

UltradetO    Al 

Vigor   A4 

Xtramax  Al 

2-Way  Foamer Al 

Victor  Supply  Company 

Heavy  Duty  Cleaner  A4 

007  Concentrate A4 

Viking  Chemical  Company 

APC  Al 

Viking  Chemical  Products,  Inc. 

D464  Cleaner Al 

D473  Freezer  Cleaner  A5 

Viking  Chemicals 

Ban-A018 G6 

Ban-A033 G6 

Ban-A315 G6 

Ban-A327 G6 

Ban-A340 G6 

Ban-C025  G6 

Ban-C035  G6 

Ban-D020 G6 

Ban-D030 G6 

Ban-F310  G6 

Ban-1018  G6 

Ban-1024  G6 

Ban-1033  G6 

Ban-1310 G6 

Ban-1315  G6 

Ban-1327  G6 

Ban-1340  G6 

Ban-3015  G6 

Ban-3025  G6 

Ban-3035  G6 

Ban-4010  G6 

Ban-4020  G6 

Ban-4030  G6 

BAN-A024 G6 

BOX-700-D  G6 

BOX-7000-D  G6 

BSC-100    G6 

BSC-150    G6 

BSC-1500    G6 

BWL-B200-A    G6 

BWL-B200-AX  G6 

BWL-B200-X    G6 

BWL-2000  G6 

BWL-2000-AX   G6 

BWL-2000-X G6 

BWZ-D400   G6 

BWZ-D400-A    G6 

BWZ-D400-AX  G6 

BWZ-D400-X    G6 

BWZ-0600  G6 

BWZ-4000  G6 

BWZ-4000-A  G6 

BWZ-4000-AX   G6 

BWZ-4000-X G6 

RT-30 PI 

RT-40-D PI 

Viking  Laboratories,  Inc. 

Aqua-Pure   G2,G6 

Can  Wash  318  Al 

Concentrate   Al 


Egg  Defoamer  Q5 

H-58  G7 

Viking  Laboratories,  Inc. 

Mity  Mite    A4 

Viking  Laboratories,  Inc. 

P-83  G6 

VLH-61    G6 

VLS-92    G6 

3X  Super  Solv  A4.A8 

Viking  Labs,  Inc. 

Air  San CI 

Alive    L2 

Ambush   Fl 

Anti-Fog    CI 

Aqua-Kill  F2 

Artie  Clean    A5 

B-Safe    LI 

B-52  F2 

Blitz  F2 

Boiler  Maker  200    G6 

Bubble  Up  CI 

Bubble  Up  (Aerosol)  A8 

Coil  Klean  PI 

Contact K2 

Dri  Lube    H2 

Duo-Plus    CI 

Fog  Sect  Fl 

Fog  Sect  Fl 

Germ  Away  C2 

Germ  Away  C2 

Gloves    E4 

Good-N-Plenty  Al 

Gran  Odor  CI 

Hercules  CI 

Industrial  Formula  Skin  &  Body  Cleaner  El 

Jell  Degreaser  and  Tar  Remover    Kl 

Kiss  My  Glass  CI 

Kremate  F2 

La  Breeze CI 

Lemon-D  Disinfectant C2 

Like-Nu   A7 

Loosen  H2 

Loosen  H2 

Moisture  Chek  H2 

O'  Baby  Glycol  Air  Fresh  Baby  Pwdr 

Frag  CI 

Orange  Peel  CI 

Oven-X    A4A8 

Panhandle  Pen  Penetrant  Nut&Bolt 

Loosnr H2 

Pearly  El 

Power  Foam CI 

Power  Steam    Al 

Pur  Kleen  C2 

Sani-Clean  Dl 

Scale  Out  #2   A3 

Smells  Swell    CI 

Sno  H2 

Soft  Touch  E4 

Steam-Up  Al 

Succumb    Fl 

Super  Bowl   CI 

T-43-DD    CI 

Take  Off    CI 

True  Clean  E4 

True  Clean  with  Grit E4 

Tuff  Stuff A4 

TLC  C2 

Vik-O-Phene   CI 

Viking  #1  A4 

Viking  Pine  CI 

Wham  Cone.  Industrial  Clnr  &  Degreasr  Al 

What-A-Lube HI 

Whip-It F2 

White  Lube   HI 


Wow Kl 

X-Rated   C3 

Vin-Dotco,  Inc. 

Really  Works!  Citrus  Hand  Cleanser  ....  E4 
Vin-Dotco 's  Safe  To  Use  Hand  Cleaner  E4 

Vine,  E.  R.  &  Sons,  Inc. 

Crystal  White  Oil  100  USP-Light    HI 

Crystal  White  Oil  150  USP-Light   HI 

Crystal  White  Oil  190  USP-Heavy    ....  HI 

Crystal  White  Oil  210  USP-Heavy    ....  HI 

Crystal  White  Oil  350  USP-Heavy    ....  HI 

Crystal  White  Oil  50  USP-Light   HI 

Crystal  White  Oil  70  USP-Light   HI 

Crystal  White  Oil  75-T  HI 

Crystal  White  Oil  85-T  HI 

Crystal  White  Oil  90  USP-Light    HI 

Crystal  White  Oil  95-T  HI 

Vineland  Chemical  Company 

Vineland  MBT  10%   G7 

Vineland  Laboratories,  Inc. 

Sani-Squad  CI 

Viola  Commercial  Cleaning  Supply 

Bubble  Scrub  C2 

Crystal  Clear  CI 

Lord-of-Rings  Act.  Acid  Foam.  Bthxm 

Clnr  C2 

Shine-Ola  CI 

Virginia  Industrial  &  Sanitary 
Supply  Co 

Vis-Rapid  A4 

Virginia  KMP  Corp. 

Blast-A-Coil    PI 

Ice  Machine  Cleaner  A3 

Virotech,  Inc. 

ACC4000NF    A3 

ACC4066NF    A3 

AGP  4000   A3 

AGP  4066   A3 

AGP  4300   A3 

AGP  4400   A3 

AGP  4500   A3 

AGP  4800   A3 

AGP  4900XD    A3 

AGP  5000   A3 

DF  1000  A1.Q5 

EG  1000  Q1.Q2 

EG  1000C   Ql 

EG  2000C   Ql 

EG  3000 Ql 

EG  3000C   Ql 

GFS  1000    Al 

GFS  2000    Al 

GP  1000 Al 

GP  1066  Al 

GP  1500  Al 

GP  1550  Al 

GP2000 Al 

GP  2400 Al 

GP  2500F    Al 

GP2600  Al 

GP2700  Al 

GP2800  Al 

GP  2900  Al 

GP  3000  H2 

GP  4000 C2 
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GPS  1000    Al 

GPS  1001    Al 

GPS  1050    Al 

GPS  1100    Al 

GPS  1101    Al 

GPS  500    A431 

HD  1000   A2 

HD  1100    A2 

HD  1200    A2 

HD  1400    A2 

HD  1400C  A2 

HD  1600   A2 

HD  1600F  A2 

HD  1700   A2 

HD  1800   A2 

HD  1900   A2 

HD  200C  A2 

HD  200CNF    A2 

HD  200CNT   A2 

HDL  8000   A2 

HDL8000F  Al 

HDL  8100   A2 

HDL  8100NF A2 

LU  1000 H2 

LU  3000 H2 

MC  3000  Al 

MC  3000C  Al 

MC4000  Al 

MD  1300  A2 

MD  1500C A2 

MD  1800C A2 

MD  3100  Al 

MD  3100C Al 

MD  3300C  A1.Q1 

MD  3400  A2 

MD  3500  A2 

MDL  1000  Al 

MDL4500  Al 

MDL  4501  Al 

MDL  7000C    Al 

MDL7500C    Al 

MDL  7600F Al 

MDL  7601F Al 

MDL  7602F Al 

MDL  7603F Al 

San  6700   E2 

San  7000   El 

WT  150   Al 

Vista  Products  Company 

Vail  Non-Butyl  Degreaser  Clnr  and 

Deo Al 

Vita-Erb,  Ltd. 

Vita-Erb  Sanitizing  Hand  Soap    E2 

Vitaltest,  Inc. 

Aquateam  710  S    G7 

Vitex  Corporation 

Vitex  1335-L  A2 

Vitex  160  Al 

Vitex  1906  A8 

Vitex  1909  A8 

Vitex  1910  A2 

Vitex  1921  Al 

Vitex  1925  A2 

Vitex  1928  Al 

Vitex  1941  A3 

Vitex  1942  A3 

Vitex  1951  A3 

Vitex  1954  HD   A2 

Vitex  1958  Al 

Vitex  1959  Al 

Vitex  1960  Al 

Vitex  1970  A3 

Vitex  207  A2 


Vitex  735-L  Al 

Vitex  848  Al 

Vitex  925  A4 

Vitex  926  Al 

Vitex  927  Al 

Vitex  929  A2 

Vitex  9676A    Al 

Vitex  999  A2 

Vivion  Chemical  Co.,  Inc. 

Vivitex  100-T   HI 

Vivitex  55  NF  HI 

Vivitex  85-T    HI 

Vivitex  85-T   HI 

Vogel-Ritt,  Incorporated 

No-Vex  Diazinon-A    F2 

No-Vex  Fogicide  500  Fl 

No-Vex  Prof.  Aerosol  Insect  Killer  Fl 

No-Vex  Res.  A    F2 

Volcanic  Products  Company 

Fran-O-Lite   Jl 

Volunteer  Chemical  Co. 

React    G7 

React  AA  G7 

React  ACSC    G7 

React  CHW-P   G7 

React  Moly    G7 

React  Poly  G7 

React  PA   G7 

React  SL    G6 

React  SL-5  G6 

React  SR    G7 

Volunteer  Janitorial  Supply 

Clean  Break  Al 

Low  Suds  Laundry  Compound  Bl 

Von  Pless  Chemical  Corp. 

Spectrum  225  DP   Al 

Spectrum  410 A2 

V-Tech860  Al 

Vonachen  Industrial  Supplies,  Inc. 

Fast  Concentrate    A4 

Lime-Rid  C2 

Liquid  Hand  Soap  El 

Super  88  Plus    A4 

Visco  Liquid  Drain  Opener    LI 

40%  Concentrate  Liquid  Hand  Soap   ....  El 

Vor  Tex  Industries 

Ambush   Al 

Citrosol  All  Purpose  Cleaner   CI 

Cure  CI 

Dry  Moly  Lubricant    H2 

Liquid-Live   L2 

Mr.  Good  Hands   E4 

New  Improved  Total  C2 

Pro-Clean  CI 

Pro-Clean  0  CI 

Slippy H2 

Sure  Bet  C2 

Total  CI 

Vortex  Distributing,  Inc. 

Grime  Cutter  Al 


Vortex  Labs  Inc. 

BTXY273    G6 

Vortex  BE608   G5.G6 

Vortex  BE609   G5.G6 

Vortex  BHCS150    G6 

Vortex  BHCS151    G6 

Vortex  BHS142  G6 

Vortex  BHS143  G6 

Vortex  BHS164D    G6 

Vortex  BHS165D    G6 

Vortex  BHY1 38    G6 

Vortex  BHY139    G6 

Vortex  BHY176    G6 

Vortex  BHY177    G6 

Vortex  BH102  G6 

Vortex  BH103  G6 

Vortex  BH1 14  G6 

Vortex  BH1 15  G6 

Vortex  BH126  G6 

Vortex  BH127  G6 

Vortex  BTH236  G6 

Vortex  BTH237  G6 

Vortex  BTH238  G6 

Vortex  BTH239 G6 

Vortex  BTS244D G6 

Vortex  BTS245D G6 

Vortex  BTXY  637 G6 

Vortex  BTXY272   G6 

Vortex  BTXY632   G6 

Vortex  BTXY633   G6 

Vortex  BTXY636   G6 

Vortex  BTXY640   G6 

Vortex  BTXY641    G6 

Vortex  BTYL212    G6 

Vortex  BTYL21 3    G6 

Vortex  BTY208  G5.G6 

Vortex  BTY209 G5.G6 

Vortex  BTY210 G5.G6 

Vortex  BTY211  G5.G6 

Vortex  BT214   G6 

Vortex  BT215   G6 

Vortex  BT228   G6 

Vortex  BT229   G6 

Vortex  BT256D G6 

Vortex  BT257D G6 

Vortex  BT268D G6 

Vortex  BT269D G6 

Vortex  BT290D G6 

Vortex  BT291D  G6 

Vortex  BX612  G5.G6 

Vortex  BX613  G5.G6 

Vortex  BZ624  G6 

Vortex  BZ625   G6 

Vortex  CC412  G6 

Vortex  CC41 3  G6 

Vortex  CC422  G6 

Vortex  CC423  G6 

Vortex  CC434  G6 

Vortex  CC435  G6 

Vortex  CD410  G6 

Vortex  CD411   G6 

Vortex  CD420  G6 

Vortex  CD421   G6 

Vortex  CD424  G6 

Vortex  CD425  G6 

Vortex  CMC418   G6 

Vortex  CMC419   G6 

Vortex  CMC440   G6 

Vortex  CMC441    G6 

Vortex  CM414 G6 

Vortex  CM415  G6 

Vortex  CM426  G6 

Vortex  CM427 G6 

Vortex  CM436 G6 

Vortex  CM437 G6 

Vortex  C4A428  G6 

Vortex  C4A429  G6 

Vortex  C4A438  G7 

Vortex  C4A439  G7 

Vortex  C460    G6 

Vortex  C461    G6 
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Vortex  G920   G6 

Vortex  G921    G6 

Vortex  G944   G6 

Vortex  G945   G6 

Vortex  KT036  G6 

Vortex  KT037  G6 

Vortex  K930D  PI 

Vortex  K931D  PI 

Vortex  K952   Al 

Vortex  K953   Al 

Vortex  K982D  PI 

Vortex  K983D  PI 

Vortex  K986D  PI 

Vortex  K987D  PI 

Vortex  K998D  G6 

Vortex  K999D  G6 

Vortex  N948    G7 

Vortex  N949   G7 

Vortex  OS310  G6 

Vortex  OS311    G6 

Vortex  OS362D G6 

Vortex  OS363D G6 

Vortex  OS394D  G6 

Vortex  OS395D G6 

Vortex  UV934  G2.G5.G6 

Vortex  UV935  G2.G5.G6 

Vortex  U922   G5.G2.G6 

Vortex  U923   G2,G5,G6 

Vortex  WA802    G7 

Vortex  WA803    G7 

Vortex  WA814    G7 

Vortex  WA815    G7 

Vortex  WA826    G7 

Vortex  WA827    G7 

Vortex  WA840    G7 

Vortex  WA841    G7 

Vortex  WA864D  G7 

Vortex  WA865D  G7 

Vortex  WIX772  G7 

Vortex  WDC773  G7 

Vortex  WIYX728   G7 

Vortex  WIYX729   G7 

Vortex  WI734   G7 

Vortex  WI735 G7 

Vortex  WLX788   G5.G7 

Vortex  WLX789   G5.G7 

Vortex  WXY746  G5.G7 

Vortex  WXY747  G5.G7 

Vortex  WYI758  G5.G7 

Vortex  WY1759  G5.G7 

Vortex  WYXI796   G5.G7 

Vortex  WYXI797   G5.G7 

Vortex  WZ760 G7 

Vortex  WZ761  G7 

Vortex  YBF534  G6 

Vortex  YBF535  G6 

Vortex  YB508  G5,G6 

Vortex  YB509  G5.G6 

Vortex  YB514  G5.G6 

Vortex  YB515  G5.G6 

Vortex  YB546  G5.G6 

Vortex  YB547  G5.G6 

Vortron,  Inc. 

Smokehouse  Cleaner  A2 

Vrazel  Chemicals 

Blue  Sparkle    Al 

CG-1090    A4.P1 

Metaclene A4A8 

Super  771  Concentrate   A4.A8.C1 

Vulcan  Chemicals/ 

Div.  of  Vulcan  Materials  Company 

Caustic  Soda  Beads  A2.L1 

Caustic  Soda  Liquid   G1.G6 

Solvent  111 
(Stblzdl.l ,1-Tricholorethane) Kl 


Vulcan  Materials  Company 

Muriatic  Acid  20  degrees  Baume A3 

Muriatic  Acid  22  degrees  Baume A3 

W  C  Chemical  Engineering 

Acid  40    A3 

All  Bnte  Al 

ALK-1    A2 

B  Brite  2   A2 

Bio-Quat    D2 

Blue  Foamer   Al 

Cir  Lac  A3 

Clor  V-L    A2 

Concentrated  All  Purpose  Cleaner  Al 

CSD  A2 

Duo  Clor   Al 

FM  1000    Al 

Gleam Al 

HM-6  A1.G1 

Improve  Al 

MG-F  Hand  Soap   E2 

Nu  Brite  A2 

Organic  Remover  STU  A2 

Powdered  MSR  Inhibited   A3 

Super  Duty A2 

Super  Gleam   Al 

VCHL-40  Special   H2 

W  C  105   G6 

W  C  200   G6 

W  C  210   G6 

W  C  230   G6 

W  C  300   G6 

W  C  410   G6 

WC500   G7 

W  C  505   G7 

W  C  510   G7 

W  C  525    G6 

WC  101   G6 

WC  110  G6 

WC  205  G6 

WC  220  G6 

WC  301   G6 

WC  306  G7 

WC  35  G6 

WC400  G6 

WC  420  G6 

WC  430  G7 

WC  431   G7 

WC  520  G7 

WC  530  G6 

WC  540  G7 

WC  600  G7 

WC  610  G7 

WC615  G7 

WC  620  G7 

WC  625  G7 

WC  630  G7 

WC  700  G2 

WC712  G6 

WCS  Line  Lube    H2 

WCM  Manufacturing,  Inc. 

Formula  3000-F G6 

Formula  3001-F G6 

Formula  3002-F G6 

Formula  3003-F G6 

Formula  3004-F G6 

Formula  3050-F G6 

Formula  3051-F G6 

Formula  3052-F G6 

Formula  3054-F G6 

Formula  3060-F G6 

Formula  3061-F G6 

Formula  3062-F G6 

Formula  3070-F G6 

Formula  3071-F G6 

Formula  3072-F G6 


Formula  3076-F G6 

Formula  3077-F G6 

Formula  3301-F G6 

Formula  3306-F G6 

Formula  3410    G6 

Formula  3420    G6 

Formula  3430    G6 

Formula  3440    G6 

Formula  3450    G6 

WCS  Corporation 

Alka-Klor A2 

Alko  Steam   A2 

All  Purpose  Steam  Cleaner A4 

Controlled  Suds  Laundry  Compound  ..  B2 

Dairy-Klor  Al 

Delux  Concrete  Geaner   CI 

Extra  Heavy  Duty  Steam  Cleaner    Al 

Ferro  Kleen   A2 

Eeet  Wash  No.  1    Al 

General  Purpose  Extra    A4 

Grease  Gone   A4 

Hard  Surface  Floor  Cleaner   A4 

Heavy  Duty  Steam  Cleaner    A4 

Low  Foaming  Laundry  Compound    ....  B2 

Low-Temp  Detergent    Bl 

LMFS-230  A4 

Medium  Duty  Steam  Cleaner  A2 

Multipurpose  Cleaner   Al 

Release  Al 

Steam  Safe  Al 

W  D-40  Company 

WD-40  (Aerosol)  H2 

WD^IO  (Bulk  Liquid)  H2 

W  E  C  O,  Inc. 

RB-302    G6 

W  T  Chemical 

Biotreat  100  G5.G7 

Biotreat  420  G5.G7 

BWT  101  G6 

BWT  13  G6 

BWT  14  G6 

BWT  15  G6 

DISP  200  G5.G6 

Oxycat  3    G6 

Sanitizing  Hand  Soap  E2 

SL-1  G6 

7.5%  Hand  Sanitizer  Solution    E3 

WTS,  Inc. 

Adjunct  2580  G6 

Adjunct  3080  G6 

Adjunct  4080  G6 

Adjunct  5080  G6 

Adjunct  85P G6 

Algaecide  924   G7 

Algaecide  930   G7 

Biocide  910  G7 

Formula  DL-1542   G5.G7 

Formula  DL-1543  G5.G7 

Formula  DL-1545   G5.G7 

Formula  DL-1546  G5.G7 

Formula  DL-1547  G7 

Formula  226    G6 

Molytect  2505  G7 

Molytect  2510  G7 

Molytect  2572  G7 

Molytect  2582  G7 

Molytect  2831   G7 

Polyhance  1050  G7 

Polyhance  2050  G7 

Polyhance  2120  G7 

Polyhance  300  G7 
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Polyhance  3000  G7 

Polyhance  3000F  G6 

Polyhance  3050  G7 

Polyhance  3123  G7 

Polyhance  3124  G7 

Polyhance  3754  G7 

Polyhance  3756  G7 

Polyhance  4310F  G6 

Polyhance  451  OF  G6 

Polyhance  4710F  G6 

SDA  10   D2.Q4 

SDA  13   D2.Q4 

W  T  S,  Inc. 

WTS  B-01   G6 

WTS  B-06  G6 

WTS  B-08  G6 

WTS  B-10  G6 

WTSB-11   G6 

WTSB-12  G6 

WTSB-13  G6 

WTS  B-14  G6 

WTS  B-23  G6 

WTS  B-24  G6 

WTS  B-25  G6 

WTS  B-26  G6 

WTS  B^0  G6 

WTS  B^l   G6 

WTS  B-51   G6 

WTS  B-61   G6 

WTS  B-71   G6 

WTS  B-81   G6 

WTS  C-103  G7 

WTS  C-130  G6 

WTSC-131   G6 

WTS  CM2  G7 

WTS  C-60  G7 

WTS,  Inc. 

102  G6 

104  Steam/Condensate  Line  Treatment  G5 

105  G6 

1 36P  Boiler  Treatment   G6 

146  G7 

155  G6 

164  G7 

195C    G7 

195P G6 

202  G6 

203  G6 

204  Steam/Condensate  Line  Treatment  G6 

205  G6 

246  G7 

255  G6 

264  G7 

302  G6 

303  G7 

304  Steam/Condensate  Line  Treatment  G6 

305  G6 

346  G7 

355  G6 

364  G7 

502  G6 

505  G6 

953  Steam/Condensate  Line  Treatment  G7 

954  Steam/Condensate  Line  Treatment  G5 

W.  C.  Chemical  Company 

Glass  Cleaner CI 

Hi-P  Contact  Cleaner    K2 

Insta-Zink CI 

Lemon  Touch    CI 

Power  Industrial  Cleaner-Degreaser  ....  A4 

Power  Strip!  C3 

Safety-Solvent  K2 

Sani  Lube  Food  Equipment  Lubricant  HI 

Silicone  Spray  HI 


WC  Grease  Trap  Cleaner  Kl 

Zappo  Drain  Opener  LI 

W.  C.  Service  Company,  Inc. 

QWC-3 Gl 

W.  J.  Chemicals,  Inc. 

All-Bright    Bl 

Bact-O-X  E2 

Bold  Al 

Boost  A2 

Brash    Al 

Breaker  Clean    Ql 

Chain  Lube    H2 

Citra-Phos    A3 

Emerald   Al 

Foam  Best   Al 

Foam  Max   Al 

Foamit   Al 

Maxi-Phos   A3 

Prime   Al 

PE-20  DF Ql 

Renew    Bl 

Sudsolv    Al 

Turbo  D  A2 

WJ  Chem-Dyne  D2.G5 

WJ-100 Al 

WJ-150 Al 

WJ-200 Al 

WJ-2020 Al 

WJ-2550 Al 

WJ-400 A8 

WJ-4000 H2 

WJ-500 A2 

WJ-6000 A3 

W.G.M.  Inc. 

Gardener's  Multi-Purpose  Absorbent  ....   Jl 

W.H.  Enterprises,  Inc. 

Lube  SE  H2 

SEChlorPlus   Al 

SE  Comp  II  Al 

W.T.  Supply  Company  Inc. 

C-Foam    Al 

Spec  Line  QT-512  D2 

Wachters'  Organic  Sea  Products 
Corp. 

Uni-Kleen    A4 

Wacker  Silicones  Corporation 

Antifoam  Compound  Q-101   Q5 

Antifoam  Compound  Q-750  Q5 

Antifoam  Compound  SWS-202   Q5 

Antifoam  Compound  SWS-203   Q5 

Antifoam  Emulsion  Q-75   H2.Q5 

Antifoam  Emulsion  Q-93   Q5 

Antifoam  Emulsion  Q-94   Q5 

Antifoam  Emulsion  SWS-21 1    Q5 

Antifoam  Emulsion  SWS-21 3    Q5 

Wade  Distributing,  Inc. 

Lemon  Hand  Soap El 

Rough  Job  CI 

Wade  Jones  Company 

All-Bright    Bl 

Boost   A2 

Breaker  Clean    Ql 


Citri-Clean  A3 

E-Rat-Icate  F3 

Egg  Wash  512  Ql 

Egg  Wash  980  Ql 

Emerald   Al 

Green  Giant  Al 

Iodine  Disinfectant    D2 

Liquid  Tray  Cleaner   A2 

Maxi-Phos   A3 

Permet  10%  E.C F2 

Poul-Phene CI 

PE-20  DF Ql 

QuatD-20   D2 

Renew    Bl 

Special  Blue Al 

Sud-Solv    Al 

WJ  2020  Al 

WJ4000  H2 

WJ  450 Al 

WJ  6000  A3 

WJ-1515  Al 

WJ-400 A2 

WJ-999 A4 

WJC  Quat  D-125  A4 

WJC  Quat  D-150 D2.Q3 

WJC  Quat  D-375  D2.Q3 

WJC  Quat  D-64 Al 

WJ2550   Al 

Wahl  Laboratories,  Inc. 

Aquadet   A4 

Aquaspray   CI 

WLP-20  Nut  &  Bolt  Loosener  Penetrant  H2 

Wahls  Industrial  Supply  <  Y...  Inc. 

Care  El 

Walco  International  Inc. 

Acid  All  A3 

Walden  Chemical 

Rough  Stuff  E4 

Smooth  Touch  E4 

Waldorf  Sanitary  Supplies,  Inc. 

Heavy  Duty  Concrete  Cleaner   CI 

Super  Power  Plus    Al 

Walex  Products  Company,  Inc. 

Exodor  HWD-128  Sanitizer-Disinfec- 
tant    D2 

Exodor  HWDC-128  Germicidal  Deter- 
gent      Al 

Waljan  Products,  Incorporated 

Dip-R-Spray CI 

Sokoff   Kl 

Swash  CI 

Walker  Arnold  Company,  Inc.,  The 

Industrial  Cleaner-91  Al 

M.P.C.-H.D Al 

Wall  Brothers  Oil  Co.,  Inc. 

190  USP    HI 

210  USP    HI 

55  USP    HI 

75-T  HI 

85  USP    HI 

85-T  HI 
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Walling  Water  Management 

A-171  G7 

A-231X    G7 

A-261  G7 

A-263  G7 

A-265  G7 

BWT  102  G6 

BWT  104  G6 

BWT  159  G6 

BWT  19  G6 

BWT  21  G6 

BWT  217  G6 

BWT  222 G6 

BWT  226  G6 

BWT  227  G6 

BWT  228  G6 

BWT  254 G7 

BWT  268  G7 

BWT  269  G6 

BWT  271  G6 

BWT  278  G6 

BWT  319  G6 

BWT  320  G6 

BWT  441  G6 

BWT  580  G6 

BWT  581  G6 

BWT  603  G6 

BWT  605  G6P1 

BWT  72  PI 

BWT  9  G6 

BWT-100  PI 

BWT-101AF   G6 

BWT-103  G6 

BWT-105  G6 

BWT-106  G6 

BWT-106L G6 

BWT-107  G6 

BWT-108  G6 

BWT-109  G6 

BWT-11  G6 

BWT-111  G6 

BWT-12  G6 

BWT-13  G6 

BWT- 14 G6 

BWT-150  G6 

BWT-158  G6 

BWT-17-S  G6 

BWT-180  G6 

BWT-181  G6 

BWT-203  G6 

BWT-21-S  G6 

BWT-253AF   G6 

BWT-270  Boiler  Water  Treatment  G6 

BWT-272  G6 

BWT-275  G6 

BWT-279  G7 

BWT-282  G6 

BWT-288  G6 

BWT-303S  G6 

BWT- 341  G6 

BWT- 345  G6 

BWT- 360  Boiler  Water  Treatment  G6 

BWT- 361  G6 

BWT- 362  G6 

BWT- 363  G6 

BWT- 366  G6 

BWT- 376  G6 

BWT- 380  G6 

BWT-381  G6 

BWT-381S  G6 

BWT-382  G6 

BWT-383  G6 

BWT- 384  G6 

BWT-384S  G6 

BWT- 386  G6 

BWT-386S  G6 

BWT-387S  G6 

BWT-388S  G6 

BWT-389  G6 

BWT- 390  G6 

BWT- 393  G6 


BWT- 394  G6 

BWT- 395  G6 

BWT- 396  G6 

BWT-401  G6 

BWT-404  G7 

BWT-406  G6 

BWT-440  G6 

BWT-450  A3 

BWT-700  G7 

BWT-753  G6 

BWT-760  G6 

BWT-761  G6 

BWT-763  G6 

BWT-99  PI 

Chem  Film  G7 

CWT  310  G7 

CWT  319  G5 

CWT  337  LM  G7 

CWT  397  G7 

CWT  630  G7 

CWT  631  G7 

CWT  632  G7 

CWT  633  G7 

CWT  634B    G7 

CWT  635  G7 

CWT  636  G7 

CWT  637  G7 

CWT  638  G7 

CWT  639  G7 

CWT  863  G5 

CWT  900  G7 

CWT  907  G7 

CWT  920  G5 

CWT  950  G7 

CWT  951  G7 

CWT-170  Cone G7 

CWT-172  Cone G7 

CWT-200  G7 

CWT- 302  G7 

CWT-501  G7 

CWT-606  G7 

CWT-870  G7 

CWT-874 G5 

HDC-70  Al 

HDC-71   Al 

MC-69  Al 

NPFC-10   A4 

NPFC-15   A4 

Pyrocide  50  G7 

PWT  100  G2 

PWT91   G2 

PWT-518  G2 

PWT-67  Potable  Water  Treatment  Gl 

PWT-68   G6 

PWT-69S  G6 

PWT-70  G3 

PWT-73  G2 

PWT-80  G2 

PWT-83-S   G2 

PWT-85  G2 

PWT-86  G2 

PWT-90  G2 

PWT-92  G2 

PWT-95  G2 

PWT-97  G2 

Resin-Reviver    PI 

RLT  206    G6 

RLT  43CS  G6 

RLT  88    G6 

RLT-10    G6 

RLT- 15  Boiler  Water  Treatment    G6 

RLT-25    G6 

RLT-30    G6 

RLT-35    G6 

RLT-40    G6 

RLT-45    G6 

RLT-51    G6 

RLT-52    G6 

RLT-60    G6 

RLT-65    G6 

RLT-70    G6 

RLT-75    G6 


RLT-80    G6 

RLT-81    G6 

RLT-82    G6 

RLT-83    G6 

RLT-83S    G6 

RLT-84    G6 

RLT-85    G6 

RLT-86    G7 

RLT-87    G7 

Wallex  72    A3 

Wallex  73    A3 

Walle*  74    PI 

Wallfloc  39A  Gl 

WB-2  G6 

WB-7NP    G6 

WR-4  G6 

Walsh  Enterprises,  Inc. 

WEI- 375  Liquid  Boiler  Water  Control  G6 
Waltco  Laboratories 

Grease  Away  Al 

Grease  Away  Plus  Al 

Grease  Blaster  Al 

Waltech  Chemicals,  Inc. 

Blow  Out  LI 

Britak  30   A3 

Di  Det    Al 

Fomost  Al 

Fomost  K  Al 

MC-Solv    Al 

MC-106   Al 

MC-108   Kl 

MC-190   A4.A8 

MC-225   A8 

MC-555   Al 

MC-577   Al 

Old  Smoothy  El 

One  Double  0    Al 

Soilnox  50LF Al 

Sulfak-C  A3 

223CW  A2 

Walter  E.  Nelson  Company 

Disinfectant  Cleaner   CI 

Wenco  Shower  Foam    C2 

Walter  G.  Legge,  Inc. 

Full  Spec-128    Al 

Full  Spec-256    A4 

Walter  Louis  Chemicals 

Boiler  Compound  Formula  1243L  G6 

Boiler  Compound  Formula  1257    G6 

Boiler  Compound  Formula  13-H   G6 

Boiler  Compound  Formula  1692   G6 

Boiler  Compound  Formula  181    G6 

Boiler  Compound  Formula  29   G6 

Boiler  Compound  Formula  33-C   G6 

Boiler  Compound  Formula  37-S    G6 

Boiler  Compound  Formula  48-S    G6 

Boiler  Compound  Formula  592    G6 

Boiler  Compound  Formula  593-F    G6 

Boiler  Compound  Formula  593-SF    ....  G6 

Boiler  Compound  Formula  93    G6 

Boiler  Compound  Formula  934   G6 

Boiler  Compound  Formula  935    G6 

Boiler  Compound  Formula  945    G6 

Clik-2000  Liquid  Caustic  Cleaner  Cone.  Al 

Cooling  Tower  Treatment  Form.  310  G7 

Cooling  Tower  Treatment  Formula  300  G7 

Inhibited  Sulfamic  Acid   A3 

POW- 1 1 0  Powder  Detergent  Cleaner  ..  A 1 

Steam  Line  Treatment  Formula  153  ....  G6 
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Steam  Line  Treatment  Formula  253  ....  G6 

Steam  Line  Treatment  Formula  653-F  G6 

Steamline  Treatment  Formula  252  G6 

594  Oxygen  Scavenger  G6 

Walters  Manufacturing  Company 

Super-Suds  Al 

Walton  Laboratories 

SD1  Coil  Cleaner   PI 

SD2  Coil  Brightener  Cleaner  PI 

Walton-March,  Incorporated 

Absolute  CI 

Blen-Tech  Detergent/Disinfectant CI 

Blen-Tech  General  Purpose  Clnr  Cncntrt  CI 
Blen-Tech  Germicidal  Detergent  & 

Deod A4 

Blen-Tech  Glass/Multi-Surface 

Clnr.Conc   CI 

Blen-Tech  Neutral  Cleaner  Concentrate   CI 
Blen-Tech  Non-Acid  Bowl  Cleaner 

Cncntrt    C2 

Blen-Tech  Non-Butyl  Heavy  Duty  De- 
greaser  CI 

D.I.B.S.  Bowl  Cleaner    C2 

D.I.B.S.  General  Purp.  Clnr./Deodorizer  CI 
D.I.B.S.  Heavy-Duty  Cleaner/Degreaser  Al 

D.I.B.S.  Neutral  Cleaner  CI 

D.I.B.S.  Neutralizer/Conditioner CI 

D.I.B.S.  Powder  Detergent/Disinfectant   CI 

Enzyt  7  Bowl  Cleaner C2 

Fast  Break   Al 

Floor  Corps  CI.  for  Auto.  Scrub.  Equip.  A4 

Floor  Corps  Cleaner  (Liquid)  A4 

Floor  Corps  Cleaner/Degreaser A4 

Floor  Corps  Quarry  Tile  Cleaner  A4 

Flourish  Bowl  Cleaner   C2 

Glass  Act  CI 

Heyday  Cleaner  For  Automatic  Scrub- 
bers      A4 

Ice-Foe  CI 

Improved  Power  Play  CI 

Improved  Spike  Al 

Improved  True  Blue  Glass  Cleaner   ....    CI 
New  Showtime  Stainless  Steel  Clnr/Plsh  CI 

Outright  All-Surface  Cleaner   A4 

Pipe  Dream  Drain  Opener    LI 

Prime  Time  All  Purpose  Cleaner  Al 

Surfacide/6  D2 

Walton-March  G.P.C.  No.  1  Al 

Ways  and  Means  A4 

Wise  Move    C2 

1st  Degree  Heavy-Duty  Degreaser  CI 

Waltron  Ltd. 

Aquateam  710  S    G7 

Calciquest    G2 

Waples-Platter  Companies 

A-P-C  All  Purpose  Cleaner  Concentrate  A4 

Automatic  Laundry  204    Bl 

CD-200  Cleaner-Disinfectant  C2 

Degreaser  Heavy  Duty  Solvent 

Cleaner   A4.A8 

Lemon  Disinfectant  C2 

Liquid  Bleach  And  Cleaner   Bl 

Liquid  G    Al 

LD  Creme  33  Liquid  Hand  Dishwashing 

Det Al 

Mint  Disinfectant C2 

Pine  Pine  Odor  Disinfectant  CI 

PHD-78  Detergent  Beads  For  Heavy 

Duty    Al 

Q  Sanitizer D2.E3 

RTU  Ready-To-Use  Hand  Soap  El 


Stainless  Shine    A7 

Stainless  Steel  Cleaner   A7 

Wash-Rins  Ware-Washing  Detergent  ..  A2 

White  Swan  Liq.  Bleach  &  Cleaner  ....  Bl 

X-16  Chlorinated  Sanitizer  Dl 

Warco  Group 

Chlorinated  Foaming  Cleaner  Al 

Citra  Crystals  CI 

Enzybac  300    L2 

Flying  Insect  Killer  Fl 

Grit  Waterless  Hand  Cleaner   E4 

Heavy  Duty  Penetrating  Oil  H2 

Liquid  Steam  Cleaner  Concentrate  Al 

Live  Micro  535   L2 

MGM  Active  D2 

Organic  Acid  Cleaner  A3 

Spray  Fog    Fl 

Warene 

Packers  Super   Al 

Warner  Enterprises 

Drop  Dead  Pyrethrum  Insecticide  Fog- 
ger  Fl 

Warner-Horton  Janitor  Supply 

Warner  Super  Size  Glass  Cleaner    CI 

Warren  Chemical  Corporation 

Sea-Wash  Cleaner  and  Dispersant   Al 

Warren  E.  Conley  Corp. 

Blue  Satin    A7 

Cut-Off Al 

Lime  Lite  A3 

One-For-All  Al 

Power  Quota   A4 

Reveal    A4 

Sparkle  N'  Glo CI 

Sparkle'  N  Glo  (Aerosol)    CI 

Swab-N-Smile  Bowl  Cleanse  C2 

Terminator  Microencap  Time  Release 

Diazn  F2 

WarCon  Out    LI 

WC  Insect  Finish  Fl 

Warren  Janitor  Supply 

Warren  Mint  Disinfectant  CI 

Warren  Pine  Disinfectant   CI 

Warsaw  Chemical  Co.,  Inc. 

pH  7  E4 

A  P  C  All  Purpose  Cleaner  Concentrate  A4 

Aluminum  Stainless  Steel  Cleaner  A3 

AD  2000    A4 

Balitimore  Special  CI 

Before    E4 

Boffo   El 

Borax  Base  Hand  Soap  C2 

Bright  Al 

Charge  A4.A8 

Chlorinated  Detergent  Al 

Chlorinated  Machine  Dishwashing 

Compound Al 

Coco-Castile  Liquid  Hand  Soap  El 

Coco-Castile  Yellow-Green  Liq.  Hand 

Soap    El 

CIP  Caustic  Cleaner   A2 

Deep  Fat  Fryer  &  Grill  Cleaner  Al 

Delimer  NF  CI 

Deluxe  Hand  Dishwash Al 

Detergent  Disnf.  Deo.  Sntzr.  Pine  Odor  CI 


Detergent  Disnf.Deo.Sntzr  Wntrgreen 

Odor   CI 

Dilute  Then  Clean  A4.A8 

Done  Al 

Drain  Opener  LI 

Dry  Chlorinated  Bleach    Bl 

DDDS  Citrus  CI 

DDDS  Lemon   CI 

DJ  Concrete  Cleaner  CI 

Eliminator   L2 

Fabrasoft   B2 

Floor  Cleaner  Wheel  Wash  Steam  Clnr.  A4 

Freezer  Floor  Cleaner  I  Acidic A5 

Freezer  Floor  Cleaner  II  Basic  AS 

Furyl  CI 

G-65  Al 

Germ-A-Clean  El 

Gruff   E4 

Heavy  Duty  Cement  Cleaner   A4 

Heavy  Duty  Cleaner  Green A4 

HD  Cleaner  Disinfectant  Dl 

HD  Cleaner  Disinfectant  1-128    D2 

HD  Cleaner  Disinfectant  1-256    D2 

HD  Cleaner  Disinfectant  1-64    D2 

I  &  I  Steam  Cleaner  Al 

Insta-Clean  A4 

Institutional  AD  2000  A4.A8 

Institutional  Dilute  Then  Clean    ....    A4.A8 

Institutional  Laundry  Detergent   Bl 

Laundry  Detergent  Liquid Bl 

Lime  Solve    A3 

Liquid  Scour   A6 

Lo  Shun  E4 

Machine  Dishwash  Liquid    Al 

Moon   Al 

Nu  Blu  Bl 

NAM  #1  A3 

Once-A-Week  Drain  Opener    LI 

Orange  Crunch    E4 

Orange  88  Degreaser CI 

Oxygen  Bleach    Bl 

Pan-A-Sol    C2 

Polyortho  Bowl  Urinal  Cleaner   C2 

Porcelain  Bowl  Cleaner    C2 

Rain   A4 

Reign   El 

Smoke  House  Cleaner  VI  A2 

Sodium  Hypochlorite  Solution  (9.2%)     D2 

Stay    C2 

Sunny  Streakless  CI 

Toilet  Bowl  Cleaner   C2 

Tough  Job   E4 

Tropical   E4 

Vista  Oven  &  Grill  Cleaner  A8 

Vista  Plus    Al 

White  Lotionized  Hand  Soap  E4 

WC  OJ  Hand  Cleaner  E4 

Xtra    D2 

60-40  Detergent Al 

Wash  E-Z  Inc. 

Medi  Soap  C2 

Pure  Castile  Soap    C2 

Washing  Equipment  of  Texas 

A-6  Al 

P-40  Concentrate  Al 

Traction  Action  A4 

X-15  Al 

Washington  &  Sons 

Fresh  Mint  Air  Freshner  CI 

Lemon  Lime  Air  Freshner   CI 

Wat  Chem  Marketing 

H.D.  431    A2 

HD.  531    A2 
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HP.  Clean  A2 

Klor  Clean  32   A2 

Liquid  Clean  #15 A4 

Watch-Gard  Systems,  Inc. 

Advance  Utensil  Cleaner    Al 

Velvette  Antiseptic  Hand  Cleaner   El 

Watch-Gard  Oven  and  Grill  Cleaner  ..  A8 

Window  and  Glass  Cleaner    CI 

Zip-Off  Cleaner-Degreaser  Al 

Watchem 

BP-523  G6 

Watcon,  Incorporated 

Watcon  101   G6 

Watcon  102  G6 

Watcon  103  G6 

Watcon  105-A  G6 

Watcon  105C  G6 

Watcon  106  G6 

Watcon  110  G6 

Watcon  114  G6.G2 

Watcon  115  G2 

Watcon  116  G6 

Watcon  118  G6.G2 

Watcon  119  G2 

Watcon  1230  G6 

Watcon  1232  G6 

Watcon  1233  G6 

Watcon  1234  G6 

Watcon  1235  G6 

Watcon  1236  G6 

Watcon  1237  G6 

Watcon  1246  A3 

Watcon  1256  G6 

Watcon  126  G6 

Watcon  1260  G6 

Watcon  1262  G6 

Watcon  1269  G6 

Watcon  128  G6 

Watcon  1284  G3.G6 

Watcon  1285  G2 

Watcon  1286  A3 

Watcon  1288  G6 

Watcon  1290  G6.G2 

Watcon  1296   G6 

Watcon  1300  G6 

Watcon  1305   G7 

Watcon  1308  A3 

Watcon  1308A A3 

Watcon  1322  G6 

Watcon  1323  G6 

Watcon  1327  G6 

Watcon  1336  G6 

Watcon  1354  Gl 

Watcon  1437   G6 

Watcon  4101   G6 

Watcon  4102  G6 

Watcon  4106  G6 

Watcon  41 10  G6 

Watcon  41 14  G2.G6 

Watcon  4115   G2 

Watcon  4118  G2,G6 

Watcon  4119  G2 

Watcon  4126  G6 

Watcon  4128   G6 

Watcon  4230  G6 

Watcon  4232  G6 

Watcon  4237  G6 

Watcon  4260  G6 

Watcon  4262  G6 

Watcon  4296  G6 

Water  &  Energy  Systems 
Technology  Inc. 

West  B-206   G6 


WestB-212  G6 

West  B-304  G7 

West  B^00  G6 

West  B-404  G6 

West  B-410F  G6 

West  B-430   G6 

West  B-501L  G6 

West  B-502  G7 

West  B-604   G6 

Water  &  Waste  Specialties  Co.,  Inc. 

Formula  800-SL  Steam&Condnst  Line 

Treat.  G6 

Formula  805  Boiler  Water  Control    ....  G6 

Supplement  A  Boiler  Water  Control    ..  G6 

Water  Chemical  Service,  Inc. 

Waterchem  841   G6 

Waterchem911   G6 

Waterchem  920  G6 

Waterchem  932  G6 

Waterchem  953  G6 

Water  Chemicals  &  Controls,  Inc. 

WC&C  131    G7 

Water  Chemicals,  Incorporated 

AC  100    Al 

BT  703 G6 

BT-301  G7 

BT-303  G6 

BT-305  G6 

BT-404 G6 

BT-503  G6 

BT-603 G6 

BT-605  G6 

CC  250  Stainless  Steel  Cleaner   A3 

CS  701  G7 

CT  100  M   A3 

CT  100  S  A3 

CT  2000 PI 

CT  2001  PI 

CW  870  G7 

CW  910  G7 

CW-800  G7 

CW-820  G7 

CW-821   G7 

CW-850  G7 

CW-860  G7 

CW-880  G7 

CW-888  G7 

LP  207  G6 

LP-206  G7 

PW  100   G2 

PW  101    G3.G7 

RL-103 G6 

SW-105   G7 

Water  Chemistry  Services 

BWT  121  G6 

BWT  125  G6 

BWT  126  G6 

BWT  301  G6 

BWT  315  G6 

BWT  322  G6 

BWT  331  G6 

BWT  332  G6 

BWT  381  G6 

BWT  400  G6 

BWT  401  G6 

BWT  404  G6 

BWT  407  G6 

BWT  410  G6 

BWT  440  G6 

BWT  449  G6 

BWT  601  G6 


BWT  602  G6 

BWT  604  G6 

BWT  610  G7 

BWT  620  G6 

CST510    G7 

CST513    G7 

CST  520    G7 

CST  530    G7 

CST  532    G7 

CST  540    G7 

CWT  800  G6 

CWT  801  G7 

CWT  804  G7 

CWT  805  G7 

CWT  806  G7 

CWT  807  G7 

CWT  809  G7 

CWT  810  G7 

CWT  811  G7 

CWT  814  G7 

CWT  821  G7 

CWT  822  G6 

CWT  830  G7 

CWT  832  G7 

CWT  837  G7 

CWT  839  G7 

CWT  840  G7 

CWT  850  G7 

CWT  851  G5,G7 

No.  700   PI 

No.  720   G7 

No.  725    G6 

No.  750   PI 

No.  775   G7 

No.  783   Al 

No.  788   A3 

PT  108  G2 

PT  112  G2.G5 

PT  115  G3 

RLT  201    G6 

RLT  204    G6 

RLT  215    G7 

RLT  216    G6 

RLT  240    G6 

RLT  245    G6 

RLT  250    G6 

RLT  255    G6 

RLT  260    G6 

RLT  275    G6 

Water  Chemistry,  Inc. 

Formula  P0-4  G7 

Formula  30-A    G6 

Formula  30E   G6 

Formula  30G  G6 

Formula  31-A    G7 

Formula  31-B    G7 

Formula  34-F G6 

Formula  41-A    G6 

Formula  41-B    G6 

Formula  41-C    G6 

Formula  41-D    G6 

Formula  41-E G6 

Formula  41-F  G6 

Formula  42-A    G6 

Formula  42-B    G6 

Formula  42-C    G6 

Formula  42-D    G6 

Formula  54-C  Closed  System  Treatment  G7 

Formula  60  B    G7 

Formula  60  S  G6 

Formula  61-A    G6 

Formula  61-C    G7 

Formula  80-B    G6 

Formula  80D  G6 

Formula  83-A    G6 

Formula  83-B    G6 

Formula  83-C    G6 

Formula  83-D    G6 

Formula  83-E G6 

Formula  83-F G6 
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Formula  83-G    G6 

Formula  83-H    G6 

Formula  83-1   G6 

Formula  83-J  G6 

Formula  90-E G6 

Formula  90-H    G6 

Formula  90-1   G6 

Formula  90-L G6 

Formula  90F  Dry G6 

Formula  91-A    G6 

Formula  91-B    G6 

Formula  91-C    G6 

Formula  91-D    G6 

Formula  91-E G6 

Formula  91-G    G6 

Formula  91-H    G6 

Formula  92-H  Boiler  Water  Treatment  G7 

Formula  92-N  Boiler  Water  Treatment  G7 

Formula  93-M  G7 

Micro-Biocide  22-F  G7 

Micro-Biocide  22-G    G7 

Micro-Biocide  22-H    G7 

Micro-Biocide  23-K    G7 

Micro-Biocide  23-L G7 

Micro-Biocide  23-M  G7 

23-Y  G7 

24-A  G7 

34-A  G7 

50C  G6 

60-D  G7 

60-SG  G6 

61-B  G7 

92-F  G6 

92-M  G6 

92-R  G7 

93-N  G7 

Water  Clarifiers  Inc. 

WC-955  LI 

Water  Conditioning  Consultants 

F-30  Foamkill    Q5 

Water  Engineering  Services,  Inc. 

B-245  G6 

B-246  G6 

B-247  G6 

B-280  G6 

B-302  G7 

B-361  G6 

B-430  G6 

B-462  G6 

Water  Guard,  Inc. 

Liquid  Polyphosphate   G2 

Sodium  Hypochlorite  Solution  D2.G4 

Water  Improvement  Services 

Wl-110 G6 

WI-141  G6 

Wl-184 G6 

WI-190  G6 

Water  Sciences,  Inc. 

Formula  No.  100  G6 

Formula  No.  101   G6 

Formula  No.  105  G6 

Formula  No.  1050  G6 

Formula  No.  1051  G6 

Formula  No.  1053  G6 

Formula  No.  106  G6 

Formula  No.  203  G6 

Formula  No.  311   G6 

Formula  No.  314  G6 

Formula  No.  317  G6 


Formula  No.  400  G7 

Formula  No.  401  G6 

Formula  No.  402  G6 

Formula  No.  403  G6 

Formula  No.  407  G6 

Formula  No.  555  G2 

Formula  No.  9100  G6 

Formula  No.  9101  G6 

Formula  No.  9105  G6 

Formula  No.  9106  G6 

Formula  No.  9203  G6 

Formula  No.  9205  G6 

Formula  No.  931 1  G6 

Formula  No.  9314  G6 

Formula  No.  9317  G6 

Formula  No.  9400  G7 

Formula  No.  9401  G6 

Formula  No.  9402  G6 

Formula  No.  9403  G6 

Formula  No.  9407  G6 

Formula  No.  9555  G2 

Formula  318    G6 

Formula  6502    G6 

Formula  7788    G6 

Formula  8444    G6 

Formula  9318    G6 

Water  Service  Associates 

Boiler  Water  Treatment  WSA  10A    ....  G6 

Boiler  Water  Treatment  WSA  104C    ..  G6 

Boiler  Water  Treatment  WSA  106C    ..  G7 

Boiler  Water  Treatment  WSA  12A    ....  G6 

Boiler  Water  Treatment  WSA  14A   ....  G6 

Boiler  Water  Treatment  WSA  20A   ....  G6 

Boiler  Water  Treatment  WSA  22A   ....  G6 

Boiler  Water  Treatment  WSA  24A   ....  G6 

Boiler  Water  Treatment  WSA  26A   ....  G6 

Boiler  Water  Treatment  WSA  28A   ....  G6 

Boiler  Water  Treatment  WSA  30A   ....  G6 

Boiler  Water  Treatment  WSA  32A   ....  G6 

Boiler  Water  Treatment  WSA  34A    ....  G6 

Boiler  Water  Treatment  WSA  36A   ....  G6 

Boiler  Water  Treatment  WSA  76B    ....  G6 

Boiler  Water  Treatment  WSA  80B    ....  G6 

Boiler  Water  Treatment  WSA  82B    ....  G7 

Cooling  Water  Treatment  WSA  120D  G7 

Cooling  Water  Treatment  WSA  122D  G6 
Resin  Cleaner  Treatment  WSA  176F  ....  PI 

Water  Services  Company 

BWT  #33  G6 

Water  Services,  Inc. 

2203  G7 

2702  G6 

2800  G6 

Water  Services,  Incorporated 

pH-Adjust    G6 

pH-Trol    G7 

Alka-Aid    G6 

Baf-Trol  G7 

Boiler  Storage  Preserver-NC    G7 

BAF-130   G5.G7 

BAF-135    G7 

BAF-138    G5.G7 

BAF-15    G7 

BAF-150   G7 

BAF-30  Water  Treatment  Microbi- 

cide  G5.G7 

BAF-35  Water  Treatment  Microbicide  G7 
BAF-38  Water  Treatment  Microbiocide  G7 

BAF^tO  Water  Treatment  Microbiocide  G7 

B3    G6 

Chill  Hib  CW    G6 

Clear-Hib-D  G7 

Clear-Trol-D    G7 


Co-Jel  S-201    G7 

Co-Jel  2AV  G7 

Co-Jel  200  G6 

Cond-Trol    G6 

Conditioner  B4   G7 

Conditioner-B8    G6 

Cor  Hib  CW    G7 

Cor-Ret    G5 

a  2P  G6 

Drain  Pipe  Cleaner   LI 

Film-Trol-I  G6 

Film-Trol-n  G6 

Inhibitor  CI   G6 

Inhibitor  CU    G7 

No-Ox  LH  G6 

No-Scale  #400  G6 

No-Scale  SV   G6 

No-Scale  V    G6 

NJ  800  G7 

NJ  800  CW   G7 

NJ-845  G7 

NJ-8450  G7 

NJ-876  G7 

NO-OX-DC  G6 

NO-OX-DLS  G6 

Penn-OB    G7 

Poly  Plex  I  G6 

Poly  Plex  B  G6 

Poly-Plex-3   G6 

Poly-Sur  G6 

Poly-SurDLS    G6 

Poly-Sur-LH    G6 

Scale  Trol  LH  G7 

Scale-Solve    A3 

Scale-Trol  L G6 

Ska  Kon  P  G6 

Ska-Kon-L  G2.G5.G6 

SC-*6-A  G6 

SC^6-B  G6 

SC^»6-C  G6 

SKA  KON-M    G2.G5.G6 

SVA-B3  G6 

SVA-B4  G7 

SVA-S15  G6 

SVA-S16  G6 

SVA-S5   G6 

SVA-S6   G6 

SVA-S66  G6 

SVA-S8   G6 

SVA-S9   G6 

SVA-VB6    G7 

SVA-V4  G6 

SVA-2V4 G6 

Vap-Adjust G6 

Vap-Plus    G6 

Vap-Trol    G6 

Void-Ox  G6 

Water  Solutions/ 

A  Division  of  DuBois  Chemicals, 

Inc. 

Accu  Clean  300  G5.G7 

Accu  Clean  310  A1.G5.G7 

Accu  Clean  311  A1.G7 

Accu  Clean  312  Al 

Accu  Clean  313  G5 

Accu  Clean  320  A3 

Accu  Clean  321  A3 

Accu  Gard  200    G7 

Accu  Gard  201    G7 

Accu  Gard  220    G5.G7 

Accu  Mine  180  G6 

Accu  Mine  182   G6 

Accu  Mine  183   G6 

Accu  Mine  186   G6 

Accu  Pure  700 G2.Q1 

Accu  Shield  511    G5.G7 

Accu  Shield  541    A3.G7 

Accu  Therm  100  G6 

Accu  Therm  101    G6 
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Accu  Therm  110  G6 

Accu  Therm  111   G6 

Accu  Therm  112  G6 

Accu  Therm  113  G6 

Accu  Therm  114  G6 

Accu  Therm  140  G1.G5.G6 

Accu  Therm  150  G6 

Accu  Therm  152  G6 

Accu  Therm  160  G6 

Water  Solv  Inc. 

Boiler  Formula  #4  G6 

Multi-Solve  HJJ.  All  Purpose  Cleaner  Al 

Water  Systems  Engineering,  Inc. 

Closed  System  Treatment  82   G7 

Drain  Guard  LI 

Ext.  Polyphos    G2 

Steam  Boiler  Treatment  235  G6 

Steam  Boiler  Treatment  30  G6 

Steam  Boiler  Treatment  32 G6 

Steam  Boiler  Treatment  35  G6 

Steam  Boiler  Treatment  38  G6 

Steam  Line  Treatment  31   G6 

Sweet  Water  System  Treatment  G7 

Water  Systems  Inc. 

MBT-58  G7 

MBT-59  G7 

MBT-60  G6 

MBT-61   G6 

Water  Tech  Co. 

Water-Tech  402  Boiler  Treatment  G6 

Water-Tech  500  Steam  Treatment  G6 

Water  Tech  Specialties,  Inc. 

"Formula  No.  BT-Z"  G7 

Antifoulant  B-52 G7 

Antifoulant  C-101   G7 

Boiler  Treatment  BT  101    G7 

Boiler  Treatment  BT-LY    G7 

Boiler  Treatment  DP-2   G6 

Boiler  Treatment  DP-4   G6 

Boiler  Treatment  DP-6   G6 

Boiler  Treatment  Form  No  Alklnty 

Build-A  G6 

Boiler  Treatment  Form.  No.  Alklnty 

Build  G6 

Boiler  Treatment  Formula  No.  BT-F  ..  G7 

Boiler  Treatment  Formula  No.  BT-130  G7 

Boiler  Treatment  Formula  No.  BT-135  G7 

Corrosion  Inhibitor  CORI-103   G7 

Corrosion  Inhibitor  CORI-200   G6 

Formula  AC-7  G7 

Formula  BT-R  G6 

Formula  No.  AC-2    G7 

Formula  No.  AC-27    G7 

Formula  No.  BT-YF  G6 

Formula  No.  BT-125  G7 

Formula  No.  CIH-B    G6 

Formula  No.  CIH-C    G6 

Formula  No.  CIH-D   G6 

Formula  No.  DF-1  G7 

Water  Technologies,  Inc. 

1010  G7 

1011  G7 

1012  G7 

1013  G7 

1030  G7 

1031  G7 

1032  G7 

1033  G7 

1100  G7 


1101  G7 

1102  G7 

1103  G7 

1320  G7 

1321  G7 

1322  G7 

1331  G2.G6 

1400  G7 

1401  G7 

1402  G7 

1403  G7 

1457  G6 

1458  G6 

1463  G6 

1464  G6 

1465  G6 

1466  G6 

1468  G6 

1469  G6 

1472  G6 

1477  G6 

1479  G6 

1480  G6 

1514  G6 

1515  G6 

1516  G6 

1518  G6 

1525  G6 

1526  G6 

1527  G6 

1621  G7 

1623  G7 

1660  G7 

1661  G7 

1662  G7 

1665  G7 

2000F G6 

2001F  G6 

2002F  G6 

2003F  G6 

2050F G6 

2051F G6 

2052F  G6 

2053F  G6 

2055  G6 

2060F  G6 

206  IF  G6 

2062F  G6 

2063F  G6 

2070F  G6 

2071F  G6 

2072F  G6 

2075  G6 

2082  G6 

2100F  G6 

2110F G6 

2112F G6 

2130F G6 

2131F G6 

2132F G6 

2133F G6 

2180F G6 

2181F  G6 

2182F  G6 

2201F  G6 

2220-F  G6 

2310F  G6 

2320F  G6 

2330F  G6 

2340-F  G6 

2350F  G6 

3582  G6 

3584  G6 

3592  G6 

3594  G6 

3602  G6 

3604  G6 

Water  Technology  of  Springfield, 
Inc. 

Water  Chem  BWT-200  G6 


Water  Chem  BWT-201  G6 

Water  Chem  BWT-240  G6 

Water  Chem  BWT-245  G6 

Water  Chem  BWT-250  G6 

Water  Chem  BWT-260  G6 

Water  Chem  BWT-265  G6 

Water  Chem  BWT- 276  G6 

Water  Chem  OTS  420    G2 

Water  Chem  SLT-300  G6 

Water  Chem  SLT-310  G6 

Water  Chem  SLT-320  G6 

Water  Chem  SLT-330  G6 

Water  Chem  SLT-340  G6 

Water  Chem  SLT-350  G6 

Water  Chem  SLT-390  G6 

Water  Technology  And  Controls, 
Inc. 

AQA-937  Caustic  Soda  50%   G6 

AQH-260  Closed  CWT G7 

AQJ-403  Dispersant    G6 

AQJ-408  Dispersant    G6 

AQJ-420  Dispersant    G6 

AQJ-425  Dispersant    G7 

AQJ-465  Dispersant    G6 

AQJ-485  Dispersant    G6 

AQJ-512  Steam  Line  Corrosion  Control  G6 

AQJ-522  Steam  Line  Corrosion  Control  G6 

AQJ-564  Steam  Line  Corrosion  Control  G6 

AQJ-705  Deposit  Control  G6 

AQJ-732  Deposit  Control  G6 

AQJ-809  Deposit  Control  G6 

AQJ-8 16  Deposit  Control  G6 

AQJ-845  ODBT    G7 

AQJ-873  Deposit  Control  G6 

AQJ-874  Deposit  Control  G6 

AQJ-878  Deposit  Control  G6 

AQR-269  Corrosion  Control G7 

AQR-315  Deposit  Control    G7 

AQR-320  Cooling  Tower  Treatment   ..  G7 

AQR-331  Cooling  Tower  Treatment   ..  G7 

AQR-351  Cooling  Tower  Treatment   ..  G7 

AQR^WO  Dispersant  G7 

AQR-850  Cooling  Tower  Treatment   ..  G7 

AQS-568  Filming  Amine   G7 

AQS-640  Corrosion  Control  G6 

AQS-645  Corrosion  Control  G6 

AQS-750  Deposit  Control G6 

NCJ-408  Dispersant    G6 

NCJ-512  Steam  line  Corrosion  Control  G6 

Water  Treatment  Corp.  of 
Maryland 

Boiler  Treat-500    G6 

Steam  Treat  59    G6 

Water  Treatment  Technologies  Inc. 

Aquacool  925    G7 

Aquacool  926    G7 

Aquaklean  931  PI 

Aquaklear  916  G6 

Aquatec  901  G6 

Aquatec  902 G6 

Aquatec  903 G6 

Aquatec  904 G6 

Aquatec  907  G7 

Aquatec  909 G6 

Aquatec  910 G6 

Aquatec  911  G7 

Aquatec  913 G7 

Aquatec  914 G6 

Aquatec  919 G6 

Aquatec  920 G6 

Aquatec  921  G6 

Aquatec  922 G6 
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Water  Wise,  Inc. 


Watertech 


Watts,  J.  B.  Company,  Inc. 


B-5290  G7 

B3340    G6 

Water- Wise,  Inc. 

B-135  G6 

BFW  716  Caustic,  Polymaleic,  Chelant  G6 

WW  B3340  Alkaline  Polymer  G6 

WW  B5000  Sodium  Sulfite  Solution  ..  G6 

WW  B5500  Sodium  Sulfite   G6 

WW  B6800  Amine  G6 

Waterbury  Companies,  Inc. 

Aerosol  Boric  Acid  F2 

Borid   F2 

Bond  Turbo  F2 

CB  Farm  Dairy  Insect  Fogger   Fl 

CB  S-312  Insecticide    Fl 

CB-38  Insect  Killer  Fl 

CB-405  Fogger   F2 

CB-580  Fogger  with  Pyrethrin  Fl 

CB-88  Insecticide   Fl 

Drax  Ant  Kil  Gel    F2 

Drax  Ant  Kil-PF  F2 

Farm  Dairy  CB-38  Insect  Killer Fl 

Farm  Dairy  CB-80  Insect  Killer Fl 

Farm  Dairy  CB-88  Insect  Killer Fl 

Mop  Up  F2 

Purge   F2 

Purge  Air  Sanitizer  CI 

Purge  Baygon  Crack  &  Crevice  Prof. 

Inset F2 

Purge  Crack  &  Crevice  Insctcde 

w/Dursban  F2 

Purge  CB  S-100  Insect  Killer  Fl 

Purge  CB  S-1000  Insect  Killer Fl 

Purge  CB  S-500  Insect  Killer Fl 

Purge  CB-123  Insecticide  Fl 

Purge  CB-40  Aerosol  Insect  Killer    Fl 

Purge  CB-80  Insecticide  Fl 

Purge  Instant  Fogger  Fl 

Purge  B  Insect  Killer    Fl 

Purge  ID  Fl 

Purge  Super  Odor  Neutralizer    CI 

Purge  System  22-R  F2 

Purge  Total  Release  Insecticide   F2 

Purge  Total  Release  Insecticide 

w/Vapona   F2 

Purge  Wasp  &  Hornet  Jet  Freeze  F2 

Q-Mist  Bug  Killer  II  Fl 

Q-Mist  QM-38  Insect  Killer  Fl 

Q-Mist  QM-80  Insect  Killer  Fl 

R  Value's  Roach  Kil  F2 

Roach  Kil  Commercial   F2 

System  22  Purge  Dursban  C.&C.  Insect.  F2 

Time  Mist  Air  Sanitizer  Citrus  CI 

Time  Mist  Insecticide  I  F2 

Time  Mist  Insecticide  UI    F2 

Time  Mist  Super  Odor  Neutralizer CI 

Time-Mist  Air  Sanitizer   CI 

Time-Mist  Insecticide  VUI  Fl 

Time-Mist  Metered  Insecticide  Aerosol    F2 

Time-Mist  Metered  Insecticide  II  F2 

TM^O  Aerosol    Fl 

Waterchem  Manufacturing,  Inc. 

Formula  3075-F G6 

Watermen,  Inc. 

Blend-All-2   G6 

Boiler  Polymer    G6 

Pit-Stop    G6 

Retum-Trol    G6 

Scale-Stop    G6 


BWT-102  G6 

BWT-105  G6 

BWT-111  G6 

BWT-131  G6 

BWT-133L G6 

BWT-141  G6 

BWT-151  G6 

BWT-152  G6 

BWT-153  G6 

BWT-154  G6 

BWT-155  G6 

BWT-178  G6 

OTC-301    G2 

System-'2000'  G6 

System-7010'  G6 

System-7100' G6 

System-'4OO0' G6 

WT-1178   G6 

Watertech  of  America,  Inc. 

Watertech  3500M   G6 

Watertech  3507  G6 

Watertech  3520  G6 

Watertech  3910  G6 

Watertech  3915  G6 

Watertech  3920  G6 

Watertech  3923  G6 

Watertech  3965  G6 

Watertech  3990  G6 

Watertech  3993  G6 

Watertech  3997  G6 

Watkins  Incorporated 

Ant  &  Roach  Spray  (Pressurized)    F2 

Pine  Oil  Disinfectant CI 

Pyrethrum  Fly  Spray  Fl 

Rat-Mouse  Killer F3 

Toilet  Bowl  Cleanser    C2 

Watkins  Salt  Company 

Salt  Beads    PI 

Salt  Granulated  Evap.  Kiln  Dried    PI 

Solar  Salt  PI 

Watson  Technical  Associates,  Inc. 

Drain-Away  LI 

Formula  PH  Liquid-B  G6 

Formula  SS-1006    G6 

Formula  2013    G7 

Formula  2050    G7 

Formula  6008    G6 

Formula  6010    G6 

Formula  630    G7 

Formula  7000    Al 

Formula  7003    A4 

Formula  7005    A4 

Formula  7006    A4 

Formula  7007    A5 

Formula  7010    Al 

Formula  7011     Al 

Formula  7030    CI 

Fomiula  9000    Al 

7-PH  Drain  Cleaner LI 

Watten  Chemical  Inc. 

Wez-Ox    A3 

Watterson  Laboratories,  Inc. 

TFS-17  Al 


Impac  SHC  Cleaner  (Sodium  Hypo- 
chlorite)      Al 

Wausau  Chemical  Corporation 

#200  Dry  Bleach  Bl 

#70  Detergent    Al 

#71  Detergent    Al 

#710  Detergent    Al 

Boiler  Sludge  Conditioner    G6 

Boiler  Treatment  A  G6 

Boiler  Treatment  S-2 G6 

Boiler  Treatment  S-3 G7 

Built  Caustic   A2 

Built  Power  Wash  Al 

Car  Wash  Detergent-Blue  Al 

Car  Wash  Detergent-Orange  Al 

Cooling  Tower  Scale  Inhibitor  G7 

Green  Bay  Special  General  Cleaner  ....  Al 

Heavy  Duty  Laundry  Detergent  Bl 

Liqui  Solv  Concentrate  Al 

One  Shot   B2 

Pressure  Concentrate  Al 

Return  Line  Treatment  HP-2    G6 

Return  Line  Treatment  HP-3    G7 

Return  Line  Treatment  LP-2 G6 

Return  Line  Treatment  LP-3 G6 

Return  Line  Treatment  STL- 172A  G6 

Rolar  Brand  Formula  Number  14 A3 

Rolar  Brand  Formula  Number  15 A3 

Rolar  Brand  Formula  Number  16 A3 

Rolar  Brand  Formula  Number  27 A3 

Rolar  Brand  Formula  Number  29 Al 

Rolar  Brand  Formula  Number  43 A2 

Rolar  Brand  Formula  Number  60 A2 

Rolar  Brand  Formula  1  Al 

Rolar  Brand  Formula  26  A3 

Rolar  Brand  40   D2 

Rolar  Brand  53   A2 

Solu-Break  Bl 

Sweet  Water  Treatment  G7 

700  Detergent    Al 

Waverley  Mineral  Products  Co. 

Dn-Zit   Jl 

Hi-Dri Jl 

Petro-Sorb   Jl 

Zip-Zorb Jl 

Waxie's  Enterprises,  Inc. 

Amazemint A4.C1 

Brk-Away    Al 

Waterless  Hand  Cleaner  El 

Waterless  Hand  Cleaner  With  Pumice  ..  E4 

Waxie  Lube-AI  Silicone  Lubricant H2 

Zap  Insect  Killer  Fl 

Way  Mar  Chemical 

The  Good  Stuff  Al 

Wayne  Chemical,  Inc. 

WC  333  Cleaner   Al 

WC-130  Sanitizer   D2 

WC-131  Hand  Sanitizer  E3 

WC-140  Sanitizer   D2 

WC-145  Sanitizer  D2 

WC-146  Hand  Sanitizer   E3 

WC-150  Sanitizer   D2.E3.G4 

WC-200  Cleaner  A3 

WC-2000  Cooling  Water  Treatment    ..    G7 

WC-203  Cleaner  A3 

WC-204  Cleaner  A3 

WC-205  Cleaner  A3 

WC-206  Cleaner  A3 

WC-208  Cleaner  A3 
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WC-210  Cleaner  A3 

WC-21 3  Cleaner  A3 

WC-21 3  Cleaner  A3 

WC-215  Acid  Cleaner A3 

WC-220  Sanitizer  D2 

WC-225  Sanitizer   D2 

WC-240  Cleaner  A3 

WC-250  Cleaner  A3 

WC-255  Cleaner  A3 

WC-26  Cleaner  A3 

WC- 300  Cleaner  A1.H2 

WC-3000  Boiler  Water  Treatment  G6 

WC-3025  Boiler  Water  Treatment  G6 

WC-3035  Boiler  Water  Treatment  G6 

WC-3036  Boiler  Water  Treatment  G6 

WC-3045  Boiler  Water  Treatment  G6 

WC-310  Cleaner  Al 

WC- 322  Cleaner  Al 

WC- 330  Cleaner  A1.H2 

WC-332  Cleaner  Al 

WC- 335  Cleaner  Al 

WC-335PF  Cleaner  Al 

WC- 340  Cleaner  Al 

WC- 342  Cleaner  Al 

WC-342PF  Cleaner  Al 

WC-345  Cleaner  Al 

WC- 350  Cleaner  Al 

WC-3500  Return  Line  Treatment  G6 

WC-3510  Return  Line  Treatment  G6 

WC-352  Cleaner  Al 

WC-352PF  Cleaner  Al 

WC-3540  Return  Line  Treatment G6 

WC-3550  Return  Line  Treatment G6 

WC-3580  Return  Line  Treatment G6 

WC-3590  Return  Line  Treatment G6 

WC-362  Cleaner  Al 

WC-370  Foam  Add Al 

WC-375  Foam  Add Al 

WC- 3800  Boiler  Water  Treatment  G6 

WC-400  Cleaner  Al 

WC-4021  Oxygen  Scavenger  G6 

WC-4030  Resin  Cleaner  PI 

WC-4040  Potable  Water  Treatment  ....  G2 

WC-42  Cleaner  Al 

WC-450  Cleaner  Al 

WC-500  Cleaner  Al 

WC-501  Cleaner  A4 

WC-52  Cleaner  Al 

WC-55  Cleaner  Al 

WC-550  Cleaner  Al 

WC-560  Cleaner  Al 

WC-600  Cleaner  Al 

WC-61  Trolley  Cleaner  and  Deruster  A2 

WC-615  Cleaner   A2 

WC-62  Cleaner  A2 

WC-620  Cleaner  A2 

WC-625  Cleaner  A2 

WC-63  Cleaner  A2 

WC-630  Cleaner  A2 

WC-632  Cleaner  Al 

WC-635  Cleaner  A2 

WC-64  Cleaner  Al 

WC-642  Cleaner  Al 

WC-642PF  Cleaner  Al 

WC-65  Cleaner  A2 

WC-650  Cleaner   A8 

WC-652  Cleaner   Al 

WC-652PF  Cleaner  Al 

WC-655  Cleaner  A2 

WC-66  Cleaner  A2 

WC-70  Detergent    Bl 

WC-720  Lotion  Skin  Cleanser  El 

WC-740  Sanitizing  Handwash  E2 

WC-791  Break  Bl 

WC-792  Detergent    Bl 

WC-793  Brightener  Bl 

WC-793-2  Brightener   Bl 

WC-794  Sour Bl 

WC-795  Softener Bl 

WC-800  Inhibitor   G3 

WC-806  De-icer   PI 


WC-850  Antifoam  Al 

WC-853  Antifoam  Al 

WC-855  Antifoam  Al 

WC-890  Gel    Al 

WC-900  Lubricant HI 

WC-901  Lubricant HI 

WC-910  Lubricant H2 

WC-930  Trolley  Oil    HI 

Wayne  Concept  Manufacturing  Co., 
Inc. 

Quat  10    D2 

Wayne  DeLime  Doctor  A3 

Wayne  Consultants,  Inc. 

Formula  S-10F    G6 

Formula  SLT-1    G6 

Formula  SLT-1  Special  G6 

Formula  SLT-2   G6 

Formula  SLT-7  B    G6 

Formula  105    G6 

Formula  105  A    G6 

Formula  201-F G2.G6 

Formula  203  F G6 

Formula  432  F G6 

Formula  601  F G6 

Formula  621F    G6 

Formula  815  BF    G6 

Formula  815  F G6 

Formula  815CF  G6 

WaPer  Supply  &  Service  Company, 
Inc. 

NCS#7    Al 

W-116  All  Purpose  Cleaner  A4 

W-20   CI 

W-3  The  New  Innovative  Clnr.-Strip. 

Dgrs A4 

W^l  Solvent  Cleaner  A4 

W^7  All  Purpose  A4 

W-880    A4 

W-9    CI 

2001  CI 

Weas  Engineering,  Inc. 

B  111  G6 

B  116  G6 

B  116-2   G6 

B  121  G6 

B  122  G6 

B  123  G6 

B  124  G6 

B  125  G6 

B  126  G6 

B  134  G6 

B  141-1    G6 

B  141-5   G6 

B  142  G6 

B  183  G6 

B  581  G6 

C  121  G5.G6 

C-940  G7 

C-960  G7 

Weatherator/ 

Div.  of  Chardon  Laboratories,  Inc. 

BD-1    G6 

BD-2    G6 

BD-6    G6 

RL-23 G7 

SS-1   G3 

Weaver,  D.F.  Company 

Luster-All  Liq.  Dishwashing  Detgnt.  ..  Al 


Webaco  Manufacturing 
Corporation 

Scuzz  Al 

Webco  Chemical  Corp. 

#1612  All  Purpose  Cleaner A2 

All  Purpose  Cleaner  for  Floors  and 

Walls  A4 

APC  Concentrate  CI 

Heavyduty  Steam  Cleaner A4 

Laundry  Detergent  Bl 

Medium-Duty  Steam  Cleaner  Al 

Webco  #1320  Non  Chlorinated  Egg 

Wash  Ql 

Webco  #1321  Non  Chlorinated  Egg 

Wash  Ql 

Webco  #1351  Chlorinated  Egg  Wash  Ql 

Webco  #1352  Chlorinated  Egg  Wash  Ql 

Webco  #1 370  Chlorinated  Egg  Wash  Ql 

Webco  #1371  Chlorinated  Egg  Wash  Ql 

Webco  #1456  Chlonnated  Egg  Wash  Ql 

Webco  #1875 A3 

Webco  #1876 A3 

Webco  #1890  Acid  Cleaner  A3 

Webco  Foaming  Cleanser  C2 

Webco  Iodine  Sanitizer D2 

Webco  Low-Foam  Iodine  D2 

Webco  No.  10  A1.Q1 

Webco  No.  103  Acid  Cleaner    A3 

Webco  1151  Al 

Webco  1160 Al 

Webco  1201  A8 

Webco  1225 A2 

Webco  1275 A2 

Webco  1305  Al 

Webco  1425 A2 

Webco  1455 A1,Q1 

Webco  1465 A2 

Webco  1475 A2 

Webco  1665 Al 

Webco  1685 Al 

Webco  1910  Defoamer  Q5 

1210  A2 

4KP  All  Purpose  Heavy  Duty  Cleaner  Al 

Webster  Chemical  Corporation 

Chlonnated  Machine  Dish  Wash  Com- 
pound      Al 

Concentrate  Deodorant  CI 

Concentrated  Inhibited  Chemical 

Cleaner   A3 

General  Purpose  Liquid  Cleaner Al 

General  Purpose  Low  Sudsing  Cleaner  CI 

Germicidal  Cleaner  Dl 

Green  Gold  Concentrate  100    A4 

Heavy  Duty  Organic  Drain  Cleaner LI 

Heavy-Duty  Floor  Cleaner  CI 

Hospital  Type  (Mint)  Disinf.  &  Clnr.  CI 

Ice  Melting  Compound  CI 

Insecticide   F2 

Liquid  Hand  Soap  20%  Concentrate  ....  El 
Liquid  Hand  Soap  40%  Concentrate  ....  El 
Liquid  Solvent  Non-Flammable  Cleaner  A4 

Porcelain  and  Bowl  Cleanser  C2 

Powdered  Hand  Soap    C2 

Super  Butyl  Cleaner   A4 

Three-Gly CI 

Webster  Paint  Stripper    C3 

Webster  Safety  Solvent  Kl 

Webster  1  Deodorizer  CI 

Webster  2  Deodorizer  CI 

Wecco,  Inc. 

Aqua  Pure  16 D2 


11-465 


Wechem,  Inc. 

Big  Red  Multi-Purpose  Grease  H2 

Bio-Guard    L2 

Blue  Max  Al 

Citra  Solv  Cold  Solvent   CI 

Citro-Kleen    CI 

Conquest  (RTU)    F2 

DDS  Formula  One    Al 

Eliminator   G7 

Force  100  Safety  Solvent   K2 

Germ-X    CI 

Guardian  Sanitizing  Hand  Cleaner  E2 

Hy-Cide  C2 

N.B.C Al 

Pacer    A8 

Pine  Plus   CI 

Pine  Six   CI 

Quat-X  A4 

Red  Baron   Al 

Rince  Contact  &  Circuit  Board  Cleaner  K2 

Riptide  Al 

Sani  Guard  D2 

Sani-Klenz  C2 

Silicone  Spray  HI 

Superior  White  Food  Grade  P.T.F.E. 

Grs HI 

Trio    H2 

U.S.  Choice  Al 

Vertigo  CI 

Work-Men  Hand  Cleaner  w/  Volcanic 

Pumice    E4 

Work-Out E4 

Wedor  Chemical  Co.,  Inc. 

"Heater-Kleen"    PI 

Weevil-Cide  Company,  The 

Toxi-Fog   F2 

Weinberg,  N.  I.,  Company 

Adhere  Thixotropic  Concentrate C2 

Blast  Al 

Extinguish    Kl 

Glint  CI 

Weiss  Brothers  Inc. 

Advantage  Antiseptic  Lotion  Hand  Soap  El 

Advantage  Dishwashing  Detergent Al 

Advantage  Heavy  Duty  Degreaser 

Cleaner   A4.A8 

Advantage  Lotion  Hand  Soap  E4 

Advantage  Oven  Grill  &  Fryer  Cleaner   A8 

Advantage  Pink  Lotion  Detergent    Al 

Advantage  Porcelain  &  Bowl  Cleaner      C2 

Wells,  W.  Sales  Company 

101  Boiler  Water  Treatment  G6 

122  G6 

144  G6 

202  G6 

210  Boiler  Water  Treatment  G6 

Wen-Don  Corporation 

All  Kleen  CI 

BK-200    C2 

BTC  PI 

Chlor-Zene  Plus CI 

CJ-23  A4 

COC  All  Purpose  Cleaner  Al 

CR-23    A4 

CR-23-FS  Food  Service  Heavy  Duty 

Cleaner    A4 

Dis-Solv  LI 

Dynamo  LI 


DO-94    CI 

Insect  Spray  Fl 

Kling   C2 

L-Tox  Spray    Fl 

No.  620  Degreaser    Al 

Puro  Lube  (Aerosol)  HI 

Puro-Lube  Food  Plant  Lubricant    HI 

PW-31    CI 

Slide  Release  Agent    HI 

Utility  Cleaner  CI 

W-D  Concentrate  Germicidal  CI 

W-D  No.  98  Kl 

Wen  Dons  88    Kl 

Wen-Don  Stainless  Steel  Cleaner A3 

Wepak  Corporation 

Cleaner  &  DegTeaser  A4 

Disinfectant  Sanitizer  Deodorant   Al 

Drain  Pipe  Opener LI 

Enzyme  Drain  Treatment   L2 

Foam  Cleaner  &  Degreaser    CI 

Foaming  Disinfectant  Cleaner    CI 

Germicidal  Cleaner  and  Deodorant    ....    CI 

Glyco  Aire  Freshener   CI 

Green  Emulsion  Toilet-Urinal  Cleaner     C2 

Kreme  Kleanser CI 

Kreme  Klenser  for  Porcln,  Tile.  Enl, 

Mtl A6 

Lemon  Disinfectant  CI 

Non-Acid  Bathroom  Disinfectant  CI 

Odorless  Cleaner  Disinfectant  Sanitizer  A4 

Oven  &  Grill  Cleaner  A8 

Pine  Disinfectant  CI 

Pink  Lotion  Hand  Cleaner   El 

Pink  Neutral  Concentrate  Cleaner   A4 

Thick  Bowl  and  Porcelain  Cleaner  ..  A3.C2 
Wepak  Butyless  Degreaser  Cleaner  ....    Al 

Wepak  Drain  Conditioner  LI 

Wepak  Instant  Mildew  Stain  Remover     PI 

Wepak  Porcelain  Cleaner  C2 

Wepak  Spray  Cleaner  Degreaser   CI 

Wepak  Super  Plus  Degreaser  Stripper  A4 
Wepak  Water  Soluble  Odor  Remover  CI 
Wepak  White  Emulsion  Bowl  Cleaner     C2 

Werth  Sanitary  Supply  Co.,  Inc. 

Adios  Concentrate  Al 

Horsepower  CI 

Lime  Away  Plus   C2 

Speedy  H2 

Wertz  Company,  The 

All  Purpose  Synthetic  Cleaner  A4 

Cleaner/Degreaser  Al 

Wez  111  A4 

Wes-Tex  Chemical  Co. 

Baktri-Side D2 

Weschem 

Sanitizing  Hand  Soap   E2 

Wesco  Chemicals,  Inc. 

Formula  WeslOOSL G6 

Wes  Formula  302   G6 

Wes  Formula  303L  G6 

Wes  Formula  397   G6 

Wes  301  G6 

Wes  488  G6 

Wesco  Technologies  Inc. 

Wesco  B.W.T.  #314  Sludge  Conditioner  G6 

Wesco  Bio-10   G7 

Wesco  Bio-5    G7 


Wesco  Bio-9   G7 

Wesco  BWT  P-402  Boiler  Water  Treat- 
ment      G6 

Wesco  BWT  309  Boiler  Water  Treat- 
ment      G7 

Wesco  BWT  3090  Boiler  Water  Treat- 
ment      G7 

Wesco  BWT-P401  G6 

Wesco  BWT-P403 G6 

Wesco  BWT-P406 G6 

Wesco  BWT-P407 G6 

Wesco  BWT-P412 G6 

Wesco  BWT- 301  G6 

Wesco  BWT- 302  Boiler  Water  Treat- 
ment      G6 

Wesco  BWT- 306  Boiler  Water  Treat- 
ment      G7 

Wesco  BWT- 307  Boiler  Water  Treat- 
ment      G6 

Wesco  BWT- 308  Boiler  Water  Treat- 
ment      G6 

Wesco  BWT-312  Boiler  Water  Treat- 
ment      G7 

Wesco  BWT-313  G6 

Wesco  BWT-315  G6 

Wesco  BWT-316  G6 

Wesco  BWT-317  G6 

Wesco  BWT-318  G6 

Wesco  BWT-319  G6 

Wesco  BWT- 321  G6 

Wesco  BWT- 324  G6 

Wesco  BWT- 325  G6 

Wesco  BWT- 326  A3 

Wesco  BWT- 327  G7 

Wesco  BWT- 328  G6 

Wesco  BWT- 329  Al 

Wesco  BWT-331  G6 

Wesco  BWT-332 G6 

Wesco  CWT  103  Cooling  Tower  Treat- 
ment      G7 

Wesco  CWT  104  Cooling  Tower  Treat- 
ment      G7 

Wesco  CWT  105  Cooling  Tower  Treat- 
ment      G7 

Wesco  CWT  106  Cooling  Tower  Treat- 
ment      G7 

Wesco  CWT  107  Cooling  Tower  Treat- 
ment      G7 

Wesco  CWT  108  Cooling  Tower  Treat- 
ment      G7 

Wesco  CWT  113  Dispersant    G7 

Wesco  MNT  P-905  Greasgo Al 

Wesmar  Co.,  Inc. 

Allure  Al 

B.S.R.-10  A3 

B.S.R.-10W  A3 

B.S.R.-15  A3 

B.S.R.-15X    A3 

B.T.C A1.Q1 

Biosol  CI 

Biosol  25  CI 

Biosol  40  CI 

Biosol  90  CI 

Bryte-San  D2 

Chlor-Kleen  Al 

Chlor-Kleen  16    Al 

Chlor-San  16  D2.Q4 

D-Foam   A1.Q5 

D-Foam  #2 A1.Q5 

Defy  A3 

Defy-15    A3 

Defy-5    A3 

Detergent  Plus  A4 

Detsol  Al 

Detsol  AP    A4 

Detsol  APC   Al 

Detsol  C-725  Al 

Detsol  CWF Al 

Detsol  CWF-F  Al 

Detsol  HD   Al 
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Detsol  HD-PF   Al 

Detsol  HDF  Al 

Detsol  425  Al 

Detsol  425M   CI 

Duchess   Al 

Duchess  Plus  Al 

Duchess  425    Al 

Egbryte Ql 

Excel    A2 

Excel  APA  A2 

Excel  OSG  A2 

Excel  RB  A2 

Excel  RB+  A2 

Excel  SQD  A2 

Foam  Aide  Al 

Formula  #BC  Al 

Formula  #100    Al 

Formula  #100F   A4 

Formula  #103    A4 

Formula  #200BC  Al 

Formula  #425    Al 

Formula  EOR    CI 

Formula  ESR  Bl 

Formula  EWR  L2 

Formula  EWR-P   L2 

Formula  100  LF    Al 

Formula  315    Gl 

Freedom  A3 

Fryer  Boil    A2 

FRM63  Al 

FRM63CE  Al 

FRM  63  CX    Al 

FRM63P   Al 

FRM63C  Al 

Glisn  EW  A1.Q1 

Glisn  EWR    Ql 

Glisn  EWW  Ql 

GlosanNC  Al 

Glow    A2 

Glow  MB-1   A2 

Glow  MB-2  A2 

GLISN  EWN  Ql 

GLISN  EWO  Ql 

Hal-O-San  Disinfectant  D2,E3 

Hal-O-San  HD D2.G5 

Han-D-Kleen  TBZ E4 

Han-D-Kleen  TS   El 

Han-D-Kleen  15    El 

Han-D-Kleen  40    El 

Han-San  E2 

Han-San-T  E2 

HD  Cleaner  CI 

I-O-Safe  D2 

I-O-Safe-P  Dl 

Ice  Melt  CI 

Kengo Al 

Kleen-All  Al 

Lift  Off  SG   CI 

LiftOff  SGF  Al 

Lift-Off  HD  A4 

Lift-Off  SFJ-F  Al 

Liquid  Excel    A2 

Liquid  Excel  LF    Al 

Liquid  Excel  425  A2 

Liquid  Excel  45  A2 

Liquid  Subdue  Bl 

Liquid  Whizz Bl 

Lub-Rite  H2 

Lub-Rite  A HI 

Lub-Rite  AA   HI 

Lub-Rite  B  H2 

Lub-Rite  HDS   H2 

Lub-Rite  HDSN H2 

Lub-Rite  Pet  3  H2 

Lub-Rite  PET    H2 

Lub-Rite  R3  H2 

Lub-Rite  S  H2 

Lub-Rite  SP  H2 

Lub-Rite  W  H2 

Lub-Rite  45  H2 

Lub-Rite  47  H2 

Lub-Rite  90  H2 


Lustre  A1.Q1 

Lustre  HD   Al 

Lustre  HD-NS   Al 

Lustre  NC    Al 

Lustre  Plus  Al 

Lustre  Plus  NS    Al 

Marklor   Al 

Marklor-W  Al 

Microbiocide  AW   G7 

Microbiocide  AW-15    G7 

Microbiocide  BN  G7 

Microbiocide  DT  G7 

MMR-25    Al 

MP-127    A2 

Penetrant  Lubricant  H2 

Penetryte    Q5 

Phos  Acid  Cleaner A3 

Phos  Acid  Cleaner  R  A3 

Pine  Cleaner    CI 

Powder  Bleach  Bl 

Powr-Pac   A1.A1 

Powr-Pac  C-30    A2 

Powr-Pac  EW    Ql 

Powr-Pac  NC-30  A2 

Powr-Pac  Plus  A2 

Powr-Pac  SP   A2 

Powr-Pac  WHP  A2 

Q-San  E3 

Q-San  2   E3 

Quest-D   Al 

Quest-M  Al 

Renew  #2  A3 

S.D.I.C Al 

Saf-Gard D2 

Safety  Solvent  Degreaser   Kl 

San-A-Dyne  D2 

Sanglo    Al 

Sanglo  NC  Al 

Sani-Lube HI 

Sani-Wash   A3 

SanitePT  Al 

SanitePTL Al 

Sanite  10Q  D2 

Sanite  128B  Dl 

Sanite  128F  D2 

Sanite  256B  , Dl 

Sanite  75    D2 

Saverite  BWT-L    G7 

Saverite  100  G6 

Saverite  105  G6 

Saverite  145  G6 

Saverite  210  G7 

Saverite  210A    G6 

Saverite  210AB  G6 

Savente210B    G6 

Saverite  210W  G7 

Saverite  225F G6 

Saverite  310  G7 

Saverite  600  G6 

Saverite  600  L  G6 

Saverite  710B    G6 

Saverite  712F G6 

Saverite  75  G7 

Saverite  75  E  G7 

Saverite  800F G6 

Saverite  800L    G6 

Saverite  95  G7 

Soak  G2 

Solvet  Al 

Solvet  #2  A4 

Solvet  EW  Ql 

Solvet  FM   Al 

Solvet  FM  #2    Al 

Solvet  SP  Al 

Solvet-F  A2 

Spiral   Al 

Spiral  EW    A1.Q1 

Subdue  Bl 

Super  C   Al 

Super  C  SP    Al 

Super  Steem-HL    Al 

Super  Steem-HP    A2 


Super  Steem-M.P A2 

Super  Steem-ML  A4 

Supersan  D2 

Supreme  Al 

Supreme  Green    E4 

Supreme  Lotion  E4 

Top-Notch   Al 

Top-Notch  EW    Ql 

Tred-Off  (P) A4 

Tred-OffSA    A3 

Tred-Off  SL  CI 

Tred-Off  SLM  CI 

Tred-Off-SP  A2 

Whizz  Bl 

300-A  Al 

West  Agro,  Inc. 

Acid-Plus  Foam  Cleaner  A3 

Acid-Plus  Sanitizer  D2 

Acidet  Acid  Sanitizer  D2 

Alka-Clean  Additive  1000   Al 

Alka-Clean  Additive  1500    Al 

Alka-Clean  Additive  2000    Al 

Alka-Clean  CTP  Liquid  Al 

Alka-Clean  CTP  Powder  A2 

Alka-Plus  CIP  Liquid   Al 

Alka-Plus  OP  Powder    Al 

Alka-Plus  Foaming  Liquid  Al 

Alka-Plus  Foaming  Powder    A2 

Caustic  Soda  Beads  A2 

Chlor-Mate  HW  Liquid Al 

Chlor-Mate  Liquid Al 

Chlor-Mate  Powder  Al 

Chlorinated  Alka-Plus  Foaming  Liquid    Al 

Chlorinated  Manual-Clean  Powder Al 

Chlorinated  Manual-Mate  Al 

Classic  White El 

Clean  Front  Iodine  Blocks   LI 

Enzyme  Cleaner  C.A PI 

Floor  &  Tile  Scrub  Al 

Gladish  Cleaner/Sanitizer  D2 

Hi  Temp  Acid  1000    A3 

Hi  Temp  Acid  2000    A3 

Hi  Temp  Alka  Plus  DF  A2 

Hi  Temp  Alka-Clean  Liquid  Al 

Hi  Temp  Alka-Clean  Powder  A2 

Hi  Temp  Alka-Plus  Liquid  A2 

Hi  Temp  Alka-Plus  Powder  Al 

Hi  Temp  LF  Acid  3000    A3 

High  Temp  Powdered  Acid    A3 

HF  Degreaser Kl 

HP  Cleaner  1000  Al 

Iosan  Detergent/Germicide  D2 

Lo  Foam  Acid  Sanitizer  D2 

LCS  Liquid  Chlorination  Sanitizer D2 

Manual  Acid  Foam  Cleaner  A3 

Manual-Clean  Powder Al 

Manual-Mate  Al 

Manual-Mate  Foam  Cleaner  Al 

Manual-Mate  Liquid  Al 

Manual-Mate  LF  Acid    A3 

Manual-Mate-HF  Acid    A3 

Maxidyne  Germicide  Sanitizer  D2 

Mega-San  Acid  Sanitizer   D2 

Membrane  Acid  100  PI 

Membrane  Acid  200  PI 

Membrane  Additive Al 

Membrane  Cleaner  PS  10  PI 

Membrane  Cleaner  PS  5  PI 

MW-F  Sanitizing  Hand  Cleaner  E2 

Rapidyne   D2.G5 

Teramine   D2.Q3 

West  Agro  Chum  Clean  Al 

West  Agro  Egg  Wash  Ql 

West  Agro  Lube  1000 H2 

West  Agro  Lube  2000 H2 

West  Agro  Lube  3000 H2 

West  Agro  Membrane  Soak  Part  B   PI 

West  Agro  Membrane  Soap  Part  A   PI 

W  A  NFG  Defoamer   Al 

ZZZ  Disinfectant  D2.E3 
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2K-V  Sanitizing  Hand  Cleaner E2 

50-U  Sanitizing  Hand  Cleaner  E2 

50%  Chelated  Liquid  Caustic  A2 

50%  Liquid  Caustic A2 

West  Chemical  Products,  Inc. 

All  Purpose  Cleaner   Al 

Bio-Q  A4.C1 

Bug-A-Bye Fl 

Bug-A-Bye  B Fl 

CLP.  Acid  A3.G7 

CLP.  Cleaner    Al 

Chain  Lubricant  H2 

Concentrated  Liquid  Soap El 

De-Foam    Al 

Delicate  Castile  Soap    El 

Descaler  A3 

Dynemate  No.  2    Al 

Foam-Eze  Degreasing  Cleaner  Al 

Germ  Warfare    A4 

Grime  Fighter   E4 

Kleen-Ezey  D-l  A3 

Kleenite   Al 

Kleenoda   C2 

Klenobowl  C2 

Lanokleen  Plus    C2 

Latherol  Liquid  Soap    El 

Liquid  B-Pan  Kleener  Al 

Liquid  Bowlbryte    C2 

Lotion  Hand  Cleanser  E4 

Lotsa  Lemon   E4 

Machine  Dishtergent  Al 

Nysair  Cakes  C2 

Phenola    A4 

Plus    E4 

Protective  Cream  #211    E4 

Protective  Cream  #311    E4 

Protective  Cream  #411    E4 

Residol  Plus  F2 

Sanikleen  CI 

Special  #6    Al 

Special  #7    A2 

Special  #8    Al 

Special  Antiseptic  Soap    El 

Special  Castile-Savole  Hand  Soap  El 

Special  Lofoam  Conveyor  Lubricant  ..    H2 

Super  Cidol   F2 

Tamed  Iodine  Scrub   E2 

Teramine  NR  D2 

Vaposector  Fl 

Wescodyne D2.E3.Q6 

West  D-Trans  B    Fl 

West  Electrosolve  Kl 

West-Fog  Fl 

West-Glo  Al 

West-LBW  A2 

West-Waterless  Hand  Cleaner    E4 

Westamine  X  Dl 

Westblitz  GP-490    Al 

Westblitz  HD-76  A2 

Westblitz  Y-100    CI 

Westgrip-100  A3 

Westolite   A4 

Westosan   D1.Q3 

Weston  Fogging  Concentrate  Fl 

Westsafe Kl 

Westsafe  (Aerosol)    Kl 

WestBan-2E  Insecticide    F2 

4-S  Concentrate  A4 

West  Coast  Distributing  &  Packing, 
Inc. 

Do  All  All  Purpose  Cleaner  A4 

West  Coast  Water  Services,  Inc. 

WC  110  G6 

WC  210  G6 

WC  220  G7 


WC  500  G7 

WC  510  G6 

WC  515  G7 

WC-100  G6 

WC-711   G7 

Westco  Chemicals  Inc. 

Sulfamic  Acid  Cleaner   A3 

Westech 

Westech  1000    G6 

Westech  1100    G6 

Westech  1200    G6 

Westech  1201    G6 

Westech  1210    G6 

Westech  1300    G6 

Westech  1301    G6 

Westech  1305    G6 

Westech  1370    G6 

Westech  1500    G6 

Westech  1501    G6 

Westech  1502    G6 

Westech  1505    G6 

Westech  2000    G7 

Westech  2002    G7 

Westech  2004    G7 

Westech  2100    G6 

Westech  2101    G7 

Western  Chemical  Company 

Blue  Mist  CI 

Western  Chemical  Company 

Boiler  Water  Treat  Form  3132  G6 

Closed  Circuit  Treatment  Formula  3580  G7 

Closed  Circuit  Water  Treat  Form  1053  G7 

Coagulant  A-100  LI 

Coagulant  100  LI 

Corafilm  F  G6 

Coravol  AM-302  G7 

Coravol  AN- 30   G7 

Coravol  AS-30  G7 

Coravol  GS6-40 G6 

Western  Chemical  Company 

De-Gre-Zit  A4.A8 

Fly-Nip    F2 

Western  Chemical  Company 

Formula  E-241  G6 

Formula  N-151    G6 

Formula  N-361    G6 

Formula  3470  Liquid    G6 

Formula  3991  Liquid    G6 

Formula  5428  Powder G6 

Formula  8342  Powder G6 

Western  Chemical  Company 

Herculite  Disinf.  Detergent  &  Cleaner  A4 

In  A  Jiffy  C2 

Western  Chemical  Company 

Iron  Retardant   G7 

Iron  Retardant  IR^O  G7 

Western  Chemical  Company 

Klensall    A4 

Western  Chemical  Company 

Multionic  Cooling  Wtr  Treat  Form 


MLS-11  G7 

Multionic  Cooling  Wtr  Treat  Form 

MLS-21  G7 

Multionic  Cooling  Wtr  Treat  Form 

MLS-31  G7 

Multionic  Cooling  Wtr  Treat  Form 

MLS^l  G7 

Multionic  Cooling  Wtr  Treat  Form 

MLS-81  G7 

Multionic  Cooling  Wtr  Treat  Form 

SD-202   G7 

Multionic  Cooling  Wtr  Treat  Form  452  G7 
Multionic  Cooling  Wtr  Treat  Form  454  G7 
Multionic  Cooling  Wtr  Treat  Form  458  G7 
Multionic  Cooling  Wtr  Treat  Form  492  G7 
Multionic  Cooling  Wtr  Treat  Form  498  G7 
Multionic  Cooling  Wtr  Treat  Form  852  G7 
Multionic  Cooling  Wtr  Treat  Form  858  G7 
MultiSperse  1505-B    G6 

Western  Chemical  Company 

Pine-O-Sol  CI 

Sanitox  Fl 

Western  Chemical  Company 

Shell  Egg  Washing  Compound    Ql 

Western  Chemical  Company 

Shine-Zit    A4 

Western  Chemical  Company 

Slo-Sol  Nuggets    G2.G7 

Stewing  Powder A2 

Western  Chemical  Company 

Super  W  Al 

Synthene    A4 

Wesco  Toilet  Bowl  Cleaner  C2 

Western  Concentrate  A4 

Western  Chemical  Company 

Westo  Potable  Water  Treatment 
Form.  9372  G2,G5,G6 

Western  Chemical  Company 

White  Mist  Cleaner  CI 

Western  Chemical  Inc. 

Boiler  Treatment  #14S    G6 

Boiler  Treatment  #20B  G6 

Boiler  Treatment  #22K  G7 

Boiler  Treatment  #26A  G6 

Clean  Quat  Dl 

Do-It-All    Al 

Egg  Clean    Ql 

Iodine  Hand  Soap   E2 

Iodine  3.5%  D2 

Se-Alk   A2 

SeQuat  D2 

SE  Clean  #1  Al 

SE  Clean  #2 A3 

SEKIor  Al 

SE-Stainless  Cleaner  A3 

Westem/Quat  D2 

Western  Chemical  International, 
Inc. 

"Su-Power"    A4 

Aqua-Kill  Insecticide    F2 

Bio-Syn   CI 

Bio-Syn  X   CI 
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Boiler  101    G6 

Bolex   C2 

Citra-Syn   CI 

CRT  Plexi-Care  CI 

D-Scalcr  A3 

Dry  Moly  Lube  H2 

EPA  2000    CI 

Foam-Off  A4.A8 

Grease  Off  A4 

Grime  Away    Al 

Halt    LI 

Lectric  Solv  Contact&Circuit  Board 

Clnr  K2 

Liquidate   LI 

Nab CI 

No  Seez  H2 

Pena-Lube   H2 

Return  100  G6 

Safety  Kleen    A3 

Sewer  Solvent   CI 

Steam  Kleen    Al 

Super  Solve  X  (WQ- 130)    K2 

Tower- 300  G7 

White  Guard    HI 

WCI  Battery  Save  PI 

WCI  CRT  Plexi-Care   CI 

WCI  Glass  Brite   CI 

WCI-120    Kl 

WCI-80    A4 

Western  Environmental  Mgmt. 
Corp.,  Ltd. 

WEM  BL  218   G5.G6 

WEM  BL  2279  G6 

WEM  BL  2280  G6 

WEM  BL  270   G6 

WEM  BL  271    G6 

WEM  BL  272   G6 

WEM  BL  273   G6 

WEM  BL  274  G6 

WEM  BL  275   G6 

WEM  BL  276   G6 

WEM  BL  277   G6 

WEM  BL  278   G6 

WEM  BL  279   G6 

WEM  BL  280   G6 

WEM  BL  281    G5.G6 

WEM  BL  282  G6 

WEM  BL  283   G6 

WEM  BL  284  G6 

WEM  BL  285   G6 

WEM  BL  286   G6 

WEM  BL  287   G5.G6 

WEM  BL  288   G6 

WEM  BL  289   G6 

WEM  BL-219   G6 

Western  Insecticide  Company 

Western  Industrial  Aer.  Insecticide    Fl 

Western  Laboratories,  Inc. 

6002  Steam  Cleaner   Al 

Western  Lime  &  Cement  Co.,  The 

Pure-Cal  G7 

Western  Lubricants  Inc. 

Weslube  #W1 1 15-H1  Food  Grade 

Grease  HI 

Weslube  W1101-H  Non-Melting  Moly 

Grease  H2 

Weslube  Wl  102  Blue  Hi-Temp  Grease  H2 
Weslube  W1116-H2  White  Grease    ....    H2 
Weslube  W1201-140  GL-5  Gear  Lubri- 
cant      H2 

Weslube  W1201-80W90  GL-5  Gear 


Lubricant H2 

Weslube  W1201-85W140  GL-5  Gear 

Lubricant H2 

Weslube  Wl  20 1-90  GL-5  Gear  Lubri- 
cant    H2 

Weslube  W1702-10  Industrial  Oil 

SAE.10   H2 

Weslube  W1702-20  Industrial  Oil 

SAE.20   H2 

Weslube  Wl  702-30  Industrial  Oil 

SAE.30   H2 

Weslube  W1702-40  Industrial  Oil 

SAE.40   H2 

Weslube  Wl  702-50  Industrial  Oil 

SAE.50   H2 

Western  Paper  &  Supply  Company 

Sentry  Acid  S    A3 

Sentry  LS  60  Al 

Sentry  LS7  Al 

Sentry  Packers  Detergent  No.  25  Al 

Sentry  Sink    A3 

Sentry  Soak  Tank  Cleaner   A2 

Sentry  W  I  T  Steam  Cleaner    Al 

Western  Slip  Stop 

Slip  Stop    PI 

Western  Soap  &  Sanitary  Supply 

Blast  CI 

Buster A4 

Nutra-Lite    CI 

T-M  Water  Soluble  Deodorant  CI 

Western  Soap  Company 

Force    CI 

Power  Pak    A4 

Spra-Kleen  A4 

Western  Supply 

Wax-Off Al 

Western  Water  Management,  Inc. 

Algae  &  Slime  Control  ER    G7 

Algae  &  Slime  Control  G-5  G7 

Algae  &  Slime  Control  NC-M  G7 

Algae  &  Slime  Control  NR-M  G7 

Algae  &  Slime  Control  TC    G7 

Algae  &  Slime  Control  TR    G7 

Algae  and  Slime  Control  G    G5.G7 

Alkalinity  Reducer  AR-35    G7 

Alkalinity  Reducer  Formula  AR-60  ....  G7 

Alumnia-45    Gl 

Anti-Foam  AF-210    G6 

Anti-Foam  AF-28   G6 

Anti-Foam  Formula  AF-211  G6 

Anti-Foam  Formula  AF-422  G6 

AR-*0    G6 

Boiler  Sludge  Cndtnr  Form  Multspr 

2505-C    G6 

Boiler  Sludge  Cond'r  Multisperse  1251  G6 
Boiler  Sludge  Conditioner  Form. 

PAN-101  G6 

Boiler  Sludge  Conditioner  Formula 

202-B    G6 

Boiler  Sludge  Conditioner  Formula 

303-B    G6 

Boiler  Sludge  Conditioner  Formula 

304-B    G6 

Boiler  Sludge  Conditioner  Formula  51  G6 

Boiler  Sludge  Conditioner  FGC  G6 

Boiler  Sludge  Conditioner  PAN- 104  ..  G6 

Boiler  Sludge  Conditioner  305-B  G6 

Boiler  Sludge  Condtnr  Form  Multisprs 

505    G6 
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Sludge  Condtnr  Form.  Multisprs 


G6 


Sludge  Condtnr  Form.  Multisprs 


G6 


Sludge  Condtnr.  Form.  Multisprs 


G6 

Water  Treatment  AF  420  G6 

Water  Treatment  E- 102  G6 

Water  Treatment  E-427  G6 

Water  Treatment  Formula  AF-66  G6 
Water  Treatment  Formula  E-101  G6 
Water  Treatment  Formula  E-104  G6 
Water  Treatment  Formula  E-232  G6 
Water  Treatment  Formula  1352  G6 
Water  Treatment  Formula  3200  G6 
Water  Treatment  Formula  3472  G6 
Water  Treatment  Formula  3628  G6 
Water  Treatment  Formula  3644  G6 
Water  Treatment  Formula  3665  G6 
Water  Treatment  Formula  370 1  G6 
Water  Treatment  Formula  3702  G6 
Water  Treatment  Formula  3735  G6 
Water  Treatment  Formula  3801  G6 
Water  Treatment  Formula  3818  G6 
Water  Treatment  Formula  3890  G6 
Water  Treatment  Formula  4010  G6 
Water  Treatment  Formula  4013  G6 
Water  Treatment  Formula  5221  G6 
Water  Treatment  Formula  5410  G6 
Water  Treatment  Formula  6000  G6 
Water  Treatment  Formula  6356  G6 
Water  Treatment  Formula  6362  G6 
Water  Treatment  Formula  8010  G6 
Water  Treatment  Formula  8012  G6 
Water  Treatment  Formula  80 1 3  G6 
Water  Treatment  Formula  9330  G6 
Water  Treatment  Formula  9550  G6 
Water  Treatment  Formula  9770     G6 

Water  Treatment  POFL  G6 

Water  Treatment  1358  G6 

Water  Treatment  3235  G6 

Water  Treatment  3631  G6 

Water  Treatment  3704  G6 

Water  Treatment  3802  G6 

Water  Treatment  3804  G6 

Water  Treatment  4012  G6 

Water  Treatment  5104  G6 

Water  Treatment  6040  G6 

Water  Treatment  6240  G6 

ler  Water  Trtmnt  Conductvty  Cntrl 

Sol  G6 

BromiCide  G7 

BromiCide  Granules   G5.G7 

BromiCide  Tablets    G5.G7 

Can  Washing  Compound  Formula  610    G5 

Closed  Circuit  Treatment  3996 G7 

Closed  System  Cleaner  CSC-99L    Al 

Closed  System  Cleaner  Formula  CSC- 

99L   PI 

Cold  Water  Anti-Foam  G7 

Cooling  Water  Treatment  421    G5.G7 

Coravol  EN^IO    G6 

Coravol  ES^tO  G6 

Coravol  GN-40   G6 

Coravol  GS-40 G6 

Coravol  HN-30   G6 

Coravol  HN-48    G6 

Coravol  HN-49   G6 

Coravol  HS-30 G6 

Coravol  LS-30  G6 

Coravol  LS-47  G6 

Coravol  Steam  Syst  Treatment  Form 

LM-302  G6 

Coravol  Steam  System  Treat.  Form. 

HS-48    G6 

Coravol  Steam  System  Treat.  Form. 

LN-30  G6 

Coravol  Steam  System  Treat  Form. 

MM-302   G6 

Coravol  Steam  System  Treat  Form. 

MN-30  G6 

Coravol  Steam  System  Treat.  Form. 
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MN-49 G6 

Coravol  Steam  System  Treat.  Form. 

MN-56 G6 

Coravol  Steam  System  Treat.  Form. 

MS-30  G6 

Coravol  Steam  System  Treat.  Form. 

MS-47  G6 

Coravol  Steam  System  Treat.  Form. 

MS-49  G6 

Coravol  Steam  System  Treat.  Form. 

MS-56  G6 

Coravol  Steam  System  Treatment 

FN-40    G6 

Coravol  Steam  System  Treatment  FS-40  G6 
Coravol  Steam  System  Treatment 

HS-49    G6 

Coravol  Steam  System  Treatment 

LN-47   G6 

Coravol  Steam  System  Treatment 

LN-48   G6 

Coravol  Steam  System  Trtmnt.  Form. 

LS-48    G6 

Coravol  Steam  System  Trtmnt.  Form. 

MN-47  G6 

CSC-99    Al 

Dry  Lightning   A3 

Formula  601    G7 

Formula  602    G7 

Formula  603    G7 

Hydrazine  35%   G6 

Iron  Resin  Cleaner    PI 

Kle«n-Eggs    Ql 

Liquid  Caustic  G6 

Liquid  Lightning  'F    A3 

Liquid  Oxygen  Scavenger-1   G6 

Microbicide  SC  G7 

Microbicide  YR  G7 

Multionic  Cooling  Water  Treat  dB-1  G7 
Multionic  Cooling  Water  Treat.  Form. 

291    G7 

Multionic  Cooling  Water  Treat.  Form. 

292    G7 

Multionic  Cooling  Water  Treat.  Form. 

294    G7 

Multionic  Cooling  Water  Treat.  Form. 

298    G7 

Multionic  Cooling  Water  Treat.  Form. 

451    G7 

Multionic  Cooling  Water  Treat.  Form. 

491    G7 

Multionic  Cooling  Water  Treat.  Form. 

552    G7 

Multionic  Cooling  Water  Treat.  Form. 

554    G7 

Multionic  Cooling  Water  Treat.  Form. 

592    G7 

Multionic  Cooling  Water  Treat.  Form. 

791    G7 

Multionic  Cooling  Water  Treat.  Form. 

792    G7 

Multionic  Cooling  Water  Treat.  Form. 

794    G7 

Multionic  Cooling  Water  Treat  Form. 

848    G7 

Multionic  Cooling  Water  Treat.  Form. 

898    G7 

Multionic  Cooling  Water  Treat  Form. 

898    G7 

Multionic  Cooling  Water  Treat.  MLS- 

101    G7 

Multionic  Cooling  Water  Treat.  MLS- 

121    G7 

Multionic  Cooling  Water  Treat  MLS- 

141    G7 

Multionic  Cooling  Water  Treatment 

DA-130  G7 

Multionic  Cooling  Water  Treatment 

DA-135  G7 

Multionic  Cooling  Water  Treatment 

MLS-61  G7 

Multionic  Cooling  Water  Treatment 

SD-201    G7 


Multionic  Cooling  Water  Treatment 

SD-204   G7 

Multionic  Cooling  Water  Treatment  251  G7 
Multionic  Cooling  Water  Treatment  252  G7 
Multionic  Cooling  Water  Treatment  254  G7 
Multionic  Cooling  Water  Treatment  299  G7 
Multionic  Cooling  Water  Treatment  551  G7 
Multionic  Cooling  Water  Treatment  591  G7 
Multionic  Cooling  Water  Treatment  594  G7 
Multionic  Cooling  Water  Treatment  751  G7 
Multionic  Cooling  Water  Treatment  752  G7 
Multionic  Cooling  Water  Treatment  841  G7 
Multionic  Cooling  Water  Treatment  844  G7 
Multionic  Cooling  Water  Treatment  849  G7 
Multionic  Cooling  Water  Treatment  891  G7 
Multionic  Cooling  Water  Treatment  894  G7 
Multionic  Cooling  Water  Trtmnt.  Form 

754    G7 

Multionic  Cooling  Water  Trtmnt.  Form 

842    G7 

Multionic  Cooling  Wtr  Treat  Form. 

MLS-81  G7 

Multionic  Cooling  Wtr  Treat  Silt 

Dsprsnt   G7 

Multionic  Cooling  Wtr  Treat  Form. 

CIB-2    G7 

Multionic  Cooling  Wtr  Treat  Form. 

CIB-6    G7 

Multionic  Cooling  Wtr  Treatment  Form 

851    G7 

Multionic  Cooling  Wtr.  Treat  Form 

CIB-10    G7 

Multionic  Cooling  Wtr.  Treat  Form 

CIB-1     G7 

Multionic  Cooling  Wtr.  Treat  Form 

CIB-8    G7 

Multionic  Cooling  Wtr.  Trtmnt  Form. 

3224    G7 

Multionic  Cooling  Wtr.  Trtmnt  Form. 

494    G7 

Multionic  Cooling  Wtr.  Trtmnt  Form. 

892    G7 

Multionic  Cooling  Wtr.  Trtmnt  Form. 

899    G7 

Multisperse  1275  G6 

Multisperse  2505-B  G6 

New  Boiler  Cleaner A2 

New  Boiler  Cleaner  Liquid PI 

Oxygen  Scavenger  Catalyzed  G5.G6 

Oxygen  Scavenger  Formula  Regular  G5,G6 

Oxygen  Scavenger  5  G6 

OxyGuard    G6 

Retort  Water  Formula  320   G5 

RustRid    A3 

ScorGuard  I  G7 

ScorGuard  II   G7 

ScorGuard  91  Plus    G7 

Slime  Control  F G7 

Slime  Control  HC  G7 

Slime  Control  HR  G7 

Slime  Control  P-5  G7 

Sludge  Conditioner  Multisperse  1505-C  G6 

Stainless  Steel  Cleaner   A3 

Steam  Line  Treatment  Formula  Coraf- 

ilm  G6 

Steamline  Treatment  No.  Corafilm  3  ..    G6 

Steamline  Treatment  No.  172  G6 

Steamline  Treatment  No.  178  G6 

Steamline  Treatment  No.  180  G6 

Sweet  Water  Treatment  Formula  2752  G7 
Sweetwater  Treatment  Formula  5503  ..    G7 

Trolley  Clean  A2 

Western  Dry  Lightning  G  A3 

Western  Lightning  Treatment  A3 

Western  Lightning  Treatment  G  A3 

Western  MBT  10%  G7 

Western  Safety  Solvent  Degreaser  Kl 

Westo  Brine  5501   G7 

Westo  Brine  5502  G7 

Westo  Brine  5503  G7 

Westo  Municipal  Water  Trtmt  Form. 

9411    Gl 


Westo  Municipal  Water  Trtmt.  Form. 

9412    Gl 

Westo  Potable  Water  Treatment  For. 

9737    G2 

Westo  Potable  Water  Treatment 

Form.  542  G2.G5 

Westo  Potable  Water  Treatment  Form. 

8100    G3 

Westo  Potable  Water  Treatment  Form. 

8715    G2 

Westo  Potable  Water  Treatment  Form. 

8716    G2 

Westo  Potable  Water  Treatment  Form. 

9715    G2 

Westo  Potable  Water  Trtmnt.  Form. 

542-J2  G2.G5 

Westo  Potable  Water  Trtmnt.  Form. 

8300    G2 

Westo  Potable  Water  Trtmnt.  Form. 

8314    G2.G5 

Westo  Potable  Water  Trtmnt.  Form. 

9348    G2 

Westo  Potable  Water  Trtmnt.  Formula 

J-50  G3 

Westo  Potable  Water  Trtmnt.  For- 
mula 541  G2.G5 

Westo  Potable  Water  Trtmnt.  Formula 

8326    G5 

Westo  Potable  Water  Trtmnt. 

Formula  9372  G2,G5,G6 

Westo-Floc  1467N    LI 

Westo-Floc  202P  L1.G7 

Zeolite  Cleaner   PI 

ZeoClean   PI 

Western-Commercial  Transport, 
Inc. 

WCTNo.  300   Al 

WCTNo.  500   Al 

Westford  Chemical  Corporation, 
The 

npld  Bio  Solve    Al 

Westland  Oil  Company,  Inc. 

Lubriguard  Geartech  150  S H2 

Lubriguard  Geartech  220  S  H2 

Lubriguard  GL  5  80/90  H2 

Lubriguard  GL  5  85/140  H2 

Lubriguard  Turbiso  100    H2 

Lubriguard  Turbiso  32    H2 

Lubriguard  Turbiso  46    H2 

Lubriguard  Turbiso  68    H2 

Lubriguard  3000  AW  46 H2 

Lubriguard  3000  AW  68 H2 

Lubriguard  3000  SW  32  H2 

Westmont  Products 

Bio-Clean  18  Al 

Bio-Cool  250  PI 

Bio-Cool  500  PI 

Bio-Cut  (Aerosol)  H2 

Bio-Grind  55   PI 

Bio-Shield  (Aerosol)  H2 

Bio-Systems  Chain  and  Cable  Lubricant  H2 

Bio-Systems  Drive  Belt  Dressing  PI 

Bio-Systems  Electronic 

Cleaner/Degreaser K2 

Bio-Systems  Heavy-Duty  Lithium 

Grease  H2 

Bio-Systems  Industrial  Cleaner    A4 

Bio-Systems  Non-Flammable 

Solvent/Degrsr   K2 

Bio-Systems  Nonflammable 

Pentrm/Lubrcnt  H2 

Bio-Systems  Open  Gear  Lubricant  H2 

Bio-Systems  Silicone  Release  Agent  ..    HI 
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Westwood  Chemicals 

Sani-Lube  Food  Equipment  Lubricant  HI 

Wetco 

DA  201    G6 

DMP  552  G6 

DS  107  G6 

LPP  301  G6 

LSC  4025    G6 

Wetchlor   Al 

Wexford  Labs,  Inc. 

Agri-Neu   Al 

Aloe  Vera  Lotion  Soap  E4 

Emulsifier  404  Al 

Lotion  Skin  Geanser El 

Omni-Wex  A3 

Ready  To  Use  Wex-Lan  El 

Super  Wex-Cel    Al 

Super  Wex-San   A4 

Wex-Cel  A4 

Wex-Cide  A4 

Wex-Pax    A4.C1 

Wex-Pax  n    A4 

Wex-San    A4 

Wex-San-M  A4 

Wexford  401    A4 

Wexford-202  Al 

Wexford-300  CI 

Wexford-38  Skin  Cleanser  Concentrate  El 

Wey-Chem 

#  1114  H.D.  Chlorinated  Cleaner A2 

#  1115  H.D.  Chlorinated  Cleaner A2 

#  1117  Chlorinated  Cleaner   A2 

#1118  Alkaline  Cleaner  Al 

#  1124  General  Cleaner  L/F  Al 

#  1126  Foaming  Cleaner Al 

#  1137  H.D.  Floor  Cleaner  Al 

#1139  General  Purpose  Cleaner   Al 

#  1 143  Conveyor  Lube  H2 

#  1144  C1P  Cleaner Al 

#  1 150  General  Purpose  Cleaner   Al 

#  1151  General  Purpose  Cleaner   Al 

#  1162  Conveyor  Lube  H2 

#  1163  Chlorinated  Foam  Cleaner  Al 

#1116  Chlorinated  Cleaner  A2 

#1122  Smokehouse  Cleaner  A8 

#1127  Floor  Cleaner  CI 

#1128  Acid  Cleaner    A3 

#1129  Caustic  Cleaner    A2 

#1130  General  Purpose  Cleaner  Al 

#1136  Degreaser  CI 

#1152  H.D.  Cleaner    A8 

#1154  H.D.  Acid  Cleaner  A3 

Wey-Add  #1120  Additive Al 

Wey-Clean  #1119  Floor  Cleaner   A4 

Wey-CIP  #1133  Chlorinated  CIP 

Cleaner   Al 

Wey-Foam  #1123  Chlorinated  Foam 

Cleaner   Al 

Wey-Foam  #1134  Chlorinated  Foam 

Cleaner   Al 

Wey-Lube#  1132-S  Conveyor  Lube  ..  H2 

Wey-Lube  #1 121  Conveyor  Lube-P  ....  H2 

Wey-Lube  #1 132  Conveyor  Lube    H2 

Wey-Lube  #1 1 32-SF  Conveyor  Lube  H2 

Wey-Lube  #1140  Conveyor  Lube    H2 

Wey-Soak  #1141  Caustic  Cleaner   A2 

Wey-Soak  #1142  Caustic  Cleaner   A2 

Wey-Spray  #1125  Spray  Cleaner  A4 

WeServU  Ltd. 

DD-20  L    D2 

GC-50L   Al 


KAC-19L  A3 

KCC-17P  CI 

KDD-20L  Sanitizer  Quat    D2 

KDW-10P   Al 

KDW-20L   Al 

KFC-10L  Al 

KGC-10L  A4 

KGC-20L  A4 

KGC44L    Al 

KHC-12L  PI 

KHF-20L  A4 

Whisk  Products  Div7 
MeUlife  Co,  The 

Whisk  Hand  Cleaner  E4 

Whisk  Lotion  Soap  El 

Whisk  Sani-Septic  Medic  Soap    E2 

Whistlclean  Division,  The 

#3102  D-9   Al 

#3103  D-12  Al 

#3105  D-32  Al 

#3106  D-35  Al 

#3107  D-10  Al 

#3108D-138   Al 

#3109  D-139  Al 

#3203  D-03  Al 

#3204  D-04  Al 

#3218  Drain  Cleaner  LI 

#3222  Flor  Klene    A4 

#3224  D-24  A2 

#3226  D-39  Al 

#3235  Sprayzol   Al 

#3280  Super  Cleaner Al 

#3291  711    Al 

#3295  Rust  Off  A2 

#3302  D-33  Al 

#3322  Gen  Chlor Al 

#3330  Whistcip  Al 

#3340  Utopia  Al 

#3349  A3 

#5202LO-137  Al 

#5255  Lance   Al 

#5256  Mace  Al 

#5259  Saber Al 

#5262  Magic  Sheen Al 

#5270  Whistlphos  A3 

#5281  Whistl  Fe  Off A3 

#5501  Liquid  Hand  Soap    El 

#5520  Extra  Hand  Soap   El 

#566  Lily  Cleaner  A4 

#903  D-130  Dl 

LD-129 Al 

White  &  Bagley  Company,  The 

Oilzum  Multi  Purpose  Lubricant   H2 

Oilzum  White  Multi  Purpose  Lubrcnt  H2 

White  Castle  Service  &  Supply,  Inc. 

Brite  Sheen    CI 

Castle  Oven  Cleaner  A8 

Dynaforce    Al 

Industrial  Cleaner   A4.A8 

Neutral  Cleaner  A4 

Penelube H2 

Sorbit  Absorbent  CI 

White  Clover  Chemical  Services 

Food  Grade  Silicone  HI 

Free-Up    H2 

Skin  Shield  Cream    E4 

White  Cross  Chemicals 

Iokleen  Dl 


Killmor    Dl 

Sterakleen    Dl 

White  King,  Incorporated 

Liquid  Hand  Soap  15% El 

Mermaid  Al 

White  Resources  Inc. 

WR-5  Ail-Purpose  Concentrated 
Cleaner   Al 

White  Rox  Chemical  Co. 

HBH  Sodium  Hypochlorite  Solution  D2.Q4 

White  Spot  Supply,  Inc. 

Master  Superterge  A4 

White  Swan,  Inc. 

Alkaline  Drain  Opener   LI 

Bowl  Cleaner C2 

Cherry  Bowl  Cleaner    C2 

Chlorinated  Sanitizer D2 

Cleaner/Degreaser  A4.C1 

Clinging  Restroom  Cleaner C2 

Combo  Laundry  Detergent  Bl 

Deep-Fat  Fryer  Cleaner A2 

Disinfectant/Deodorizer CI 

Disinfectant/Sanitizer    D2 

Foaming  Disinfectant  Cleaner    CI 

General-Purpose  Cleaner A4 

Germicidal  Cleaner  Dl 

Hard  Water  Dish  Machine  Detergent  ..    Al 
Heavy-Duty  Glass  Cleaner  with  Ammo- 
nia      CI 

Heavy-Duty  Granular  Laundry  Deter- 
gent      B2 

Heavy-Duty  Oven  &  Grill  Cleaner  ....  A8 
Heavy-Duty  Oven  &  Grill  Cleaner  ....  A8 
Heavy- Duty,  Liquid  Laundry  Break  ....  Bl 
Hospital-Strength  Disinfectant  Cleaner     CI 

Iodine  Hand  Sanitizer  E2 

Iodophor  Sanitizer D2.E3 

Lemon  Disinfectant-Cleaner  C2 

Lime  Solvent  Cleaner  A3 

Liquid  Chlorine  Laundry  Bleach   Bl 

Liquid  Enzymes L2 

Liquid  Laundry  Detergent Bl 

Liquid  Laundry  Softener B2 

Liquid  Laundry  Sour B2 

Liquid  Scouring  Cleanser  A6 

Lotion  Hand  Soap  E4 

Low-Temperature  Dish  Machine  Liquid  Al 

Oil  Base  Stainless  Steel  Cleaner    CI 

Pine  Scent  Disinfectant  &  Deodorizer      CI 

Pink  Lotion  Hand  Soap    El 

Ready-To-Use  Window  Cleaner CI 

Roach  &  Bug  Killer   F2 

Spray  Insecticide  F2 

Super  Heavy-Duty  Chlor  Dish  Machine 

Cmpd Al 

Super-Active  Liquid  Hand  Soap El 

Toilet  Bowl  Hanger  Blocks    C2 

Urinal  Deodorant  Blocks    C2 

Water  Base  Stainless  Steel  Cleaner  ....    A7 

Whitehall-Gardner  Industries  Inc. 

W-G  400  Cleaner-Degreaser Al 

Whitehead  Corporation 

Terra  Clean  Multi-Purpose  Cleaner  ....    Al 

Whitex  Company 

Whitex  Bleach  Bl 
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Whiting  Systems,  Inc. 

Formula  1     Al 

Formula  10    Al 

Formula  15    Al 

Formula  20    A4.C1 

Formula  25    Al 

Smartwash  SW-Step  2    Al 

Whitlock,  W.D.  &  Associates 

All  Purpose  Fly  &  Mosquito  bisected  ..  Fl 

CL-10 A4 

E-Z  Open  LI 

Heavy  Duty  Cleaner  A4 

WD-22  Dl 

Whitmire  Research  Labs.,  Inc. 

Aero-Cide  PT  3-6-10  Pyrethrum    Fl 

Flys-Off  Meter-Mist   Fl 

Lure  Stic    PI 

Perma-Dust  PT-240  F2 

Professional  Aerosol  Insecticide  Fl 

PT  10  Dairy  and  Farm  Insect  Fogger  ..  Fl 
PT  110  Resmethrin  Aerosol  Generator  Fl 
PT  12A  Flys  Off  Dairy&Farm  Inset 

Fogger  Fl 

PT  14  Dairy  and  Farm  Insect  Fogger    ..  Fl 

PT  140  Fl 

PT  150  Fl 

PT  170A  X-Clude  F2 

PT  2  Pest  Proof  PI 

PT  250  F2 

PT  260  F2 

PT  265  Knox  Out  2  FM  F2 

PT  270  F2 

PT  279  Engage   F2 

PT  3-6-10  Aero-Cide    Fl 

PT  550  Fl 

PT  555  Fl 

PT  565  Fl 

PT  565  Plus  Pyrethrum Fl 

PT  565  Plus  XLO  Contact  Insecticide  ..  Fl 

PT  575  Fl 

PT  581   Fl 

Whitmire  Flys-Off  Farm  Insect  Fogger    Fl 

Whitmire  PT  170  X-Clude  F2 

Whitmire  PT  265A  Knox  Out    F2 

Whitmire  FT  280  Orthene    F2 

Whitmire  PT  500 Fl 

Whitmire  PT-230  Tri-Die  F2 

Whitmore  Manufacturing 
Company,  The 

Allison  C-3  Fluid    H2 

AL  CPLX  No.  2  EJ>.  Grease  H2 

Compressor  Oil  ISO  100    H2 

Compressor  Oil  ISO  150    H2 

Compressor  Oil  ISO  32    H2 

Compressor  Oil  ISO  46    H2 

Compressor  Oil  ISO  68    H2 

Envirogard  Low-Temp  Enclosed  Gear 

Oil  H2 

Hydraulic  Oil  ISO  100   H2 

Hydraulic  Oil  ISO  32   H2 

Hydraulic  Oil  ISO  46   H2 

Hydraulic  Oil  ISO  68  H2 

Medallion  (Aerosol)    H2 

Medallion  Aerosol  Penetrating  Oil  HI 

Medallion  EP  0  Grade    HI 

Medallion  Gear  Oil  SAE  140  HI 

Medallion  Gear  Oil  SAE  80W-90   HI 

Medallion  Gear  Oil  SAE  85W-140    ....  HI 

Medallion  Gear  Oil  SAE  90  HI 

Medallion  Hydraulic  Oil  ISO  100   HI 

Medallion  Hydraulic  Oil  ISO  32   HI 

Medallion  Hydraulic  Oil  ISO  46   HI 

Medallion  Hydraulic  Oil  ISO  68   HI 


Medallion  Penetrating  Oil  HI 

Medallion  1   HI 

Medallion  2  HI 

Medallion  2  Aerosol  HI 

Multiplus  SAE  90  H2 

Multiplus  SAE140  H2 

Multiplus  80W-90  H2 

Novasol  100  HD  Aqueous  Degreaser       Al 

Omnilith  0  Multipurpose  Grease    H2 

Omnilith  1  Multipurpose  Grease    H2 

Omnilith  2  Multipurpose  Grease    H2 

Omnitask  EP  1    PI 

Omnitask  EP  2    PI 

Omnitemp  2  H2 

Open  Chain  Lubricant  (Bulk)  PI 

Synthetic  Gear  Oil  ISO  220  H2 

Synthetic  Oven  Chain  Oil  1000  H2 

SAE  85W-140  Multiplus    H2 

Turbine  Oil  ISO  100  H2 

Turbine  Oil  ISO  150  H2 

Turbine  Oil  ISO  220  H2 

Turbine  Oil  ISO  32  H2 

Turbine  Oil  ISO  46  H2 

Turbine  Oil  ISO  68  H2 

Wire  Rope  Lubricant  (Bulk)  PI 

Wich-Craft  Institutional  Maint. 
Supply 

Glass  Mist  CI 

Wichita  Brush  &  Chemical  Co,  Inc. 

AC-210  Safety-Solv    Kl 

Bol  Wite    C2 

Coco  Han  El 

Con-Septic  C2 

Dish  Swish    Al 

Fly  Mist  Fl 

Glass  Cleaner CI 

Grease-Go    Al 

Jet  Stream    A4 

Liqui  Klenz  C2 

Porcelain  Cleaner    C2 

Roach  Mist    F2 

Soft  Touch  Hand  Cleaner  E4 

TBDD  Mist  (Lemon  Scented)    C2 

Wich-Mint  CI 

Wichcraft  Lemon-D-D    C2 

Wiegand  Engineering  Corp. 

PCW  Detergent  Al 

Wil-Car,  Inc. 

Result  Al 

Wilbur-Ellis  Company 

Red  Top  Py-Rin  40  Jet  Fl 

Wilco,  Inc. 

NB-100    Al 

Wildcat  Chemical  Company 

HDC-50  A4 

Wilkinson  Co.,  The 

Grease  Gun   H2 

Willamette  Sales 

Glass,  Utility  &  Hard  Surface  Cleaner     CI 

Penetrating  Lubricant    H2 

Safety  Solvent  K2 

Waterless  Hand  Cleaner  E4 


Willard  Products 

Germicide-H   A4 

William  F.  Nye,  Incorporated 

Delicate  Machinery  Oil  100  HI 

Fluorocarbon  Gel  807  HI 

Nyogel  670    HI 

Synthetic  Oil  269    HI 

Synthetic  Oil  271    HI 

Synthetic  Oil  272    HI 

William  Ford  Company 

Blockbuster  CI 

Devour  L2 

Odor-Free CI 

William  T.  Yost  Company 

New  Jan  AFBC  CI 

New  Jan  Flash  Al 

New  Jan  Kling C2 

New  Jan  Toilet  Bowl  &  Porcelain 

Cleaner  C2 

Williams  Chemical  Co,  Inc. 

Action    A3 

Aqua  Magic  Al 

Caress Al 

Chlor-O-Brite Al 

Genie  Al 

Rite  Laundry  Detergent B2 

Rite  Laundry  Detergent Bl 

S-700   Al 

XHD  Liquid  Steam  Cleaner  Al 

XHD  Powder  Steam  Cleaner   Al 

Williams  Chemical  Products 

"Squeaky  Klean"  A1.Q1 

A.C.W.  Automatic  Car  Wash  Detergent  Al 

Assault  Bl 

Astro    Bl 

Citns-Solv   Bl 

Devour  B2 

Fabn-Lush  B2 

Formula  1    Bl 

L-102  Bl 

Neutra-Soft    B2 

Oxy-Brite  Bl 

Power  Brite  16%  Dry  Bleach  Bl 

Prefer  E   Bl 

Presto  0  Bl 

Refresh  Bl 

Restore  Bl 

Sani-Soft  "P"  Fabric  Softener-Sanitizer  B2 

Tidy-Wash  Bl 

X-44  Al 

Williams,  B.C.  Industries,  Inc. 

AC.  #1    A3 

AC.  #5    A3 

AC.  #9    A3 

Acid  Vat  Compound  A3 

Activate  A3 

Additive  55   Al 

AC-N  A3 

AC-89    A3 

AC#10  A3 

B.W.  #1   A2 

BCC  Al 

C.G.C Al 

CLP A2 

Chain  Lube  512  H2 

Chain  Lube  600  H2 

Chain  Lube  700  H2 
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Chlor-All#30    Al 

Chlorinated  All  Purpose  Gen.  Cleaner  Al 

Circle-8    Al 

Con-Cleen   A4 

CF-6  Al 

Defoamer  175    Al 

Driveway  Plus  A4 

Foam-Ad   Al 

GB-755    Al 

HD.S.-W  A2 

HD-1536    CI 

HD-17    A2 

HD-24    A2 

HD-35    A2 

HD-36    A2 

HDC-50  A2 

HDS-C  A2 

HY-Q-75   D2 

HY-Q-75-SP   D2 

LB.  25   A4 

I.B.  50   A4 

Iodex    E2 

IB-36    Al 

Jell-Ad  Al 

Kase  Kleen    Al 

KlorKleen  Al 

LPC-8    Al 

Micro-X  D  E2 

MB-83  A4 

PC-100  Al 

PC-85  A1.Q1.Q2 

Ramrod  Multipurpose  Qeaner  Al 

Ramrod  Truck  Cleaner  Al 

Ramrod  Yellow  Jacket  Cleaner    A4 

Ramsolve  All  Purpose  Cleaner Al 

Ramsolve  II  Cleaner  CI 

Sani-Chlor  D2 

Sani-Cleen  Al 

Sanidine  D2 

Security   Al 

Silky  El 

SWM30   Al 

Window-Glo    CI 

Williams,  T.  C.  Oil  Co. 

FG  Drip  Oil  32  HI 

Williard  Incorporated 

Wil  Chem  565  G6 

Wil-Chem  BT  3001-X    G6 

Wil-Chem  BT  4001  X    G6 

Wil-Chem  Scale  Off  A3 

Wil-Chem  Sludge  SOL-3   G7 

Wil-Chem  Wil-Meen  D-10  G6 

Wil-Chem  Wil-Meen  D-20  G6 

Wil-Chem  Wil-Meen  D-30  G6 

Wil-Chem  3132  G6 

Wil-Chem  3136  G6 

Wil-Chem  5232  A2 

Wil-Chem  9500  G6 

Wil-Chem  9523  G6 

Williard  810 Al 

Williard  815 A2 

Williard  825 A3 

Willis  Supply  Company 

All  Purpose  Kitchen  Cleaner    Al 

C.G.  Liquid  Al 

Control  D2 

Supreme  Automatic  Dishwash   A2 

Wilson  &  Company,  Incorporated 

#372  General  Cleaner  Al 

#561  A2 

#658  Bl 

#674  Bl 

APC#10   A3 


Bon-Gleem  A3 

Bontex   Bl 

DP-509  Al 

Heavy  Duty  Cleaner  Al 

HD-626    Bl 

Laundry  Compound  582  Bl 

Laundry  Compound  673  Bl 

P.G.C Al 

T.O.T A3 

Wilson  Chemical  Sales,  Inc. 

Cleaner/Degreaser  A4.A8 

Wilson  Supply  Company 

Banner  Air  Fresh  CI 

Banner  Antiseptic  Hand  Cleaner    E4 

Banner  Blue  Glass  Cleaner CI 

Banner  Bowl  &  Tile  Cleaner  CI 

Banner  Citruspray  Degreaser   CI 

Banner  Clean  All A4 

Banner  Creme  Cleanser    A6.C2 

Banner  Defoamer    Al 

Banner  Dual  Control  L2 

Banner  Foaming  Degreaser Al 

Banner  Glass  And  Surface  Cleaner   ....     CI 

Banner  Heavy  Duty C2 

Banner  Industrial  2000   A4 

Banner  Lotion  Hand  Cleaner   El 

Banner  Neutral  pH7  Cleaner    A4 

Banner  Sani-Cleang C2 

Banner  Tub  &  Tile  Cleaner   CI 

General  Purpose  Degreaser  Oven&Grill 

CI  Al 

Germicidal  Cleaner  Detergent/Disnfctnt  Dl 

Heavy  Duty  Floor  Cleaner  Al 

Hi  Alkaline  Floor  Cleaner    A4 

Lime  Solvent  A3 

Sanitizing  Agent   D2 

Satin  Liquid  Dishwash   Al 

Wilson,  H.  Manufacturing  Co. 

Bear-Cat  Concentrate    Fl 

Bear-Cat  Disinfectant   D2 

Bear-Cat  Plus Dl 

Bear-Cat  20  D2 

Bear-Cat  20  Plus  Dl 

Defend  CI 

Enforcer  D2 

Hi-Foam  Al 

NeutraTerge  Al 

San-O-Dine  Disinfectant  D2 

Sani  Clean  Dl 

Sani  Clean  Hand  Soap    E2 

Sani-Clean  "808"  Alkaline  Equipment 

Clnr  Al 

Sani-Clean  100  Concentrate  A4 

SofTouch  E4 

Wind  Chemicals 

Big-B  Liquid  Caustic  Soda  G5.G6 

Boil  Out  PI 

Windsor  Wax  Co.,  Inc. 

All-Purpose  Detergent  Cleaner  257  ....  A4 

Ammoniated  Wan  Stripper  255   A4 

Biodegradable  All-Purp.  Detrgnt.  CI. 

258    Al 

Cab A7 

Industrial  Cleaner  252  Al 

Industrial  Cleaner  256  Al 

Winfield  Brooks  Company,  Inc. 

ABA  Rinse  Treatment PI 

Sky-Rite  Wisper-Clean  CI 

Tapfree  H2 


Winfield  Supply  Company 

Foaming  Degreaser  A4 

Winsco  Bolox  Instant  Bowl  Cleanse   ..    C2 

Winsco  Creme  Cleanser   A6 

Winsco  Foaming  Germicidal  Cleaner  C2 
Winsco  Liquid  Life  Forms  Bactrl 

Digstnt   CI 

Winsco  Premium  All  Purpose  Cleaner  A4 
Winsco  Premium  Heavy  Duty  Foaming 

Dgrsr.    Al 

Winsco  Premium  Ind  Strnth  Deg  Butyl 

Clnr  CI 

Winsco  Premium  No  Rinse  Damp  Mop 

Cleaner   CI 

Winsco  Premium  Non-Butyl  Ind  Det 

Complex   A4 

Winsco  Premium  Pine  Disinfectant 

Cleaner   CI 

Winsco  Premium  Rinse  Free  Floor 

Stripper  CI 

Winsco  Premium  Solvent  Based  Ind. 

Clnr  A4.A8 

Wingrove  Enterprises,  Inc. 

Ken  Win    D2 

Winks,  W.  C.  Hardware 

Dry  Moly  Lubricant    H2 

TFE  Dry  Lube  H2 

Winokur  Water  Systems,  Inc. 

A  Div.  of  Culligan  Water  Treat.  Co., 

Inc 

W-913    G2 

WB-224  G6 

WB-226  G6 

WB-269  G6 

WB-462  G6 

Winsol  Laboratories,  Inc. 

APC-100  Meat  and  Poultry  Plant 

Cleaner   Al 

APC-120-WX    A4 

MFP-100  Meat,  Fish  &  Poultry  Plant 
Clnr  Al 

Winston  Chemical  Company 


Formu 
Formu 
Formu 
Formu 
Formu 
Formu 
Formu 
Formu 
Formu 
Formu 
Formu 
Formu 
Formu 
Formu 
Formu 
Formu 
Formu 
Formu 
Formu 
Formu 
Formu 
Formu 
Formu 
Formu 
Formu 
Formu 


"Key-250"  G6 

"SL-101"  G6 

"SL-102"  G6 

"SL-103"  G6 

Key-100    G6 

Key-lOOC  G6 

Key-lOOSC  G6 

Key-1000    G6 

Key-150    G6 

Key-200    G6 

Key-300    G6 

Key-300D  G6 

Key-300LC  G6 

Key-35OD-80  G6 

Key-350D-70    G6 

Key-350D-90    G6 

OS-CAT   G6 

OSA    G6 

OSB    G6 

PD-10   G6 

PD-10A  G6 

PD-10S   G6 

S-310 G6 

S-tlO G6 

S-510 G6 

S-610 G6 
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Formula  SL  G6 

Formula  SL-150    G6 

Winston  Company,  Inc. 

Doctor  Drain  Grease  Trap  Cleaning 

Cmpd L2 

Doctor  Drain  Septic  Tank  &  Latrl  CI    ..  L2 

Dr.  Drain's  Country  Plumber   L2 

Enviro-Zyme  214    L2 

Enviro-Zyme  216    L2 

Enviro-Zyme  314GT  L2 

Enviro-Zyme  414  HE   Al 

NS  10-20  L2 

NS  20 L2 

NS  20-20  L2 

NS  50-20  L2 

NS-20  L  L2 

Winter  Janitor  Supplies 

PDQ  Al 

Winphene  A4 

Winter's  Drain  Cleaner  L2 

Winter  Laboratories  and 
Consultants 

Compound  SAE-1   G6 

Compound  SAE-4  G6 

Compound  WB- 130    G6 

Compound  WB-320    G6 

Compound  WB-4 14    G6 

Compound  WB-414L   G6 

Compound  WB-52    G6 

Compound  WB-530    G7 

Compound  WB-530L   G6 

Compound  WR-9 13    G6 

Winzer  Corporation 

Food  Grade  Machinery  Lubricant    HI 

Food  Grade  Silicone  HI 

Food  Grade  White  Grease    HI 

High  Tech  Cleaner  And  Degreaser    ....  K2 

Stainless  Steel  Cleaner   CI 

Wisco 

Firm-Foam  Al 

Forty  Below  A5 

Organic  Acid  Detergent    A3 

Wisconsin  Steam  Cleaner  Sales  Co. 

Heavy  Duty  APC    Al 

Wisco  Stm  &  Pressure  CI.  Compound     Al 

Wisconsin  Tissue 

Luxri  Body  Wash   E4 

Luxri  Food  Handler  Lotion  Soap  El 

Luxri  Fragrance  Free  Antiseptic  Soap  ..  El 
Luxri  Lotion  Soap  E4 

Witco  Chemical/ 
Ultra  Division 

Sodium  Cumene  Sulfonate  Liquid  Al 

Sodium  Cumene  Sulfonate  Powder   ....  Al 

Sulframin  AOS  Flake  &  Powder  Al 

Sulframin  AOS  Liquid   Al 

Sulframin  KTS  Liquid    Al 

Sulframin  Low  Foam  H.D.  Beads   A4 

Sulframin  LX Al 

Sulframin  NXS  Liquid   Al 

Sulframin  Phos.  Free  Low  Foam  H.D. 

Beads  ..». A4 

Sulframin  STS  Liquid  Al 

Sulframin  1260  Slurry Al 

Sulframin  40-T    Al 


Sulframin  401 0D  Beads   Al 

Sulframin  4010R  Beads    Al 

Sulframin  45LX  Al 

Sulframin  45S   Al 

Sulframin  60-T   Al 

Sulframin  90  Flakes    Al 

Ultra  Blend  100  Al 

Ultra  Sulfate  AE-3    Al 

Ultra  Sulfate  SE-5  Al 

Ultra  Sulfate  SL-1  HP Al 

Ultra  STS  Al 

Ultra  SXS    Al 

Ultra  SXS  Sodium  Xylene  Sulfonate 

40%  Al 

Witco/Sonneborn  Division 
Witco  Corporation 

Benol  White  Mineral  Oil  Lt.  Min  Oil 

N.F HI 

Blandol  White  Min.  Oil  Lt,  Min.  Oil 

N.F HI 

Carnation  Trough  Grease  Regular  HI 

Carnation  Trough  Grease  Spray  HI 

Carnation  White  Min.  Oil  Lt  Min  Oil 

N.F HI 

Compressor  Lubricant  1200-LA-25  ....  HI 
Ervol  White  Mineral  Oil  Lt.  Min  Oil 

NE HI 

Freezene  Heavy  HI 

Gloria  White  Min.  Oil  Min.  Oil  U.S.P.  HI 
Kaydol  White  Mineral  Oil  Min.  Oil 

U.S.P HI 

Klearol  White  Min.  Oil  Lt  Min.  Oil  N.F.  HI 

Liquid  Hook  &  Trolley  Kote   HI 

LP-100  White  Mineral  Oil   HI 

Motor  Fluid  3    H2 

Motor  Fluid  4    H2 

No.  45  Oil  HI 

Orzol  While  Mineral  Oil  Min.  Oil 

U.S.P HI 

Pacol    HI 

Pentol  HI 

Protol  White  Mineral  Oil  Min.  Oil 

U.S.P HI 

Protopet  White  No. IS  Wht  Petroltm 

U.S.P HI 

Protopet  White  3C  Petrolatum  U.S.P.  HI 
Protopet  Wht  No.2L  Wht  Petrolatum 

U.S.P HI 

Protopet  Yellow  No.  IE  Petrolatum 

U.S.P HI 

Protopet  Yellow  No.  2A  Petrolatum 

U.S.P HI 

Rudol  Wht  Mineral  Oil  Lt.  Mineral  Oil 

NF  HI 

Semtol    HI 

Semtol  100-25  HI 

Semtol  240    HI 

Semtol  70-20  HI 

Semtol  70-30  HI 

Semtol  85    HI 

Semtol  85-20  HI 

Semtol  85-25  Tech.  White  Min.  Oil    ..  HI 

Sonolube  100  FG    HI 

Sonolube  32  FG    HI 

Sonolube  46  FG    HI 

Sonolube  46-A  FG    HI 

Sonolube  68  FG    HI 

Suniso  3GS    H2 

Suniso4GS    H2 

Suniso  5GS   H2 

310  White  Oil   HI 

380  P.O.  White  Mineral  Oil  HI 

Witt-Gateway  Inc. 

Advance  Dl 

Advance  Germicidal  Cleaner   Dl 

Dozall  Neutral  Cleaner  CI 

Duzall  Cleaner  Al 

Food  Grade  Lube    HI 


Freezer  Cleaner  A5 

Grill  Cleaner   A8 

Pinex  Disinfectant  CI 

Purge  Drain  Opener  and  Maintainer    ....  LI 

Purge  Drain  Pipe  Opener   LI 

Sof-Sudz  Utensil  Cleaner  Al 

Velvette   El 

Velvette  Antiseptic  Hand  Soap El 

Velvette  Antiseptic  Liq.  Soap  El 

Watch  Gard  Zip  Bowl 

Cleaner&Disinfectant  C2 

Watch-Gard  Antiseptic  Hand  Cleaner   ..  El 

Watch-Gard  Cleaner-Degreaser   Al 

Watch-Gard  Drain  Maintainer   CI 

Watch-Gard  Kwik-Way    CI 

Watch-Gard  Mint-O-Green  CI 

Watch-Gard  Out  Bowl  &  Porcelain 

Cleaner   CI 

Watch-Gard  Oven  and  Grill  Cleaner  ..  A8 
Watch-Gard  Swipe  Creme  Cleanser  & 

Disinf    A6 

Watch-Gard  Window  and  Glass  Cleaner  CI 

Watchguard  Germicidal  Cleaner Al 

Zip  Off  Heavy  Duty  Cleaner-Degreaser  A 1 
Zip-Off  Degreaser  Al 

Wiz  Chemical  Corp. 

Wiz  X-Terminate F2 

Wm.  C.  Robinson  &  Son,  Co. 

Autoline  All  Purpose  SAE  140  Lubrcnt  H2 

Autoline  All  Purpose  SAE  80  Lubrcnt  H2 

Autoline  All  Purpose  SAE  90  Lubrcnt  H2 

Autoline  Multi  Purp  SAE  140  Lubrcnt  H2 

Autoline  Multi  Purp  SAE  90  Lubricnt  H2 

Autoline  Special  Ammonia  Oil    H2 

Autoline  Syncote  Open  Gear  Lubrcnt  H2 

Divider  Oil  HI 

Heavy  Duty  S/l  Motor  Oil  SAE  30  ....  H2 

O.T.C.  White  Oil  HI 

Rotary  Air  Compressor  Oil  No.  165    ..  H2 

Terrapin  Oil  No.  1     H2 

Terrapin  Oil  No.  2    H2 

Wm.  Roth  &  Sons 

Stainless  Steel  Cleaner   A7 

Wolf  Paper  Company,  Inc. 

Crowning  Touch   Al 

Woirs  Head  Oil  Co. 

Hand  Cleaner E4 

Hand  Cleaner  with  Pumice  E4 

Wonder  Chemical  Co. 

Foamy-21  El 

Glassmate CI 

Grease  Eater    A4.A8 

Kleen  Kwick  A4.A8 

Wonder  Clean   CI 

Wonder  Chemical  Corp. 

Wonder  Bleach   B1.C2 

Wonder  Chlor   D2 

Wonder  Kleen  Products,  Inc. 

Wonder  Kleen  Super  Concentrate    A4 

Wonder-King  Mfg.  Co.,  Inc. 

Grand  Slam   LI 
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Woodbury  Chemical  Company 

Pyre-Sin  Fogging  Concentrate  3610 Fl 

Pyre-Sin  Roach  Spray  Cone.  Liq.  Insect.  Fl 
Woodbury  Food  Plant  Fogging  Insecti- 
cide    Fl 

Woodbury  Industries,  Inc. 

Skud  Bl 

SA-66  Heavy  Duty  Cleaner   A4 

White  House  AC^tO  A3 

White  House  Grease  Cutter    Al 

White  House  Hydro  No  Suds  Al 

Woodhill  Permatex 

Form-A-Gasket  2 PI 

Woodlets  Incorporated 

Germicidal  Cleaner  CI 

Jet  Plumber   LI 

Surface  Disinfectant  Deodorant   C2 

Woolfolk  Chemical  Works,  Inc. 

Security  Mill  Spray  Fl 

Security  Roach  &  Ant  Kill  F2 

World  Chem  International  of 
Puerto  Rico 

Tuff  Job  CI 

World  Diversified  Marketing,  Inc. 

Sunsation   Al 

World  Laboratories 

Drain  Beast    L2 

World  Laboratories,  Ltd. 

BW-100-S  Boiler  Water  Treatment   ....    G6 

BWT-12  G6 

BWT-23  G6 

BWT-29  G6 

Enzyme  WL  603  CI 

HDPC  Heavy  Duty  Powdered  Cleaner     A2 
HDPC-2  Heavy  Duty  Powdered  Cleaner  A2 

PF-500  Packers  Formula  Al 

RK-60  Multi  Purpose  Cleaning  Concen- 
trate      CI 

SR-48  G6 

SR-50  G6 

Worldwide  Chemicals,  Inc. 

Blue  Concentrate  A4 

Dynamic  A4 

Formula  500    A4 

Jimmy  Car  Wash  Al 

Multi  Clean  #2    Al 

Multi  Clean  No  Foam  A4 

Multi-Clean   A4 

Neutra  Clean   A4 

Neutra  Clean  #2    Al 

Rust  And  Scale  Remover   A4.A8.C1 

Safe-Solv  K2 

Vapor-Solv K2 

Worldwide  Industrial  Corp. 

Waterite  90-56  G6 


Worldwide  Technology  &  Service 
Corp. 

Aquari  WT-101  G6 

AquariWT-113  G6 

Aquari  WT-212  G7 

Aquari  WT-402  LI 

Wright  Chemical  Corporation 

Alkorg  128  F.P G6 

Hytran  106-A  G6 

Hytran  132-C  G6 

Hytran  178  A2.G6 

Hytran  23-A G6 

Hytran  25-A G6 

Hytran  26  G6 

Hytran  41 -C G6 

Puron  152-A    G2 

Puron  84-A    G3 

Quellfoam  169  G6 

Silspend  180    G7 

Special  Cleaner  #9-G    A3 

Wrico  BFL G7 

Wrico  BGA  G7 

Wrico  BT-1000  G6 

Wrico  BTC-104 G7 

Wrico  BTC-301  G7 

Wrico  BTP-202  G7 

Wrico  CB-2001   G7 

Wrico  CRA  G7 

Wrico  D-3082-A  G7 

Wrico  D-3385-A   G6 

Wrico  D-5322   G6 

Wrico  D-61 36   G6 

Wrico  D-6238   G6 

Wrico  D-6540   G6 

Wrico  D-6541    G6 

Wrico  D-8065   G6 

Wrico  DT-111   G7 

Wrico  DT-1 12  G7 

Wrico  DT-212  G7 

Wrico  DT-216  G6 

Wrico  DT-313  G7 

Wnco  DT-321   G7 

Wrico  DT-350  G7 

Wrico  DT-414  G7 

Wnco  E-5563    A4 

Wrico  H-1015   G7 

Wrico  H-l  116   G7 

Wnco  H-3840   G7 

Wrico  H^1804   G6 

Wrico  H^918   G6 

Wrico  H-6408   G6 

Wrico  H-7654  G7 

Wrico  H-7890   G6 

Wrico  H-8153   G7 

Wrico  H-8241    G7 

Wrico  H-9307   G6 

Wnco  H-9413   G6 

Wrico  H-9772   G7 

Wrico  J-2714  G6 

Wrico  J- 2939  G7 

Wrico  J-4146  G7 

Wrico  J-4376  G7 

Wrico  J-4466  G6 

Wrico  J-4764  G7 

Wnco  J-9633  G7 

Wrico  STR G7 

Wrico  TQC   G7 

Wrico  VRB   G7 

Wrico  ZB-1316  G6 

Wrico  ZB-1358  G6 

Wrico  ZD-240  G7 

Wrico  12   G6 

Wrico  34-B    G6 

Wrico  42   G6 

Wrico  42-C   G6 

Wrico  84   G3 


Wright  Custodial  Supply 

PCK -60  Foam-Up  Degreaser   Al 

PCK60-Heavy  Duty  Cleaner-Degreaser   Al 

Wright  Industrial,  Inc. 

Bug  Trol  Insect  Spray  Fl 

Pro-Pink  Concentrate    Al 

Touch-Up  Germicidal  Cleaner  C2 

Touch-Up  Germicidal  Foaming  Cleaner  C2 

Wright  Oil  Company 

Aero  White  Food  Mach.  Grease  AA   ..    HI 

Wrightco  Chemical  Company 

Degrease-Rite    A8 

Micro-Non  D2 

Vat  Cleaner  A2 

Zap  Al 

40%  Coconut  Oil  Hand  Soap  #1210   ....  El 

Wynn  Company 

Turbo-W    Al 

Wynn  FC  Degreasing  Concentrate  CI 

Wynn  RC-1   Al 

Wynn  RC-2  Al 

Wynn  Oil  Company 

Silicone  Lubricant  H2 

Viscotene  (Aerosol)  H2 

Viscotene  (Bulk)   H2 

Wynn's  951-1  Synthetic    H2 

X-Ergon/ 

Division  of  N  C  H  Corporation 

Bazooka  E4 

Belt-Tack  PI 

Citra-Clean CI 

Craft-Cut   H2 

Gear-Guard  510  H2 

Gladiator    H2 

Handi-Helper  El 

Handi-Helper  n  El 

Husky Al 

KlingOn    HI 

Lub-Gard  H2 

Metal  Groom  K2 

Penefree  #401  Nonflammable H2 

Re-Lube  509   H2 

Slalom   HI 

Slick  HI 

Slick  0  HI 

Stay  Grease   H2 

Strex  K2 

Sustain  H2 

X-O  Corporation 

X-O  Odor  Neutralizer  CI 

X-Pando  Products  Company 

X-Pando  Pipe  Joint  Compound    PI 

X-Pando  Pipe  Joint  Compound  Special 
No.2    PI 

Xact  Chemicals 

All  Purpose  Degreaser    Al 

Disinfectant/Sanitizer  LS  370  D2.Q3 

Drain  Opener  LI 

Enzyme  Degreaser CI 

Hand  Cleaner  Plus El 

Heavy  Duty  Degreaser   A2 
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ISC-620  Concentrated  Insecticide    Fl 

Laundry  Bleach  Bl 

Lemon  Lotionized  Detergent    Al 

Liquid  Oven  Cleaner A8 

Lotionized  Antibacterial  Hand  Soap    ....  El 
Oven  Cleaner  Grease  and  Carbon  Re- 
mover       A2 

Quarry  Master  Plus  CI 

Sanitizer/Disinfectant    D2.Q4 

Self-Foaming  Acidic  Detergent    A3 

Xact  Boiler  Water  Treatment-52F   G6 

Xact  Chlorinated  Alkaline  Cleaner Al 

Xact  Chlorinated  Egg  Washing  Com- 
pound        Ql 

Xact  Chlorinated  Liquid  Detergent    ....    Al 

Xact  Cleaner/Sanitizer A4 

Xact  Coconut  Oil  Liquid  Hand  Soap  ....  El 

Xact  Disinfectant  Bowl  Cleaner  C2 

Xact  Emulsifiable  Degreaser    Kl 

Xact  Extra  Heavy-Duty  Alkaline  Deter- 
gent      A2 

Xact  General  Equipment  Cleaner  Al 

Xact  General  Purpose  Degreaser   Al 

Xact  Germicidal  Skin  Cleanser    E2 

Xact  Granular  Sewer  Cleaner  LI 

Xact  Heavy  Duty  Concrete  Cleaner  ....    A4 

Xact  Heavy-Duty  Cleaner A2 

Xact  Heavy-Duty  Smokehouse  Cleaner   A2 

Xact  Laundry  Detergent  Bl 

Xact  Liquid  General  Equipment  Cleaner  Al 
Xact  Liquid  Silicone  Release  Agent    ..    HI 

Xact  Liquid  Smokehouse  Cleaner    A2 

Xact  Low-Foaming  Egg  Cleaner   Ql 

Xact  Low-Foaming  Egg  Detergent Ql 

Xact  Malodor  Neutralizer  CI 

Xact  Metal  and  Trolley  Cleaner  A2 

Xact  Milkstone  Remover  Concentrate      A3 

Xact  Natural  Degreaser  CI 

Xact  Odor  Counteractant  Pellets    CI 

Xact  Organic  Enzyme  Waste  Digestant    CI 

Xact  Oxygen  Scavenger-S    G6 

Xact  Pink  Hand  Soap   El 

Xact  Powdered  Chlorinated  Cleaner    ..    Al 

Xact  Safety  Solvent-Degreaser  K2 

Xact  Sewage  System  Degreaser  LI 

Xact  Stainless  Steel  Brightener    A3 

Xact  Tile  and  Grout  Cleaner    A3 

Xact  Trolley  Lubricant  HI 

Y-Not  Better  Papers  Inc. 

Badlands  Bleach    B1JD1 

S.S.  Cleaner CI 

Yale  Chemical  Division/ 
See  Bio  Lab,  Inc. 

ZZ 

Yale  Materials  Handling  -  Green 
Bay 

BlastOff   Al 

Chloro-Clean  Al 

Keep-It-Up  Al 

Maxi-Clean   Al 

Yale  Materials  Handling/ 
Gammon  Inc. 

Heavy  Duty  Degreaser   A4 

Heavy  Duty  Freezer  Cleaner    A5 

Industrial  Degreaser    A4 

Yellowstone  Valley  Chemicals,  Inc. 

ProAgra  Anti-Seize  Lubricant    H2 

ProAgra  Belt  Dressing    PI 

ProAgTa  BCW-AFT    G7 

ProAgra  BWT-AD    A3 

ProAgra  BWT-HP  G6 


ProAgra  BWT-LP  G6 

ProAgra  Chain  &  Cable  Foamy  Lube  HI 
ProAgra  Contact  &  Circuit  Board 

Cleaner   K2 

ProAgra  CLT G6 

ProAgra  CWT-A(NF)  G7 

ProAgra  CWT-CC G7 

ProAgra  CWT-S&S  G7 

ProAgra  Glass  &  Mirror  Cleaner  CI 

ProAgra  Grease  In  A  Can H2 

ProAgra  Heavy  Duty  Lube  Spray    H2 

ProAgra  High  Load  Gear  Oil  (Red 

Base)  H2 

ProAgra  High  Load  Gear  Oil  (Red  Ov- 
erlay)    H2 

ProAgra  Lithium  E.P.  Grease  H2 

ProAgra  Moisture  Guard H2 

ProAgra  Painless  Stainless   A7 

ProAgra  Penetrating  Lubricant  H2 

ProAgra  Red  Grease  H2 

ProAgra  Rust  Inhibitor  H2 

ProAgra  Silicone  Spray  Food  Grade   ..  HI 

ProAgra  Super  Cleaner  Degreaser  CI 

ProAgra  Textile  Grade  Dry  Silicone 

Spray  HI 

ProAgra  Tuffplate  Grease  with  PTFE  H2 

ProAgra  White  Guard  Supreme  (Red)  HI 

ProAgra  WWT-PB&E L2 

Yetter  Sales  &  Service 

Freezer  &  Locker  Cleaner    A5 

Yonar  Laboratories,  Inc. 

Sparkle  CI 

York  Castor  Oil  Company,  The 

Ricsylube-1    HI 

York  Chemical  Co.,  Inc. 

Certox  Insect  Killer F2 

Certox  Insect  Spray  Code  AO-5  Fl 

Certox  Rozol  Rat  And  Mouse  Bait    F3 

Food  Processing  Emulsifiable  Concen- 
trate    Fl 

Food  Processing  Fog Fl 

York  Fogging  Concentrate  #1    Fl 

York  Formula  1-2-3  Insecticide  Concent.  Fl 

Yuval  Inc. 

Chlorinated  Machine  Dishwashing 

Compound Al 

Z  B  Supply  Co. 

"N-Zyme  L2 

EZ-Kleen  CI 

Gitz  It C2 

ZB  671  Heavy  Duty  Cleaner   A4 

Z  Company 

AZ  Formula  245   D2 

Deluxe  F-2045  General  Purpose  Cleaner  Al 

Epix   A4 

HA-777    Al 

Lady  Z  Powdered  Laundry  Compound  Bl 

Process  D.L A4 

Process  D.P Al 

Process  D-100  Al 

Z-33  A2 

Zuper  Foam  Concentrate Al 

1020  XFZ    A2 

Z  M  Chemical  Ltd. 

H-D  All  Purpose  Cleaner  A4 


Hand  Soap  El 

PHC-71    Al 

Zap  Disinfectant    D2 

ZM-22    A2 

Z-Specialty  Products,  Inc. 

Z-Sanitizing  Hand  Soap   E2 

Zachry  &  Company 

Fly  And  Mosquito  Spray    Fl 

Grease  Gun  In  A  Can  H2 

Orange  Scent  Air  Freshener  CI 

PCA  Precision  Cleaning  Agent    K2 

Z.P.C.  Brake  Parts  Cleaner Kl 

Zack's,  Inc. 

Kitchen  Degreaser A4.A8 

Zak  Chemical  Corp. 

Best  Cleaner    A4 

Break-Away  A4 

Degreaser  Cleaner  A4 

Ea-Tum    L2 

Fry-Kleen  Al 

NC11  Al 

Super  Z    A4 

Tri-Tex  Al 

Vital  Pine CI 

Zecol,  Inc. 

Battery  Cleaner  &  Protector  PI 

Belt  Dressing  PI 

Heavy  Duty  Glass  &  Utility  Cleaner  ..    CI 
Silicone  Lubricant  Multi  Purpose  Spray  HI 

Zee  Company,  Incorporated 

Diazinon  Residual  Spray F2 

Dyna-Chlor   B1,D2,G4,G7.Q4 

Electric  Motor  Cleaner  K2 

Freezer  Cleaner  A5 

New  Z  Food  Processing  Spray  Fl 

Z  Adhere   Al 

Z  Anti  Foam    Al 

ZBacOffNew  E2 

Z  Bri-Tall A3 

Z  Cal  Can  Cleaner    G5 

Z  Can  Spot  Cleaner G5 

Z  Chlor-O-Clean  Al 

Z  Chlorinated  Cleaner Al 

Z  Chlorosan  Dl 

Z  Cirkleen   A3 

Z  Clear  View CI 

Z  Concentrated  Insecticide  #70  Outsd  ..  F2 

Z  Concentrated  Rust  Stripper  A3 

Z  Cooler  Cleaner A4 

Z  D.B.T.  Cleaner A3 

Z  Degrease Al 

Z  Dress  Up  Belt  Dressing PI 

Z  Duke  Heavy  Duty  Floor  Cleaner   ....    A4 

Z  Duoquat   D2 

Z  Glo  A3 

Z  Glo  Concentrate A3 

Z  Homerun    Al 

ZHC-55S  A2 

Z  Label  Machine  Cleaner  Kl 

Z  Lethane  20  Insecticide Fl 

Z  Liberate    A2 

ZLift  A4 

Z  Lift  Off  Degreaser  K2 

Z  Malathion  Fly  Bait    F2 

Z  Med    El 

Z  No.  1  General  Cleaner    Al 

Z  No.  1  Smokehouse  Cleaner A2 

Z  No.  1  Suck  Odor  Control  CI 

Z  No.  103  General  Cleaner    A6 
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Z  No.  123-  Liq.  Smokehouse  Cleaner  ..    A2 

Z  No-1  Packers  Floor  Cleaner  A4 

Z  0-575  Odor  Control    CI 

Z  0-577  Odor  Control    CI 

Z  Phene   A4 

Z  Pyrotex  Concentrated  Insecticide  Fl 

Z  Relieve  E2 

Z  Residual  Conctrt  5%  Malathion   F2 

ZSafClean-R  Al 

Z  San-O-Clean  El 

Z  San-O-Four    D2 

Z  Shur  Slick  77  H2 

Z  Super  Foam   Al 

Z  Super  Kill  Insecticide   Fl 

Z  Trolley  Express  HI 

Z  Wall  &  Ceiling  Spray  D2 

Z  Wall  and  Ceiling  Spray  Dl 

Z  WW  580 Al 

Z  100%  Concentrated  Cleaner  Al 

Z  102PH    D2 

Z  1224  Al 

Z  1226  A2 

Z  1227  Al 

Z  1228  Al 

Z  1229  Al 

Z  124  A2 

Z  126  A2 

Z  129  General  A2 

Z  1300  A2 

Z  1450  A2 

Z  175  Liquid  General  Cleaner  A4 

Z  180PF  A3 

Z  181   A3 

Z  185  A3 

Z  210  A3 

Z  2125  Hand  Sanitizer  Solution  E3 

Z  22  LI 

Z  220  Smokehouse  Cleaner   A2 

Z  225  Liquid  A4 

Z  225  Trolley  Cleaner A2 

Z  229  General  Cleaner  Al 

Z  24  Rust  Remover A2 

Z  265  Cleaner  A3 

Z  29  Shroud  Cleaner Bl 

Z  30  %  Malathion  in  Oil    F2 

Z  300  Cleaner  A2 

Z321  IP Al 

Z455  A2 

Z58  Al 

Z  85  Cleaner  Al 

Z  85  Shroud  Bleach    Bl 

Z-Adhesive  Remover    Kl 

Z-B-42  Special  Foamer Al 

Z-Bac  Off    E2 

Z-Chain  Lube    H2 

Z-Clean  Boy  D   A2 

Z-CleanBoyDS   Al 

Z-D230  Al 

Z-D230S    Al 

Z-Foam  On    Al 

Z-Food  Process  Spray  Fl 

Z-Hi  Foam  Al 

Z-Homerun  Extra    Al 

Z-M  C  Brightner  A3 

Z-Med  Thick  El 

Z-Odor  Rid    CI 

Z-Plastic  Remover Kl 

Z-Saf  Clean  Al 

Z-Solvelt Al 

Z-Sud-Z  El 

Z-Super  Fog  Spray   Fl 

Z-Super  Trolley  Lube  H2 

Z-0587  Odor  Control    CI 

Z-1225  HD  Plus    Al 

Z-123  Liquid  Smokehouse  Cleaner  New  A4 

Z-123-5  Heavy  Duty  Cleaner  A2 

Z-125  Heavy  Duty  Cleaner A2 

Z-180  A3 

Z-180-R  A3 

Z-2001  K  Kettle  Cleaner    Al 

Z-2201  Iodine  Disinfectant  D2 


Z-225  Heavy  Duty  Liquid  Cleaner  New  Al 

Z-225  LS  A8 

Z-28  Bl 

Z-29  Detergent    Bl 

Z-30  Detergent    Bl 

Z-32  Smoke  House  Cleaner  A2 

Z-320  Heavy  Duty  Cleaner A2 

Z-3205  Al 

Z-3225  A3 

Z-450  Heavy  Duty  Alkaline  Cleaner  ..  A2 

Z-451  Heavy  Duty  Alkaline  Cleaner  ..  A2 

Z-456  A2 

Z-457  A2 

Z-458  A2 

Z-700  Al 

Zee  Formulation  1-1.75  D2.G5 

ZD  230-M   Al 

ZD231  Al 

ZD  232 Al 

Zee  Medical,  Inc. 

Derma  Fleur  Hand  Moisturizer El 

Dermafleur  Moisturizing  Skin  Condi- 
tioner    E4 

Zellerbach  Paper  Company 

Chewing  Gum  Remover  PI 

Zellerbach  Paper  Company 

Clinging  Bowl  Cleaner  C2 

Coconut  Oil  Liquid  Hand  Soap   C2 

Disinfectant  Cleaner   CI 

Disinfectant  Deodorant  Lemon-Aire 

Brand CI 

Zellerbach  Paper  Company 

E-ZKlean    A8 

Heavy-Duty  Baseboard  Cleaner  A4 

Zellerbach  Paper  Company 

Industrial  Heavy  Duty 

Geaner/Degreaser Al 

Insect  Spray  Fl 

Zellerbach  Paper  Company 

Insect  Spray  Fl 

Lemon  Luster    CI 

Lemon-Aire  CI 

Zellerbach  Paper  Company 

Multi-Purpose  Cleaner  Concentrate   ....  CI 

Multi-Purpose  Cleaner  Concentrate   ....  A4 

Neutral  pH  Cleaner  CI 

Pine  Cleaner  Concentrate   CI 

Pine-0  Deodorizing  Cleaner CI 

Zellerbach  Paper  Company 

Quat  17    CI 

Zellerbach  Paper  Company 

Quat- 17    A4 

Restroom  Cleaner   C2 

Restroom  Cleaner   CI 

Zellerbach  Paper  Company 

Roach  and  Ant F2 

Zellerbach  Paper  Company 

Roach  and  Ant  Spray   F2 


Signature  Pink  Lotn.  Hand  Soap-Frag 
Free  El 

Zellerbach  Paper  Company 

Sliplube   HI 

Zellerbach  Paper  Company 

Stainless  Steel  Cleaner  and  Polish  A7 

Zellerbach  Paper  Company 

Vandalism  Remover   CI 

Vision    CI 

Zellerbach  Paper  Company 

Zel-Con  Cleaner    CI 

Zellerbach  Paper  Company 

ZC-604  All  Purpose  Degreaser Al 

ZC-610  All  Purpose  Cleaner    A4 

ZC-705  Bowl  Cleaner  C2 

ZC-706  Bathroom  Cleaner  C2 

ZC-708  Drain  Opener  LI 

Zellerbach/ 

A  Mead  Company 

Day  Care  Multi-Purpose  Cleaner 

Cncntrt    A4 

Quat-17    D2 

Reliable  Bowl  Shine  Everyday  Bowl 

Clnr C2 

Reliable  Citrus-Solv  Industrial  Dgrsr.  CI 
Reliable  Clean-A-Bowl  Toilet  Bowl 

Clnr C2 

Reliable  Craw-Less  Ant  and  Roach  Kil- 
ler      F2 

Reliable  Creme  Cleanser  Scouring 

Clnsr A6 

Reliable  Day-Kleen  All-Purp.  Neutr. 

Clnr  A4 

Reliable  Dis-Spray  Disinf./Deod.  CI 

Reliable  Drain-All  Drain  Opener  LI 

Reliable  Environment  Cleaner  & 

Dsnfctnt Dl 

Reliable  Fly-Hi  Flying  Insect  Killer F2 

Reliable  Foaming  Mint  Disinf./Clnr.  ..  CI 
Reliable  Forest  Gm  All  P.Pine  ScntXlnr  CI 
Reliable  Greasolve  Hard  Surface  Dgrsr  Al 
Reliable  Gnl-O-Kleen  Oven  &  Grill 

Clnr A8 

Reliable  Hands  Off  Luxury  Hand  Soap    El 
Reliable  Industrial  Heavy  Duty  De- 
greaser      Al 

Reliable  Kleen-Stop  Cleaner/Disinf.  ..  CI 
Reliable  Kleen-Thru  Ammoniated  Gls. 

Clnr  CI 

Reliable  Multi-Purpose  Bleach  D2 

Reliable  Multi-Solv  Solvent  &  De- 
greaser      K2 

Reliable  Pan-One  PotfPan  and  Dish 

Clnr Al 

Reliable  Pine-Kleen  Pine  Odor 

Dsnf/Deod  CI 

Reliable  Porcelain  and  Bowl  Geaner  ..    C2 

Reliable  Power-Quat  CI 

Reliable  Pumice-Power  Wtrless  Hand 

Creme   E4 

Reliable  Quat-Kleen  Disinf./Gnr C2 

Reliable  See-Thru  Glass  Hard  Surf. 

Clnr CI 

Reliable  Soft-Pink  Shower  Soap    E4 

Reliable  Stain-Less  B  Stainless  Stl  Clnr  A7 
Reliable  Stainless  Steel  Cleaner/Polish     A4 
Reliable  T-Blocs  Deodorizing  Blocs    ..    C2 
Reliable  Tough  Job  USDA 
Geaner/Dgrsr Al 
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Reliable  Tuf-Job  Heavy-Duty 

Cleaner  A4.A8 

Reliable  Tuf-Job  JJ  Hvy  Duty 

Clnr/Dgrsr  A4 

Reliable  U-Blocs  Deodorizing  Blocs  ..    C2 

Zelman  International  Limited 

ZI-400  Colloid  Cleaner  CI 

Zep  Manufacturing  Company 

Aerosolve K2 

BigZ  CI 

Ceramic  Tile  Cleaner    A4.C1 

Chlor5  A2 

Concentrated  Glass  Cleaner   CI 

Concentrated  Lathereen  El 

CO-3    Al 

D-A  Deodorant-Absorbent   CI 

Departure  Detergent/Disinfectant  D2 

Double  Play  E4 

Drain-Aid  LI 

Enviro  100  Al 

Enviro2000  Al 

Fast  Gasket  Clear   PI 

Formula  1262    C3 

Formula  158    Al 

Formula  158-E Al 

Formula  2761     Al 

Formula  2762    Al 

Formula  2763  Bactericidal  Egg  Wash      Ql 

Formula  300    Kl 

Formula  3362    Al 

Formula  4358    Al 

Formula  50    A4 

Formula  5764  Granular  Deodorant CI 

Formula  60-A    Fl 

Formula  6556  Chemical  Cleaner   A3 

Formula  7961    A3 

Formula  940    Al 

Formula  940-E Al 

Formula  949    A2 

Formula  9659    A2 

Formula  9862    A2 

Glass  Cleaner CI 

Grout  Cleaner   C2 

Head-To-Toe  El 

Insectrol-700   Fl 

K  Cleaner A2 

Lathereen  El 

Liquid  Ice  Melting  Compound  CI 

Liquidizer  Soap  A4 

Lubrisil    HI 

Meter  Mist  Air  Sanitizer CI 

Meter  Mist  Odor  Neutralizer   CI 

Micro  Mist  F2 

Mini  Fog   Fl 

No  Rinse   D2 

No.  1455    Bl 

Odorstroyer   L2 

Old  Smoky    CI 

Pine-O-Fect  CI 

Plus  General  Purpose  Cleaner    A4 

R-12776  A2 

R-7683  A2 

Scent  Guard  CI 

Soft  Touch  E4 

Stove  and  Oven  Cleaner  Aerosol  Al 

Super-D-Ice  CI 

SF-1267  Al 

SF-1367  A2 

SF-2367  Al 

SF-666  Al 

SF-668  Cleaning  Compound    Al 

Thermo-Fog  Insecticide    Fl 

Tile  and  Grout  Cleaner  C2 

X-1070  Q5 

X-1267  A1.Q1 

X-14769  Laundry  Bleach   Bl 

X-2153  Al 

X-21567  A2 


X-21969  Bl 

X-22269  HI 

X-22372  H  D.  Chlorinated  Cleaner  ....    Al 

X-24271  A2 

X-2569  G6 

X-3764  H2 

X-4369  A2 

X-4665  D2.Q4 

X-571  Lubricant   H2 

X-6964  Al 

Z-C  Concentrate    Al 

Z-C  Concentrate-E    Al 

Z-D  Industrial  Deodorant  CI 

Zep  A-One  A4.C1 

Zep  Aero  Lube    H2 

Zep  Aero  Tac    PI 

Zep  Applaud   El 

Zep  Attack  A4 

Zep  Barrier  Kreme    E4 

Zep  Bead-It  E4 

Zep  Big  Orange CI 

Zep  Big  Pine  CI 

Zep  Blast  Away Al 

Zep  Body  Spa   E4 

Zep  Boil-Out  Compound    Al 

Zep  Bowlshine C2 

Zep  Breeze CI 

Zep  Champ    E4 

Zep  Charm  C2 

Zep  Checkmate  Dl 

Zep  Chlor  2  Sanitizing  Wash  D2 

Zep  Chlor-5  A1.Q1 

Zep  Chlorine  Bleach  Bl 

Zep  Choice    Bl 

Zep  Citra  Clean  CI 

Zep  Concentrated  Liquid  Chlorine 

Bleach  Bl 

Zep  Conquer   CI 

Zep  Control  Defoaming  Eggwash    Ql 

Zep  Control  16270    Al 

Zep  Dazzle CI 

Zep  Delight  El 

Zep  Deluxe    El 

Zep  Deo-V  CI 

Zep  Deo-6   CI 

Zep  Double  Shot  F2 

Zep  Dry  Graphite    H2 

Zep  Dry  Moly  H2 

Zep  Dyna  Blue    Kl 

ZepDynal43   CI 

Zep  DX-154 Al 

Zep  E-2  Sanitizing  Hand  Soap  E2 

Zep  Elec K2 

Zep  Extra  A4 

Zep  F-7  Powdered  Hand  Cleaner E4 

Zep  Flash  Light  CI 

Zep  Flush  TM  Kill    F2 

Zep  Foam  Chlor   Al 

Zep  Foamate   Al 

Zep  Foaming  Smokehouse  Cleaner   ....    Al 
Zep  Food  Service  Supermarket  Sa- 
nitizer       D2.Q3 

Zep  Formula  11263  A2 

Zep  Formula  1365  C3 

Zep  Formula  22  A4 

Zep  Formula  486  D2 

Zep  Formula  60-B  Fl 

Zep  Formula  768  Kl 

Zep  FF  Sanitizing  Hand  Cleaner  E2 

Zep  FS  Amine-B  D2 

Zep  FS  Bakery  Pan  Cleaner  Al 

Zep  FS  Boil-Out  Compound    Al 

Zep  FS  Chlor  5  A1.Q1 

Zep  FS  Concentrated  Foaming  Acid   ..    A3 

Zep  FS  Defoaming  Egg  Wash   Ql 

Zep  FS  Floor  Cleaner  A4 

Zep  FS  Floor  Scrub    A4 

Zep  FS  Foam  Chlor    Al 

Zep  FS  Foam-Sta    Al 

Zep  FS  Foamate   Al 

Zep  FS  Foaming  Smokehouse  Cleaner     Al 
Zep  FS  Formula  10184  A8 


Zep  FS  Formula  12167  D2.Q4 

Zep  FS  Formula  14865  A5 

Zep  FS  Formula  1892  Al 

Zep  FS  Formula  195  Dl 

Zep  FS  Formula  23769  HI 

Zep  FS  Formula  2761  Al 

Zep  FS  Formula  2762  Al 

Zep  FS  Formula  2763  Ql 

Zep  FS  Formula  3362  Al 

Zep  FS  Formula  3389  Al 

Zep  FS  Formula  3685  A3 

Zep  FS  Formula  386  Acid  Sanitizer    ..    D2 

Zep  FS  Formula  4089  Al 

Zep  FS  Formula  41  A2 

Zep  FS  Formula  4489  A3 

Zep  FS  Formula  4665  D2,E3,Q4 

Zep  FS  Formula  6268  Al 

Zep  FS  Formula  6565  A3 

Zep  FS  Formula  6964  Al 

Zep  FS  Formula  7961  A3 

Zep  FS  Formula  940  Al 

Zep  FS  Formula  940-E  Al 

Zep  FS  Formula  9878  A2 

Zep  FS  Lime  Remover  A3 

Zep  FS  No.  79  Al 

Zep  FS  Pot  &  Pan  Scrub    Al 

Zep  FS  Process  Cleaner   Al 

ZepFSZ-Chlor  A1.Q1 

Zep  FS  ZC  Concentrate    Al 

Zep  FS  ZC  Concentrate-E    Al 

Zep  Glove    E4 

Zep  Grease  Monkey   H2 

Zep  Grip    E4 

Zep  Groovy  (Bulk)   H2 

Zep  Handstand  Antiseptic  Hand  Soap  ..  E4 

Zep  Handstand  E-2  Hand  Soap    E2 

Zep  Handstand  Lotion  Hand  Soap  El 

Zep  Handstand  Shower  Soap    E4 

Zep  Hi-Lo  Temperature  Grease   H2 

Zep  High  Strength  Threadlocker  Red    ..  PI 

Zep  Hit  Man  Spray  Insecticide  F2 

Zep  Improved  FS  Foam  Chlor  Al 

Zep  Johnny  Applestick  C2 

Zep  Laundry  Booster    Bl 

Zep  Laundry  Break  Bl 

Zep  Laundry  Detergent  Bl 

Zep  Laundry  Heavy-Duty  Detergent  ..  Bl 
Zep  Laundry  Liquid  Chlorine  Bleach  Bl 
Zep  Laundry  Liquid  Oxygen  Bleach   ..    Bl 

Zep  Laundry  Softener  &  Sour   B2 

Zep  Lemonex  A4 

Zep  Lime  Remover  A3 

Zep  Liquid  Fabric  Softener B2 

Zep  Liquid  Ice  Melt   CI 

Zep  Lubeze  14 H2 

Zep  LBA  Live  Bacterial  Additive   CI 

Zep  Meter  Mist  Insect  Killer   Fl 

Zep  Meter  Mist  Insect  Killer  U   F2 

Zep  Meter  Mist  Insect  Killer  N  Fl 

Zep  Micronex  Hard  Water  Formulation   A4 

Zep  Mini  Fog  II    Fl 

Zep  MVP  E4 

Zep  MW  Grease   HI 

Zep  Natural   Dl 

Zep  Oven  Brite  A8 

Zep  Oxygen  Bleach Bl 

Zep  Painters  Partner   E4 

Zep  Parvo  Plus    A4 

Zep  Pipe  Seal    PI 

Zep  Plus-E  A4 

Zep  Powerhouse    CI 

Zep  Press  Loc  PI 

Zep  PL  Lubricant    H2 

Zep  PLS  H2 

Zep  Quick   A8 

ZepR-1191    A4 

Zep  R-12482  Al 

Zep  R-14283   A3 

Zep  R- 15774  Powdered  Low-Foam 

Cleaner   Al 

Zep  R-1580  CI 

Zep  R-16270  Al 
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Zep  R-1882  Al 

Zep  FM681   A4 

Zep  R^882  Steam  Cleaner  Concentrate  Al 

Zep  R-5289   CI 

Zep  R-5678  Ql 

Zep  R-5886   Al 

Zep  R-7387  Al 

Zep  R-8775   CI 

Zep  Reach   E4 

Zep  Recirculating  Detergent  Al 

Zep  Red  Lithium  Grease H2 

Zep  Redi-Grease   H2 

Zep  Refresh  H  CI 

Zep  Removable  Threadlocker  PI 

Zep  Roach  And  Ant  Surface  Spray   F2 

Zep  Rout   CI 

Zep  Rust  Remover    A3 

Zep  San-E2   E2 

Zep  Sanitary  Spray  Lubricant  USP   ....    HI 

Zep  Scat CI 

Zep  Sewer-Aid  FA    LI 

Zep  Slide  H2 

Zep  Spree CI 

Zep  Stainless  Steel  Polish  A7 

Zep  Steam n  Clean  Liq.  Steam  Clnr.   ..    Al 

Zep  Stop    F2 

Zep  Super  Concentrated  Floor  Cleaner    A4 

Zep  Super  Flash    A4 

Zep  Super  Lubricant  H2 

Zep  Super  Penetrant   CI 

Zep  Super-2  Insecticide    Fl 

Zep  Super-3  Insecticide    Fl 

Zep  Supersyn  3  Fl 

Zep  Supersyn-1  Insecticide  Fl 

Zep  TriFoam   CI 

Zep  TKO  E4 

Zep  Velvet  E4 

Zep  Veto   C2 

Zep  Wicldng  Threadlocker  Green    PI 

Zep  Wipe  Out  El 

Zep  Work  Force    E4 

ZepX-10184  A8 

Zep  X-l  1974  A8 

ZepX-12167  :.  D2,Q4,E3 

ZepX-13074  A4 

ZepX-13681    Al 

ZepX-1386  G6 

ZepX-13892  Al 

Zep  X-14082  B2 

Zep  X-14092  A2 

Zep  X-14092  A2 

Zep  X-14282  Bl 

ZepX-14865  A5 

Zep  X-16277  A3 

Zep  X-16976  A2 

Zep  X-17883  A8 

Zep  X-1988  A2 

Zep  X-21082  A2 

Zep  X-24272  Fl 

Zep  X-2575  Liquid  Caustic  Cleaner    ..    A2 

ZepX-2678  Al 

Zep  X-2689  E2 

Zep  X- 2887  Al 

ZepX-3089  Al 

Zep  X-3685  A3 

Zep  X-3690  Ql 

Zep  X-389  A8 ,B2,C1 

Zep  X-3989  Al 

Zep  X-4083  Bl 

Zep  X-4087  Al 

Zep  X-4089  Al 

Zep  X-4091   Al 

ZepX-4092  Al 

Zep  X-4162  A2 

Zep  X-4291   A3 

ZepX-4490  Al 

Zep  X-492  Al 

Zep  X-51492  Fl 

ZepX-5281  Al 

Zep  X-5685  A2 

Zep  X-5775  PI 

Zep  X-5876  H2 


Zep  X-5984  Bl 

Zep  X-5992  PI 

Zep  X-6086  Al 

Zep  X-6478  Bl 

Zep  X-6484  A3 

Zep  X-677A  Powdered  Fabric  Softener   B2 

Zep  X-7290  A2 

Zep  X-7673  A3 

Zep  X-7786  CI 

Zep  X-7791   A4.A8.B1 

ZepX-785  Al 

ZepX-7885  Al 

Zep  X-7889  Al 

ZepX-8280  A4 

Zep  X-8575  Scalding  Agent  PI 

Zep  X-9576  A5 

Zep  X-9792  Fl 

Zep  Z  Green    CI 

Zep  Z-Chlor Al 

Zep  2000  H2 

Zep  30-A  CI 

Zep  40   CI 

Zep  45   H2 

Zep  45  (Bulk)    H2 

Zep  55   CI 

Zep-Aid  Silicone  Spray HI 

Zep-Amine-A  D2.Q3 

Zep-Control  Floor  Cleaner  A4 

Zep-Control  X-23769   HI 

Zep-Control  195    Dl 

Zep-Control  2761    Al 

Zep-Control  2763  Bact.  Egg  Wash    ....    Ql 

Zep-Control  7961    Al 

Zep-D-Grease    Kl 

Zep-Deo  3   CI 

Zep-Ez  Al 

Zep-Flash  (No  Pine)   A4 

Zep-Flo    LI 

Zep-I-Dine  D2JE3 

Zep-I-Dine  20    D2.E3 

Zep-Lac  41    A2 

Zep-Lac  45  Milkstone  Remover A3 

Zep-O-Brite  A6 

Zep-O-Crest  E4 

Zep-O-Kreme E4 

Zep-O-Mint  CI 

Zep-O-San  C2 

Zep-O-Stat  CI 

Zep-O-Suds   Al 

Zep-O-Zorb   Jl 

Zep-O-Zyme    L2 

Zep-Par    HI 

Zep-X-6890  Al 

Zep-10-X  F2 

Zepamine  B  D2 

Zeparkle  Al 

Zepaseptic   El 

Zepax  II  CI 

Zepco  Al 

Zepcorex    C2 

Zepeer   A7 

Zeperb   Al 

Zepexo  A4 

Zepfoam-Sta    Al 

Zepleez El 

Zeplift    Bl 

Zeplon   HI 

Zeplube    H2 

Zepomatic    Al 

Zepona  F2 

Zeponite  Al 

Zepopine-8  CI 

Zeposector  A  Spray  Insecticide    Fl 

Zeposector  D  Insecticide-Deodorant    ....  Fl 

Zeposector  Insecticide  Spray    Fl 

Zeposector  HI    Fl 

Zeposector  S  Insecticide  Fl 

Zeposector  2    Fl 

Zepreserve  H2 

Zeprestige    E4 

Zepride A4.C1 

Zepride-E  A4 


Zeprune  Foam-Sta  Al 

Zepnme  No.  79  Al 

Zeprime  X-8871    A2 

Zeprime  Z-Chlor  Al 

Zeprime  ZC  Al 

Zeprime  14769    Bl 

Zeprime  22567    Al 

Zeprime  2761    Al 

Zeprime  2761  Non-Phosphate    Al 

Zeprime  2762    Al 

Zeprime  6268    Al 

Zeprime  6565    A3 

Zeprime  7961    A3 

Zeprime  940    Al 

Zeprime  9878    A2 

Zepsecure  A4 

Zeptabs PI 

Zepynamic  C2 

Zepynamic  A  C2 

ZepCinch  E4 

ZepValor   Al 

ZepVenture    CI 

Zeroc  Industries 

A  S  C  A4 

Ziff  Company,  The 

Bath  &  Spa  Gel/Shampoo    E4 

Cleaner  &  Scale  Remover    A3 

Dish  Destainer  Powder  Al 

F/S  Antiseptic  E-2  Hand  Soap   E2 

F/S  Formula  1126  Cleaner-Disinfectant  D2 

Golden  Natural  Lotion  Soap  E4 

Hand  &  Body  Creme    E4 

Heavy  Duty  Waterless    E4 

Laundry  Detergent  Powder  Bl 

Laundry  Oxygen  Bleach  Bl 

Liquid  Laundry  Booster  Bl 

Liquid  Laundry  Softener B2 

Liquid  Laundry  Stain  Remover    Bl 

Lotionized  Powdered  Pot  &  Pan  Deter- 
gent      Al 

Medi-Clean  Antiseptic    E4 

Metal  Protection  Mechanical  Liq. 

Detrgnt   Al 

Metal  Protection  Mechanical  Pwdrd. 

Det Al 

Residua!  Crawling  Insect  Killer F2 

Super  Chlor  Machine  Dshwshng  Liq 

HvyDty    Al 

System  Five  Hvy  Dty  Liq  Laundry 

Detrgnt   Bl 

System  Five  Laundry  Bleach  Powdered  Bl 
System  Five  Laundry  DtrgnL  HD. 

Powder    Bl 

System  Five  Laundry  Softener  Pow- 
dered      B2 

System  Five  Liquid  Laundry  Sour  Bl 

System  Five  Liquid  Laundry  Sour  Soft    B2 
System  Four  Chlmtd  Machine 

DshwshngPwdr  A2 

System  Four  Liq. Super 

MchnDshwshngDtrgnt  A2 

System  One  Automatic  Dishwashing 

Cmpd.   A2 

System  One  Creme  Cleanser   A6 

System  One  E-Z  Kleen  2000   A4.A8 

System  One  Ez-Clean  2000  Disnf 

Clnr/Dgrs    C2 

System  One  Foam  Disinfectant  Washim. 

Cln  CI 

System  One  Hand  Dish  wash  Detergent    Al 
System  One  Heavy  Duty  Power  Dgrsr. 

750    Al 

System  One  Liquid  Pot  And  Pan  Al 

System  One  Low  Foam  Laundry  Deter- 
gent      Bl 

System  One  Meatroom 

Degreaser/Dsnftnt  D2 

System  One  Mint  Air  Sanitizer   CI 
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System  One  Moisture  Guard    H2 

System  One  Multi-Purpose  Insecticide  Fl 
System  One  Non  Acid  Drain  Opener  ....  LI 

System  One  Oven  Cleaner  A8 

System  One  Quat  220  D2 

System  One  Vandalism  Mark  Remover  Kl 

System  One  Ziff-O-Dyne  D2 

System  One  256  Disinfectant  A4 

System  Three  Bug  Out  Flying  Insect 

Spray  F2 

System  Three  F/S  Form  219  Frzr  Lock 

Clnr  A5 

System  Three  F/S  Formula  1 1 16  Acid 

Brite    A3 

System  Three  F/S  Formula  1 122  Foam 

Up  Al 

System  Three  F/S  Oven  &  Grill  Cleaner  A8 

System  Two  Gum  Remover  CI 

Z/E  Drain  Digester  &  Organic  Odor 

Elmntr  L2 

Ziff  System  One  Bowl/Tile  Prcln&Grt 

Clnr  C2 

Zim  Chemical  Co.,  Inc. 

Aerodet    Al 

B.A.C.  Bio  Active  Cultures  In  Liquid  ..  L2 

Bug-Out  Fl 

Drain  Cleaner    LI 

Drain  Solvent  Liquid  Drain  Opener  LI 

Dual-27    Dl 

Emulsion  Bowl  Cleaner    C2 

Hi-Count  Bacteria  Enzyme  Complex  ....  L2 

L-Tox  Spray    Fl 

Lemon  Fresh  20    A4 

Mi-T-Miz  Al 

Odo-Out  CI 

Porcelain  &  Tile  Cleaner    C2 

R.I.S.-15  F2 

Super  Smooth    El 

The  One  CI 

Z-110  Al 

Zimmerman  Chemicals,  Inc. 

Do-It-All    C2 

Zimmerman,  Inc. 

Accelerater CI 

Complex  Z66  Al 

Flush    LI 

Zip  Aerosol  Products 

D-5440  Fluorocarbon  Dry  Lubricant   ..  H2 

Min-Oil  Mold  Lubricant  M-304  HI 

Pure  Liq.  Petrolatum  USPD-5303    HI 

Pure  Silicone  Anti-Stick  FS-175    HI 

Q.C.  Chemicals  MC  Cleaner  No.2044  K2 

Zip  Chem  ZC-010  H2 

Zip  Slip   HI 

Zip-Aerosol  D-5010    H2 

ZC-100  Pure  Silicone  Lubricant  HI 

Zobrist,  J.C.  Company,  Inc. 

All  Purpose  Cleaner   CI 

Bu-Solv   A4 

Deodorizing  Cleaner  A4 

Hi-Action  Cleaner  A4.C1 

Max    Al 

Nonol  Al 

Pink  Concentrate  Cleaner  A4 

Power  Clean    A4 

Steam  &  Pressure  Liquid  Cleaning 

Cmpd Al 

Strip-Clean  A4 

System  II  Steam  &  Pressure  Cleaner  ..  Al 

SP-33  Industrial  Cleaner CI 


Zoecon  Corporation 

Dianex  Residual  Spray   F2 

RF-270  Emulsifiable  Concentrate F2 

Safrotin  Emulsifiable  Concentrate  Insect  F2 
Zoecon  RF-209  Cockroach  Growth  Re- 
gulator    F2 

Zoecon  RF-256  Aerosol   F2 

Zoecon  RF-259  Emulsifiable  Concen- 
trate    F2 

Zoecon  RF-271  RTU  Pump  Spray  F2 

Zorbite  Corporation 

Zorbite  Jl 

/urn  Industries,  Incorporated 

Polyzyme  II  L2 

Zurn,  O.  F.  Company 

Zum  Ammonia  Oil  #3    H2 

Zum  Ammonia  Oil  #4    H2 

Zum  Aquagrind  WN  PI 

Zum  EP  Lube  #150 H2 

Zum  EP  Lube  #35 H2 

Zum  EP  Lube  #50 H2 

Zum  EP  Lube  #80 H2 

Zum  EP  Lube  #95 H2 

Zum  Safety  Cleaner   Kl 

Zum  Safety  Cleaner  #3-0  Food  Grade  Kl 

Zum  White  Oil  #150-T  HI 

Zum  White  Oil  #200-T  HI 

Zum  While  Oil  #350-USP  HI 

Zum  White  Oil  #90-T HI 

Zumfleet  HD  SAE  10-10W   H2 

Zumfleet  HD  SAE  15W^J0   H2 

Zumfleet  HD  SAE  20-20W   H2 

Zumfleet  HD  SAE  30  H2 

Zumpreem  10A  H2 

Zumpreem  10W-30  H2 

Zumpreem  15-HD  H2 

Zumpreem  15A  H2 

Zumpreem  21-HD  H2 

Zumpreem  21A  H2 

Zumpreem  30-HD  H2 

Zumpreem  30A  H2 

Zumpreem  5W-20  H2 

Zumpreem  50A  H2 

1st  Ayd  Corporation 

#139  Mighty  Fine  Hand  Soap    E4 

#150  Hand  Cleaner  E4 

#71  Powdered  Floor  Soap CI 

#72  H.D.  Powdered  Floor  Soap  A4 

Brake  Parts  Cleaner K2 

Break-Thru  D2 

Carburetor  Cleaner    K2 

Cutting  Oil  H2 

Disinfectant  Bathroom  Cleaner C2 

Disinfectant  Spray  For  Hospital  Use   ..    CI 

Emergency  Drain  Opener  LI 

Gasket,  Paint  &  Decal  Remover    PI 

Glass  Cleaner CI 

Lotionized  Hand  Cleaner   El 

Orange  Ayd  Organic  All  Purpose 

Cleaner   CI 

Rust  Penetrant  H2 

RTV  Clear  Silicone  Sealant  PI 

Safety  Solvent  K2 

Safety  Solvent  &  Metal  Parts  Cleaner     K2 
Spray  And  Wipe  All  Surface  Cleaner      CI 

Spray  Silicone  H2 

Spray  Silicone  H2 

Stainless  Steel  Polish  and  Cleaner  CI 

Super  Butyl  Cleaner   A4 

Vinyl  Leather  Fabric  Cleaner  CI 

White  Lithium  Grease H2 

1st  Ayd  White  Lithium  Grease H2 


958  All  Purpose  Cleaner Al 

965  Super  Steam  Cleaner  Al 

966  Al 

1st  Choice  Products 

Pro  Cut    Al 

1st  Choice  Antiseptic  Hand  Soap  E2 

17th  Street  Paper  Plus 

Brute  Force   C2 

Clear  Image  CI 

Destroyer  F2 

21st  Centech 

Sunklean    CI 

21st  Century  Chemicals 

Wonder  All  Purpose  Cleaner  &  De- 
greaser!   Al 

3  D  Chemical  &  Supply,  Inc. 

Medi  Soap  El 

3-P  Specialty  Inc. 

Eliminator    CI 

G.A.B L2 

Sampson  Plus    Al 

See  Thru    CI 

See  Thru  (Bulk) CI 

3D,  Inc. 

Brite-Boy  Al 

Citragold   CI 

Rust  Eradicator  2X   A3 

Rust  Eradicator  3XLF  A3 

Siege    Al 

Siege  ECC  Al 

Siege  Low  Foam  Al 

3D  Hand  Cleaner El 

3D  Laundry  Detergent    Bl 

3D  Supreme Al 

3D  Supreme  High  Foam  Al 

3D  Supreme  Hydro  Concentrate Al 

3D  Supreme  Low  Foam   Al 

3D  Supreme  XP    Al 

3M 

A-101  Spray  Cleaner CI 

Compublend  Cleaning  System   PI 

CompuBlend  II  Cleaning  System  PI 

Safety-Walk  Floor  Conditioner PI 

Scotch  Brand  1605  Demoisturant  ..  H2JC2 
Scotch  Cable  Cleaner  &  Degreaser  1606  Kl 
Scotch  Heavy  Duty  Contact  Cleaner 

1607    K2 

Scotch  Silicone  Lubricant  1609   HI 

Scotch-Grip  Brand  Indstrl.  Adhesive 

1870    PI 

Scotch-Weld  EC-3901  Primer   PI 

Sectrol  #92  Ready-To-Use  F2 

Sectrol  No.  1490  Concentrate  F2 

Sharpshooter  Extra  Strength  No  Rinse 

Cln CI 

Stainless  Steel  Cleaner  &  Polish    CI 

202  Foam  Scrub    CI 

3M  Brand  Spray  Belt  Dressing    PI 

3M  Brand  Stainless  Steel  Clnr  &  Pol 

Liq  CI 

3M  Brand  Trouble  Shooter A4 

3M  Degreaser  &  Cleaner   Kl 

3M  Dry  Lubricant  H2 

3M  Lithium  Lube  P.N.  08915    H2 

3M  Silicone  Lubricant    HI 


11-480 


3M  Silicone  Spray  Lubricant  P.N. 

08935    HI 

3M  4- Way  Spray  P.N.  08902  H2JC2 

4  State  Maintenance  Supply 

Destroyer  Heavy  Duty  Cleaner-De- 
greaser  A4.A8 


5  Star  Chemical  Corporation 

Citri  Star   CI 

DAL- 500  Fragrance  Free    Al 

F-S  Concentrate  A4.C1 

Formula  1189    A4 

HV-1    A8 

Super-Eez CI 

SW-Smokehouse  Cleaner  A8 

Whisk-Brite  A4 


7  Oaks  Supply  Co. 

Premium  Germicidal  Cleaner   Dl 

7HC  Corporation 

Ferric  Chloride  Solution  LI 

Liquid  Ferric  Sulfate  LI 


11-481 
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